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PREFACE 


The Title List of Documents Made Publicly A vailable is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 


The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket SO are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. Genual correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection repents, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/ executive correspondence 

V. Licensing operators and related correspondence 


W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the ehtries in the list are: 


© p. Operating license stage documents & correspondence 


© © 


8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ conse- 


quences prior to issuing full power OL. 

(4) SUGARMAN. R.J. ( 5 ) Sugarman, Denworth & Hellegers 
© Denton, H. Office of Nuclear Reactor Regulation, Director 
27628:356:27628:357 


S S S 4 > 


f 84/11/21 

2pp. 


1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal authors). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 


10. The three-digit portion of this entry is the number of the frame on which this document starts. 

11. The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. . 

13. If this space is biank, the document is available to the public only in the NRC Public Document 
Room, 2120 L St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or 
“Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In genera], indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

10CFR— Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
FOIA— Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 
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I&E— Inspection and Enforcement 

MISC— Public Document Room Miscellaneous 

NUREG— NUREG Reports and Related Correspondence 

ORG— Correspondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Predocket Licensing 

PT21— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 

in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 


1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 

8 . 

9. 

10 . 
11 . 
12 . 


13 . 


principal elements of the nondocketed items are: 

0 NUREG— NUREG Reports and Related Correspondence 


© 




*8203090207' NUREG/ CR- 1 672 V02' 

("RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
J IN GEOLOGIC MEDIA. Technical Review of Documents 
© ) NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 

LnUREG/CR-1608. <6; 

.© STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science ApplicafJonsTlnc. 

0 FIN B-6694. SAI-262-81-PA. 82/02/28. Division of RiskAnalysis. 

123p. Available at NRC.f $6.00. 1 12176:217: 12176:34^ 
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Nondocket category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient. 

Pages in document. 

All NUREG-series documents are available for purchase at NRC.. Information on ordering 
documents is given below. All NUREG-series documents are also available at NTIS. Information on 
ordering from NTIS is also given below. 

Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is .the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1. The address for NRC is: 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

2120 L Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Name Page 

Radwaste Disposal Sites - Docket 

RICHLAND, WA, U.S. ECOLOGY, INC. 1 

Licensing of Source Material - 

UMETCO MINERALS CORP., RIVERTON, 1 

WY 

AMERICAN NUCLEAR CORP., JEFFREY 1 

CITY, WY 

TENNESSEE VALLEY AUTHORITY, 1 

CHATTANOOGA, TN 

PATHFINDER MINES CORP., RIVERTON, 2 

WY 

ALLIED-SIGNAL, INC., MORRISTOWN, NJ 2 

ATLAS MINERALS, INC., DENVER, CO 2 

AMERICAN NUCLEAR CORP., CASPER, 2 

WY 

ENERGY, DEPT. OF, CANONSBURG, PA 2 

MALLINCKRODT, INC., ST. LOUIS, MO 2 

PATHFINDER MINES CORP., SHIRLEY 2 

BASIN, WY 

PETROTOMICS CO., SHIRLEY BASIN, 2 

WY 

WHITTAKER CORP., LOS ANGELES, CA 2 

FANSTEEL, INC., NORTH CHICAGO, IL 2 

SEQUOYAH FUELS CORP., OKLAHOMA 2 

CITY, OK 

EXXON MINERALS CO., USA, HOUSTON, 3 

TX 

RIO ALGOM MINING CORP., MOAB, UT 3 

EXXON CO., USA, HOUSTON, TX 3 

BEAR CREEK URANIUM CO., CASPER, 4 

WY 

MALAPAI RESOURCES CO., PHOENIX, 4 

AZ 

MINERALS EXPLORATION CO., LOS 4 

ANGELES, CA 

UMETCO MINERALS CORP., GRAND 4 

JUNCTION, CO 

MALAPAI RESOURCES CO., CASPER, 4 

WY 

PLATEAU RESOURCES, LTD., GRAND - 4 
JUNCTION, CO 

CLEVELAND-CLIFFS IRON CO., 4 

CLEVELAND, OH 

CHEMETRON CORP., CHICAGO, IL 4 

KERR-MCGEE NUCLEAR CORP., 5 

OKLAHOMA CITY, OK 

URANERZ USA, INC., CASPER, WY 5 


Docket 

Name 

Page 

40-8786 

URANIUM RESOURCES, INC., 
RICHARDSON, TX 

5 

40-8801 

WESTLAKE LANDFILL, NORTHBROOK, 

IL 

5 

40-8803 

DYNA EAST CORP., WYNNEWOOD, PA 

5 

40-8820 

AMAX INC., GOLDEN, CO 

5 

40-8829 

FERRET EXPLORATION CO. OF 
NEBRASKA, INC., CRAWFORD, NE 

5 

40-8857 

EVEREST MINERALS CORP., CONVERSE 
COUNTY, WY 

5 

40-8902 

ANACONDA MINERALS CO., GRANTS, 

NM 

5 

40-8903 

HOMESTAKE MINING CO., GRANTS, NM 

6 

40-8904 

BP AMERICA, INC./L-BAR URANIUM 
FACILITY, SALT LAKE 

6 

40-8905 

KERR-MCGEE CORP./QUIVIRA MINING 
CO., OKLAHOMA CITY, OK 

6 

40-8907 

UNITED NUCLEAR CORP., SANTA FE, 

NM 

6 

40-8926 

ALTAIR RESOURCES, INC., CASPER, WY 

7 

40-8943 

FERRET EXPLORATION CO. OF 
NEBRASKA, DENVER, CO 

7 

Domestic Licensing of Production and 

Utilization Facilities - Docket SO 


50-2 

FORD NUCLEAR REACTOR 

7 

50-3 

INDIAN POINT STATION, UNIT 1 

7 

50-5 

PENNSYLVANIA STATE UNIV. 

RESEARCH REACTOR 

7 

50-10 

DRESDEN NUCLEAR POWER STATION, 
UNIT 1 

7 

50-18 

VALLECITOS BOILING WATER 

REACTOR 

9 

50-20 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY RESEARCH REACTOR 

9 

50-27 

WASHINGTON STATE UNIV. RESEARCH 
REACTOR (TRIGA) 

9 

50-29 

YANKEE-ROWE NUCLEAR POWER 
STATION 

9 

50-30 

PLUM BROOK RESEARCH REACTOR 
FACILITY 

11 

50-54 

CINTICHEM 

11 

.59-57. 

BUFFALO MATERIALS RESEARCH 
CENTER 

11 

50-62 

UNIV. OF VIRGINIA RESEARCH 

REACTOR 

11 

50-70 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

if' 

50-73 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

11 

50-83 

UNIV. OF FLORIDA TRAINING REACTOR 

11 



Docket 

Name 

Page 

50-89 

GENERAL ATOMIC CO. 

12 

50-97 

CORNELL UNIV. ZERO POWER 

REACTOR 

12 

50-112 

UNIV. OF OKLAHOMA RESEARCH 
REACTOR 

12 

50-133 

HUMBOLDT BAY POWER PLANT, UNIT 3 

12 

50-134 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

12 

50-142 

UCLA TRAINING REACTOR 

13 

50-146 

SAXTON NUCLEAR EXPERIMENTAL 
FACILITY 

13 

50-148 

UNIV. OF KANSAS RESEARCH 

REACTOR 

13 

50-150 

OHIO STATE UNIV. RESEARCH 

REACTOR 

13 

50-151 

UNIV. OF ILLINOIS RESEARCH 

REACTOR 

14 

50-155 

BIG ROCK POINT NUCLEAR PLANT 

14 

50-157 

CORNELL UNIV. RESEARCH REACTOR 

15 

50-160 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

15 

50-163 

GA TECHNOLOGIES 

15 

50-170 

ARMED FORCES RADIOBIOLOGY 
RESEARCH INSTITUTE 

16 

50-171 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 1 

16 

50-183 

VALLECITOS EXPERIMENTAL 

SUPERHEAT REACTOR 

16 

50-184 

NATIONAL INSTITUTE OF STANDARDS 
& TECHNOLOGY REACTOR 

16 

50-185 

PLUM BROOK REACTOR - MOCK-UP 

17 

50-186 

UNIV. OF MISSOURI RESEARCH 
REACTOR-COLUMBIA 

17 

50-188 

KANSAS STATE UNIV. RESEARCH 
REACTOR 

17 

50-192 

UNIV. OF TEXAS RESEARCH REACTOR 

17 

50-193 

RHODE ISLAND & PROVIDENCE 
PLANTATIONS AEC 

17 

50-199 

MANHATTAN COLLEGE RESEARCH 
REACTOR 

17 

50-206 

SAN ONOFRE NUCLEAR STATION, UNIT 

1 

17 

50-213 

HADDAM NECK PLANT 

20 

50-219 

OYSTER CREEK NUCLEAR POWER 

PLANT 

22 

50-220 

NINE MILE POINT NUCLEAR STATION, 
UNrri 

23 

-50-223 

UNIV. OF LOWELL RESEARCH 

REACTOR 

25 

50-225 

RPI CRITICAL EXPERIMENT 

25 

50-228 

AEROTEST RADIOGRAPHY & 

RESEARCH REACTOR 

25 

50-237 

DRESDEN NUCLEAR POWER STATION, 

UNIT 2 

25 


Docket 

Name 

Page 

50-238 

NUCLEAR SHIP SAVANNAH 

28 

50-244 

ROBERT EMMET GINNA NUCLEAR 
PLANT, UNIT 1 

28 

50-245 

MILLSTONE NUCLEAR POWER 

STATION, UNIT 1 

29 

50-247 

INDIAN POINT STATION, UNIT 2 

31 

50-249 

DRESDEN NUCLEAR POWER STATION, 
UNIT 3 

33 

50-250 

TURKEY POINT PLANT, UNIT 3 

35 

50-251 

TURKEY POINT PLANT, UNIT 4 

37 

50-254 

QUAD-CITIES STATION, UNIT 1 

39 

50-255 

PALISADES NUCLEAR PLANT 

41 

50-259 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 1 

43 

50-260 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 2 

47 

50-261 

H.B. ROBINSON PLANT, UNIT 2 

49 

50-263 

MONTICELLO NUCLEAR GENERATING 
PLANT 

51 

50-265 

QUAD-CITIES STATION, UNIT 2 

53 

50-266 

POINT BEACH NUCLEAR PLANT, UNIT 1 

54 

50-267 

FORT ST. VRAIN NUCLEAR 

GENERATING STATION 

56 

50-269 

OCONEE NUCLEAR STATION, UNIT 1 

57 

50-270 

OCONEE NUCLEAR STATION, UNIT 2 

59 

50-271 

VERMONT YANKEE NUCLEAR POWER 
STATION 

61 

50-272 

SALEM NUCLEAR GENERATING 

STATION, UNIT 1 

63 

50-273 

BEZNAU NUCLEAR STATION, UNIT 1 

65 

50-275 

DIABLO CANYON NUCLEAR POWER 
PLANT, UNIT 1 

65 

50-277 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 2 

67 

50-278 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 3 

69 

50-280 

SURRY POWER STATION, UNIT 1 

71 

50-281 

SURRY POWER STATION, UNIT 2 

73 

50-282 

PRAIRIE ISLAND NUCLEAR STATION, 

UNIT 1 

74 

50-284 

IDAHO STATE UNIV. RESEARCH 

REACTOR 

75 

50-285 

FORT CALHOUN STATION, UNIT 1 

75 

50-286 

INDIAN POINT STATION, UNIT 3 

78 

50-287 

OCONEE NUCLEAR STATION, UNIT 3 

79 

50-288 

REED COLLEGE RESEARCH REACTOR 

81 

50-289 

THREE MILE ISLAND NUCLEAR 

STATION, UNIT 1 

81 

50-293 

PILGRIM NUCLEAR POWER STATION, 

UNIT 1 

83 

50-294 

MICHIGAN STATE UNIV. RESEARCH 
REACTOR 

86 
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Page 

50-295 

ZION NUCLEAR POWER STATION, UNIT 

86 

50-341 

ENRICO FERMI ATOMIC POWER PLANT, 

143 

1 



UNIT 2 


50-296 

BROWNS FERRY NUCLEAR POWER 

88 

50-344 

TROJAN NUCLEAR PLANT 

145 


STATION, UNIT 3 


50-345 

BEZNAU NUCLEAR STATION, UNIT 2 

147 

50-298 

COOPER NUCLEAR STATION 

90 

50-346 

DAVIS-BESSE NUCLEAR POWER 

147 

50-301 

POINT BEACH NUCLEAR PLANT, UNIT 2 

92 


STATION, UNIT 1 


50-302 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 

93 

50-348 

JOSEPH M. FARLEY NUCLEAR PLANT, 

149 


3 


UNIT 1 


50-304 

ZION NUCLEAR POWER STATION, UNIT 

2 

95 

50-352 

LIMERICK GENERATING STATION, UNIT 

1 

150 

50-305 

KEWAUNEE NUCLEAR POWER PLANT 

97 

50-353 

LIMERICK GENERATING STATION, UNIT 

152 

50-306 

PRAIRIE ISLAND NUCLEAR STATION, 

98 


2 



UNIT 2 


50-354 

HOPE CREEK NUCLEAR STATION, UNIT 

153 

50-309 

MAINE YANKEE ATOMIC POWER PLANT 

99 


1 


50-311 

SALEM NUCLEAR GENERATING 

STATION, UNIT 2 

100 

50-356 

UNIV. OF ILLINOIS RESEARCH 

REACTOR 

155 

50-312 

RANCHO SECO NUCLEAR GENERATING 
STATION 

102 

50-358 

WILLIAM H. ZIMMER NUCLEAR 

STATION, UNIT 1 

155 

50-313 

ARKANSAS NUCLEAR ONE, UNIT 1 

104 

50-361 

SAN ONOFRE NUCLEAR STATION, UNIT 

2 

155 

50-315 

DONALD C. COOK NUCLEAR POWER 
PLANT, UNIT 1 

106 

50-362 

SAN ONOFRE NUCLEAR STATION, UNIT 

3 

157 

50-316 

DONALD C. COOK NUCLEAR POWER 
PLANT, UNIT 2 

108 

50-364 

JOSEPH M. FARLEY NUCLEAR PLANT, 

160 




UNIT 2 


50-317 

CALVERT CLIFFS NUCLEAR POWER 

110 


EDWIN 1. HATCH NUCLEAR PLANT, UNIT 

O 

161 

PLANT, UNIT 1 


50-366 

50-318 

CALVERT CLIFFS NUCLEAR POWER 

112 


c. 

162 

PLANT, UNIT 2 


50-368 

ARKANSAS NUCLEAR ONE, UNIT 2 

50-320 

THREE MILE ISLAND NUCLEAR 

114 

50-369 

WILLIAM B. MCGUIRE NUCLEAR 

164 

STATION, UNIT 2 



STATION, UNIT 1 


50-321 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 

116 

50-370 

WILLIAM B. MCGUIRE NUCLEAR 

166 

1 



STATION, UNIT 2 


50-322 

SHOREHAM NUCLEAR POWER STATION 

117 

50-373 

LASALLE COUNTY STATION, UNIT 1 

168 

50-323 

DIABLO CANYON NUCLEAR POWER 

120 

50-374 

LASALLE COUNTY STATION, UNIT 2 

170 


PLANT, UNIT 2 


50-382 

WATERFORD GENERATING STATION, 

172 

50-324 

BRUNSWICK STEAM ELECTRIC PLANT, 

122 

UNIT 3 



UNIT 2 


50-387 

SUSQUEHANNA STEAM ELECTRIC 

173 

50-325 

BRUNSWICK STEAM ELECTRIC PLANT, 

K IMIT 4 

124 

STATION, UNIT 1 



UNIT 1 

126 

50-388 

SUSQUEHANNA STEAM ELECTRIC 

175 

50-327 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

STATION, UNIT 2 


50-328 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

129 

50-389 

ST. LUCIE PLANT, UNIT 2 

177 

50-329 

MIDLAND PLANT, UNIT 1 

132 

50-390 

WATTS BAR NUCLEAR PLANT, UNIT 1 

178 

50-330 

MIDLAND PLANT, UNIT 2 

132 

50-391 

WATTS BAR NUCLEAR PLANT, UNIT 2 

180 

50-331 

DUANE ARNOLD ENERGY CENTER 

133 

50-395 

VIRGIL C. SUMMER NUCLEAR STATION, 

182 

50-333 

JAMES A. FITZPATRICK NUCLEAR 

134 


UNIT 1 



POWER PLANT 


50-396 

UNIV. OF VIRGINIA CAVALIER REACTOR 

184 

50-334 

BEAVER VALLEY POWER STATION, 

UNIT 1 

135 

50-397 

WPPSS NUCLEAR PROJECT, UNIT 2 

184 

50-335 

ST. LUCIE PLANT, UNIT 1 

137 

50-400 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 1 

185 

50-336 

MILLSTONE NUCLEAR POWER 

STATION, UNIT 2 

138 

50-409 

LA CROSSE BOIUNG WATER REACTOR 

187 

50-338 

NORTH ANNA POWER STATION, UNIT 1 

140 

50-410 

NINE MILE POINT NUCLEAR STATION, 
UNIT 2 

188 

50-339 

NORTH ANNA POWER STATION, UNIT 2 

142 

50-412 

BEAVER VALLEY POWER STATION, 

189 

50-340 

SEABROOK NUCLEAR STATION, UNIT 1 

143 


UNIT 2 
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50-413 

CATAWBA NUCLEAR STATION, UNIT 1 

190 

50-414 

CATAWBA NUCLEAR STATION, UNIT 2 

192 

50-416 
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ENRICO FERMI ATOMIC POWER PUNT, 

UNIT 2 

50-341 

143 

FLOATING NUCLEAR PUNT STN-50-437 

203 

FORD NUCLEAR REACTOR 

50-2 

7 

FORT CALHOUN STATION, UNIT 1 

50-285 

75 

FORT ST. VRAIN NUCLEAR GENERATING 
STATION 

50-267 

56 

GA TECHNOLOGIES 

50-163 

15 

GE ADVANCED BWR DESIGN STN-50-605 

249 

GENERAL ATOMIC CO. 

50-89 

12 

GENERAL ELECTRIC NUCLEAR TEST 

REACTOR 

50-70 

11 


GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-73 

11 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

50-160 

15 

GESSAR-238 

STN-50-447 

224 

GRAND GULF NUCLEAR STATION, UNIT 1 

50-416 

194 

GRAND GULF NUCLEAR STATION, UNIT 2 

50-417 

196 

H.B. ROBINSON PLANT, UNIT 2 

50-261 

49 

HADDAM NECK PLANT 

50-213 

20 

HARTSVILLE NUCLEAR PLANT, UNIT 1 

STN-50-518 

243 

HARTSVILLE NUCLEAR PLANT, UNIT 2 

STN-50-519 

244 

HARTSVILLE NUCLEAR PLANT, UNIT 3 

STN-50-520 

244 

HARTSVILLE NUCLEAR PLANT, UNIT 4 

STN-50-521 

244 

HOPE CREEK NUCLEAR STATION, UNIT 1 

50-354 

153 

HUMBOLDT BAY POWER PLANT, UNIT 3 

50-133 

12 

IDAHO STATE UNIV. RESEARCH REACTOR 

50-284 

75 

INDIAN POINT STATION, UNIT 1 

50-3 

7 

INDIAN POINT STATION, UNIT 2 

50-247 

31 

INDIAN POINT STATION, UNIT 3 

50-286 

78 

JAMES A. FITZPATRICK NUCLEAR POWER 
PLANT 

50-333 

134 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 50-348 

1 

149 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 50-364 

2 

160 

KANSAS STATE UNIV. RESEARCH 
REACTOR 

50-188 

17 

KEWAUNEE NUCLEAR POWER PLANT 

50-305 

97 

LA CROSSE BOILING WATER REACTOR 

50-409 

187 

LASALLE COUNTY STATION, UNIT 1 

50-373 

168 

LASALLE COUNTY STATION, UNIT 2 

50-374 

170 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

150 

LIMERICK GENERATING STATION, UNIT 2 

50-353 

152 

MAINE YANKEE ATOMIC POWER PLANT 

50-309 

99 

MANHATTAN COLLEGE RESEARCH 
REACTOR 

50-199 

17 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY RESEARCH REACTOR 

50-20 

9 

MICHIGAN STATE UNIV. RESEARCH 
REACTOR 

50-294 

86 

MIDLAND PLANT, UNIT 1 

50-329 

132 

MIDLAND PLANT, UNIT 2 

50-330 

132 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 1 

50-245 

29 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 2 

50-336 

138 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 3 

50-423 

197 

MONTICELLO NUCLEAR GENERATING 

50-263 

51 


PLANT 


XVI 



Name 


Docket Page 


Name 


Docket Page 


NATIONAL INSTITUTE OF STANDARDS & 
TECHNOLOGY REACTOR 

50-184 

16 

NINE MILE POINT NUCLEAR STATION, UNIT 

1 

50-220 

23 

NINE MILE POINT NUCLEAR STATION, UNIT 

2 

50-410 

188 

NORTH ANNA POWER STATION, UNIT 1 

50-338 

140 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

142 

NUCLEAR SHIP SAVANNAH 

50-238 

28 

OCONEE NUCLEAR STATION, UNIT 1 

50-269 

57 

OCONEE NUCLEAR STATION, UNIT 2 

50-270 

59 

OCONEE NUCLEAR STATION, UNIT 3 

50-287 

79 

OHIO STATE UNIV. RESEARCH REACTOR 

50-150 

13 

OYSTER CREEK NUCLEAR POWER PLANT 

50-219 

22 

PALISADES NUCLEAR PLANT 

50-255 

41 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

244 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

245 

PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

246 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 1 

50-171 

16 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

50-277 

67 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 3 

50-278 

69 

PENNSYLVANIA STATE UNIV. RESEARCH 
REACTOR 

50-5 

7 

PERRY NUCLEAR POWER PLANT, UNIT 1 

50-440 

205 

PERRY NUCLEAR POWER PLANT, UNIT 2 

50-441 

207 

PHIPPS BEND NUCLEAR STATION, UNIT 1 STN-50-553 

248 

PHIPPS BEND NUCLEAR STATION, UNIT 2 STN-50-554 

248 

PILGRIM NUCLEAR POWER STATION, UNIT 

1 

50-293 

83 

PLUM BROOK REACTOR - MOCK-UP 

50-185 

17 

PLUM BROOK RESEARCH REACTOR 

FACILITY 

50-30 

11 

POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

54 

POINT BEACH NUCLEAR PLANT, UNIT 2 

50-301 

92 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

1 

50-282 

74 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

2 

50-306 

98 

QUAD-CITIES STATION, UNIT 1 

50-254 

39 

QUAD-CITIES STATION, UNIT 2 

50-265 

53 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

102 

REED COLLEGE RESEARCH REACTOR 

50-288 

81 

RESAR SP/90 

50-601 

248 

RHODE ISLAND & PROVIDENCE 
PLANTATIONS AEC 

50-193 

17 

RIVER BEND STATION, UNIT 1 

50-458 

231 


ROBERT EMMET GINNA NUCLEAR PLANT, 
UNIT 1 

50-244 

28 

RPl CRITICAL EXPERIMENT 

50-225 

25 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

63 

SALEM NUCLEAR GENERATING STATION, 
UNIT 2 

50-311 

100 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

17 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

155 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

50-362 

157 

SAXTON NUCLEAR EXPERIMENTAL 
FACILITY 

50-146 

13 

SEABROOK NUCLEAR STATION, UNIT 1 

50-340 

143 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

208 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

213 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

50-327 

126 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

129 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 1 

50-400 

185 

SHOREHAM NUCLEAR POWER STATION 

50-322 

117 

SOUTH TEXAS PROJECT, UNIT 1 

STN-50-498 

239 

SOUTH TEXAS PROJECT, UNIT 2 

STN-50-499 

241 

ST. LUCIE PLANT, UNIT 1 

50-335 

137 

ST. LUCIE PLANT, UNIT 2 

50-389 

177 

SURRY POWER STATION, UNIT 1 

50-280 

71 

SURRY POWER STATION, UNIT 2 

50-281 

73 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 1 

50-387 

173 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 2 

50-388 

175 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 1 

50-289 

81 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

50-320 

114 

TROJAN NUCLEAR PLANT 

50-344 

145 

TURKEY POINT PLANT, UNIT 3 

50-250 

35 

TURKEY POINT PLANT, UNIT 4 

50-251 

37 

UCLA TRAINING REACTOR 

50-142 

13 

UNIV. OF FLORIDA TRAINING REACTOR 

50-83 

11 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-151 

14 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-356 

155 

UNIV. OF KANSAS RESEARCH REACTOR 

50-148 

13 

UNIV. OF LOWELL RESEARCH REACTOR 

50-223 

25 

UNIV. OF MISSOURI RESEARCH REACTOR 
COLUMBIA 

50-186 

17 

UNIV. OF OKLAHOMA RESEARCH 
REACTOR 

50-112 

12 

UNIV. OF TEXAS RESEARCH REACTOR 

50-192 

17 

UNIV. OF TEXAS RESEARCH REACTOR 

50-602 

249 


XVII 



Name 


Docket Page 


Name 


Docket Page 


UNIV. OF VIRGINIA CAVALIER REACTOR 50-396 1 84 

UNIV. OF VIRGINIA RESEARCH REACTOR 50-62 1 1 

VALLECITOS BOILING WATER REACTOR 50-18 9 

VALLECITOS EXPERIMENTAL SUPERHEAT 50-1 83 1 6 

REACTOR 

VERMONT YANKEE NUCLEAR POWER 50-271 61 

STATION 

VIRGIL C. SUMMER NUCLEAR STATION, 50-395 1 82 

UNIT 1 

WASHINGTON STATE UNIV. RESEARCH 50-27 9 

REACTOR (TRIGA) 

WATERFORD GENERATING STATION, UNIT 50-382 1 72 

3 

WATTS BAR NUCLEAR PLANT, UNIT 1 50-390 1 78 

WATTS BAR NUCLEAR PLANT, UNIT 2 50-391 1 80 

WILLIAM B. MCGUIRE NUCLEAR STATION, 50-369 1 64 

UNIT 1 

WILLIAM B. MCGUIRE NUCLEAR STATION, 50-370 1 66 

UNIT 2 

WILLIAM H. ZIMMER NUCLEAR STATION, 50-358 1 55 

UNIT 1 

WOLF CREEK GENERATING STATION STN-50-482 235 

WORCESTER POLYTECHNIC INSTITUTE 50-1 34 1 2 

RESEARCH REACTOR 

WPPSS NUCLEAR PROJECT, UNIT 1 50-460 233 

WPPSS NUCLEAR PROJECT, UNIT 2 50-397 1 84 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-508 243 

YANKEE-ROWE NUCLEAR POWER STATION 50-29 9 

ZION NUCLEAR POWER STATION, UNIT 1 50-295 86 

ZION NUCLEAR POWER STATION, UNIT 2 50-304 95 

Domestic Licensing of Special Nuclear 
Material - Docket 70 

ADVANCED NUCLEAR FUELS CORP., 70-1257 253 

RICHLAND, WA 

ARMY, DEPT. OF, DOVER, NJ 70-0622 251 

B&W FUEL CO., LYNCHBURG, VA 70-1 201 253 

BABCOCK & WILCOX CO., APOLLO, PA 70-01 35 250 

BABCOCK & WILCOX CO., LYNCHBURG, VA 70-0027 249 

BABCOCK & WILCOX CO., PARKS 70-0364 251 

TOWNSHIP, PA 

CIMMARON CORP., OKLAHOMA CITY, OK 70-1 1 93 252 

CINTICHEM, INC., TUXEDO, NY 70-0687 251 

COMBUSTION ENGINEERING, INC., 70-0036 250 

WINDSOR, CT 

COMBUSTION ENGINEERING, INC., 70-1 1 00 252 

WINDSOR, CT 

ENERGY SYSTEMS GROUP, CANOGA 70-0025 249 

PARK, CA 

GENERAL ATOMICS, SAN DIEGO, CA 70-0734 251 

GENERAL ELECTRIC CO., PLEASANTON, CA 70-0754 251 


GENERAL ELECTRIC CO., SAN JOSE, CA 

70-1308 

253 

GENERAL ELECTRIC CO., WILMINGTON, NC 

70-1113 

252 

INTERNATIONAL FREIGHT FORWARDERS, 
INC., ATLANTA, GA 

70-3041 

253 

IRT CORP., SAN DIEGO, CA 

70-1359 

253 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

250 

RENSSELAER POLYTECHNIC INSTITUTE, 
TROY, NY 

70-0920 

251 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

70-2941 

253 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

70-2910 

253 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

70-2928 

253 

TRANSNUCLEAR, INC., FALLS CHURCH, VA 

70-2479 

253 

UNC NAVAL PRODUCTS, INC., UNCASVILLE, 
CT 

70-0371 

251 

UNC RECOVERY SYSTEMS. WOOD RIVER 
JUNCTION, Rl 

70-0820 

251 

WESTINGHOUSE ELECTRIC CORP., 

70-1151 

252 


COLUMBIA, SC 


Packaging of Radioactive Material for 
Transport and Transportation of 
Radioactive Material Under Certain 
Conditions - Docket 71 


BABCOCK & WILCOX CO. 

71-0230 

254 

COMO TECH, INC. 

71-0669 

254 

EDLOW INTERNATIONAL CO. 

71-0513 

254 

HYDROSTORAGE, INC. 

71-0668 

254 

INDUSTRIAL NUCLEAR CO. 

71-0062 

253 

LUCIUS PITKIN, INC. 

71-0672 

254 

MATTINGLY & O’REILLY 

71-0542 

254 

MODEL 100, 100A, 200, 200A, GAMMA 
INDUSTRIES, INC. 

71-9127 

256 

MODEL: 125-B, ENERGY, DEPT. OF 

71-9200 

256 

MODEL 20-VS & 40-VS, GULF NUCLEAR, 

INC. 

71-9160 

256 

MODEL 2000, GENERAL ELECTRIC CO. 

71-9228 

257 

MODEL 30A & 30B, GULF NUCLEAR, INC. 

71-9091 

256 

MODEL 48 OM, 48 H & 48 HX, ALLIED 
CHEMICAL CORP. 

71-9090 

256 

MODEL 48X, 48F, 48A & 48Y, ALLIED 
CHEMICAL CORP. 

71-6273 

255 

MODEL 51032-1 & 1A, EXXON NUCLEAR 

CO., INC. 

71-6581 

255 

MODEL 60, BATTELLE MEM. INST., PACIFIC 
NORTHWEST LAB 

71-6387 

255 

MODEL: 6400, WESTINGHOUSE ELECTRIC 
CORP. 

71-6400 

255 

MODEL: 650, TECH/OPS, INC. 

71-9032 

255 

MODEL: 660 & 660E, TECH/OPS, INC. 

71-9033 

255 
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MODEL: 6679, U.S. ECOLOGY, INC. 

71-6679 

255 

MODEL: 671 7-B, GAMMA INDUSTRIES, INC. 

71-6717 

255 

MODEL: 680 & 680E, TECH/OPS, INC. 

71-9035 

255 

MODEL: 683, TECH/OPS, INC. 

71-9053 

255 

MODEL: 850, TECH/OPS, INC. 

71-9147 

256 

MODEL: 9189, UNITED NUCLEAR CORP. 

71-9189 

256 

MODEL: Al 500 SU, TECH/OPS, INC. 

71-9006 

255 

MODEL: ANF-250, ADVANCED NUCLEAR 
FUELS CORP. 

71-9217 

256 

MODEL: AP-100, ANEFCO, INC. 

71-9074 

256 

MODEL: BU-4, GENERAL ELECTRIC CO. 

71-9065 

255 

MODEL: C-1, SOURCE PRODUCTION & 
EQUIPMENT CO., INC. 

71-9036 

255 

MODEL: C-8, GAMMA INDUSTRIES, INC. 

71-9128 

256 

MODEL: CE-250-2, COMBUSTION 
ENGINEERING, INC. 

71-9022 

255 

MODEL: CENTURY S & SA, GAMMA 
INDUSTRIES, INC. 

71-9135 

256 

MODEL: CNS 3-55, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-5805 

254 

MODEL: CNS 6-80-2 & 2A, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9111 

256 

MODEL: DOT-6M TYPE B, BABCOCK & 
WILCOX CO. 

71-5908 

255 

MODEL: GNG-20, GULF NUCLEAR, INC. 

71-9163 

256 

MODEL: HFIR, ENERGY, DEPT. OF 

71-9219 

257 

MODEL: HN-190-2, WESTINGHOUSE 

HITTMAN NUCLEAR, INC. 

71-9224 

257 

MODEL: HN-215H, WESTINGHOUSE 

HITTMAN NUCLEAR, INC. 

71-9222 

257 

MODEL: KKP-20-4950, KERR-MCGEE 
NUCLEAR CORP. 

71-9100 

256 

MODEL: KM-2, KERR-MCGEE NUCLEAR 

71-6155 

255 


CORP. 


Name 

Docket 

Page 

MODEL: N-55, NUCLEAR PACKAGING, INC. 

71-9070 

255 

MODEL: NCI-21 PF-1, NUCLEAR 

CONTAINERS, INC. 

71-9234 

257 

MODEL: NPD-1-528, KERR-MCGEE 

NUCLEAR CORP. 

71-4894 

254 

MODEL: NUPAC 10-142, NUCLEAR 
PACKAGING, INC. 

71-9208 

256 

MODEL: OH-142 SERIES, NUCLEAR 
PACKAGING, INC. 

71-9073 

255 

MODEL: PAS-2, NUCLEAR PACKAGING, INC. 

71-9181 

256 

MODEL: RAD-WASTE CR.I, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9105 

256 

MODEL: RCC, -1, -2, -3, -4, WESTINGHOUSE 
ELECTRIC CORP. 

71-5450 

254 

MODEL: SPEC 2-T, SOURCE PRODUCTION 
& EQUIPMENT CO. 

71-9056 

255 

MODEL: TITAN, WESTINGHOUSE ELECTRIC 
CORP. 

71-9229 

257 

MODEL: TRUPACT-II, ENERGY, DEPT. OF 

71-9218 

256 

NAVY, DEPT. OF 

71-0087 

254 

NORTH AMERICAN INSPECTION 

71-0514 

254 

PITT-DES MOINES, INC. 

71-0667 

254 

SAMSON INSPECTION & TECHNICAL 
SERVICES, INC. 

71-0652 

254 

SCIENTIFIC INSPECTION TECHNOLOGY, 

INC. 

71-0501 

254 

WASHINGTON, UNIV. OF, SEATTLE, WA 

71-0671 

254 

WORCESTER POLYTECHNIC INSTITUTE, 
WORCESTER, MA 

71-0670 

254 

Licensing of Independent Spent Fuel 

Storage - Docket 72 



CAROLINA POWER & LIGHT CO. 

72-0003 

257 

DUKE POWER CO., 50-269 

72-0004 

257 

MORRIS OPERATIONS, GENERAL 

72-0001 

257 


ELECTRIC CO. 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-048 RICHLAND, WA, U.S. ECOLOGY, INC. 


8607020471 Discusses lab results from testing of samples taken from drums sent by 
North American Philips Lighting to US Ecology facility in Richland, WA.Contents con- 
sisted primarily of broken lamps containing Th-232. 

TRACEY.D E. North American Phi ms uniting Corp. 86/05/19. STOHR.J.S. Washing- 
ton, State of. 10pp. 36854:309-36854:318. 

8902270597 Requests publication of FR notice of issuance of Amend 8 to License 16- 
19204-01. 

LOHAUS.P.H. Operations Branch. 88/12/29. MEYER.D.L. Rules & Procedures 
Branch. Ip. 48589:136-48589:139. 

8902240158 Forward? *nc i, *tv strts manual, site stabilization & closure plan, historical envi- 
ron rept (’■■■■■- «— :■» ..‘s environ rept (1987) & environ pathways 

?.ra!-.s p.P'cc-^tnr/ stds manual end. 

/■ . S Ecology, Inc. {*cr— tyiy N-.in'oar fncineering, Inc.). 89/01/18. 

LOHAUS.P.H. Operations Branch. '.SM-I r 088. 

8902280392 Provides c m c ti*rc. or-.-sa-kacc exemption from requirements of Condition 
11 of License l6-19ii,:- 1 -0 '..r.l csccs*- of waste package with more than 15% 
void space, in respons;- tfilM “3 'uqu*.;* 1 

LOHAUS.P.H. Operations Branch. 89/01/25. ADAMS, S.R. U.S. Ecology, Inc. (formerly 
Nuclear Engineering, Inc.). 2pp. 48633:296-48633:301. 

8902230690 Acks receipt & confirms conditions of documents submitted per require- 
ments of Amend 8 to License 16-1 9204-01. NRC understands that pathway analysis 
rept & 1987 annual environ rept submitted per Condition 31. 

LOHAUS.P.H. Operations Branch. 89/02/01. ADAMS, S. U.S. Ecology, Inc. (formerly 
Nuclear Engineering, Inc.). Ip. 48570:335-48570:337. 

-8902240158 Forwards facility stds manual, site stabilization & closure plan, historical en- 
viron rept (1962-1 986), annual environ rept (1987) & environ pathways analysis.W/o 

ADAMS, S.A. US he. (formerlv Nuclear F.ngreernq Inc.). 89/01/18. 

LOHAUS.P.H. Cpc-'iT. O'.s -ira'icn. 2pp. ■■■jS3: , .W:-<'.8969 038. 

8902230694 Responds to NRC request re permission to copy monthly burial repts & 
other documents submitted by US Ecology. Permission granted.Authorization subj to 
rescission upon notice. 

CAFPENTFF.S *. US. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 89/02/17. 
JCHNSCN.D Docuro-: Control Branch (Document Control Desk). Ip. 48570:311- 
48570:311. 

8903030015 Advises of appointment of T Hayes as facility manager for Hanford.Hayes 
meets or exceeds job requirements. 

SHAFFNER.J., LOHAUS.P.H. Operat ; jns Branch. 89/02/27. Operations Branch. 2pp. 
48716:011-48716:012. 

8903080499 Documents review of US Ecology rept of environ monitoring results for 
8901 09-30.Conclusions acceptable. 

SHAFFNER.J.A. Operations Branch. 89/03/01. Operations Branch. Ip. 48748:338- 
48748:338. 

8903130692 Discusses 890307 telcon re US Ecology variance request to alter disposal 
depth for three Enviralloy HICs w/surface levels greater than 100 R/hr from 9-meter 
disposal depth to 5-meter disposal depth for Class C waste in 10CFR61. 

ROBERTSON, G. Washington, State of. 89/03/07. SHAFFNER.J. Office of Nuclear 
Material Safety & Safeguards,Director. 3pp. 48820:014-48820:016. 

8903100493 Submits one time approval for disposal of Enviralloy high integrity contain- 
ers w/surface radiation readings greater than 100 R/h at depth less than 30 ft.State 
of WA 890307 Itr granting approval end. 

LOHAUS.P.A. Operations Branch. 89/03/08. BIDSTRUP.R.H. U.S. Ecology, Inc. (for- 
merly Nuclear Engineering, Inc.). 3pp. 48809:090-48809:092. 

8903100510 Forwards US Ecology, Inc 890217 Itr granting NRC relief from copyright of 
documents pertinent to License 16-19204-01. 

SHAFFNER.J.A. Operations Branch. 89/03/08. RAGAN, H.P. Assistant General Coun- 
sel for Administration. 2pp. 48804:105-48804:107. 

8903140593 Forwards SNM receipt & burial rept for Feb 1989, per Condition 6 of Li- 
cense 16-19204-01 & rept of Isotopic activity, per State of WA License WN-1019- 
2.Repts withheld. 

RITTENBERG.R.B. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 89/03/09. 
KNAPP.M.R. Division of Low Level Waste Management & Decommissioning (Post 
870413). Ip. 48969:102-48969:102. 

8903160269 Acks receipt of monthly rept bn receipt & burial of SNM at Hanford 
fadlity.per Condition 6 of License 16-19204-01. Cursory review indicated no deficien- 
cies noted. 

SHAFFNER.J., LOHAUS.P.H. Operations Branch. 89/03/14. Operations Branch. 3pp. 
48887:245-48887:247. 

8903240339 Forwards comments on radiological & contingency plan for Richland low 
level radwaste disposal facility.Concern raised re failure of plan to discuss involvement 
of offsite emergency response personnel. 

ROBERTSON.G. Washington, State of. 89/03/20. CARPENTER, S. U.S. Ecology, Inc. 
(formerly Nuclear Engineering, Inc,). 6pp. 49039:290*49039:295. 

8903230371 Ack receipt of Hanford monthly rept on receipt & burial of SNM for Feb 
1989. 

SHAFFNER.J.A., LOHAUS.P.H. Operations Branch. 89/03/22. Operations Branch. 
2pp. 49037:174-49037:175. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UMETCO MINERALS CORP., RIVERTON, WY 

8903220077 “ALARA Rept Umetco Minerals Corp.Gas Hills, WY 1988 Annual Rept.” 
TRAMMELL.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 88/12/31. 
219pp. 49021:127-49021:355. 

8903270077 Forwards 10CFR40.65 rept for Second Half 1988,showing that Gas Hills 
env ir C n prpgra m f::r.:‘ ! onirc sss^s'Ficto'lv 

“HAL'r/:. . .. »\ jVff l V/J Wie-als (subs, of Union Carbide Corp.). 88/02/14. 
PETTENGILL.H. NRC - No Detailed Affiliation Given. Ip. 49035:191-49036:179. 

-8903210144 10CFR40.65 rept for Second Half 1988.W/two oversize drawings. 
TRAMMELL, J.W. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 88/12/31. 
400pp. 49035:192-49036:179. 

8903220148 Forwards data on rock for use as riprap in tailings- reclamation projects, per 
890203 'oqufiPt Continues to investigate sources in order to complete requirements 
!or g:a:W. cr: w *osj •: r.; to blasting &/or crushing rock. 

rr=AVt/ 1 r__ 1 .l V. ,;\1i. CD Minerals Corp. (subs, of Union Carbide Corp.). 89/02/14. 
HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 6pp. 49007:354-49007:359. 

8903170388 Forwards attachments to Source Matl License SUA-648 & requests that 
permanent record of attachments be maintained as future issuances of license will not 
include attachments. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/03/02. UMETCO Minerals Corp. 
(subs, of Union Carbide Corp.). Ip. 48953:107-48953:125. 

8903200073 Advises that amend to License Condition 55 of License SUA-648 not re- 
quired based on review of 881025 revised cost estimate.NRC agrees that adjustment 
for inflation unnecessary. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/03/03. UMETCO Minerals Corp. 
(subs, of Union Carbide Corp.). Ip. 48958:306-48958:327. 

-8903200082 Recommends approval of licensee request to maintain surety coverage at 
current levels.Amend to license unnecessary, however.licensee will be formally noti- 
fied of NRC approval. 

ROSE.H.D. Uranium Recovery Field Ofc, R4. 89/03/03. Uranium Recovery Field Ofc, 
R4. 3pp. 48958:325-48958:327. 

8903170439 Reviews environ monitoring rept for UMETCO Minerals Corp Gas Hills Mill 
for Second Half 1988.MHI did not operate during reporting period. Licensee performed 
onvi-or. sarrp'^n & analysis as required by license.No further action necessary. 

\ iEYER.P.S . SV ~H.R O Jranium Recovery Field Ofc, R4. 89/03/07. Uranium Re- 
covery -: 0 'c C- 2 , R- 4pp. 48948:351-48948:354. 


DOCKET 40-1162 AMERICAN NUCLEAR CORP., JEFFREY CITY, WY 

8607090365 Application for amend to License SUA-56, extending expiration date of li- 
cense to 870630 & terminating future use of Split Rock Mill tailings impoundment in 
current design.Fee paid. 

BAKER, S.J. Western Nuclear, Inc. (subs, of Phelps Dcriso Cot)- e6/06/03. 
PETTENGILL.H. Uranium Recovery Field Ofc, R4. 2pp. 3693C-.C?:. -36939 C2 ■ . 

8609040381 Reviews licensee environ monitoring rept for Jul-Dec 1985. Monitoring per- 
formed per License SUA-1162.Air particulate data will be included in first semiannual 
1986 rept.No sienfeart trerds roted.No licensing action required. 

SHOPENN.N.M., p ETl rNG'Lu, H.J. Uranium Recovery Field Ofc, R4. 86/08/27. Urani- 
um Recovery Field Ofc, R4. 4pp. 37733:248-37733:251. 

8902280204 Discusses transfer of Bullrush Heap Leach site to American Nuclear Corp 
A Federal- American Partners. No objection to transfer of site to Federal-American 
Partners due to American Nuclear Corp being managing partner. 

FERGUSON.J.C. Federal-American Partners. 88/11/23. PETTENGILL,H. Uranium Re- 
covery Field Ofc, R4. 2pp. 48738:251-48738:252. 

8903220033 Confirms that submittal of groundwater corrective action plan will be de- 
ferred to 890331. 

BAKER, S.J. Western Nuclear, Inc. (subs, of P*ebs Dodge Co'p). 89/02/13. 
HAWKINS, E. Uranium Recovery Field Ofc, R4. Ip. 49004 -243 *9C 04 .2*3. 

8902280361 Forwards all attachments to License SUA-56.Requests that licensee main- 
tain permanent record of attachments as future issuances of license will not include 
attachments. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/02/14. Western Nuclear, Inc. (subs, 
of Phelps Dodge Corp.). Ip. 48627:118-48627:136. 

8902280275 Requests addl info re site reclamation activities & land transfer 
requirements ( including nearby residence & population ctrs & activity of reclaimed matl 
in comparison w/surrounding environs. Info should be provided by 890314. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/17. BAKER, S. Western Nuclear, 
Inc. (subs, of Phelps Dodge Corp.). 3pp f 48633:274-48633:276. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8903010294 Forwards ail attachments to Source Matl License SUA-816. Permanent 
record of attachments should be maintained. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/02/14. Tennessee Valley Authority, 
ip. 48637:186-48637:190. 

8903030072 Forwards all attachments to Source Matl License SUA-816. Requests that 
licensee maintain permanent record of ends. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/14. Tennessee Valley Authority. 
5pp. 48703:353-48703:357. 
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DOCKETED ITEMS 


DOCKET 40-2259 PATHFINDER MINES CORP., RIVERTON, WY 

8903060055 Forwards semiannual effluent monitoring rept for Jul-Dec l988„No signifi- 
cant surface flow of runoff water in Reid Draw during last 6 months of 1988. 

HARDG ROVE.T.W. Pathfinder Mines Corp. 89/02/08. HEYER.R. Uranium Recovery 
Field OfC, R4. Ip. 48740:071-48740:120. 

-8903060064 “Quarterly Effluent Monitoring Rept for Jui - Dec 1988.“ 

* Pathfinder Mines Corp. 88/12/31. 48pp. 48740:072-48740:1 19. 

-8903060069 Informs that no urine results in excess of 15 micrograms natural U per 
liter of urine gathered during Jul-Dec 1988. 

VAN BRUNT.C.F. Pathfinder Mines Corp. 89/02/07. Uranium Recovery Field Ofc, R4. 
Ip. 48740:120-48740:120. 

8903010194 Forwards attachments to License SUA-672. Licensee should maintain per- 
manent record of attachments. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/14. Pathfinder Mines Corp. Ip. 
48643:299-48643:317. 

8902280504 Submits review of environ monitoring data for Pathfinder Mines Corp Lucky 
Me Mill for second half of 1988.Licensee reported all environ monitoring data required 
for license for second half of 1988.No further action necessary. 

HEYER.R.S., SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/02/16. Uranium Re- 
covery Field Ofc, R4. 4pp. 48627:016-48627:01 9. 

8903210412 Application for amend to License SUA-672, to incorporate end corrective 
action program to address hazardous costituents which exceed groundwater protec- 
tion standards established for Lucky Me mill & tailings site.Fee paid. 

HARDGROVE.T.W. Pathfinder Mines Corp. 89/03/01. HAWKINS, E.F. Uranium Recov- 
ery Field Ofc, R4. 3pp. 48983:198-48983:200. 

8903170404 Requests addl info re proposed corrective action plan end w/licensee 
890301 Itr.Requested info covers current monitoring sys in vicinity of Well T1-12 & 
Impoundment 4 simulated water balance. 

HAWKINS, E.F. Uranium Recovery Reid Ofc, R4. 89/03/02. Pathfinder Mines Corp. 
3pp. 48953:130-48953:132. 


DOCKET 40-3392 ALUED-SIGNAL, INO, MORRISTOWN, NJ 

8902280399 Submits qualifications of ML Shepherd.manager of process technology/QA 
& RC Allshouse, supervisor of QA 

BISHOP.J.C. Allied-Signal Corp. 89/02/07. PENNINGTON, S. Office of Nuclear Materi- 
al Safety & Safeguards, Director. 2pp. 48633:225-48633:226. 

8903170100 Informs that 870826 application for amend to License SUB-526 deemed 
abandoned, per 881222 notification. 

BIDINGER, G.H. Fuel Cycle Safety Branch. 89/03/08. BISHOP, J.C. Allied-Signal Corp. 
ip. 48894:275-48894:275. 


DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 

8903090475 Forwards rev to interim tailings stabilization control procedure to suppl 
871221 response to notice of violation re procedures for preventing/controlling wind- 
blown tailings. 

BLUBAUGH.R.E Atlas Corp. 88/01/26. PETTENGILL.H. Uranium Recovery Reid Ofc, 
R4. 8pp. 48801:120-48801:127. 

8903210334 “Environ Monitoring Program Results for 2nd Half 1988.“ W/890223 Itr. 
BLUBAUGH.R.E. Atlas Corp. 88/12/31. SMITH, R.D. Uranium Recovery Field Ofc, R4. 
63pp. 48984:078-48984:129. 

8902280527 Forwards all attachments to Source Mat! License SUA-0917 & requests 
that licensee maintain permanent record of attachments as future issuances of license 
will not include attachments. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/14. Atlas Corp. Ip. 48626:341- 
48626:358. 

8902280332 Discusses licensee 881220 submittal of rept on const of roadway on tail- 
ings beach of Moab Mil! tailings impoundment Based on review of submittal, licensee 
completed const as authorized by License Condition 52 of License SUA-917. 
SCOVILL.V.R., SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/02/21. Uranium Re- 
covery Reid Ofc, R4. 3pp. 48627:178-48627:180. 

8903170290 Forwards Amend 5 to License SUA-917 for Atlas Corp, authorizing unlimit- 
ed use of natural U & NRC 890103 Itr approving proposed increase in cost estimates 
for site reclamation & long-term surveillance fee. 

ROSE.H.D. Uranium Recovery Field Ofc, R4. 89/02/27. DARKER. Affiliation Not As- 
signed. ip. 48900:351-48900:359. 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPER, WY 

8902280204 Discusses transfer of Bullrush Heap Leach site to American Nuclear Corp 
& Federal-American Partners.No objection to transfer of site to Federal-American 
Partners due to American Nuclear Corp being managing partner. 

FERGUSON, J.C. Federal-American Partners. 88/11/23. PETTENGILL.H. Uranium Re- 
covery Field Ofc, R4. 2pp. 48738:251-48738:252. 

8903220138 “Semiannual Rept on Radioactive Effluent.” W/890228 Itr. 

SAUSBURY.W.C. American Nuclear Corp. 88/12/31. 22pp. 49008:300-49008:321. 

8903010301 Forwards all attachments to License SUA-667.Permanent record of attach- 
ments should be maintained. 

SMITH.R.D. Uranium Recovery Field Ofc. R4, 89/02/14. American Nuclear Corp. ip. 
48637:239-48637:258. 


DOCKET 40-8500 ENERGY, DEPT. OF, CANONSBURG, PA 

•103010046 Discusses prerequisites prior to NRC approval of remedial action at Can- 
nonaburg sitePrerequisites include, establishment of NRC licensing procedures for 
UMTRAP sites & completion of NRC A DOE remedial action activities. 

LOHAUS.P. Operations Branch. 89/01/30. MATTHEWS.M.L Energy, Dept. of. 5pp. 
48646:111-48646:115. 


8902230319 Forwards NRC review of “Toe Ditch Riprap Repair Program, 
Ca^onsburg 1 PA. ,, Evaluation concludes quality.thickness & graduation of rock used in 
ditches complies w/design specs. 

LOHAUS.P.H. Operations Branch. 89/02/02. MATTHEWS.M. Energy, Dept. of. 4pp. 
48569:070-48569:073. 


DOCKET 40-6563 MALLINCKRODT, INC., ST. LOUIS, MO 

8903150523 Forwards renewed License STB-401 for 5-yr term expiring 940331 & 
SER.New 10CFR40 regulations & NUREG-1336 also end. W/o regulations & 
NUREG-1336. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/09. MCFADDEN.T.H. Mallinckrodt, Inc. 
Ip. 48865:325-48865:342. 

-8903150531 Renewed License STB-401 for MaM'nckrcdt.lro.aiithcrizing use of 30,000 
kg natural U & 30,000 kg natural thorium at spec tied ioca'.:on. 

ROUSE, L.C. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/03/09. 
3pp. 48865:326-48865:328. 

-8903150537 SER recommending renewal of License STB-401 for full 5-yr terrn.per 
840524 application for renewal & 850726,870828 & 880830 suppls. 

PENNINGTON, W.S., SWIFT.J.J. Division of Industrial & Medical Nuclear Safety (Post 
870729). 89/03/09. 14pp. 48865:329-48865:342. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 


8903220083 "Environ Monitoring Data Second Half 1988." W/890228 Itr. 

SMITH, J.C. Pathfinder Mines Corp. 88/12/31. HEYER.R. Uranium Recovery Field Ofc, 
R4. 26pp. 49021:080-49021:105. 

8902280388 Forwards all attachments to License SUA-442,including “Guidelines for De- 
contamination of Fadlities & Equipment Prior to Release for Unrestricted Use or Ter- 
mination of Licenses for Byproduct or Source Matls." 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/14. Pathfinder Mines Corp. 2pp. 
48636:156-48636:174. 

8903220133 Requests 2-wk extension of time for submittal of 1989 seepage rept for 
Shirley Basin Mine.Rept will be submitted on or before 89031 5. 

MURDOCK, S. Pathfinder Mines Corp. 89/02/15. HAWKINS, E. Uranium Recovery 
Reid Ofc, R4. Ip. 49005:328-49005:328. 

8903220064 Submits ALARA audit, per License Condition 36. 

NOLTE.M.C. Pathfinder Mines Corp. 89/02/21. Uranium Recovery Field Ofc, R4. 3pp. 
49020:167-49020:169. 

8903210291 Submits recommendations re 890221 ALARA semiannual audit re radiation 
safety insps conducted & documented per license requirements.ALARA audit accepta- 

HEYER.R.S., SMITH,R.D. Uranium Recovery Reid Ofc, R4. 89/03/08. Uranium Re- 
covery Reid Ofc, R4. 4pp. 48998:348-48998:351. 


DOCKET 40-6659 PETROTOMICS CO., SHIRLEY BASIN, WY 

8903060008 Responds to 8901 1 1 request for justification re use of radon emanation 
factor used in 860630 reclamation plan submittal. Initial use of E=0.20 based on info 
in NUREG/CR-3533 & sampling done under NUREG/CR-1081. 

PFAFF.S.J. Petrotomics Co. (formerly Getty/Petrotomics Co.). 89/02/08. 

HAWKINS, E.F. Uranium Recovery Field Ofc. R4. 15pp. 48709:339-46709:353. 

8902280221 Forwards ail attachments to Source Matl License SUA-551. Licensee 
should maintain permanent record of attachments. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/10. Petrotomics Co. (formerly 
Getty/Petrotomics Co.). Ip. 48633:182-48633:199. 


DOCKET 40-7455 WHITTAKER CORP., LOS ANGELES, CA 

8903020236 “Whittaker Corp Audit Rept of Radioactive Matl Located Next to Greenville 
Metals Greenville, PA." 

MILLER, F.L Whittaker Corp. 89/02/15. 2pp. 48673:214-48673:215. 


DOCKET 40-7580 FANSTEEL, INC., NORTH CHICAGO, IL 

8903200178 Application for amend to License SMB-91 1 .correcting typos A changing 
action levels for radioactivity in effluent & groundwater monitoring. 

CARLILE.T.S. Fansteel Metals (subs, of Fansteel, Inc.). 89/02/28. 
PENNINGTON, W.S. Fuel Cycle Safety Branch. 16pp. 48954:306-48954:321. 

8903210068 Forwards environ health survey conducted on 881214-15 at Muskogee 
plant 

CARULE.T.S. Fansteel Metals (subs, of Fansteel. Inc.). 89/02/28. 
PENNINGTON. W.S. Fuel Cycle Safety Branch. 2pp. 48981:298-48981:318. 

-8903210077 Environ test rept. “Fansteel Muskogee Plant One Tantalem 
Place, Conducted on 881214-15." 

TENG.A. CIGNA Loss Control Services, Inc. 89/02/07. 18pp. 48981:300-48981:318. 


DOCKET 40-8027 SEQUOYAH FUELS CORP„ OKLAHOMA CITY, OK 

8903200108 Confirms 870326 telcon re request for easement A permit for wastewater 
pipeline A outfall into Illinois River. 

PATETE.F.M. Army, Dept of. Corps of Engineers. 87/03/26. STAUTER.J.C. Se- 
quoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 3pp. 48970:243-48970:245. 

8903210037 “Sequoyah Semiannual Effluent Rept for Second Half 1988.” W/890228 
Itr. 

KNIGHT. S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 88/12/31. 
SMITH.R.D. Uranium Recovery Field Ofc, R4. 3pp. 48979:039-48979:041. 
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8903210206 "Semiannual Effluent Rept for Second Half of 1988." W/890228 Itr. 
KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 88/12/31. 
SMITH, R.D. Uranium Recovery Field Ofc, R4. 2pp. 48982:027-48982:028. 

8903030354 NPDES noncompliance notification:on 890126,runoff from Location 008 ex- 
ceeded permit parameter for max concentration of ammonia.On 8901 29, Location 004 
exceeded max concentration for ammonia.Caused by seepage from Pond 2. 

KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/01 /30. 
BLACHLEY.T. Oklahoma, State of. Ip. 48693:341-48693:341. 

8903210244 “NPDES Discharge Monitoring Repts for Jan 1989." W/890214 Itr. 
KNIGHT.S.P. Sequoyah Fuels Corp. (suds, of Kerr-McGee Nuclear Corp.). 89/01/31. 
KNUDSON.M.O. Environmental Protection Agency. 7pp. 48982:115-48982:121. 

8903020556 Advises of NRC approval of transfer of control of Sequoyah Fuels Corp 
from Kerr-McGee Corp to Sequoyah Holding Corp, effective 881 104. Recommends 
that Exemption DOT-E 9825, Sections 1.0 & 8.0 be revised as stated. 

KNIGHT, C.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/02/07. 
ROBERTS, A.I. Transportation, Dept. of. 2pp. 48674:092-48674:093. 

8903010049 Forwards response to 890124 request for addl info describing procedures 
& controls to monitor weight of transferred heels & to prevent overfilling of heel re- 
ceiving cylinder.Only previously fed cylinders will be placed in autoclaves. 

KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/02/14. 
BIDINGER, G.H. Fuel Cycle Safety Branch. 3pp. 48645:240-48645:244. 

8903010063 Forwards addl info re special process Commitments 4,5 & 6, per S Pen- 
nington request.Vendor understands that NRC concerned that proposed revs re foam 
deluge sys may not conform w/NEPA codes. 

KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/02/14. 
ROUSE, LC. Fuel Cycle Safety Branch. 5pp. 48670:023-48670:027. 

8902280386 Forwards addl info on level probe for U03 surge bin, per 880916 request to 
revise Section 16.3.8 to License SUB-1010 & 890207 request for add! info. 

KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/02/16. 
ROUSE, L.C. Fuel Cycle Safety Branch. 3pp. 48627:077-48627:079. 

8903090186 Rescinds NRC 870518 order prohibiting filling w/UF6 or heating any 48- 
inch diameter cylinder mfg by WH Stewart Co w/listed serial numbers, per licensee 
870513 & 1113 responses. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. 89/02/27. 
KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 
48799:117-48799:118. 

8903160150 Forwards revised Page 1.8-2 to Rev 5 of contingency plan, indicating date 
of submittal 

KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/02/28. 
ROUSE, L.C. Fuel Cycle Safety Branch. Ip. 48886:204-48886:208. 

—8903220252 Revised Page 1.8-1 of Chapter 8, "Contingency Plan” to Sequoyah Facili- 
ty contingency plan. 

* Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/02/28. 4pp. 
48886:206-48886:208. 

8903160160 Advises that licensee plans to submit decommissioning plan & schedule by 
890308 per 881 206 Itr. 

KNIGHT\S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/02/28. 
ROUSE, LC. Fuel Cycle Safety Branch. 2pp. 48950:160-48950:161. 

8903210363 Application for amend to License SUB-1 010, deleting License Condition 40 
which required licensee to maintain defined levels of staffing whenever UF6 reduction 
facility being operatedFee paid. 

KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/03/02. 
ROUSE, L.C. Division of Industrial & Medical Nuclear Safety (Post 870729). 2pp. 
48984:073-48984:074. 

8903160174 Forwards revised “Vegetable Monitoring Program Annual Rept, 1988 Grow- 
ing Season." 

KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/03/03. 
ROUSE, L.C. Fuel Cycle Safety Branch. 3pp. 48886:234-48886:274. 

-8903160190 "Vegetable Monitoring Program, Annual Rept,1988 Growing Season." 
Rept revised on 890302. 

* Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 88/12/31. 38pp. 
48886:237-48886:274. 

8903210359 Forwards remediation plan for Pond 2, including schedule for 
consideration, for NRC review & approval. 

KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/03/03. 
ROUSE, LC. Fuel Cycle Safety Branch. 13pp. 48984:060-48984:072. 

8903240109 Forwards revised Table 5 to "Comprehensive Radiological Solid Waste 
Plan" dtd 861113,per request. Revised table reflects contribution of solid waste from 
UF6 reduction facility. 

KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/03/03. 
ROUSE, LC. Fuel Cycle Safety Branch. Ip. 49040:209-49040:210. 

-8903240111 Revised Table 5 to "Comprehensive Radiological Solid Waste Ran." 

* Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 86/11/13. Ip. 
49040:210-49040:210. 

8803170115 Informs that revised page re elimination of level probes in surge bins & 
solid seal legs of denitration process inserted into Chapter 16 of licensee safety dem- 

BIDINGER.G.H. Fuel Cycle Safety Branch. 89/03/08. KNIGHT, S.P. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). Ip. 48894:234-48894:234. 

8003210242 Forwards rev to Section 10.6, "Fire Protection" of License SUB-1 010, for 
review.Rev reflects fixed temp sensing device since licensee no longer have 24-h cov- 

KN^HT.^RSemloyth Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/03/08. 
ROUSE,L.C. Fuel Cycle Safety Branch. 4pp. 48982:106-48982:109. 


DOCKET 40-8064 EXXON MINERALS CO., USA, HOUSTON, TX 


8903220161 Submits Fourth Quarter Rept 1988 re pilot in-situ mining programmer Con- 
dition 16 to License SUA-1064. 

RANGE, D.M. Exxon Corp. 89/02/09. Uranium Recovery Field Ofc, R4. 2pp. 
49008:244-49008:245. 

8903170222 Concludes that decommissioning activities at Exxon R&O site conducted in 
accordance w/NRC approved decommissioning plan. NRC recommends termination 
of Exxon source matl License SUA-1064. 

HEYER.R.S., SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/03/02. Uranium Re- 
covery Field Ofc, R4. 3pp. 48953:151-48953:153. 

8903170412 Forwards, for FR publication, final finding of no significant impact re termina- 
tion of Source Matl License SUA-1064. 

HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/03/02. MEYER, D. Office of the 
Secretary of the Commission. Ip. 48953:154-48953:157. 

-8903170415 Notice of final finding of no significant impact re termination of License 
SUA-1064. 

HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/03/02. 3pp. 48953:155- 
48953:157. 

8903170420 Discusses fourth quarter rept for Exxon Highlands R&O project.NRC cur- 
rently reviewing vendor request for license termination & transfer of matl to Everest 
Minerals Corp (License SUA-1151). 

HEYER.R.S., SMITH.R.D. Uranium Recovery Reid Ofc, R4. 89/03/06. Uranium Re- 
covery Field Ofc, R4. 2pp. 48953:234-48953:235. 


DOCKET 40-8084 RIO ALGOM MINING CORP„ MOAB, UT 


8902280391 Forwards Amend 21 to License SUA-1119,reducing freeboard of 8.5 ft 
during May 1988 - Apr 1989, for lower tailings pond, per 881 103 request 
SMITH.R.D. Uranium Recovery Reid Ofc, R4. 89/01/30. Rio Algom Mining Corp. 3pp. 
48627:080-48627:116. 

-8902280394 Amend 21 to License SUA-1119 for Rio Algom Mining Corp, authorizing 
use of unlimited amount of natural U at milling facilities. 

SMITH, R.D. Uranium Recovery Field Ofc. R4. 89/01/30. 14pp. 48627:083-48627:112. 

-8902280397 Advises that licensee 881 103 request for amend to License SUA-11 19, re- 
ducing freeboard requirement for lower tailings pond of 8.5 ft freeboard during May 
1988 • Apr 1989, acceptable. 

SCOVILLV.R., SMITH.R.D. Uranium Recovery Reid Ofc. R4. 89/01/30. Uranium Re- 
covery Field Ofc, R4. 4pp. 48627:113-48627:116. 

8902280219 Forwards Amend 22 to License SUA-11 19,modifying Condition 27 to in- 
clude new surety requirement to reflect increased cost estimate for decommissioning 
& reclamation & allowing 30 days for NRC receipt of official rider to Itr of credit 
SMITH.R.D. Uranium Recovery Reid Ofc, R4. 89/02/01. PATTISON.B. Rio Algom 
Mining Corp. 4pp. 48644:138-48644:175. 

-8902280224 Amend 22 to License SUA-1119 for Rio Algom Mining Corp, modifying 
Condition 27 to include new surety requirement reflecting increased costs of decom- 
missioning & reclamation & allowing 30 days for NRC receipt of Itr of credit. 

SMITH, R.D. Uranium Recovery Raid Ofc, R4. 89/02/01. 14pp. 48644:142-48644:171. 

-8902280242 Accepts financial surety Amend 22 to Source Matl License SUA-1119 for 
Rio Algom Mining Corp. 

ROSEHd., SMITH, R.D. Uranium Recovery Reid Ofc, R4. 89/02/01. Uranium Recov- 
ery Reid Ofc, R4. 4pp. 48644:172-48644:175. 

8903030362 Advises that Lisbon Mill has been placed in standby.Company will be under 
interim license conditions.per Condition 11 re closure of milLPadlocked entrances 
listed. 

PATTISON.R.S. Rio Algom Mining Corp. 89/02/02. SMITH.R.D. Uranium Recovery 
Reid Ofc, R4. 3pp. 48694:144-48694:146. 

8903270030 Discusses efforts to minimize dispersal of blowing tailings during mill 
operations.Understands that no further amend to license needed to proceed w/ 
work-Fee paid. 

PATTISON.R.S. Rio Algom Mining Corp. 89/02/21. SMITH, R.D. Uranium Recovery 
Field Ofc, R4. 3pp. 49054:063-49054:065. 


DOCKET 40-8102 EXXON CO„ USA, HOUSTON, TX 


8902280281 Forwards Amend 27 to License SUA-1139 for Exxon Corp, revising Condi- 
tion 33 re compliance monitoring program. 

SMITH.R.D. Uranium Recovery Field Ofc. R4. 89/02/08. Exxon Coal USA, Inc. (for- 
merly Carter Mining Co.). 2pp. 48627:188-48627:210. 

-8902280262 Amend 27 to License SUA-1139 for Exxon Corp, revising Condition 33 re 
compliance monitoring program, 

SMITH, R.D. Region 4, Ofc of the Director. 89/02/08. 21pp. 48627:190-48627:210. 

6903030469 Forwards Amend 27 to License SUA-11 39,amending License Condition 33 
re implementation of compliance monitoring program as stated. Proposed program re- 
quired to be submitted for review & approval by 890401. 

SMITH, R.D. Uranium Recovery ReW Ofc, R4. 89/02/08. Exxon Corp. 2pp. 48692:168- 
48692:194. 

-8 9 03030462 Amend 27 to License SNM-1139 for Exxon Corp, revising License Condi- 
tion 33 re implementation of compliance monitoring program. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 69/02/08. 6pp. 48692:170-46692:194. 

6903010329 Forwards all attachments to Source Mat! License SUA-1139. Requests that 
licensee maintain permanent record of attachments as future issuances of license will 
not include attachments. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/10. Exxon Corp. 13pp. 
48650:339-48650:351. 
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8903010263 Forwards Amend 28 to License SUA-1139 for Exxon Corp, amending Con- 
ditions 10 & 11 & deleting Conditions 17 & 35. Submittal of annual land use rept no 
longer required. License Condition 10 changed to ref mill tailings. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/14. Exxon Corp. 2pp. 48637:191- 
48637:199. 

-8903010266 Amend 28 to License SUA-1139 for Exxon Coro.revising Conditions 10 & 
1 1 to specify authorized places of use of mill tailings facilities & deleting Conditions 1 7 
& 35 re submittal of annual land use rept. 

SMITH.R.D. Uranium Recoveiy Field Ofc, R4. 89/02/14. 7pp. 48637:193-48637:199. 


DOCKET 40-8452 BEAR CREEK URANIUM CO., CASPER, WY 

8903220025 “Semiannual Review of Effluent & Environ Monitoring From Jul-Dec 1988." 
W/890127 Itr. 

CHASE.G. Bear Creek Uranium Co. 88/12/31. JACOBY.D. Uranium Recovery Field 
Ofc. R4. 30pp. 49020:182-49020:211. 

8903010327 Forwards attachments to License SUA-1 310. Permanent record of attach- 
ments should be maintained. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/09. Bear Creek Uranium Co. Ip. 
48648:017-48648:035. 

8903010237 Advises that response to 881223 Itr re vegetation in reclamation plan 
design not required.NRC review of reclamation plan will assume bare.nonvegetated 
surfaces which will impact runoff & erosion calculations. 

HAWKINS, E.F. Uranium Recovery Field Ofc. R4. 89/02/17. SCOTT.E. Bear Creek 
Uranium Co. 2pp. 48646:116-48646:117. 

8903200033 Discusses review of Bear Creek U Co environ monitoring rept for second 
half of 1988,per 890127 s.ifcr'tiai Topt HiCccr> : .«tb!e.No Vihe- action necessary. 
HEYER.R.S., SMITH, R.D Jran Face -07 Fee D'c, R* 89/03/07. Uranium Re- 
covery Field Ofc, R4. 3pp. 48963:358-48963:360. 


DOCKET 40-8502 MALAPAI RESOURCES CO., PHOENIX, AZ 

8903030476 Forwards licensee planned licensing activities for Wyoming projects for 
l9f?9.oer 890213 telcon.Concerns w/ reorganization plan due to aggressiveness of 
>969 hcensirj program including reassignment of G Konwinski, discussed. 
WICHFHS.r.L. Malapai Resources Co. 89/02/13. HAWKINS.E. Uranium Recovery 
Fifilc O-c, rV 2pp. 48739:149-48739:150. 

8902280320 Ack receipt of 890203 Itr confirming excursion status of Wells M-7 & SSM- 
34.Sulfate concentrations anomalously high & contributing to elevated conductivity 
readings.Proposed overproduction should correct if subj factor responsible. 
HAWK1NS.E.F. Uranium Recovery Reid Ofc, R4. 89/02/14. WICHERS.D. Malapai Re- 
sources Co. 2pp. 48636:154-48636:155. 

8903060084 Confirms 890126 telcon & corrective actions re spill of soda ash on south- 
ern access road to Irigaray Mine.Brief rept outlining details of spill & cleanup activities 
end. 

WICHERS,D.L Malapai Resources Co. 89/02/15. FEUSNER.L. Wyoming, State of. 
2pp. 48715:351-48715:352. 

8902280236 Forwards Amend 13 to License SUA-1341 for Malapai Resources 
Co,amending Conditions 24 & 33. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/02/17. Malapai Resources Co. 2pp. 
48949:040-48949:061. 

-8902280240 Amend 13 to License SUA-1341 for Malapai Resources Co, authorizing 
use of U at Irigaray & Christensen Ranch satellite facilities in Johnson & Campbell 
Counties, Wyoming. 

SMITH.R.D. Region 4, Ofc of the Director. 89/02/17. 10pp. 48949:042-48949:058. 

-8903060097 Approves Malapai Resources Co 881221 request to amend License SUA- 
1341, revising Conditions 24 & 33 re proposed disposal method & reductions in radio- 
logical monitoring of 517 site. 

KONWINSKI, G.R., HAWKINS, E.F. Uranium Recovery Reid Ofc, R4. 89/02/17. Urani- 
um Recovery Field Ofc, R4. 3pp. 48949:059-48949:061. 

8903170384 Forwards attachments to Source Matl License SUA-1341 & requests that 
permanent record of attachments be maintained as future issuances will not include 
attachments. 

SMITH.R.D. Uranium Recovery Reid Ofc, R4. 89/02/22. Malapai Resources Co. Ip. 
48951:337-48951:343. 

8903170353 Ack receipt of 890213 Itr expressing concerns re recent realignments of 
responsibilities at ofc.Adjustments made to give all licensees & applicants appropriate 
level of consideration. 

HAWKINS, E.F. Uranium Recovery Reid Ofc, R4. 89/02/27. WICHERS.D. Malapai Re- 
sources Co. 2pp. 48950:304-48950:305. 


DOCKET 40-8584 MINERALS EXPLORATION CO„ LOS ANGELES, CA 

8903210271 “Semiannual 10CFR40.65 Rept for Feb 1989.” W/890209 Itr. 

ROYBAL.D. Minerals Exploration Co. (subs, of Union Oil Co. of California). 88/12/31. 
SMITH, R.D. Uranium Recovery Reid Ofc, R4. 51pp. 48984:164-48984:214. 

8903210517 Forwards rept detailing amount of recovery & storage conditions for prod- 
uct at Sweetwater milling fadlity.Rept addresses specific License Condition 1 1 of 
SUA-1 350. 

ROYBAL.D. Minerals Exploration Co. (subs, of Union Oil Co. of California). 89/02/23. 
HEYER.R. Uranium Recovery Reid Ofc, R4. 2pp. 48982:035-48982:036. 

8903170386 Forwards attachments to Source Matl License SUA-1 350 & requests that 
permanent record of attachments be maintained as future issuances will not include 
attachments. 

SMITH, R.D. Uranium Recovery Reid Ofc, R4. 89/03/02. Minerals Exploration Co. 
(subs, of Union Oil Co. of California). 1 p. 48952:001 -48952:01 8. 

8903200059 Forwards Amend 9 to License SUA-1 350 for Minerals Exploration 
Co, revising Conditions 34B.43 & 44 re groundwater protection stds. 

SMITH,R.D. Uranium Recovery Field Ofc, R4. 89/03/08. Minerals Exploration Co. 
(subs, of Union Oil Co. of California). 4pp. 48954:104-48954:126. 


-8903200067 Amend 9 to License SUA-1 350 for Minerals Exploration Co, revising Con- 
ditions 34(B),43 & 44 re groundwater protection stds. 

SMITH.R.D. Uranium Recovery Field Ofc. R4. 89/03/06. 12pp. 48954:108-48954:119. 

-8903200070 Recommends that Conditions 34,43 & 44 to License SUA-1 350 re 
groundwater dctCTtic-. rro*' : to' ! rq r-ccram be amended. 

GRACE, S.R., v-iVK NS r. ■’ J-ar .ipi Recovery Field Ofc, R4. 89/03/06. Uranium 
Recovery Field Ofc, R4. 7pp. 48954:120-48954:126. 

8903170442 Discusses Minerals Exploration Co Sweetwater U Mill environ monitoring 
rept for Second Half 1988.MHI did not operate during period covered by rept.Sampling 
results consistent w/ prior results.No further action '■■ccr.ssarv at present. 

HEYER.R.S., SMITH.R.D. Uranium Recover/ ic 31c. 3 4 89/03/07. Uranium Re- 
covery Field Ofc. R4. 4pp. 48953:225-48953:228. 


DOCKET 40-8681 UMETCO MINERALS CORP., GRAND JUNCTION, CO 

8903100596 Application for amend to License SUA-1 358, allowing plant tests of source 
matl. Fee paid. 

HAMRICK, J.S., SPARLING, D.K. UMETCO Minerals Corp. (subs, of Union Carbide 
Corp.). 89/01/18. SMITH.R.D. Uranium Recovery Field Ofc, R4. 2pp. 48806:089- 
48806:090. 

8903200232 Forwards licensee proposal for Cell 4 const expected to begin on 890401. 
SPARLING, D.K. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/02/08. 
SMITH.R.D. Uranium Recovery Field Ofc, R4. Ip. 48965:081-48965:082. 

-8903200234 Forwards amend application fee for Cell 4 proposal. 

PEARSON, G.B. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/02/24. 
JACOVY.D. Uranium Recovery Field Ofc, R4. Ip. 48965:082-48965:082. 

8903010384 Forwards all attachments to License SUA-1 358.Permanent record of at- 
tachments should be maintained. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/14. UMETCO Minerals Corp. 
(subs, of Union Carbide Corp.). Ip. 48645:245-48645:264. 

8903220200 Forwards semiannual effluent repts for Jul-Dec 1988.W/0 ends. 

HAMRICK, J.S. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/02/28. 
SMITH.R.D. Uranium Recovery Field Ofc, R4. Ip. 49005:321-49005:321. 

8903170417 Discusses licensee 890110 Itr re elevated urine bioassay at mill 
site.Concurs w/licensee corrective actions,including retraining of individual in proper 
sample collection procedures to mip’nizo sample contamination. 

SCOVILL.V.R., SMITH.R.D. Urarium Recover K.e J Cfc, R4. 39/03/06. Uranium Re- 
covery Field Ofc, R4. 3pp. 48953:229-48953:231. 


DOCKET 40-8684 MALAPAI RESOURCES CO., CASPER, WY 

8902280512 Requests that all end attachments to Ucense SUA-1 337 be maintained as 
permanent record as future issuances of license will not include attachments. 
SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/10. Malapai Resources Co. 2pp. 
48627:221-48627:227. 

8903030476 Forwards licensee planned licensing activities for Wyoming projects for 
1989,per 890213 telcon.Concerns w/ reorganization plan due to aggressiveness of 
1 989 licensing program including reassignment of G Konwinski, discussed. 
WICHERS.D.L. Malapai Resources Co. 89/02/13. HAWKINS.E. Uranium Recovery 
Reid Ofc, R4. 2pp. 48739:149-48739:150. 


DOCKET 40-6698 PLATEAU RESOURCES, LTD., GRAND JUNCTION, CO 

8903210509 “Effluent Monitoring Rept (10CFR40.65) for Jul-Dec 1988." W/ 890221 Itr. 
MORRILL.V.W. Plateau Resources, Ltd. 88/12/31. 15pp. 49003:001-49003:015. 

8903030341 Discusses current license requirements for monitoring after completion of 
interim stabilization at Shootaring Canyon U Mill.Licensee to implement intenm stabili- 
zation of tailings impoundments Cells 1 & 3 & or stockpile by 861001. 

SAVIGNAC.N. Savignac, N. 89/01/18. SCOVILLE.V. Uranium Recovery Field Ofc, R4. 
9pp. 48690:257-48690:265. 

8902280493 Forwards attachments to License SUA-1 371 & requests that vendor main- 
tain permanent record of attachments. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/14. Plateau Resources, Ltd. Ip. 
48625:122-48625:140. 


DOCKET 40-8714 CLEVELAND-CLIFFS IRON CO., CLEVELAND, OH 

8607090367 Informs of intention to proceed w/termination of License SUA-1 352.Notifi- 
cation of intention to terminate license provided during 851114 meeting. 

LOUDER B ACK.T. E. Cleveland-Cliffs Iron Co. 86/06/03. SMITH, R.D. Uranium Recov- 
ery Field Ofc, R4. Ip. 36939:022-36939:022. 


DOCKET 40-8724 CHEMETRON CORP., CHICAGO, IL 

8902230260 Forwards addl info re const of sewer across portion of industrial dump 
site.Decislon should be reconsidered in light of listed observations. 

LUCAS, JA McGean-Rohco, Inc. (formerly McGean Chemical Co., Inc.). 89/01/31. 
LAROCHE, G. Fuel Cycle Safety Branch. 4pp. 48570:300-48570:303. 

8902280544 Discusses McGean-Rohco,lnc industrial dump site.Vendor has no objection 
to placement of storm water pipe & granting easement across property. 

WILNER.S. Allegheny International, Inc. 89/02/10. ROUSE.LC. Fuel Cycle Safety 
Branch. 3pp. 48624:152-48624:154. 

8903060052 Responds to 881212 Itr re reasons why licensee has not yet decontaminat- 
ed Harvard Avenue site in Newburgh Heights.OH. Decontamination should begin 
within 14 days & completed in 90 days.Enforcement discretion will be used. 
ROUSE.LC. Fuel Cycle Safety Branch. 89/02/28. WILNER.S.M. Chemetron Corp. 
3pp. 48742:081-48742:086. 
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-8903080054 Comments on licensee cleanup activities of Harvard Avenue site.Health 
physics monitoring activities in winter weather considered difficult.but not insurmount- 
able. 

BERGER, J.D. Oak Ridge Associated Univs. 89/01/30 LAROCHE.G. Division of In- 
dustrial & Medical Nuclear Safety (Post 870729). 3pp. 48742:084-48742:086. 

8903220354 Responds to 890210 Itr re McGean-Rohco industrial dump site. Allegheny 
has no objection to proposal of City of Newburgh Heights running sewer line through 
northeast quadrant of dump site. 

LUCAS.J.A. McGean-Rohco. Inc. (formerly McGean Chemical Co., Inc.). 89/03/03. 
WILNER.S.M. Allegheny International. Inc. 2pp. 49003:249-49003:253. 

8903220226 Ack receipt of 890228 Itr & informs that Remcor chosen as consultant to 
conduct decontamination svcs at Harvard Avenue site as well as perform survey at 
Burt Avenue site. 

WILNER.S. Chemetron Corp. 89/03/10. ROUSE, L.C. Fuel Cycle Safety Branch. 3pp. 
49020:220-49020:223. 


DOCKET 40-8768 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 


8903060117 Forwards discharge monitoring repts for quarters ending Sept 1988 & Dec 
1988. 

FREEMAN, M.D. Kerr-McGee Corp. 89/01/25. HAWKINS.E. Uranium Recovery Field 
Ofc, R4. Ip. 49048:298-49048:338. 

-8903080008 "Discharge Monitoring Rept for Quarter Ending Dec 1988.” 

MAY.L.V. Kerr-McGee Corp. 88/12/31. WAGNER, J. Wyoming, State of. 3pp. 

49048:299-49048:301. 

-8903080009 "Discharge Mcnitc-inc Root for Quator E"d : nrj Sopt 1988." 

MAY.L.V. Kerr-McGee Corp. 9»'C!).3C vV-\G\fF..: i\\orrrg. State of. 3pp. 

49048:302-49048:304. 

-8903300061 "Discharge Monitoring Semi-annual Rept for Second Quarter 1988." 

* Kerr-McGee Corp. 88/09/30. Wyoming, State of. 34pp. 49048:305-49048:338. 

8903010185 Forwards attachments to License SUA-1387.Licensee should maintain per- 
manent record of attachments. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/10. Rio Algom Mining Corp. 
19pp. 48646:152-48646:170. 


DOCKET 40-8783 URANERZ USA, INC., CASPER, WY 


8903010317 Forwards all attachments to License SUA-1 401 .Permanent record of at- 
tachments should be maintained. 

SMITH.R.D. Region 4, Ofc of the Director. 89/02/10. Uranerz USA, Inc. Ip. 
48637:260-48637:266. 

8903030213 Forwards all attachments to Source Matl License SUA-1 401. Permanent 
record of attachements should be maintained. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/10. Uranerz USA, Inc. Ip. 
48692:269-48692:275. 


DOCKET 40-8786 URANIUM RESOURCES, INC., RICHARDSON, TX 

8903170262 Forwards Amend 11 to License SUA-1 400 for U Resources, Inc, revising 
Condition 15 re submittal of proposed soil sampling & gamma survey program & final 
decontamination & decommissioning rept. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/03/06. Uranium Resources, Inc. 
3pp. 48894:032-48894:047. 

-8903170271 Amend 11 to License SUA-1 400 for U Resources, Inc, revising Condition 
15 re submittal of proposed soil sampling & gamma survey program at least 60 days 
prior to commencement of soil sampling & gamma survey activities. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/03/06. 8pp. 48894:035-48894:042. 

-8903170285 Recommends issuance of Amend 11 to License SUA-1 400, revising Con- 
dition 15 to require submittal of proposed soil sampling & gamma survey program to 
NRC at least 60 days prior to commencement of soil sampling & gamma survey activi- 
ties. 

SMITH.R.D., SCOVILL.V.R, Uranium Recovery Field Ofc, R4. 89/03/06. Uranium Re- 
covery Field Ofc. R4. 5pp. 48894:043-48894:047. 


DOCKET 40-8801 WESTLAKE LANDFILL, NORTHBROOK, IL 


8903100308 Foiward Rev 1 to NUREG-1308 & NUREG/CR-2722,per 890227 
reque$t.W/o end. 

LAROCHE, G.E. Fuel Cycle Safety Branch. 89/03/03, SWARTS.D. Affiliation Not As- 
signed. Ip. 48804:097-48804:097. 


DOCKET 40-8803 DYNA EAST CORP., WYNNEWOOD, PA 


8610090491 Discusses Telephone Inquiry 86-01 on 860909 re initiation of activities in- 
volving licensed matls & anticipated workload of program.NRC understands -that Li- 
cense SMB-1414 will be amended to include new location prior to use of matls. 
KINNEMAN.J.D. Region 1, Ofc of the Director. 86/10/01. GIAQUINTO.T. Dyna East 
Corp. 2pp. 38179:144-38179:145. 


DOCKET 40-8820 AMAX INC., GOLDEN, CO 

8903010202 Advises that company making arrangements w/bank in Parkersburg, WV for 
trust fund to provide adequate monies to retain contractor, when necessary, for physi- 
cal maint of site. State of WV 880224 Itr to vendor re ongoing insp end. 

KEPPLER.P. AMAX, Inc. 88/10/20. ROUSE, L.C. Fuel Cycle Safety Branch. 8pp. 
48649:005-48649:012. 


DOCKET 40-8829 FERRET EXPLORATION CO. OF NEBRASKA, INC., CRAWFORD, 
NE 


8903220169 Forwards State of NE 881230 Itr to Empire Fire & Marine Insurance Co 
'"teas-"! s.;'c*y bond for Crowe Butte Project, per License Condition 43. 
X.lVJS.S-. Ferret Exploration Company of Nebraska, Inc. 89/01/16. 
KONWINSKI.G. Uranium Recovery Field Ofc, R4. 2pp. 49008:292-49008:293. 

8902280270 Forwards all attachments to Source Matl License SUA-1 441 & requests 
that permanent record of attachments be maintained. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/10. Ferret Exploration Company 
of Nebraska, Inc. Ip. 48627:181-48627:187. 

8903030372 Forwards licensee semiannual environ rept for Third & Fourth Quarters of 
<988^ License SUA-1441.W/0 end. 

COLLINGS.S.P. Ferret Exploration Company of Nebraska, Inc. 89/02/10. 

KONWINSKI.G. Uranium Recovery Field Ofc, R4. Ip. 48693:211-48693:211. 

8903170346 Reviews semiannual environ rept for Crow Butte U project for Third & 
Fourth Quarters 1988.No significant trends identified & no licensing adion required at 
present. 

KONWINSKI.G. R., HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/02/27. Urani- 
urn Recovery Field Ofc, R4. 5pp. 48894:324-48894:328. 

8903220004 Forwards semiannual ALARA rept for two quarters ending 881231, per Li- 
cense SUA-1441.W/0 end. 

COLLINGS.S.P. Ferret Exploration Company of Nebraska, inc. 89/02/28. 

KONWINSKI.G. Uranium Recovery Field Ofc, R4. Ip. 49003:292-49003:292. 


DOCKET 40-8857 EVEREST MINERALS CORP., CONVERSE COUNTY, WY 


8903030366 Forwards comments on Section 14 Amend Area,TFN 2 4/122 as result of 
reviewing application for permit amend submitted by Everest Minerals Corp. 

BELDEN.S. Wyoming, State of. 89/02/06. HILDENBRAND.P. Everest Minerals Corp. 
10pp. 48694:251-48694:260. 

8903030196 Forwards draft permit & public notice re Everest Minerals Morton 1-20 
Permit UIC 89-030 Class II. Halliburton treating repts for acid job performed in 1981 & 
vendor step rate test performed in 1988 encl.Comments requested by 890330. 
LUCHT.R. Wyc~vrg State of. 89/02/08. KONWINSKI.G.R. Uranium Recovery Field 
Ofc, R4. 35pp. '.6694 1 '5-48694:209. 

8903030439 Forwards for review & approval baseline groundwater quality data & pro- 
posed upper control limits for Highland U Project Section 14/50 Sand, Mine Unit 1,per 
License Conditions 38 & 40 of License SUA-1 51 1. 

* Everest Minerals Corp. 89/02/13. OLSEN.T.T. Uranium Recovery Field Ofc, R4. 
56pp. 48690:266-48690:321. 

8902280444 Forwards Amend 15 to License SUA-1 511, revising Condition 50 as 
listed.Licensee shall monitor, maintain, decommission & reclaim expanded pilot in situ 
site in accordance w/881020 submittal. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/17. Everest Minerals Corp. 2pp. 
48633:302-48633:335. 

-8902280451 Amend 15 to License SUA-1 511 for Everest Minerals Corp, authorizing 
use of unlimited U in unspecified chemical &/or physical form. 

SMITH.R.D. Uranium Recovery Field Ofc. R4. 89/02/14. 11pp. 48633:304-48633:332. 

-8902280453 Recommends that License SUA-1 511 be amended to incorporate respon- 
sibility for decontaminating & decommissioning expanded pilot in situ site. 

OLSEN.T.T., HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/02/14. Uranium Re- 
covery Field Ofc, R4. 3pp. 48633:333-48633:335. 

8903030343 Forwards listed drawings of Section 14 amend area,including Satellite 2 
plot plan w/cfcs.tarkagc & equipment layout,per 890215 discussion. 

V.OFZEN-I.S. 3 . bvores: Minerals Corp. 89/02/17. OLSEN.T.T. Uranium Recovery 
Field Ofc, R4. 3pp. 49016:041-49016:041. 

8903210511 Forwards results of MILDOS computer program w/satellite & wellfield as 
input parameters for info.W/o end. 

MCGONAGLE.L. Everest Minerals Corp. 89/02/23. SCOVILL.V. Uranium Recovery 
Field Ofc, R4. IP. 48992:148-48992:148. 

8903210514 Discusses analytical results from samples collected from Perimeter Monitor 
Well M-48 in Section 21-30 sand mine unit & addl mitigative action initiated by shut- 
ting in 14 addl injection wells. 

MAYS.W.M. Everest Minerals Corp. 89/02/27. OLSEN.T. Uranium Recovery Field 
Ofc, R4. 3pp. 48984:215-48984:217. 

8903170390 Forwards attachments to Source Matl License SUA-1 511 & requests that 
permanent record of attachments be maintained as future issuances of license will not 
include attachments. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/03/02. Everest Minerals Corp. Ip. 
48951:344-48951:361. 


DOCKET 40-8902 ANACONDA MINERALS CO., GRANTS, NM 


8903240137 "Radiological Effluent & Environ Data for Bluewater Millsite.Grants.NM.Jul- 
Dec 1988." W/890223 Itr. 

PATEL, N. Atlantic Richfield Co. (ARCO). 88/12/31. SMITH, D. Uranium Recovery Field 
Ofc, R4. 78pp. 49044:056-49044:133. 

8903020690 Forwards Amend 5 to License SUA-1 470, revising Condition 32 to delete 
requirement for issuance of radiation work permit for all entries to mill process bldg. 
SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/08. ZIEGLER, R.S. Anaconda Co. 
(div. of Atlantic Richfield Co.). 3pp. 48674:1 02-48674:1 21 . 

-8903020697 Amend 5 to License SUA-1 470 for Anaconda Minerals Co, revising Condi- 
tion 32 by deleting requirement for issuance of radiation work permit for all entries to 
mill process bldgs. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/02/08, 6pp. 48674:105-48674:118. 
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-8903020700 Reviews licensee 881 1 1 7 application for amend to License SUA-1 470,de- 
leting requirement for issuance of radiation work permit for any entrance to mill proc- 
ess bldg.Rev to License Condition 32 acceptable. 

GARCIA.PJ., SMITH.R.D. Uranium Recovery Field Ofc. R4. 89/02/0 8. Uranium Re- 
covery Reid Ofc. R4. 3pp. 48674:1 19-48674:121. 

8902280273 Forwards Amend 6 to License SUA-1470 for Anaconda Minerals 
Co.revising Conditions 32 & 34 as listed. 

SMITH.R.0. Uranium Recovery Field Ofc, R4. 89/02/17. ZIEGLER.R. Atlantic Rich- 
field Co. (ARCO). 3pp. 48627:049-48627:066. 

-8902280276 Amend 6 to License SUA-1470 for Anacondia Minerals Co. authorizing 
use of unlimited U waste tailings & other byproduct wastes generated by licensee past 
milling operations. 

SMITH.R.D. Region 4, Ofc of the Director. 89/02/17. 7pp. 48627:052-48627:058. 

-8902280277 Discusses Amed 6 to License SUA-1470 re establishment of ground- 
water protection stds. 

OLSEN, T.T., HAWKINS.E.F. Uranium Recovery Reid Ofc. R4. 89/02/17. Uranium Re- 
covery Field Ofc. R4. 8pp. 48627:059-48627:066. 

8902280252 Forwards comments on Bluewater Mill reclamation plan, per 890216 
meeting. Addl info needed re surface water hydrology & erosion protection. 

HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/02/22. Anacomp, Inc. 8pp. 
48626:278-48626:285. 

8903220127 Forwards “Supplementary Radiological & Borrow Soil Characterization at 
Bluewater U Milt Site." 

ZIEGLER.R.S. Atlantic Richfield Co. (ARCO). 89/02/27. SMITH, D. Uranium Recovery 
Reid Ofc, R4. 2pp. 49003:029-49003:039. 

-8903220360 “Supplementary Radiological & Burrow Soil Characterization at Bluewater 
U Mill Site." 

SMITH,W.j., BOWSER.R.Y. Rogers & Associates Engineering Corp. RAE-8813-1. 88/ 
09/30. 9pp. 49003:031-49003:039. 

DOCKET 40-8903 HOMESTAKE MINING CO, GRANTS, NM 

8612050262 Application for amend to License SUA-1 471 .revising Sections A & B of 
860818 Itr re radiation safety insp & assessment rept of insp of U mill & tailing facili- 
ties at Grants.NM. Fee paid. 

KENNEDY, E.E. Homestake Mining Co. 86/10/17. GARCJA.P. Uranium Recovery Reid 
Ofc, R4. 14pp. 38839:058-38839:071. 

8903210277 Forwards “Renewal Groundwater Discharge Plan,DP-200 for Homestakes 
Mill Near Milan.New Mexico," for discharge plan renewal.W/o end. 

KENNEDY.E.E. Homestake Mining Co. 89/01/20. SLIFER.D. New Mexico. State of. 
2pp. 48984:058-48984:059. 

8903220123 Ack receipt of 890123 comments on Homestake Mining Co responses to 
NRC concerns for blown tailings control observed during NRC insp on 88ll0l-03.Gor- 
rective actions re alleged violation:meeting held to discuss improved program. 
KENNEDY.E.F. Homestake Mining Co. 89/02/16. SMITH.R.D. Uranium Recovery 
Reid Ofc, R4. 3pp. 49020:177-49020:179. 

8903220182 Forwards licensee semiannual rept for Jul-Dec 1988 for U mill & tailings 
facilities at Grants.NM,per 10CFR40.65. W/o end. 

KENNEDY.E.F. Homestake Mining Co. 89/03/01. SMITH.R.D. Uranium Recovery 
Reid Ofc, R4. Ip. 49005:327-49005:327. 

8903170392 Forwards attachments to Source Matt License SUA-1 471 & requests that 
permanent record of attachments be maintained as future issuances of license will not 
include attachments. 

SMITH.R.D. Uranium Recovery Reid Ofc, R4. 89/03/02. Homestake Mining Co. Ip. 


8903210281 Ack receipt of 890216 response to NRC 890123 Itr re program implement- 
ed to minimize blowing of tailings at Milan milt Review indicates that proposed mods 
to program represents reasonable increase in efforts to control blowing. 

SMITH, R.D. Uranium Recovery Reid Ofc. R4. 89/03/08. KENNEDY.E.E. Homestake 
Mining Co. 2pp. 48989:358-48989:359. 

DOCKET 40-9904 BP AMERICA, INCVL-BAR URANIUM FACILITY, SALT LAKE 

8903210090 "Semiannual Environ Monitoring Rept for L-Bar U Mine. Cibola 
County, NM.“ W/one oversize drawing A 890228 Itr. fl . 

OSBORN.T.G. INTERA Technologies. Inc. 88/12/31. GRACE.S. Uranium Recovery 
Field Ofc, R4. 200pp. 48976:266-48977:156. 

8903210165 Forwards “L-Bar U Mine Reclamation & Closure Plan." Plan revised & up- 
dated to incorporate agreements & understandings arrived over last several 
months.Ueensee believes all outstanding issuesaddressedtoNRC satisfaction. 
OSBORN, T.G. INTERA Technologies. Inc. 89/02/27. SMITH, D. Uranium Recovery 
Field Ofc, R4. Ip. 48962:280-48963:331. 

-8903210169 “L-Bar U Mine Reclamation A Closure Plan." W/nine oversize drawings. 
* INTERA Technologies, Inc. 89/02/28. 353pp. 48962:281-48963:331. 

8902280534 Forwards all attachments to License SUA-1 472. Requests that licensee 
maintain permanent record of attachments as future issuances of license will not in- 

SM^SoTJanium Recovery Field Ofc, R4. 89/02/10. BP America. Inc. 2pp. 
48627228-48627*237. 

9902280417 Forwards correspondence w/British Petroleum America L-Bar Mill site dtd 

GRACE.S.R ^UranhSn ^Recovery Reid Ofc, R4. 89/02/14. CeboHeta. NM. 2pp. 
48625:166-48625:167. 

•903210528 Responds to 881227 NRC radiation safety rnsp of L-Bar taHiogs area per 
10CFR2201, addressing violation noted. Const contract & attendant reclamation plan 

INTERACT ©Sinologies, Inc. 89/02/23. SMITH.R.D. Uranium Recovery 
Field Ofc, R4. 2pp. 48982:004-48982:005. 


8903170196 Discusses windblown contamination verification survey for 
L-Bar Mill.Recommends that License SUA-1472 be amended to incorporate survey 
plan by revising License Condition 28C to read as stated. Re) . 

HEYER.R.S., SMITH, R.0. Uranium Recovery Field Ofc, R4. 89/03/02. Uranium Re 
covery Field Ofc, R4. 4pp. 48953:138-48953:141. 

8903170398 Forwards Amend 10 to Ucense SUA-1472 for BP JSS'S 

Condition 28C re implementation of radiological survey program to venfy cleanup ot 
windblown contamination per 881229 submittal. Q OD 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/03/02. DELEONARDIS.R. BP Amer- 
ica, Inc. 3pp. 48953:142-48953:150. 

-8903170400 Amend 10 to License SUA-1472 for BP America, lnc.revising License Con- 
dition 28C to require implementation of radiological survey program to venfy cleanup 
of windblown contamination per vendor 881229 submittal. -oam-iko 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/03/02. 6pp. 48953:145-48953.150. 

8903170434 Forwards correspondence re BP America L-Bar Mill site per agreement w/ 
Cebolleta Land GranLW/o ends. , ^ _ . „ . Kl . . 9 __ 

GRACE.S. R. Uranium Recovery Field Ofc. R4. 89/03/07. Cebolleta, NM. 2pp. 
48948:359-48948:360. 

DOCKET 40-8905 KERR-MCGEE CORP./QUIVIRA MINING CO„ OKLAHOMA CITY, 
OK 

8903090394 Monitoring rept for Fourth Quarter 1988 for Ambrosia Lake.W/ 890130 Itr. 
FERDINAND.B. Qumra Mining Co. 88/12/31. 3pp. 48807:271-48807:273. 

8903220047 "Effluent Monitoring Rept for Jul-Dec 1988." W/890221lfr. 

* Quivira Mining Co. 88/12/31. GARC1A.P. Uranium Recovery Field Ofc. R4. 21pp. 
49004:002-49004:022. 

8903030359 “ALARA summary for Ambrosia Lake facility for 1 988.” . 

FERDINAND.B. Quivira Mining Co. 89/02/01. GARCIA, P. Uranium Recovery Field 
Ofc, R4. 14pp. 48690:133-48690:146. 

8903060057 Forwards Amend 11 to License SUA-1 473, modifying Ucense Conditions 10 
A 34 re implementing groundwater compliance monitoring program A adding ucense 


. 5pp. 

-8903060058 Amend 1 1 to License SUA-1473 for Quivira Mining Co.modifying License 
Conditions 10 A 34 re groundwater compliance monitoring program implementation & 
adding License Condition 35. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/02/17. 17pp. 48709:310-48709:326. 

-8903060060 Advises that licensee 881202 A 890118 Mrs re groundwater quality data 
related to compliance monitoring characterization acceptable in meeting protection 
stds. 

GRACE.S.R., HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 89/02/17. Uranium 
Recovery Field Ofc, R4. 12pp. 48709:327-48709:338. 

8903220087 Ack request for renewal of Quivira Mining existing discharge plan.Requests 
add info for review of renewal. _ „ . _ „ 

MORGAN.T. New Mexico. State of. 89/02/20. FERDINAND.B. Quivira Mining Co. 2pp. 
49007:213-49007:214. 

8903220194 Advises of withdrawal of 880607 application for amend to License SUA- 
1473, authorizing receipt A processing of matl at Ambrose Lake facility. 

FREEMAN.M.D. Quivira Mining Co. 89/02/28. SMITH.R.D. Uranium Recovery Field 
Ofc, R4. Ip. 49004:245-49004:245. 

DOCKET 40-89C7 UNITED NUCLEAR CORP„ SANTA FE, NM 

8903030017 Denies violation noted in notice of violation issued on 890103 re insp of 
License SUA-1 475.Data submitted to NRC demonstrated that licensee using site-spe- 
cific data to determine background concentrations. 

VELASQUEZ. J.R. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/02/01. 
SMfTH,R D. Uranium Recovery Field Ofc. R4. 5pp. 48703:299-48703:303. 

8903090402 Forwards draft “United Nuclear Corp Remedial Action Plan Church Rock U 
Mill Tarings Facility." for next meeting. Notations provided where Canonie will provide 

VTELASQUEZ.J.R. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/02/13. 
ROWE.W. Environmental Protection Agency. 8pp. 48798:273-48798:295. 

-8903090406 Draft “Remedial Action Plan Church Rock U Mill Tailings Facility." 

* United Nuclear Corp. (subs, of UNC Resources. Inc.). 89/03/31. 15pp. 48798:281- 
48798:295. 

8903020588 Ack receipt of 890201 Itr informing NRC of steps taken to correct violations 
noted in insp of Ucense SUA-1 475. Background values established based on health 

W United 

Nuclear Corp. (subs, of UNC Resources. Inc.). 3pp. 48673:262-48673:264. 

8903210383 Effluent A Environ Monitoring Rept for Jul-Dec 1988, specifying concentra- 
tion of principal radtonucfide released to unrestricted areas in air particulate A water 
effluent 

MORALESJEM. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/02/21. 
GARCIA.P. Uranium Recovery Field Ofc. R4. 86pp. 48990*263-48990:328. 

8903200051 Comments on pnopo sed consent decree.NRC w« only aHow closure of site 


Field Ofc, R4. 89/02/23. ROWE.W. Environmental 


HAl _ 

Protection Agency. 3pp. 

8903220040 Forwards responses to addl comment s re erosion protection aspects of 
reclamation plan of June 1967 prepared by Canonie Environ Svc Corp on behalf of 

t Initnd fdtidAAr GOTO 

VELASQUEZ.J.R. United Nuclear Com. (subs, of UNC Resources, Inc.). 89/02/23. 
HAWKINS^. Uranium Recovery Field Ofc. R4. ip. 49004:285-49004285. 


DOCKETED ITEMS 7 


DOCKET 40-8926 ALTAIR RESOURCES, INC, CASPER, WY 

8902280299 Forwards 880802 semiannual rapt review indicating NRC conclusion that 
well field successfully restored, based on data submitted. Conclusion incorporated into 
Amend 3 to License SUA-1492,dtd 881 21 2, also end. 

HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/02/16. ENGEL, S. Wyoming, 
State of. 2pp. 48628:001-48628:021. 


DOCKET 40-8943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 

8903060091 Forwards Itrs to State of NE explaining company position re proposed regu- 
lations for control of radiation-ionizing & comments on bonding requirements during 
transition period prior to commercial production. 

COLLINGS.S.P. Ferret Exploration Company of Nebraska, Inc. 89/02/08. 
KONWINSKI.G. Uranium Recovery Field Ofc, R4. 16pp. 48727:323-48727:338. 

8903060187 Forwards revised Section 1.0 for application & supporting environ rept for 
State of NE underground injection control program commercial permit.Section revised 
to include addl info required by Chapter 11 of Title 122,amended on 890102. 

* Ferret Exploration Company of Nebraska, Inc. 89/02/16. NRC - No Detailed Affili- 
ation Given. 9pp. 48740:062-48740:070. 

8903220058 Errata sheet to application & supporting environ rept for State of NE under- 
ground injection control program commercial permit.Replace original sheet w/correct- 
ed pages. 

* Nebraska, State of. 89/02/21. 15pp. 49020:135-49020:149. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


P. Operating license stage documents & correspondence 

8903280164 Ack receipt of 890113 Itr clarifying div of responsibilities between reactor 
operators & senior reactor operators at Ford Nuclear Reactor.Procedurai changes will 
be reviewed during course of preparing for next exam. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/22. KERR.W. Michigan, Univ. of. 
Ann Arbor, Ml. Ip. 49075:056-49075:056. 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8902010021 Requests that end FEMA rept on 880322 exercise & 880329 remedial drill 
be sent to licensee. 

TRAVERS, W.D. Emergency Preparedness Branch. 89/01/19. EBNETER.S.D. Region 
1, Ofc of the Director. 2pp. 48815:062-48815:208. 

8903210314 Revised emergency plan for Indian Point Units 1 & 2.W/ 890307 Itr. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/03/07. 51pp. 48983:202- 
48983:252. 


J. Insurance & indemnity information 

8902270612 Forwards endorsements to listed NELIA & MAELU polides & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nudear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 


P. Operating license stage documents A correspondence 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI.C.E. Division of operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

•902270156 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

6902280104 NRC Info Notice 89-023, "Environ Qualification of Utton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

•902280162 NRC Info Notice 89-024, "Nudear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial 6 Medical Nudear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 


8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903160366 “Semiannual Effluent & Waste Disposal Rept,Jul-Dec 1988." W/890301 itr. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 88/12/31. 59pp. 48877:262- 
48877:320. 

8903140166 Forwards "Personnel Whole Body Exposures for CY88” & "Number of Per- 
sonnel & Man-Rem by Work & Job Function, 1988.” 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/02/28. Document Control 
Branch (Document Control Desk). Ip. 48853:254-48853:257. 

-8903140172 "Personnel Whole Body Exposures for CY88." 

* Consolidated Edison Co. of New York, Inc. 88/12/31. Ip. 48853:255-48853:255. 

-8903140176 "Number of Personnel & Man-Rem By Work & Job Function." 

• Consolidated Edison Co. of New York, Inc. 88/12/31. 2pp. 48853:256-48853:257. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York. Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8903280209 Forwards agenda for 890418-19 research & test reactor seminar in King of 
Prussia, PA.Updated agenda to follow. 

COLLINS.S.J. Region 1, Ofc of the Director. 89/03/22. HOSLER.C.L Pennsylvania 
State Univ., University Park, PA. 6pp. 49075:204-49075:209. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plane 

8903140027 Rev 5 to EPIP EG-10, "Offsite Personnel & Vehide Contamination Monitor- 
ing at Relocation Ctrs for Nuclear Station Evacuees." 

GOLDEN, J.C. Commonwealth Edison Co. 89/01/31. 9pp. 48857:282-48857:290. 

8902230168 Rev 15 to procedure distribution item for DEOPs 200,200-1, 200-2,200-3 & 
200-4 flow chartW/one oversize drawing. 

* Commonwealth Edison Co. 89/02/03. 2pp. 48587:001-48587:002. 

6903010241 Revised emergency plan implementing proceduresjnduding Rev 11 to Pro- 
cedure ED-9A, "Calculation ... Radioiodine in Containment," Rev 11 to Procedure ED- 
98, "Calculation ... to Atmosphere" & Rev 1 1 to Procedure ED-11, “Estimating..,." 
FERGUSON, B„ GOLDEN, J~C., Dl PONZIE.M.E. Commonwealth Edison Co. 89/02/14. 
78pp. 48647:085-48647:163. 

8902230472 Rev 2 to Emergency Plan Implementing Procedure DSSP 100-A2/B2, “Hot 
Shutdown Procedure Path A2/B2." 

* Commonwealth Edison Co. 89/02/28. 55pp. 48570:173-48570:227, 

8902230478 Rev 3 to Procedure DSSP 100-E, "Hot Shutdown Procedure • Path E." 

* Commonwealth Edison Co. 89/02/28. 17pp. 48579:014-48579:030. 

8902230484 Rev 6 to Emergency Plan Implementing Procedure EPIP 200-20, "Control 
Room Evacuation/Safe Shutdown (Primary Responsibility - Operations Director)." 

* Commonwealth Edison Co. 89/02/28. 56pp. 48578:139-48578:196. 
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DOCKETED ITEMS 


8903090194 Forwards Rt’v 26 to security plan Rov Ailhhr Id 

* Commonwealth Edison Co. 89- 02 28. NRC - No Detailed Attiliatron Given Ip 
48781 199-48781: 199 

8903100245 Informs that response to 880707.0927 & 890! or roqut-sts for add! into re 
emergency plan.Tech Specs & decommissioning plan will be submitted by S90327.per 
890228 telcon w/P Erickson. 

MORGAN.W.E. Commonwealth Edison Co 89. 02/28 Document Control Branch 
(Document Control Desk), ip. 48810:016-48S10:C16 

8903280185 Revised FP'Ps.:nr':;d-c P?v 6 to ED-5.Rev 13 to ED-6.Rev 11 to ED- 
10,Rev 8a to ED-14 & Rev r ;c E.L'-2t'. 

MALKEWICZ.A.J. CeTrrjnwcalx Fdison Co 89:02/28. 125pp. 49076:113- 

49076:240. 

8903160322 Advises that 890228 Rev 26 to plant securitv plan consistent w. provisions 
of 10CFP5? s', & iC..:-. 

GREGEr _ R nsc-s > : - ■ Director. 89/03/02. BLISS, H.E. Commonwealth 

Edison C.-j 1 1- ■> 

8903210069 Revised EPtPs.includmg Rev 11 to ED-9A & Rev 8 to ED-14. “Estimating 
Thyroid Dose from Measurements of 1-131 in Milk." 

* Commonwealth Edison Co 89/03/03. 13pp. 48980:246-48980:258. 

8903210269 Advises that Rev 5b to plant emergency plan consistent w / provisions of 
10CFR50.54(q) & acceptable. Approval of emergency action levels (EAL) does not pre- 
clude additions to '.ipqrsd*ri F rt Ls resulting from NRC review j ? -tworr.rr.issin ng. 
GREGER.L R. r\\j:c r \ :: C :: .■■■ :~i: Director. 89/03/08 REED.C Cc.r.mcnv.-ealth 
Edison Co. 2pp. ■‘Sift--: ■ 


H. General correspondence 

8903080083 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & reduce experience level of senior operators. 

MATHIS, S. Affiliation Not Assigned. 89/02/22. Docketing & Services Branch, ip. 
48745:242-48745:242. 

8903080119 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. Both alternatives would 
reduce number of reactor operators advancing to senior operator ".rfhinc 
STACY.D.J. Commonwealth Edison Co. 63/02 /?2 Docketing & Si-vcm =i: ii-icr ip. 
48745:246-48745:246. 

8903080142 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. Alternatives provide no en- 
hancement of reactor safety A 'educe experience level of senior operators. 

GULOS.J. Affiliation Not Assi./i:.c. 89/02/22. Docketing & Services Branch. Ip. 
48745:250-48745:250. 

8903080165 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternative provides no en- 
hancement of reactor safety & will reduce experience level of senior operators. 
MORROW.G. Affiliation Not Assigned. 89/02/22. Docketing & Services Branch, ip. 
48745:255-48745:255. 

8903080432 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
FACCHINA.R.E. Affiliation Not Assigned. 89/02/2 2. Docketing & Services Branch, ip. 
48744:166-48744:166. 

8903080479 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Both 
alternatives do not provide enhancement of reactor safety. 

KAPCHINSKE.M. Affiliation Not Assigned. 89/02/22. Docketing & Services Branch. 
Ip. 48745:142-48745:142. 

8903080494 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements -or so n i<3 r reactor opera::) 1 * & supervisors at nuclear power plants. 

* Affiliation Not Assigned. 89/02/22. Docketing & Services Branch. Ip. 48744:154- 
48744:154. 

8903080030 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Proposed rule alternatives 
would reduce to nothing reactor operators advancing to senior operator. 

PUTYL.R. Affiliation Not Assigned. 89/02/27. Docketing & Services Branch. Ip. 
48745:221-48745:221. 

8903080038 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
CIUFFINI.LA. Commonwealth Edison Co. 89/02/27. Docketing & Services Branch, 
ip. 48745:235-48745:235. 

8903080096 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Both alternatives would even- 
tually reduce to nothing reactor operators advancing to senior operator. 

MOHR.T. Affiliation Not Assigned. 89/02/27. Docketing & Services Branch. 2pp. 
48745:243-48745:244. 

8903080160 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & reduce experience level of senior operators. 

CARLSON, D. Affiliation Not Assigned. 89/02/27. Docketing & Services Branch, ip. 
48745:254-48745:254. 

8903080172 Comment opposing proposed rules 10CFR50 8 55 re education & experi- 
ence requirements for senior reactor operators & supervisors.Alternative provides no 
enhancement of reactor safety & will reduce experience level of senior operators. 
H)CK,J. Affiliation Not Assigned. 89/02/27. Docketing & Services Branch. Ip. 
48745:259-48745:259. 

8903080491 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Proposed rules provide no enhancement of reactor safety. 

THEESFELD.T.L. Affiliation Not Assigned. 89/02/28, Docketing & Services Branch. 
Ip. 48744:155-48744:155. 


8903080507 Gommenl opposinq proposed rules 10CFR50 & 55 re educ & experience 
requirements lor senior reactor operators & supervisors at nuclear power plants.Rule 
will cause care-*: ■.tar'iatrr. S animosity among operators 

GOODIN. R C ■ .- Edison Cc *£'“2-28 Docketing & Services Branch. 

Ip 4H745 12H-48745-128 

8903080542 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements lor senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & will reduce experience level of senior operators. 

PAL ANYK.T.S. Affiliation Not Assigned. 89/03/01. Docketing & Services Branch. Ip. 
48744.111-48744:111. 


J. Insurance & indemnity information 

8903280163 Forwards Endorsements 203 & 204 to NELIA Policy NF-43, Endorsements 
177 & 178 to MAELU Policy MF-22, Endorsements 115 & 116 to NELIA Policy NF-187 
& Endorsements 98 & 99 to MAELU Policy MF-54. 

OSTER.J. Commonwealth Edison Co. 89/03/20. DINITZ.I. Document Control Branch 
(Document Control Desk). 13pp. 49063:175-49063:187. 


P. Operating license stage documents & correspondence 


8903100245 Informs that response to 880707,0927 & 890107 requests for addl info re 
emergency plan.Tech Specs & decommissioning plan will be submitted by 890327, per 
890228 telcon w/P Erickson. 

MORGAN, W.E. Commonwealth Edison Co. 89/02/28. Document Control Branch 
(Document Control Desk). Ip. 48810:016-48810:016. 

8903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, “QA Program for Nu- 
clear Generating Stations,” rcc-P0 r 4t s ne D ages 1-38 & 1-44. 

RICH ER.V! H 'Commonwea 89/03/01. Document Control Branch (Doc- 

ument Control Desk). Ip. 48808:252-48808:253. 

-8903100138 Corrected Rev 54 to ‘QA Program for Nuclear Generating Stations," in- 
rcrr:'“ti-c °saes 1-38& 1-44. 

SHLAS-: .. Commonwealth Edison Co. 89/01/27. 10pp. 48808:254-48808:263. 

8903240261 Confirms 890323 meeting in Glen Ellyn.IL to discuss util quality verification 
procram. per 890210 Itr 

GREFNMAK.E G Region 3. Ofc of the Director. 89/03/03. REED.C. Commonwealth 
Edison Co. 3pp. 49039.043-49033:0^5. 

8903160058 Ack receipt of 890127 submittal of Rev 54 to QA Topical Rept CE-1- 
A.Program continues to satisfy requirements of 10CFR50,App B & acceptable. 
WRIGHT.G.C. Pcc on 2 C'z c* Director. 89/03/07. REED.C. Commonwealth 
Edison Co. 2pp ■‘■afi.-'J ■CH-A-isS:- 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSf.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment" Svc fist end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231 . 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 
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8903090021 NRC Info Notice 89-029. “Potential Failure of ASEA Brown Bovori Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports 8t related correspondence 

8902280406 "Effluent & Waste Disposal Semiannual Rept Jul-Dec 1988." W/890206 Itr. 
EENIGENBURG.E. Commonwealth Edison Co. 88/12/31. 16pp. 48624:161- 

48624:176. 

8903090160 Forwards corrected radioactive effluent rept for Jan-June l988.Final data 
for Sr-89,Sr-90,Fe-55/r!ii:rr & cjross alp'-a irc'Lderi. 

EENIGENBURG.E. Conrc-wia T fd.io- 2: ft0'02/13. Document Control Branch 
(Document Control Desk). Ip. 48785:043-48785:074. 

-8903090138 "Corrected Effluent & Waste Disposal Semiannual Rept for Jan-June 
1988." 

* Commonwealth Edison Co. 88/06/30. 15pp. 48785:044-48785:074. 

8903140450 Forwards occupational radiation exposure portions of plants operating repts 
for 1988,per Reg Guide 1.16. 

RESCEK.F. Commonwealth Edison Co. 89/02/22. DAVIS, A.B. Region 3. Ofc of the 
Director. Ip. 48853:218-48853:243. 

-8903140468 Forwards occupational radiation exposures rept for 1988,per Reg Guide 

1.16. 

QUERIO.R.E. Commonwealth Edison Co. 89/01 /27. DAVIS, A.B. Region 3. Ofc of the 
Director. 1 p. 48853:220-48853:223. 

-8903140472 "Occupational Personnel Radiation Doses Rept for 1988." 

* Commonwealth Edison Co. 88/12/31. 3pp. 48853:221-48853:223. 

-8903140475 Forwards occupational radiation exposure rept for 1988, per Reg Guide 

1.16. 

PLENIEWICZ.R. Commonwealth Edison Co. 89/02/14. DAVIS.A.B. Region 3, Ofc of 
the Director. 1 p. 48853:224-48853:227. 

-8903140478 “Occupational Personnel Radiation Doses Rept for 1988." 

* Commonwealth Edison Co. 88/12/31. 3pp. 48853:225-48853:227. 

-8903140480 Forwards occupational radiation exposure rept for 1988, per Reg Guide 

1.16. 

EENIGENBURG.E. Commonwealth Edison Co. 89/02/06. DAVIS.A.B. Region 3, Ofc 
of the Director. Ip. 48853:228-48853:231. 

-8903140481 "Occupational Personnel Radiation Doses for 1988." 

* Commonwealth Edison Co. 88/12/31. 3pp. 48853:229-48853:231. 

-8903140645 Forwards occupational radiation exposure rept for I988,per Reg Guide 

1.16. 

PLIML.G.J. Commonwealth Edison Co. 89/02/0 2. DAVIS.B. Region 3, Ofc of the Di- 
rector. Ip. 48853:232-48853:235. 

-8903140649 "Occupational Personnel Radiation Doses for 1988." 

* Commonwealth Edison Co. 88/12/31. 3pp. 48853:233-48853:235. 

-8903140650 Forwards occupational radiation exposures for 1988,per Reg Guide 1.16. 
BAX.R.L. Commonwealth Edison Co. 89/02/01 . DAVIS.B. Region 3, Ofc of the Direc- 
tor. ip. 48853:236-48853:239. 

-8903140653 "Occunat i o''a l Personnel Radiation Doses Rept for 1988." 

* Cc-.'-.c-iAea.i- fcd-so" Co. 88/12/31. 3pp. 48853:237-48853:239. 

-8903140656 Forwards occupational radiation exposures rept for 1988, per Reg Guide 

1.16. 

DIEDERICH.G.J. Commonwealth Edison Co. 89/02/14. DAVIS.A.B. Region 3, Ofc of 
the Director. Ip. 48853:240-48853:243. 

-8903140658 "Occupational Personnel Radiation Doses Rept for 1988." 

* Commonwealth Edison Co. 88/12/31, 3pp. 48853:241-48853:243. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-18 VALLECITOS BOILING WATER REACTOR 


I. Financial information 


8903240237 “GE 1988 Annual Rept." W/890315 Itr. 

HOOD.E.E., BOSSIDY.L.A., WELCH, J.F. General Electric Co. 88/12/31. 71pp. 
49048:342-49049:062. 


R. Periodic operating reports & related correspondence 


8903150362 "Vallecitos BWR (Deactivated) Annual Rept 24,1988." W/8903Q5 itr. 
TITUS, G.W., CUNNINGHAM, G.E. General Electric Co. 88/12/31. 5pp. 48871:329- 
48871:333. 


DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


P. Operating license stage documents & correspondence 


8902240149 Application for amend to License R-37, revising Tech Spec re fission densi- 
ty limit & changing percentage of voids permitted in UA1 (x) type fuel. 

KWOK.K.S., BERNARD, J.A. Massachusetts Institute of Technology. Cr-b' d.;-:.. VA. 
89/02/13. Document Control Branch (Document Control Desk). 4-p :"rj ■•■'J- 
49195:217. 


-8902240154 Proposed Tech Spec changes revising fission density limit & amending 
percentage of voids permitted in UA1(x) type fuel. 

* Massachusetts Institute of Technology, Cambridge, MA. 89/02/13. 26pp. 
49195:187-49195:217. 


8902270181 Application for amend to License R-37,increasing possession limit for U- 
235 in Paragraph 2B(2) of license to 45 kg. Related info end. 

KWOK.K.S., BERNARD, J.A. Massachusetts Institute of Technology, Ca-iridco. VA 
89/02/14. Document Control Branch (Document Control Desk). 7zz *5: i.iiS «■■■'- 
48588:072. 


-8902270191 Forwards Amend 10 to License R-37, negative declaration, environ impact 
appraisal, safety evaluation & FR notice.Amend authorizes operation of modified reac- 
tor & use of addl 27.5 kg U-235. 

LEAR,G. Division of Reactor Licensing (NRR-1975 only). 75/07/23. Massachusetts In- 
stitute of Technology, Cambridge, MA. 2pp. 48588:054-48588:058. 

-8902270193 Amend 10 to License R-37,authorizing operation of modified reactor & 
use of addl 27.5 kg U-235. 

GOLLER.K.R. Division of Reactor Licensing (NRR-1975 only). 75/07/23. 3pp. 
48588:056-48588:058. 


-8902270202 Requests that licensee review requirements for SNM & provide adequate 
justification for lowest acceptable quantity for facility as defined. Response requested 
within 30 days of Itr date. 

LEAR.G. Division of Reactor Licensing (NRR-1975 only). 75/08/29. Massachusetts In- 
stitute of Technology, Cambridge, MA. Ip. 48588:059-48588:059. 

-8902270204 Application for amend to License R-37,reducing possession limit for U- 
235 to 29 kg. 

CLARK, L. Massachusetts Institute of Techr.c'oqy Ca-bridce. MA. 75/09/25. Division 
of Reactor Licensing (NRR-1975 only). 2pp. lobBS'C&MCa'St! -3'. 

-8902270207 Forwards Amend 1 1 to License R-37, reducing max quantity of U-235 to 
29 kg.Safety evaluation also end. 

LEAR.G. Operating Reactors Branch 3. 75/11/17. CLARK, L. Massachusetts Institute 
of Technology, Cambridge, MA. Ip. 48588:062-48588:072. 

-8902270210 Amend 11 to License R-37, reducing quantity of U-235 to 29 kg. 

LEAR.G. Division of Reactor Licensing (NRR-1975 only). 75/11/17. 2pp. 48588:063- 
48588:064. 


-8902270211 Safety evaluation supporting Amend 11 to License R-37. 

* Office of Nuclear Reactor Regulation, Director. 75/11/17. 8pp. 48588:065- 
48588:072. 


8903090467 Submits proposal for conversion of low enriched U.per 
1 0CFR 50 .64 (c) (2) (ii) . 

BERNARD.J.A. Massachusetts Institute of Technology, Cambridge, MA. 89/02/28. 
Document Control Branch (Document Control Desk). 2pp. 48800:153-48800:154. 

8903280205 Forwards agenda for 890418-19 research & test reactor seminar in King of 
Prussia, PA. 

COLLINS, S.J. Region 1, Ofc of the Director. 89/03/22. BERNARD.J.A. Massachusetts 
Institute of Technology, Cambridge, MA. 6pp. 49075:350-49075:355. 


S. Reportable occurrences, LERs & related correspondence 


8903280182 RO 50-20/1 989-1 :on 890308, operation w/fewer than required number of 
nuclear safety channel level scrams due to lack of high voltage power supply (HVPS) 
to Channel 5.Reactor shut down & HVPS energized to supply Channel 5. 
HARLING.O.K. Massachusetts Institute of Technology, Cambridge, MA. 89/03/17. 
Document Control Branch (Document Control Desk). 4pp. 49075:077-49075:080. 


DOCKET 50-27 WASHINGTON STATE UNIV. RESEARCH REACTOR (TRIGA) 


P. Operating license stage documents & correspondence 


8903160004 Requests that 890130 application to amend Tech Specs to License R-76 
be withdrawn.Proposed amends did not receive proper univ administrative approval 
before submittal. 

WILSON.W.E., SMITH, R.V. Washington State Univ., Pullman, WA. 89/02/22. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 3pp. 48878:089-48878:090. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 
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F. Security, medical, emergency & fire protection plans 

8903140592 Forwards Safety Insp Rept 50-029/88-22 on 881115-890117 & notice of 
violation. 

WIGGINS, J.T. Region 1, Ofc of the Director. 89/03/02. DRAWBRIDGE.B.L. Yankee 
Atomic Electric Co. 2pp. 48834:093-48834:148. 

—8903140601 Insp Rept 50-029/88-22 on 881 11 5-890 11 7. Violations noted. Major areas 
in$pected:licensee action on previous insp findings, operational safety verification, ESF 
sys walkdown & licensee response to selected safety issues. 

HAVERKAMP.D.R. Region 1, Ofc of the Director. 89/03/02. 52pp. 48834:097- 
48834:148. 


8903150092 Forwards proposed Rev 21 to security plan.Rev withheld. 

PAPANIC.G. Yankee Atomic Electric Co. 89/03/07. Document Control Branch (Docu- 
ment Control Desk), ip. 48877:017-48877:017. 

8903280041 Rev 3 to EP1P OP-3315, “Control Room During Emergency." 

* Yankee Atomic Electric Co. 89/03/31. 48pp. 49073:037-49073:084. 


8903080252 Comment opposing proposed rule 10CFR50 re maint programs for nuclear 
power plants.Util endorses comments filed by NUMARC & Nuclear Util Backfitting & 
Reform Group.Rule fails to provide basis for determining effective maint program. 
EDWARDS.D.W. Yankee Atomic Electric Co. 89/02/27. Docketing & Services Branch. 
3pp. 48745:320-48745:322. 


P. Operating license stage documents & correspondence 


8902270264 Discusses status of SEP commitments.More than 60% of all SEP commit- 
ments finished.Util classification of diesel generator bldg (DGB) reconsidered & part of 
DGB to be included within safe shutdown sys scope.Matrix end. 

PAPANIC.G. Yankee Atomic Electric Co. 89/02/03. FAIRTILE.M.B. Project Directorate 
1-3. 22pp. 48585:033-48585:054. 

8902230645 Advises that 880525 response to Generic Ltr 88-05, “Boric Acid Corrosion 
of Carbon Steel Reactor Boundary Components in PWR Plants" fulfills 
requirements.Records of leakage monitoring & preventive maint program should be 
retained. 

FAIRTILE.M.B. Project Directorate 1-3. 89/02/13. PAPANIC.G. Yankee Atomic Electric 
Co. 2pp. 48569:21 9-48569:220. 

8903030472 Responds to Generic Ltr 88-14, "Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment." Backup nitrogen accumulator capacity & individual 
component loss of instrument air tests performed. 

DRAWBRIDGE, B.L. Yankee Atomic Electric Co. 89/02/21. Document Control Branch 
(Document Control Desk). 5pp. 48739:144-48739:148. 

8902270481 Notification of 890307 meeting w/util in Rockville.MD to discuss licensee 
FLECHT correlation. 

FAIRTILE.M. Project Directorate 1-3. 89/02/22. WESSMAN.R. Project Directorate 1-3. 
2pp. 48588:139-48588:140. 


8903150414 Advises that util 890221 response to Generic Ltr 88-14 describing listed 
verification & implementation of program for maintaining proper instrument air quality 

FA1RTILE?M.B. Project Directorate 1-3. 89/03/06. PAPANIC.G. Yankee Atomic Electric 
Co. 2pp. 48876:322-48876:323. 


8903240289 Forwards safety evaluation on util response to Generic Ltr 83-28,ltem 
2.2.1 .NRC concurs w/contractor findings re acceptability of responses.TAC 53729 re- 
mains open pending resolution of Item 2.2.2. 

FAIRTILE.M.B. Project Directorate 1-3. 89/03/08. PAPANIC.G. Yankee Atomic Electric 
Co. 3pp. 49039:046-49039:066. 


8903200422 Notification of 890316 meeting w/uti! in Rockville.MD to discuss monthly 
scheduling & prioritization. 

FAIRTILE.M. Project Directorate 1-3. 89/03/09. WESSMAN.R.H. Project Directorate I- 
3, 2pp. 48965:177-48965:1 78. 

8903220293 Summary of 890307 meeting w/util in Rockville.MD re proposed mods to 
Fletch correlation for use in LOCA analysis. Attendance list end. 

FAIRTILE.M.B. Project Directorate 1-3. 89/03/14. Project Directorate 1-3. 4pp. 
49003:295-49003:298. 


8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903280106 Application for amend to License DPR-3,adding Snubber DRH-SNB-1 to 
Table 3.7-4 of Tech Spec 3.7.9. 

DRAWBRIDGE, B.L Yankee Atomic Electric Co. 89/03/21. Document Control Branch 
(Document Control Desk). 2pp. 49075:058-49075:060. 

-8903280136 Proposed Tech Specs adding Snubber DRH-SNB-1 to Table 3.7-4. 

* Yankee Atomic Electric Co. 89/03/21. Ip. 4 9075:060-49075:060. 


Q. Inspection reports, IE Bulletins & correspondence 


8902240191 Discusses Safety Insp Rept 50-029/88-25 on 881227-30 & forwards notice 
of violation.Expresses concern that adjustments to safety-related instrumentation were 
made even though procedures lacked guidance re gain adjustments. 

RUSSELL, W.T. Region 1, Ofc of the Director. 89/02/15. KADAK.A.C. Yankee Atomic 
Electric Co. 4pp. 48579:257-48579:262. 


-8902240195 Notice of violation from insp on 88 1227-30. Violation noted: operation of 
reactor at low power for Indeterminate periods of time w/certain reactor protective sys 
power range less conservative than limiting safety sys settings required. 

RUSSELL.W.T. Region 1, Ofc of the Director. 89/02/15. 2pp. 48579:261-48579:262. 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903140592 Forwards Safety Insp Rept 50-029/88-22 on 881115-890117 & notice of 
violation. 

WIGGINS.J.T. Region 1, Ofc of the Director. 89/03/02. DRAWBRIDGE.B.L Yankee 
Atomic Electric Co. 2pp. 48834:093-48834:148. 

-8903140596 Notice of violation from insp on 881 11 5-8901 17.Violations noted:high ra- 
diation area in shield tank cavity in vapor container not posted w/sign or signs bearing 
-adiation caution svmho! & words of warning on 890107. 

* -oc on : C'c af>* l).rc::lcr. 89/03/02. 2pp. 48834:095-48834:096. 

-8903140601 Insp Rept 50-029/88-22 on 881 11 5-8901 17.Violations noted. Major areas 
inspected:licensee action on previous insp findings, operational safety verification, ESF 
sys walkdown & licensee response to selected safety issues. 

HAVERKAMP.D.R. Region 1, Ofc of the Director. 89/03/02. 52pp. 48834:097- 
48834:148. 

8902270158 NRC info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903100362 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation." Bulletin action item la completed during last refueling outage & no indication 
o- pidng c sueport degradation observed.Plant anaivs's hc'ng performed. 

L' ; iA7 . Bm'OGE.B . Yankee Atomic Electric Co. 39- 03/03 tfoc'jTnnl Control Branch 
(Document Control Desk). 2pp. 48803:023-48803:024. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903200390 Advises that 890310 response to NRC Bulletin 88-003, “Inadequate Latch 
Engagement in HFA-Type Latching Relays Mfg by GE Co,” fulfills requirements. 
FAIRTILE.M.B. Project Directorate 1-3. 89/03/06. PAPANIC.G. Yankee Atomic Electric 
Co. 2pp. 48971:004-48971:005. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepandes for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029. “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event" Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903230176 Responds to NRC 890106 ltr re violations noted in Insp Rept 50-029/88- 
09.Corrective actions:specific remedial training included in prestartup training program 
attended by all licensed operators & shift technical advisors. 

DRAWBRIDGE.B.L Yankee Atomic Electric Co. 89/03/17. Document Control Branch 
(Document Control Desk), 4pp. 49026:138-49026:141. 

8903160427 NRC Info Notice 89-031 , "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903090317 “Yankee Nuclear Power Station 1988 Annual Rept" W/890228 ltr. 

ST LAURENT, N.N. Yankee Atomic Electric Co. 8B/12/31. 29pp. 48800:215- 
48800:243. 
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8903100057 “Personnel Exposure Rept by Duty Function for 1988." W/890227 Itr. 
PAPANIC.G. Yankee Atomic Electric Co. 88/12/31. 2pp. 48810:296-48810:297. 

8903230078 “Effluent & Waste Disposal Semiannual Rept for Third & Fourth Quar- 
ters.1988." W/890227 Itr. 

PAPANIC.G. Yankee Atomic Electric Co. 88/12/31. 21pp. 49037:273-49037:293. 

8903200220 Monthly operating rept for Feb 1989 for Yankee Atomic Power Station.W/ 
890313 Itr. 

CARROLL.K., BERRY, R.L. Yankee Atomic Electric Co. 89/02/28. 6pp. 48970:185- 
48970:190. 


S. Reportable occurrences, LERs & related correspondence 

8903280085 LER 89-003-00:on 890210, steam generator blowdown monitor 2 declared 
inoperable after chemistry analysis indicated abnormal results.Caused by failure of 
check valve to properly seat.Bonnets on valves replaced. W/8903 10 Itr. 

MELLOR.R.A., ST LAURENT, N.N. Yankee Atomic Electric Co. 89/03/10. 3pp. 
49075:227-49075:229. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FACILITY 


P. Operating license stage documents & correspondence 

8903220204 Application for amends to Licenses TR-3 & R-93,revising Chapter 3, “Ad- 
ministrative Controls," Article 3.1.2 & Figure 1, “Generic Organization Chart." 
PFANNER.H.S., SAUNDERS, N.T. National Aeronautics & Space Admin. 89/02/27. 
Document Control Branch (Document Control Desk). 2pp. 49020:296-49020:303. 

-8903220209 Proposed Tech Spec Chapter 3, “Administrative Controls" & Figure 1, 
“Generic Organization Chart." 

* National Aeronautics & Space Admin. 89/02/27. 6pp. 49020:298-49020:303. 


R. Periodic operating reports & related correspondence 

8903210420 “Annual Status Rept,Jan-Dec 1988." W/890227 Itr. 

PFANNER.H.G., SAUNDERS, N.T. National Aeronautics & Space Admin. 88/12/31. 
9pp. 48992:293-48992:301. 


DOCKET 50-54 CINTICHEM 


F. Security, medical, emergency & fire protection plans 

8611030503 Requests remittance of fee due for 830808 Rev 1 to facility emergency 

S an within 15 days of Itr receipL 

IGGS.R.M. License Fee Management Branch (Pre 861123). 86/10/31. 

MCGOVERN, J. Cintichem, Inc, Ip. 38442:324-38442:324. 


J. Insurance & indemnity information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 


P. Operating license stage documents & correspondence 

8903220423 Responds to 890220 Itr expressing concerns re application of 10CFR50.70 
to nonpower reactors. Listed items will clarify regulations & NRC implementation as ap- 

§ iied to nonpower reactors. 

TELLO.V. Ofc of the Executive Director for Operations. 89/03/14. VOTH,M.H. Na- 
tional Organization of Test, Research & Training Reactors. 4pp. 49004:346-49004:357. 

-8903220425 Requests meeting re issue w/potential impact on all test, research & train- 
ing reactor members.lntegrity of rulemaking comment process questioned. 

VOTH.M.H. National Organization of Test, Research & Training Reactors. 89/02/20. 
STELLO,V. Ofc of the Executive Director for Operations. 2pp. 49004:351-49004:352. 

-8903220430 Forwards Itr to nuclear util executives re new rule on site access for NRC 
inspectors to facility. 

WENZINGER.E.C. Region 1, Ofc of the Director. 88/12/01. MCGOVERN, J.J. Cinti- 
chem, Inc. 3pp. 49004:353-49004:355. 

-8903220433 Discusses NRC needs & Cintichem,lnc procedures for admitting NRC per- 
sonnel to facility. 

MCOSCAR,J.J. Region 1, Ofc of the Director. 88/01/11. MCGOVERN, J.J, Central Iron 
Foundry Co. 2pp. 49004:356-49004:357. 

8903220524 Forwards Amend 25 to License R-81 & safety evaluation. Amend corrects 
inconsistencies in Tech Specs & changes resulting from NRC insp. 

MICHAELS, T.S, Standardization & Non-Power Reactor Project Directorate. 89/03/14. 
MCGOVERN, J.J. Cintichem, Inc. 3pp. 49004:220-49004:236. 

-8903220527 Amend 25 to Ucense R-81, revising Tech Specs to correct inconsistencies 
& changes resulting from NRC insp. 

MILLER, C.L. Standardization & Non-Power Reactor Project Directorate. 89/03/14. 
9pp. 49004:223-49004:231. 

-8903220529 Safety evaluation supporting Amend 25 to License R-81. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 89/03/14. 5pp. 
49004:232-49004:236. 


8903280034 Submits update on status of research & test reactor seminar scheduled for 
890418 & 19 in Region (.Topics to be discussed include, NRC Research Reactor Insp 
Program, operator licensing & fitness for duty.lnfo re lodging end. 

COLLINS S J Recicr ' Ofc of the Director. 89/03/22. MCGOVERN, J.J. Cintichem, 
Inc. 6pp. -to:: .'■■iCS 7 4J-074 :0? 


Q. Inspection reports, IE Bulletins & correspondence 


8903220524 Forwards Amend 25 to License R-81 & safety evaluation.Amend corrects 
inconsistencies in Tech Specs & changes resulting from NRC insp. 

MICHAELS, T.S. Standardization & Non-Power Reactor Project Directorate. 89/03/14. 
MCGOVERN, J.J. Cintichem, Inc. 3pp. 49004:220-49004:236. 

-8903220527 Amend 25 to License R-81, revising Tech Specs to correct inconsistencies 
& changes resulting from NRC insp. 

MILLER, C.L. Standardization & Non-Power Reactor Project Directorate. 89/03/14. 
9pp. 49004:223-49004:231 . 

8903280034 Submits update on status of research & test reactor seminar scheduled for 
890418 & 19 in Region I.Topics to be discussed include.NRC Research Reactor Insp 
Program .operator licensing & fitness for duty.lnfo re lodging end. 

COLLINS, S.J. Region 1, Ofc of the Director. 89/03/22. MCGOVERN, J.J. Cintichem, 
Inc. 6pp. 49074:097-49074:102. 


V. Operator Examinations 

8903280034 Submits update on status of research & test reactor seminar scheduled for 
890418 & 19 in Region I.Topics to be discussed include.NRC Research Reactor Insp 
Program, operator licensing & fitness for duty.lnfo re lodging end. 

COLLINS, S.J. Region 1 , Ofc of the Director. 89/03/22. MCGOVERN, J.J. Cintichem, 
Inc. 6pp. 49074:097-49074:102. 


DOCKET 50-57 BUFFALO MATERIALS RESEARCH CENTER 


P. Operating license stage documents & correspondence 


8903280224 Fcrwa-ds agorria for C 90 '-.o.ig -osea'ch & tost r cact 2 - seminars in King 
of Prussia, PA.ndir.fld ir'o .■nsciissrq acccrx-.cdaticns also er.c 1 . 

COLLINS.S.J nog or C»: d! :he 3'octo- 39 'CS RFNN.E.DW New York, State 
Univ. of, Buffalo, NY. 6pp. 49063:275-49063:280. 


V. Operator Examinations 


8903020489 Forwards memos re operator requalification exams. 

HENRY, L.G. Buffalo Materials Research Center. 89/02/09. WALLACE, D. Region 1, 
Ofc of the Director. 3pp. 48669:216-48669:218. 


DOCKET 50-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


V. Operator Examinations 

8903270079 Recommends that G Hopper be certified as operator licensing examiner on 
non-power reactors.Operating test audit rept end. 

MUNRO.J.F. Region 2, Ofc of the Director. 89/03/07. ERNST.M.L. Region 2, Ofc of 
the Director. 2pp. 49055:061-49055:062. 


DOCKET 50-70 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


I. Financial information 


8903240237 “GE 1988 Annual Rept." W/890315 Itr. 

HOOD.E.E., BOSSIDY.L.A., WELCH, J.F. General Electric Co. 88/12/31. 71pp. 
49048:342-49049:062. 


R. Periodic operating reports & related correspondence 

8903150467 “GE Test Reactor (Deactivated) Annual Rept 30." W/890306 Itr. 
CUNNINGHAM, G.E. General Electric Co. 88/12/31. 5pp. 48871:263-48871:267. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


F. Security, medical, emergency & fire protection plans 

8903150014 Procedure Change Notice REP-0-6 to “Vallecitos Nuclear Ctr Radioligical 
Emergency Plan." 

CUNNINGHAM.G.E, General Electric Co. 89/01/31. 5pp. 48865:356-48865:360. 


I. Financial information 


8903240237 “GE 1988 Annual Rept." W/890315 Itr. 

HOOD.E.E., BOSSIDY.L.A., WELCH, J.F. General Electric Co. 80/12/31. 71pp. 
49048:342-49049:062. 


DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR 
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H. General correspondence 

8903020660 Informs cf replacement cf W Chen w.'WM Phillips as dean of Univ of Flori- 
da Oc’.'.ege r‘ E-g:neenng. 

VEF.NETSC?. /«■ 3 Fonda. Univ. of. Gainesville. FL 89/02/21. Document Control 
Branch (Document Control Desk), tp. 48690:106-48690:106 

8903240161 Advises z* *a:!cre to NRC of significant change in facility organization 
at Level I on 55 , :22* =: :~z:\e ==:=:: WM Phillips assumed title cf dean of 
-riv. College o‘ Engineering. 

VERNETSCV.V3 Flonda. Univ. of. Gainesville. FL. 89/02/24. ERNST, M.L. Region 
2. C*z of the C.rerjar. 2pp. 49039-256-43039:257. 


S. Reportable occurrences, LERs & related correspondence 

8903130144 RD.or 55C221 core*-: a! failure to rept significant change in Level 1 admin- 
istrator: ex.sted per ~ech Spec 6 6 3 Evaluation determined no significant administra- 
te.-: cversi eversigh:s :r.vc.ved. 

VcnNETSCN.W.o F c'ida. Jrr. c ; Gainesville. FL. 89/02/21. ERNST, M.L. Region 
2. Cfc of tne Dtrecic: Ip 48321 272-48821:273. 


DOCKET 50-89 GENERAL ATOMIC CO. 


8903220397 Forwards Endorsement 4 to NELIA Certificate NW-132 & MAELU Certifi- 
cate MW-73, Endorsement 33 to MAELU Policy MF-103, Endorsement 34 to MAELU 
Policy MF-103 & Endorsement 63 to NELIA Policy NF-228. 

L0CKE.R.F. Pacific Gas & Electric Co. 89/03/15. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 9pp. 49007:181-49007:189. 


P. Operating license stage documents & correspondence 


8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York. Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York. Inc. 106pp. 48572:043-48572:148. 


H. General correspondence 

8902240137 Advises of recent transposition of personnel holding positions of physicist- 
ip-charge & assccate chysicist-^-charge 

" Sere-ai -tcr.cs termer.. GA Technologies, Inc. /General Atomic 
-o.. 59 Z2 73. M — SP.Z _ Stardarizat-cn & Nc-.-Fswer Raacio: Project Director- 
ate. ip. 48579:189-48579:189. J 


12240239 Sutrrts supplemental info re facility personnel.W Wittemore promoted from 
:. ys»c.st :n cha*ge r GA -eactc's :o director, --adiation svcsJ Razvi promoted 


ate. 2pp. 48571:122-48571:123. 


8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York. Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York. Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 


J. Insurance & indemnity information 

8902270331 Forwards Endorsements 5,74 & 75 to MAELU Certificates MW-33 & MF- 
59, respectively & Endorsements 5,142 & 143 to NELIA Certificates NW-1B & NF- 
34, respectively. 

SAMUELS.J.L Marsh 4 McLennan. Inc. 89/01 /IS. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, C:rec:cr - Post 370^1 1). 7pp. 48621:340-48621:346. 

R. Periodic operating reports & related correspondence 

8903020598 “TRIGA Mark l Annua! Rept" for 1988. 

l! 2 rnerty ^Technologies. Inc./General Atomic 

S il^i'eslo’QstSsoriQs' 2 ' 3 '- Non - powef Reactor P"* 0 ' ““ton 

DOCKET 50-97 CORNELL UNIV. ZERO POWER REACTOR 

P. Operating license stage documents & correspondence 

8903280044 Submits update on status of research & test reactor seminar Dlanned bv 
^.Proposed to 890110 ltr. Seminar agenda 
&N^CX5:b6^M7 t K^ raC,0r ' 89,03/2Z STREETT.D.W. Ccmeli Univ.. 

DOCKET 50-112 UNIV. OF OKLAHOMA RESEARCH REACTOR 

P. Operating license stage documents & correspondence 

Plan * d ^™aontog.per 

ard^tio^ P:c 1 ^ J CMre^ate K 4pp / 48^):229^4^^^32 Stand 

DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 

H- General correspondence 

8903080243 Comment opposing proposed rule 10CFR50 re ensurina effectiveness of 

i .£ o'"' c : Pac,f:c ^ as & Etechic Co. 89/02/23. CHILK.SJ Office of the Secretary 
of die Commission. : 1 3pp. 48745:341-48746:093. secretary 

L Financial information 


f po Annual R ept 1988" W/890308 Hr. 
LLARKE.R.A. Pacific Gas & Electric Co. 88/12/31. 53pp. 49029:1 59-49029:21 1 . 


J. Insurance A indemnity information 

4 ,0 Certificate 
DINITZ ''- NR ° - “toiled Affilt- 


8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
ElocT'cal Cor-octcrs.” Svc list end. 

ness. 3.-: Dw;sior of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8 ^?SK.!X A R e?I n lP Notice 89 ' 024 ’ “Nuclear Criticality Safety.” Svc list end. 

Dlvision of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. M K 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

J? 5 * NRC ,l ?° £) otice 89 ' 027 - "Limitations on Use of Waste Forms & High In- 
^ D| sposal of Low Level Radwaste." Svc list end. 

vSv C 4.® 9 Ssl8rd ht &Ctr °' GraVHy DiSCrepancieS ,of Copes - 

SSfiL/SK & 88/03m 

Failure °' ASEA Brown B0V9ri Circu " 

° f °P® ratiorial Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8 ^Svcfet encl* 00 lnf ° Notice 89 ' 03 °* “ Hi 9 h Temp Environs at Nuclear Power Plants." 

cl ?fS2i 0 J a ^ Ven ?n^ essment (Post 870411). 89/03/15. 
oonsouaatea Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8 S?o 1sfend! RC lnfo NotiCe 8M31, ““tolling & Cracking of Hafnium Control Rods." 

Operational Events Assessment (Post 870411) 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

“Surveillance Testing of Low Temp Overpressure 

ks&bSs &. 89/ ° 3/23 - 


R. Periodic operating reports & related correspondence 

3 SemU,nnUal RadioaoBve Effluent Re- 

FUJIMOTO.W.H. Pacific Qas& Electric Co. 88/12/31. 18pp. 48810:19048810:207. 


V. Operator Examinations 

licensees & tor OL re op- 

DOCKET 50-134 WORCESTER POLYTECHNIC IHSTITUTE RESEARCH REACTOR 
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V. Operator Examinations 

8903100594 Ack receipt ol 89020/ Itr dealing w/exams of two people applying for li- 
cense to operate open pool training reactor 

ZWIEP.D.N Woreost- ' Institute. Worcester. MA. 89/02/17 GALLO, R M. 

Region 1. Ofc of the I'li- ■ ■ *i 48806.069-48806 069 


DOCKET 50-142 UCLA TRAINING REACTOR 


F. Security, medical, emergency & fire protection plans 

8903100383 Final response to FOIA request for documents.Forwards App J 
documents App J documents also available in PDR.App K documents partially with- 
held (ref FOIA Exemption 4). 

PHILIP.J. Division of Freedom of Information & Publications Services (Post 890205). 
89/03/03. AFTERGOOD.S. Committee to Bridge the Gap. 4pp 48801:231-48801:260. 

-8106250012 Comments on 810430 Amend 3 to Mar 1980 security plan No security 
concerns identified 

IVEY.LW Physical Security o r Div of Technical Inspection, R5. 81/ 

04/29. BUSH.L.L. fY -rT / , .**■ .;;u. .is Br.Div Safeguards & Radiological 

Safety Insp.lE. Ip. 1 ■ ■ 

-8903100448 Discusses review of Rev 8 to licensee physical security plan for protec- 
tion of SNM of moderate strategic significance dtd Mar 1980. 

MCQUEEN, A.D. Region 5, Ofc of the Director. 85/03/12. SCHUSTER, M.D. Region 5, 
Ofc of the Director. 2pp. 48801:240-48801:241. 

-8903100456 Documents that UCLA exempt from requirements for security plan (ref 
10CFR73.67(c)(1)). 

NORDERHA'. ‘G : n r >rr:r 5 C‘c of the Director. 85/01/31. Region 5, Ofc of the 
Director. Ip. ■■■': ■ *\+ m .^ '‘ 

-8903100473 Partially withheld memorandum about security concerns re licensee secu- 
rity plan dtd Mar 1 980, including June 1980 Amend 1 & Feb 1981 Amend 2. 

IVEY.L.’.V r,h *r.:;‘ S.-.-.:'*.,, Sr.f.vi.^rds R- Div of Technical Inspection, R5. 81/ 
04/01. . "' .si:: Sjc.i'..- S: Br.Div Safeguards & Radiological 

Safety r *;,\ ' T ; UWiZ'J.A. 

-8903100478 Partially deleted safeguards review rept re licensee 840710 Amend 7 to 
physical security plan for protection of SNM of moderate strategic significance dtd 
Mar 1980. 

MCQUEEN, A.D. Region 5, Ofc of the Director. 84/10/18. SCHUSTER.M.D. Region 5. 
Ofc of the Director. 6pp. 48801 :255-48801 :260. 

8903150185 Responds to appeal of denial of FOIA request for Documents 36-61 on 
App C.Releases Documents C-38 - C-58.C-60 & C-61 . Other App C documents with- 
held (ref FOIA Exemption 5). 

CHILK.S.J. Office of the Secretary of the Commission. 89/03/03. AFTERGOOD.S. 
Committee to Bridge the Gap. Ip. 48875:123-48875:251. 

-8903150311 Committee to Bridge the Gap memorandum as to status of Contention XX 
(security) re UCLA application for renewal of OL.AIIegations of three NRC employees 
made. 

HIRSCH.D. California, Univ. of, Los Angeles, CA. HIRSCH.D. Committee to Bridge the 
Gap. 83/12/23. Atomic Safety and Licensing Board Panel. 17pp. 48875:137- 
48875:198. 

-8903150335 Discusses impact of proposed safeguards "upgrade” rule on nonpower 
reactors.Protection requirem* its of current & proposed rules set forth.Steps taken to 
resolve concerns listed.RN Smith repts of interview attached. 

MILLER, J.R. NRC - No Detailed Affiliation Given. 79/05/31. STELLO.V. NRC - No De- 
tailed Affiliation Given. 16pp. 48875:199-48875:251. 

-8903150367 Affidavit of MD Schuster in response to question raised by ASLP in UCLA 
procoociii-g ; r ASI.P 840224 Order re physical security insp repts to UCLA & every 
her* Aur. -.spi i c 

SCrUS V- - Region 5, Ofc of the Director. 84/03/06. 2pp. 48875:267-48875:275. 


G. Adjudicatory correspondence 

8903100066 Informs that proposal re transfer of 4,000 lb of radioactive lead shot & 
1,000 lb lead brick does not conform to settlement agreement.Related correspond- 
ence. 

WOODHEAD.C.P. Assistant General Counsel for Hearings. #189 8190. 89/02/14. 
MCLAUGHLIN, J.E. Affiliation Not Assigned. 2pp. 48700:250-48700:251. 


P. Operating license stage documents & correspondence 

8903220382 Forwards request for addl info re decommissioning Phase 11 plan submitted 
on 880610 & suppls on 880621 & l207.Response requested within 15 days of Itr 
date. 

ADAMS, A. Standardization & Non-Power Reactor Project Directorate, 89/03/14, 
MCLAUGHLIN, J.E. California, Univ. of, Los Angeles, CA. 4pp. 48994:226-48994:229. 


-8903150288 Investigation Rept, ‘ASLB - Allegations Re Three NRC Employees," initi- 
ated in response to JH Frye 831223 Itr in considering reiicensing of nonpower reactor 
at UCLA, No evidence of willful misrepresentation found. 

SMITH, R.M , BOWERS, H., MESSENGER, G.H. Office of Inspector & Auditor. 84/06/ 
12 lOpp 48875:126-48875:136, 

-8903150367 Affidavit of MD Schuster in response to question raised by ASLP in UCLA 
-rcT-rcri^r - AS 1 P 840224 Order re physical security insp repts to UCLA & every 

SCHUSTER.M.D. Region 5. Ofc of the Director. 84/03/06. 2pp. 48875:267-48875:275. 


DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


J. Insurance & indemnity information 

8903080514 Forwards Endorsements 130 & 131 to NELIA Policy NF-164, Endorse- 
ments 107 & 108 to MAELU Policy MF-44, Endorsements 94 & 95 to NELIA Policy NF- 
107, Endorsements 1 lO & 111 to NELIA Policy NF-220 & Endorsements 97 & 98 to 
MAELU Policy MF-73. 

FARRELL, E. Marsh & McLennan, Inc. 89/01/18. DINITZ,!. Office of Nuclear Reactor 
Regulation, Director (Post 87041 1). 23pp. 48743:197-48743:220. 


P. Operating license stage documents & correspondence 

8902240010 Notification of Mgt Meeting 89-034 on 890227 w/Saxton Nuclear Experi- 
mental Corp in King of Prussia, PA to discuss plans for surveys of areas adjacent to 
facility. 

COWG" I C n c-c : :r * Ofc of the Director. 89/02/15. Region 1, Ofc of the Director. 
2pp.«r:::/VH-4i5"a- 7 '; 


Q. Inspection reports, IE Bulletins & correspondence 

8903060006 Ack receipt of 890118 Itr re commitment to perform radiological survey of 
soil outside facility & Pennsylvania Electric Co fences.Proposed 890227 meeting to 
present details re performance of survey acceptable. 

BELLAMY.R R Region 1. Ofc of the Director. 89/02/16. HEWARD.R.W. Saxton Nu- 
clear Expcr r.enta! Corp. 2pp. 48736:142-48736:144. 

-8903060012 Confirms that •■ad i o l oc i c'3 l pirvev of soil outside facility & Pennsylvania 
Electric Co fences will be ::rc..c:i.::. : V*>cKC of survey to identify potential areas of 
elevated contamination.Approval of 890227 date to present requested. 

HEWARD.R.W. Saxton Nuclear Experimental Corp. 89/01/18. BELLAMY, R.R. Region 
1 , Ofc of the Director. Ip. 48736:144-48736:144. 

8903200193 Forwards Mgt Meeting Rept 50-146/89-01 on 890227 to discuss scope & 
methodology of radiological survey of areas adjacent to Saxton Nuclear Experimental 
Corp reactor site. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/09. HEWARD.R.W. Saxton Nu- 
clear Experimental Corp. 2pp. 48970:224-48970:230. 

-8903200201 Mgt Meeting Rept 50-146/89-01 on 890227.Major areas 
inspected:genera r des'gr scoce & riothodelecy *o be used during performance of ra- 
diological surveys - cas Ic f>ax.:n“ 'air.tc: !as:r.« 

WEADOCK.A., S : \N5 M V P,c::<r. I 0\: of Director. 89/03/07. 5pp. 
48970:226-48970:230. 


DOCKET 50-148 UNIV. OF KANSAS RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8903170007 Forwards Insp Rept 50-148/89-01 on 880209-10 & notice of violation. 
MURRAY.B. Region 4, Ofc of the Director. 89/03/10. RAMALEY.J.A. Kansas, Univ. 
of, Lawrence, KS. 2pp. 48894:200-48894:209. 

-8903170010 Notice of violation from insp on 890209-1 0.Violations noted: on or about 
881024.2 a encapsulated SNM t-a^s^red to Agreement State licensee w/o determin- 
ing if :e"s-:to nu-sryac tc pcsiioss SNM. 

* Region 4, Ofc of the Director. 89/03/10, Ip. 48894:202-48894:202. 

-8903170011 Insp Rept 50-148/89-01 on 890209-1 0.Violations noted.Major areas 
inspected:radiation protection, SNM accountability, radioactive matl transportation & 
surveillances associated w/Amend 15 to OL. 

CHANEY, H.D., RICKETSON.L., BAER.R.E. Region 4, Ofc of the Director. 89/03/10. 
7pp. 48894:203-48894:209. 


DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 


P. Operating license stage documents & correspondence 


8903160416 Forwards Insp Rept 50-142/89-01 on 8901 31 -0201. No noncompliance 
noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/02/27. MCLAUGHLIN, J.E. California, 
Univ. of, Los Angeles, CA. 3pp. 48884:188-48884:197. 

-8903160421 Insp Rept 50-142/89-01 on 8901 3 1-0201. No violations noted. Major 
areas inspectedxonfirmation that UCLA met requirements of Section 2.5 of settlement 
agreement & status of selected commitments in decommissioning plan Phase 1 . 
GARCIA, E.M , FISH.R.F. Region 5, Ofc of the Director. $9/02/27. 7pp. 48884:191- 
48884:197. 

8903150185 Responds to appeal of denial of FOIA request for Documents 36-61 on 
App C.Releases Documents C-38 - C-58.C-60 & C-61 . Other App C documents with- 
held (ref FOIA Exemption 5). 

CHILK.S.J. Office of the Secretary of the Commission. 89/03/03. AFTERGOOD.S. 
Committee to Bridge the Gap. Ip. 48875:123-48876:085. 


8903150347 Forwards QA program for Ohio State Univ nuclear reactor lab, Administra- 
tive Procedure AP-14, ‘‘Ohio State Univ Research Reactor Mod Requests" & Proce- 
dure RS-1 1, “Rcutno S u: Fner1 y Radioactive Matl." 

REDMOND, R. r; Ocv Stale Lev., Columbus, OH. 89/03/07. Document Control 
Branch (Document Control Desk), ip. 48865:272-48865:324. 

-8904050128 "QA Program for Ohio State Univ Nuclear Reactor Lab.” 

* Ohio State Univ., Columbus, OH. 89/03/07. 6pp. 


-8903150351 Administrative Procedure AP-14, "Ohio State Univ Research Reactor Mod 
Requests." 

* Ohio State Univ., Columbus, OH. 88/03/14. 4pp. 48865:279-48865:324. 


-8904050132 "Routine Shipment of Radioactive Matl." 
* Ohio State Un.v., ColumDus, OH. 88/07/25. 42pp. 
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S. Reportable occurrences, LERs & related correspondence 

8903200176 RO:on 890224,exhaust fan not operating when reactor critical at 
lOW.Caused by switch snagged by belt loop as individual left control room.Reactor 
scrammed & fan switch returned to on position. 

REDMOND.R.F. Ohio State Univ., Columbus, OH. 89/03/07. Office of Nuclear Reac- 
tor Regulation. Director (Post 870411). 2pp. 48971:126-48971:127. 


DOCKET 50-151 UNIV. OF ILLINOIS RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8903200150 Advises that 890307 changes to physical security plan consistent w/ 
10CFR50.54(p) & acceptable. 

GREGER.L.R. Po™ 3. C‘c of the Director. 89/03/10. POHLOD.C.S. Illinois, Univ. of, 
Urbana, IL. ip. ■:*■■■/■ i2S--Sa/1:128. 


Q. Inspection reports, IE Bulletins & correspondence 

8903240115 Forwards Exam Rept 50-151/OL-89-01 of exams administered on 890221- 
23. 

WRIGHT, G.C. oonion 3 Ofc of t*e Director. 89/03/10. MILEY.G.H. Illinois. Univ. of. 
Urbana, il ip. 075 

-8903240122 Exam Rept 50-151/OL-89-01 on 890221 -23.Exam results:written & oper- 
ating exams administered to three reactor operator candidates.AH candidates passed 
exams. 

BJORGEN.J., HILLS, D., JORDAN, M. Region 3. Ofc of the Director. 89/03/10. 100pp. 
49033:335-49034:076. 


R. Periodic operating reports & related correspondence 


8903090232 “Annual Rept 1988." W/890228 Itr. 

POHLOD.C.S., WILLIAMS, J.G., MILEY.G.H. Illinois, Univ. of, Urbana, IL. 88/12/31. 
8pp. 48800:352-48800:359. 


V. Operator Examinations 


8903240115 Forwards Exam Rept 50-151/OL-89-01 of exams administered on 890221- 
23. 

WRIGHT, G.C, Region 3, Ofc of the Director. 89/03/10. MILEY.G.H. Illinois, Univ. of, 
Urbana, IL. Ip. 49033:334-49034:076. 

-8903240122 Exam Rept 50-151 /OL-89-01 on 890221 -23.Exam results:written & oper- 
ating exams administered to three reactor operator candidates.AI! candidates passed 
exams. 

BJORGEN.J., HILLS.D., JORDAN.M. Region 3, Ofc of the Director. 89/03/10. 100pp. 
49033:335-49034:076. 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 


8903030480 Forwards description of emergency exercise scope & objectives scheduled 
for 890523. 

KATARSKY.A.P. Consumers Power Co. 89/02/22. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48693:222-48693:225. 

8903210263 Advises that 890209 Rev 91 to Vol 9 of emergency plan meets 
10CFR50.54(q) requirements & acceptable.Submittal included changes to Chapter 8, 
“Maintaining Emergency Preparedness." 

GREGER.LR. Region 3, Ofc of the Director. 89/03/08. HOFFMAN.D.P. Consumers 
Power Co. 2pp. 48998:359-48998:360. 

8903210184 Ack receipt of 890222 scope & objectives for 1989 exercise scheduled for 
890523.No concerns identified. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/10. HOFFMAN.D.P. Consumers 
Power Co. Ip. 48982:098-48982:098. 

8903280212 Forwards emergency plan exercise scenario for 890523 
exercise.Comments on scenario should be submitted no later than 890424 to allow 
mod of package & controller preparation.W/o end. 

JOHNSON.5.D. Consumers Power Co. 89/03/22. Document Control Branch (Docu- 
ment Control Desk). Ip. 49075:081-49075:081. 


I. Financial information 


8903270305 "CMS Energy 1988 Annual Rept." W/890321 Itr. 

ANDERSEN, A., MCNISH.T.A. CMS Energy Corp. 88/12/31. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 45pp. 49055:197-49055:241. 


J. Insurance & indemnity information 


8903010422 Forwards Endorsement 4 to NELIA Certificate NW-53 & MAELU Certificate 
MW- 137. 

FROUNFELKER.R. Consumers Power Co. 89/01/17. DINITZ.I. NRC - No Detailed Af- 
filiation Given. 3pp. 48646:192-48646:194. 

8903010433 Forwards Endorsements 119 & 120 to NELIA Policy NF-117. Endorsement 
119 reflects 1989 advanced premium & Endorsement 120 amends Condition 4 of 
policy. 

FROUNFELKER.R. Consumers Power Co. 89/01/17. DINITZ.I. NRC - No Detailed Af- 
filiation Given. 3pp. 48648:036-48648:038. 


P. Operating license stage documents & correspondence 


8902240127 Forwards Amend 94 to License DPR-6 & safety evaluation. Amend revises 
station battery surveillance test time from 8 to 2 h. 

KELLY, L. Project Directorate III-1. 89/02/15. BERRY.K.W. Consumers Power Co. 3pp. 
48576:247-48576:257. 

-8902240132 Amend 94 to License DPR-6,revising station battery surveillance test time 
from 8 to 2 h. 

QUAY.T. Project Directorate 111-1. 89/02/15. 5pp. 48576:250-48576:254. 

-8902240134 Safety evaluation supporting Amend 94 to License DPR-6. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/15. 3pp. 
48576:255-48576:257. 

8903020492 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment." During 1989 refueling outage, instrument air sys 
will be removed from svc for maint & air dryer replacement. 

BERRY,K.W. Consumers Power Co. 89/02/20. Document Control Branch (Document 
Control. Desk). 14pp. 48674:293-48674:306. 

8903160296 Generic Llr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903080327 Advises that payment of civil penalty imposed by 880922 order will be sub- 
mitted on 890301, per NRC 890131 denial of util 881201 request for mitigation of subj 
penalty. 

HOFFMAN.D.P. Consumers Power Co. 89/02/24. Ofc of Enforcement (Post 870413). 
ip. 48742:236-48742:236. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903030420 Responds to NRC 890105 Itr re violations noted in Insp Rept 50-155/88- 
26.Concurs that potential weakness did exist w/ respect to identifying critical perform- 
ance parameters for improvement of equipment replacement program. 

BERRY.K.W. Consumers Power Co. 89/02/27. Document Control Branch (Document 
Control Desk). 2pp. 48690:345-48690:346. 

8903080019 Forwards Safety Insp Rept 50-155/89-02 on 890101-0211. No violations 
noted. 

AXELSON.W.L. Region 3, Ofc of the Director. 89/02/27. HOFFMAN.D.P. Consumers 
Power Co. 2pp. 48768:191-48768:21 1 . 

-8903080021 Insp Rept 50-155/89-02 on 890101-0211. No violations noted. Major 
areas inspected:licensee actions on previous insp findings, surveillance activities, maint 
activities & NRC info notice followup on cracks. 

JACKIW.I.N. Region 3, Ofc of the Director. 89/02/27. 19pp. 48768:193-48768:211. 

8902270158 NRC Info Notice 89-022, ‘‘Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton- Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903150476 Ack receipt of 890224 Itr & wire transfer of payment of civil penalty in 
amount of $187,500,per NRC 890131 order. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/09. HOFFMAN.D.P. Con- 
sumers Power Co. Ip. 48861:024-48861:024. 

8903220044 Forwards SALP Rept 50-155/89-01 for Sept 1987 - Dec 1988. 

DAVIS, A.B. Region 3, Ofc of the Director. 89/03/13. HEINS, G.L. Consumers Power 
Co. 2pp. 49008:1 88-49008:21 5. 

-8903220049 SALP Rept 50-155/89-01 for Sept 1987 - Dec 1988. 

* Region 3, Ofc of the Director. 88/12/31. 26pp. 49008:190-49008:215. 



DOCKETED ITEMS IS 


8903220349 Confirms 890328 meeting in Charlevoix, Ml to present SALP 8 rept.Util en- 
couraged to have appropriate corporate & plant mgt representation at meeting to 
ensure mutual u-.ic-standirq of lss-.fr. & ‘indings presented by NRC. 

GREENMAN.EG Pocion C i: r! ! l u. i/irector. 89/03/13. HOFFMAN, D.P. Consum- 
ers Power Co. ?pp ■"-•"■OCr .*■ l." JSsK.V i'!l 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, ‘‘Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8902280551 "Big Rock Point Plant, Annual Rept of Facility Changes, Tests & Experi- 
ment. 1988." W/ 890224 Itr. 

MARBAUGH.K.E. Consumers Power Co. 88/12/31. 12pp. 48626:266-48626:277. 

8903100341 "1988 Annual Operating Rept, Occupational Exposure.” W/890228 Itr. 
JOHNSON, B.D. Consumers Power Co. 88/12/31. 5pp. 48801:322-48801:326. 

8903030415 Forwards integrated plan, Semiannual Update lO.lssues added to plan 
include, rewiring CRD accumulator pressure switch & leak detector schemes & evalu- 
ate instrument air sys per Generic Ltr 88-1 4. 

MARBAUGH.K.F. Consumers Power Co. 89/02/27. Document Control Branch (Docu- 
ment Control Desk). 24pp. 48691:333-48691:356. 

8903080060 Forwards "Semiannual Radioactive Effluent Release & Waste Disposal 
Rept for Jul-Dec 1988" & revised “Semiannual Radioactive Effluent Release Rept for 
Jan-June 1988" w/actual data replacing estimated values for Apr-June 1988. 
JOHNSON, 3.D Consumers :J owcr Co. 39C2/2& Document Control Branch (Docu- 
ment Control Desk). Ip. 48768:168-48768:188. 

—8903080176 "Semiannual Radioactive Effluent Release & Waste Disposal Rept for Jul- 
Dec 1988." 

* Consumers Power Co. 88/12/31. 16pp. 48768:169-48768:184. 

-8903080179 Revised "Semiannual Radioactive Effluent Release Rept for Jan-June 
1988." Tables HP 10.3-2 & HP 10.3-3. 

* Consumers Power Co. 88/06/30. 4pp. 48768:185-48768:188. 

8903100582 Monthly operating rept for Feb 1989 for Big Rock Point Nuclear Plant.W/ 
890301 Itr. 

JOHNSTON .J.R., ELWARD.T.W. Consumers Power Co. 89/02/28. 5pp. 48802:323- 
48802:327. 


S. Reportable occurrences, LERs & related correspondence 


8903010289 LER 89-001 -00 :on 8901 20, identified coordination deficiency on alternate 
shutdown battery scheme.Caused by faulty fuse. Fuse replaced.W/890220 Itr. 
SCHRADER, R.E., MARBAUGH.K.E. Consumers Power Co. 89/02/20. 7pp. 
48644:038-48644:044. 

8903100311 PNO-lll-89-015:on 890224,senior reactor operator site access suspended 
after urine test showed evidence of marijuana. Licensee reviewing individual work ac- 
tivities to determine if review of prior activities warranted. 

CREED, J., GREGER.R. Region 3, Ofc of the Director. 89/02/27. Ip. 48818:359- 
48818:359. 

8903080087 LER 89-002-00:on 890203, discovered that sys leak tests not formally com- 
pleted nor has specific written relief been requested of NRC.Caused by oversight 
during development of 40 yr inservice insp plan.W/890228 Itr. 

ACKER, M.W., MARBAUGH.K.E. Consumers Power Co. 89/02/28. 4pp. 48768:005- 
48768:008. 

8903130347 LER 89-003-00:on 880630, during receipt insp of Kerotest globe 
valve, discovered that valve disc assembly rattled inside valve body. Evaluation implies 
that overtorqued condition occurred after shipment.W/ 890307 ltr. 

ALEXANDER, R.J-, MARBAUGH.K.E. Consumers Power Co. 89/03/07. 4pp. 
48820:304-48820:307. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-157 CORNELL UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8903280044 Submits update on status of research & test reactor seminar planned by 
Region 1 & initially proposed in 890110 Itr. Sr^r.v accnda & '-ap 'ocal area end. 
COLLINS, S.J. Region 1, Ofc of the Director. »!:'■;? ?2 S" , irr r ".i) Cornell Univ., 
Ithaca, NY. 6pp. 49075:061-49075:066. 


DOCKET 50-160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8902270485 Repts e-og-ess tc date on upgrading procedures for operations & health 
physics,per Insp ~c:jI OC 3/ 09 & revised procedures approved by NRC 

listed as stated. 

KARAM.R.A. Georgia Institute of Technology, Atlanta, GA. 89/02/14. VERRELLi.D.M. 
Region 2, Ofc of the Director. 4pp. 48587:192-48587:195. 

8903080407 Discusses proper rev number for energerev dan.Review of emergency 
plan performed in Nov 1988 resulted in Rev -1 shci.-j be considered as Rev 2 
since earlier editions did r 'ot -cceVn off:da! acorcval 

KARAM.R.A. Georgia ns: !-Sr. V ^-noccv A a-lK GA. 89/02/17. ADAMS, A. 
Standardization & Non-Pcwc* !, tar »r P- 7ji. :: Dii-jctoiv... 3pp. 48768:355-48768:357. 


Q. Inspection reports, IE Bulletins & correspondence 

8902270485 Repts ororjress to date on degrading procedures for operations & health 
physics,per Insp : Tcpr L-"-“-30 G7-C3.\ow & revised procedures approved by NRC 
listed as stated. 

KARAM.R.A. Georgia Institute of To?h-?lony At'anta, GA. 89/02/14. VERRELLI.D.M. 
Region 2, Ofc of the Director. 4pp ■-o r »r:192^.h-'6i , -ia5. 

8903170165 Advises that Ofc of Investigations Investigation Rept 2-88-003 end w / 
author 890209 Itr incomplete as result of copying error.Complete rept end. 
JENKINS.G.R. Region 2. Ofc of the Director. 89/02/14. CRECINE.J.P. Georgia Insti- 
tute of Technology, Atlanta, GA. Ip. 48893:243-48894:029. 

-8903170171 Forwards NRC , rves* s gat ! c" Rept 2-88-003,for info.lndividual identified in 
rept as confidential source ’oquosicd rut individual no longer be regarded as confi- 
dential source of info.Confidentiality release also end. 

JENKINS.G.R. Region 2, Ofc of the Director. 89/02/09. CRECINE.J.P. Georgia Insti- 
tute of Technology, Atlanta, GA. Ip. 48893:244-48894:029. 

-8903170176 Investigation Rept 2-88-003 re apparent radiological health & safety 
issues.lnvestigation indicated overwhelming evidence to support severe 
mismanaqeme"t.penl , 'cer'ce 8 carelessness by operations employee. 

BJrCH.r H C : f cool -vesUgations. VORSE.J.Y., HAYES, B.B. Region 2, Ofc of the 
Director. 88/08/11. 180pp. 48893:247-48894:029. 

8903090343 Forwards Insp Rept 50-160/89-01 on 890125-30.No violations or devi- 
ations noted. 

DECKER.T.R. Region 2, Ofc of the Director. 89/02/21. KARAM.R.A. Georgia Institute 
of Technology, Atlanta, GA. 2pp. 48800:047-48800:059. 

-8903090345 Insp Rept 50-160/89-01 on 890125-30.No violations & deviations 
noted.Major areas inspected: radiation control, environ radiation dose, allegation follow- 
up & action on previous insp findings. 

GLOERSEN.W.B., POTTER, J.P. Region 2, Ofc of the Director. 89/02/17. 11pp. 
48800:049-48800:059. 


R. Periodic operating reports & related correspondence 


8903130234 Forwards Rev 1 to 1986 annual rept, correcting several errors in Section 7, 
"Environ Monitoring." 

KARAM.R.A. Georgia Institute of Technology, Atlanta, GA. 89/02/17. VERRELLI.D.M. 
Region 2, Ofc of the Director. Ip. 48820:1 11-48820:1 12. 

-8903130352 Rev 1 to "1986 Annual Rept," correcting several errors in Section 7, "En- 
viron Monitoring." 

* Georgia Institute of Technology, Atlanta, GA. 86/12/31. Ip. 48820:112-48820:112. 
8903130219 Annual rept for 1988. 

KARAM,R.A. Georgia Institute of Technology, Atlanta, GA. 89/02/21. Region 2, Ofc of 
the Director. 12pp. 48819:244-48819:255. 


DOCKET 50-163 GA TECHNOLOGIES 


H. General correspondence 

8902240137 Advises of recent transposition of personnel holding positions of physicist- 
in-charqe & associate phys l dst- ir, -charge. 

ASMLSSfc'N.K.E. Sft-e’a. Vcr-.cs (formerly GA Technologies, Inc./General Atomic 
Co i ?i9'02.'"3. M ui.LP C-. Standardization & Non-Power Reactor Projed Director- 
ate Ip. ^8579:169 4H5 '9:* 3.=. 

8902240239 Submits supplemental info re faci :y ctvsonrel W /.v.ie-rcro p-or:o:ed from 
physicist in charge of TRIGA reactors tp d.r«:*3r ( .rH3a 1 jpi sves..: Fazvi promoted 
from associate physicist-in-charge to physicist-in-charge. 

ASMUSSENiK.c. General Atomics (formerly GA Technologies, lnc./General Atomic 
Co.). 89/02/15. MILLER, C.L. Standardization & Non-Power Reactor Project Director- 
ate, 2pp. 48571:122-48571:123. 
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J. Insurance & indemnity information 

8902270331 Forwards Endorsements 5.74 & 75 to MAELU Certificates MW-33 & MF- 
59.respectively & Endorsements 5.142 & 143 to NELIA Certificates NW-18 & NF- 
34 .respectively 

SAMUELS J L Marsh & McLennan. Inc 89*01. '16. DINITZ.I. Office of Nuclear Reac- 
tor Regulation. Director (Post 870411) 7pp 48621 340-48621:346. 


R. Periodic operating reports & related correspondence 

8903020493 "Triga Mark F Annual Rept for 1988." 

ASMUSSEN.K.E. General Atomics (formerly GA T er^"r'r'r: i o«!. 'rr./General Atomic 
Co.). 89/02/16. MILLER.C.L. Standardization & \v. “o* ■- j .v*.- Project Director- 
ate. 10pp. 48674:134-48674:143. 


DOCKET 50-170 ARMED FORCES RADIOBIOLOGY RESEARCH INSTITUTE 


Q. Inspection reports. IE Bulletins & correspondence 

8903240195 Provides follow-up to 890125 Itr & 890213 site visit, addressing reasons for 
temporary suspension of operations in reactor facility & basis for intention to resume 
operations. 

IRVING.G.W. Defense. Dept, of, Defense Nuclear Agency. 89/03/01. Region 1. Ofc of 
the Director. 7pp. 49040:068-49040:074. 

8903280099 EN-89-032:on 890322, notice of violation & proposed imposition of civil pen- 
alty in amount of S2.500 will be issued to licensee.Action basca on failure to perform 
written safety evaluations. 

TROSKOSKI.W.. LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/17. Ip. 
49119:091-49119:091. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


I. Financial information 

8903200032 Forwards util annual financial repts for 1988. Projected cash internal cash 
flow statement also end. 

BRADLEY.E.J. Philadelphia Eiectnc Co. 89/03/14. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 13pp. 48973:049-48973:271. 

-8903200037 "Annual Rept 1988." 

PAQUETTE.J.F. Philadelphia Electric Co. 88/12/31. 52pp. 48973:062-48973:1 13. 
-8903200042 "Annual Rept for 1988." 

CURTIS, N. Delmarva Power & Light Co. 88/12/31. 54pp. 48973:114-48973:167. 
-8903200046 “Annual Rept for 1988." 

HUGoA-DTD, r EEHAN,J.D. Atlantic Electric of New Jersey. 88/12/31. 48pp. 
'Si ■‘■69 "i ?'.£ 

-8903200050 "1988 Annual Rept." 

FERLAND.E.J. Public Service Enterprise Group. 88/12/31. 56pp. 48973:216- 
48973:271. 


J. Insurance & indemnity information 

8903080514 Forwards Endorsements 130 & 131 to NELIA Policy NF-164, Endorse- 
ments 107 & 108 to MAELU Policy MF-44,Endorsements 94 & 95 to NELIA Policy NF- 
<0? F-rirscmrrts MO & 111 to NELIA Policy NF-220 & Endorsements 97 & 98 to 
.WirLJ -*3iry MF-73. 

FARRELL, E. Marsh & McLennan, Inc. 89/01/18. DINITZ.I. Office of Nuclear Reactor 
Regulation. Director (Post 870411). 23pp. 48743:197-48743:220. 

8902280330 Forwards Endorsements 126 & 127 to NELIA Policy NF-140, Endorse- 
ments 76 & 77 to MAELU Policy MF-67,Endorsement 9 to NELIA Policy N-9,Endorse- 
ment 9 to MAELU Policy M-9 & Endorsements 9 to Certificates NELIA N-8 & MAELU 
M-8. 

CULLEN.E.J. Philadelphia Electric Co. 89/02/16. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 9pp. 48644:121-48644:129. 


8902270158 NRC Info Notice 89-022. "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Envuon Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York. Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
♦oq-ity fteftfrera for Disposal of Low Level Radwaste." Svc list end. 

G--c '#rs.. f Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 11 7pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Rxpkcrs D-rinq Soismic Event." Svc list end. 

ftCSS .Cr ;.vis::n of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


T. Hearing transcripts on non-antitrust matters 

8902240316 Transcript of 890206 briefing in Rockville, MD re status of plantPp 1 
49.S , jppc't ! ':n : n?o end. 

‘ C-t *n ssc"n:r? 89/02/06. 89pp. 48571 : 158-48571:247. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-183 VALLECITOS EXPERIMENTAL SUPERHEAT REACTOR 


I. Financial information 


8903240237 "GE 1988 Annual Rept" W/890315 Itr. 

HOOD.E.E. General Electric Co. 88/12/31. 71pp. 49048:342-49049:062. 


P. Operating license stage documents & correspondence 


R. Periodic operating reports & related correspondence 


8903100371 FOIA request for documents re allegations of improper control room con- 
duct at util. 

CLAIR, K.S. Schnader, Harrison, Segal & Lewis. 89/01/13. NRC - No Detailed Affili- 
ation Given. 2pp. 48801:226-48801:227. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


GL Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.’’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

,n *° Notice 89-021, "Changes in Performance Characteristics of 
Mdded-Case Circuit Breakers." Svc list end. 

ROSS1.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 40578:032-48578:137. 


8903150365 "ESADA-Vallecitos Experimental Super Heat Reactor (Deactivated) Annual 
Rept 21,1988." W/890306 Itr. 

TITUS.G.W., CUNNINGHAM, G.E. General Electric Co. 88/12/31. 5pp. 48859:1 24- 


DOCKET 50-184 NATIONAL INSTITUTE OF STANDARDS & TECHNOLOGY 
REACTOR 


F. Security, medical, emergency & fire protection plans 

8903080520 Advises that 880426 resubmitted changes to safeguards plan in conform- 
ance w/Reg Guide 5.59 & acceptable. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/02/27. CARTER.R.S. National Insti- 
tute of Standards & Technology (formerly National Bureau of Standa. 2pp. 48767:052- 


P. Operating license stage documents & correspondence 

8903280183 Advises that research & test reactor seminar scheduled for 890418 & 19 in 
King of Prussia, PA.Topics to be discussed include, NRC Research Reactor Insp 
Program,operator licensing & fitness for duty.lnfo re lodging end. 

COLLINS, S.J. Region 1, Ofc of the Director. 89/03/22. CARTER.R.S. National Insti- 
tute of Standards & Technology (formerly National Bureau of Standa. 8pp. 49074*107- 



DOCKETED ITEMS 17 


Q. Inspection reports, IE Bulletins & correspondence 

8903280183 Advises that research & test reactor seminar scheduled for 890418 & 19 in 
King of Prussia, PA.Topics to be discussed include.NRC Research Reactor Insp 
Program, operator licensing & fitness for duty.lrfo -r* Irdc^c -ri 
COLLINS, S.J. Region 1, Ofc of the Director. ?s -i ,- l S National Insti- 

tute of Standards & Technology (formerly National Bureau of Standa. 8pp. 49074:107- 
49074:114. 


V. Operator Examinations 

8903280183 Advises that research & test reactor seminar scheduled for 890418 & 19 in 
King of Prussia, PA.Topics to be discussed include.NRC Research Reactor Insp 
Program, operator licensing & fitness for duty.lnfo re lodging end. 

COLLINS, S.J. Region 1, Ofc of the Director. 89/03/22. CARTER, R.S. National Insti- 
tute of Standards & Technology (formerly National Bureau of Standa. 8pp. 49074:107- 
49074:114. 


DOCKET 50-185 PLUM BROOK REACTOR - MOCK-UP 


P. Operating license stage documents & correspondence 

8903220204 Application for amends to Licenses TR-3 & R-93, revising Chapter 3, "Ad- 
ministrative Controls," Article 3.1.2 & Figure 1, “Generic Organization Chart." 
PFANNER.H.S., SAUNDERS, N.T. National Aeronautics & Space Admin. 89/02/27. 
Document Control Branch (Document Control Desk). 2pp. 49020:296-49020:303. 

-8903220209 Proposed Tech Spec Chapter 3, "Administrative Controls" & Figure 1, 
“Generic Organization Chart." 

* National Aeronautics & Space Admin. 89/02/27. 6pp. 49020:298-49020:303. 


R. Periodic operating reports & related correspondence 

8903210420 "Annual Status Rept,Jan-Dec 1988." W/890227 Itr. 

PFANNER.H.G., SAUNDERS, N.T. National Aeronautics & Space Admin. 88/12/31. 
9pp. 48992:293-48992:301. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


H. General correspondence 

8903210231 Informs that R Brugger resigned from position to assume full-time faculty 
position at Univ of Missouri, Columbia. S Morris has been appointed as interim 
director.Curriculum vitae end. 

WALLACE, R.L. Missouri, Univ. of, Rolla, MO. 89/03/03. ADAMS, A. Standardization & 
Non-Power Reactor Project Directorate. 27pp. 48982:069-48982:095. 


P. Operating license stage documents & correspondence 

8902240386 Forwards Amend 17 to License R-103 & safety evaluation. Amend corrects 
error in requested change to Tech Spec 6.1.c issued as Amend 15 on 881020. 
ADAMS, A. Standardization & Non-Power Reactor Prc'oct D^octc'ate. 89/02/16. 
BRUGGER.R.M. Missouri, Univ. of, Columbia, MO. 3pp. 46583-322-48553:320. 

-8902240393 Amend 17 to License R-103, correcting error in requested change to Tech 
Spec 6.1. c issued as Amend 16 on 881020 re univ administration. 

MILLER, C.L. Standardization & Non-Power Reactor Project Directorate. 89/02/16. 
4pp. 48583:325-48583:328. 

-8902240395 Safety evaluation supporting Amend 17 to License R-103. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/16. 2pp. 
48583:329-48583:330. 


Q. Inspection reports, IE Bulletins & correspondence 

8903070006 Forwards Exam Rept 50-186/OL-89-01 administered on 8901 18-1 9. Facility 
comments & NRC resolution of comments, exam & answer key & simulation facility 
rept also end. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/02/21. BRUGGER.R.M. Missouri, 
Univ. of, Columbia; MO, 2pp. 48764:125-48764:226. 

-8903070008 Exam Rept 50-186/OL-89-01 on 89011 8-1 9.Exam results:reactor operator 
candidate passed exam. 

HARE.E.A., JORDAN, M.J. Region 3, Ofc of the Director. 89/02/21. 100pp. 
48764:127-48764:226. 

8903030250 Ack receipt of 881213 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-186/88-03.Encl evaluation of severity level violation designation 
withheld (ref 10CFR73.21), 

GREGER.L.R. Region 3, Ofc of the Director. 89/02/23. BRUGGER.R.M. Missouri, 
Univ. of, Columbia. MO. 2pp. 48694:261-48694:262. 


V. Operator Examinations 

8903070006 Forwards Exam Rept 50-186/OL-89-01 administered on 89011 8-1 9.Facility 
comments & NRC resolution of comments, exam & answer key & simulation facility 
rept also end. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/02/21. BRUGGER.R.M. Missouri, 
Univ. of, Columbia, MO. 2pp. 48764:125-48764:226. 

-8903070008 Exam Rept 50-186/OL-89-01 on 8901 18-1 9, Exam re$ults:reactor operator 
candidate passed exam. 

HARE.E.A., JORDAN, M.J. Region 3, Ofc of the Director. 89/02/21. 100pp. 
48764:127-48764:226. 


DOCKET 50-188 KANSAS STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8903130662 Notifies that emergency exercise will be conducted on 8808 12. involving no- 
tifications of declarations of unusual event.alert & cancellation by telephone. 

FAW,R.E. Kansas State Univ . Manhattan, KS. 88/08/01. Region 4, Ofc of the Direc- 
tor. Ip. 48828:356-48828:356. 


S. Reportable occurrences, LERs & related correspondence 

8903210351 RO:on 890301, as second to two std control rods being withdrawn, other 
two rods automatically scrammed.Caused by frayed wires on rod drive mechanism re- 
sulting in short circu't r'oct'OT.pqi-y- asso-ib'v may be replaced. 

FAW.R.E. Kansr!-. Kvt 1 :k . \la— ■ir.'ir. r'F 89/03/02. Region 4. Ofc of the Direc- 
tor. Ip. 48989:353-48989:353. 


DOCKET 50-192 UNIV. OF TEXAS RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8903220154 Responds to NRC 881214 Itr re 880801 application for amend to License 
R-92.Licensee does not plan to complete postponed surveillances to make facility op- 
erable prior to movement of fuel. 

BAUER, T.L., KLEIN.D.K. Texas, Univ. of, Austin, TX. 89/03/08. ADAMS, A. NRC - No 
Detailed Affiliation Given. 3pp. 49020:304-49020:306. 


DOCKET 50-193 RHODE ISLAND & PROVIDENCE PLANTATIONS AEC 


P. Operating license stage documents & correspondence 

8903070136 Requests date for submittal of SAR for conversion of reactor from use of 
high enriched U to low enriched U fuel extended from 890301 to 890901. 
DIMEGLIO.A.F. Rhode Island, State of. 89/02/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48740:360-48740:361. 

8903240317 Approves univ 890222 request to extend submission date for high to low 
enriched U convene”' apoi : oa* ! cn from 890301 to 890901 . 

MICHAELS,” S. Stnrca'c za:io- A Non-Powe- °3i?:to' »"cjod Directorate. 89/03/16. 
DIMEGLIO, A.F. Rhode Island, State of. 3pp. 

8903280070 Notifies of Research & Test Reactor 880418-19 seminar in King of 
Prussia, PA to be held by NRR & Region i.Proposed agenda & info for making accom- 
modations for seminar end. 

COLLINS, S.J. Region 1, Ofc of the Director. 89/03/22. DIMEGLIO.A.F. Rhode Island, 
State of. 6pp. 49075:221-49075:226. 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8903280201 Forwards agenda for 890418-19 research & test reactor seminars in King 
of Prussia,PA.Updated agenda to follow.Map of local area also end. 

COLLINS, S.J, Region 1, Ofc of the Director. 89/03/22. BERLIN.R.E. Manhattan Col- 
lege, Riverdale, NY. 6pp. 49075:110-49075:115. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8903020299 "Dept of California Highway Patrol, Border Div Nuclear Response Plan for 
San Onofre Nuclear Generating Station." 

* California, State of. 89/01/31. 47pp. 48669:294-48669:340. 

8902280048 Forwards insp Repts 50-206/89-04,50-361/89-04 & 50-362/88-29 on 
890123-27.No violations or deviations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/02/10. BASKIN, K.P. Southern Califor- 
nia Edison Co. 2pp. 48632:355-48632:361. 

-8902280054 Insp Repts 50-206/89-04,50-361/89-04 & 50-362/88-29 on 890123- 
27.No violations or deficiencies noted.Major areas inspected:emergency preparedness 
program & previous insp findings. 

PRENDERGAST.K. Region 5, Ofc of the Director. 89/02/10. 5pp. 48632:357- 
48632:361. 

8902230034 Forwards Rev 17A to physical security plan.Rev withheld (ref 10CFR73.21). 
MORGAN, H.E. Southern California Edison Co. 89/02/16. Document Control Branch 
(Document Control Desk). Ip. 48569:301-48569:301. 

8903080012 Forwards insp Repts 50-206/88-28,50-361/88-29 & 50-362/88-31 on 
881 118-890112 & notice of violation. 

ZIMMERMAN, R.P. Region 5, Ofc of the Director. 89/02/16. BASKIN, K.P. Southern 
California Edison Co. 2pp. 48768:237-48768:257. 

-8903080022 Insp Repts 50-206/88-28,50-361/88-29 & 50-362/88-31 on 881 IIS- 
8901 12. Violations noted.Major areas inspected: operational safety 

verification, radiological protection, security, evaluation of plant trips & events & LERs 

HUEY.F.R., JOHNSON, P,H. Region 5, Ofc of the Director. 89/02/13. 17pp. 
48768:241-48768:257. 

8903090218 Forwards Rev 7 to security force training & qualification plan.Rev withheld 

MO R GAN HE 2 Southern California Edison Co. 89/02/21. Document Control Branch 
(Document Control Desk), ip. 48783:214-48783:214. 
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8903080481 Advises that 871229.880204 & 890216 Revs 4A,5 & 5A, respectively. to 
cmtir.-c'.r/ olan acceptable. 

r,\"s '■ .;o-i , Du. of the Director. 89/02/27. MORGAN, H.E. Southern Califor* 

r ;■ .‘ f:;: S.- '.8:344-48748:346. 

8903090299 Fo'wa-d? Sa^pi-arris Insp Repts 50-206/89-05.50-361/89-05 a 50-362/ 
89-05 on !■: y. !'<? ■" ro . .i:ic‘’.i noted.Rept withheld (ref 10CFR2.790(d)). 

PATE.R.J. P-?ci“" 5 C*.: c‘ Sv Cirr-rior. 89/02/28. BASKIN.K.P. Southern California 
Edison Co. ‘‘ ■'H- /:»:> trl'H:- T<: 

8903170361 Revised !7P'P? irc'udina Trrrncmr/ Chancr- N.-tice 4-3 to Rev 4 to SOI 23- 
VIII-IO.Temporary NoiO* t ■ U.-v i) tr SO:;?3-V1II-10.1 a Temporary 

Chance Notice 2-1(1 t: ."?<v ?. ? SO ! v I J :>C ' W-VMSrs Itr. 

P_AFFE-RT,R D. Southern California Edison Co. 89/03/08. 300p. 48952:024- 
48953:031. 

8903220325 Forwards Addendum 10-ID to physical security pian.Enc! withheld (ref 
10CFR73.21). 

MORGAN.H.E. Southern California Edison Co. 89/03/08. Document Control Branch 
(Document Control Desk). Ip. 49003:299-49003:299. 

8903210335 Advises that 880204 a 890216 Revs 17 a 17A to physical security 
plan.respectively .consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion 
in plan. 

PATE. Q .!. Fervor 5, Ofc of the Director. 89/03/13. MORGAN.H.E. Southern Califor- 
nia L- d .-on V.S 3pp. 48992:328-48992:330. 

8903220316 Forwards Amend Applications 163,76 a 62 to OLs DPR-13.NPF-10 a NPF- 
1 5, consisting of proposed changes DPR-1 3-203 (PCN-203) a NPF-1 0/1 5-286 (PCN- 
28S).inc!ud : ng proposed Rev 23 to physical security plan. 

BASKIN.K. 3 . Southern California Edison Co. 89/03/15. Document Control Branch 
(Document Control Desk). 2pp. 49003:115-49003:151. 

-8903220321 Aop^cation for emends to Licenses DPR-1 3, NPF-1 0 a NPF-1 5, consisting 
of Proposed Cia-crs :, CN 203 & PCN-286 including Rev 23 to physical security plan. 
BASKIN, K.P. Sou'.l o-n CaVcmn Edison Co. 89/03/15. 18pp. 49003:117-49003:134. 

-8903220323 Proposed Tech Specs.updating License Conditions 3.G a 2.E to reflect 
proposed Rev ? 3 tc p^vsica' security p!a- 

* Southern Ci: lorn p. Ecison Co 83/ 35/ 15. 17pp. 49003:135-49003:151. 

8903270162 Forwards application for amend to License DPR-1 3.cc n s i st i "g o f Proposed 
Cha.'-cc SOO.T.isir.g T C 2 1 ' Sz?.?. Sects- 2 14, "Fire Protect cn Sys Oporab.l ly” a Sec- 
tion ' ■ 5, " r if: 3 rc-r.:l cr. Sys S .irve. a r, ::e " 

BASKIN.K.P. Southern California Edison Co. 89/03/20. Document Control Branch 
(Document Control Desk). 2pp. 49059:091-49059:158. 

-8903270166 Application for amend to License DPR- 13, consisting of Amend Applica- 
tion ■ | 67. r evls i nc T ech Scec Section 3.14, "Fire Protection Sys Operability" & Section 
4.15, = .u Vjrocvjon Sys Suva Nance.” 

BASKIN K.F. Southern Caiiornt ! : ;:iSDn Co. 89/03/20. 20pp. 49059:093-49059:112. 

-8903270167 Proposed Tech Specs re fire protection sys surveillance a operability. 

* Southern California Edison Co. 89/03/20. 46pp. 49059:1 13-49059:158. 


I. Financial information 


8903140589 Forwards cash flow statement & annual rept to Securities a Exchange 
Commission for yr ending 881231. 

GONZALES, J. Southern California Edison Co. 89/03/08. Document Control Branch 
(Document Control Desk). 44pp. 48855:231-48855:274. 


P. Operating license stage documents & correspondence 

8902270291 Forwards Amend Application 165 to License DPR-1 3, consisting of Pro- 
posed Change 207.Amend adds License Condition 3.M, “Cycle X Thermal Shield 
Monitoring Program.” Proprietary WCAP-12148 & nonproprietary WCAP-12149 end. 
BASKIN.K.P. Southern California Edison Co. 89/02/17. Document Control Branch 
(Document Control Desk). 2pp. 48584:002-48584:172. 

-8902270295 Application for amend to License DPR-1 3, consisting of Proposed Change 
207.Amend adds License Condition 3.M, “Cycle X Thermal Shield Monitoring Pro- 

BASKIN.K.P. Southern California Edison Co. 89/02/17. 23pp. 48584:004-48584:026. 

-8902270303 Requests WCAP-12148, "Engineering Evaluation of San Onofre Nuclear 
Generating Station I Thermal Shield Supports," be withheld (ref 10CFR2.790(b)(4). 
WIESEMANN.RA Westinghouse Electric Corp. 89/02/03. MURLEY.T.E. Office of Nu- 
dear Reactor Regulation, Director (Post 870411). lip. 48584:027-48584:037. 

-8902270309 “Engineering Evaluation of San Onofre Nuclear Generating Station I Ther- 
mal Shield Supports." 

GOOSSEN.J.E., SCHWIRIAN.R.E., YU,C. Westinghouse Electric Corp. WCAP-12149. 
89/02/28. 135pp. 48584:038-48584:172. 

8902280436 Suppls 881111 application for amend to License DPR-1 3, consisting of 
Amend Application 156, per 890117 meeting w/NRC.Amend increases diesel genera- 
tor loading limit up to nameplate rating of 6,000 KW. 

BASKIN.K.P. Southern California Edison Co. 89/02/22. Document Control Branch 
(Document Control Desk). 5pp. 48624:319-48624:331. 

-8902280437 Proposed Tech Specs re max load limit for surveillance testing of diesel 
generators. 

7 Southern California Edison Co. 89/02/22. 5pp. 48624:327-48624:331. 

8903090117 Forwards notice of consideration of Amend Application 165 for License 
DPR-1 3 & opportunity for hearing on 890217 request re operation during fuel Cycle 10 
w/degraded fasteners in reactor vessel thermal shield. 

TRAMMELL.C.M. Project Directorate V. 89/02/23. BASKIN, K.P. Southern California 
Edison Co. 3pp. 48800:176-48800:182. 

-8903090119 Notice of consideration of issuance of amend to provisional License DPR- 
13 & opportunity for hearing on 890217 request re operation during Fuel Cycle 10 w/ 
degraded fasteners in reactor vessel thermal shield. 

KNIGHTON, G.W. Project Directorate V. 89/02/23. 4pp. 48800:179-48800:182. 


8903080270 Forwards EGG-NTA-8327, "TMI Action NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing San Onofre Unit 1 Technical evaluation rept findings endorsed 
w/exception of Section 5.2.Responses requested. 

TRAMMELL.C.M. Project Directorate V. 89/02/24. BASKIN.K.P. Southern California 
Edison Co. 3pp. 48766:231-48766:265. 

8902270311 Forwards listed pages & sections to Rev 1 to "Reactor Protection Sys 
Single Failure Analysis" & "ESFs Single Failure Analysis.” Pages & sections reflect 
reanaiyses caused by Cycle 1 0 mods. 

NANDY.F.R. Southern California Edison Co. 89/02/25. Document Control Branch 
(Document Control Desk). 750pp. 48634:036-48636:101. 

8903010167 Provides details of setpoint analysis & design info re redundant automatic 
motor-operated valve 850 A.B & C per Suppl 1 to Amend Application 159 re ESF 
switchover from injection to recirculation mode mod. 

BASKIN.K.P. Southern California Edison Co. 89/02/25. Document Control Branch 
(Document Control Desk). 34pp. 48646:118-48646:151. 

8903130192 Forwards concerns re licensee info presented to NRC at 890127 meeting 
including 89021 7 application for amend concerning condition of reactor vessel thermal 
shield. Concerns should be addressed at future mefttirg in Rockville. 

TRAMMELL, C.M. Project Directorate V. 89/G5/C3 BASKIN, ■< =>. Southern California 
Edison Co. 6pp. 48820:028-48820:033. 

8903090207 Supplemental application for amend to License DPR-1 3, consisting of Rev 
1 to Proposed Change 204, revising Tech Specs to reflect new values of limiting core 
parameters resulting from reanalysis of LOCAs due to core reload. 

BASKIN.K.P. Southern California Edison Co. 89/03/04. Document Control Branch 
(Document Control Desk). 11pp. 48753:236-48754:081. 

-8903090211 Proposed Tech Specs, reflecting new values of limiting core parameters 
resulting from reanalysis of LOCAs due to core reload. 

* Southern California Edison Co. 89/03/04. 64pp. 48753:247-48753:309. 

-8903090219 Rev 1 to "Reload Safety Evaluation for San Onofre Nuclear Generating 
Station 1 .Cycle 10." 

NOVENDSTERN.E. Southern California Edison Co. 89/03/31. 150pp. 48753:310- 
48754:081. 

8903130090 Supplemental application for amend to License DPR-1 3, consisting of 
Supp! 2 to Amend Application 159 re voltage acceptance criterion for diesel generator 
load rejection test to accomodate increased rejected load. 

BASKIN, K.P. Southern California Edison Co. 89/03/04. Document Control Branch 
(Document Control Desk). 12pp. 48820:068-48820:084. 

-8903130098 Proposed Tech Specs re emergency power sys periodic testing. 

* Southern California Edison Co. 89/03/04. 5pp. 48820:080-48820:084. 

8903170013 Suppl 3 to Amend Application 164 to License DPR-13, consisting of Rev 2 
to Proposed Change 204.Suppl provides addl safety setpoint in Table 2.1 to include 
reactor coolant pump bus undervoltage trip. 

BASKIN.K.P. Southern California Edison Co. 89/03/11. Document Control Branch 
(Document Control Desk). 14pp. 48893:174-48893:196. 

-8903170018 Proposed Tech Specs re reactor coolant pump bus unde-voltagc trip. 

* Southern California Edison Co. 89/03/11. 9pp *8693:1 88-' , .£8. : ?3:!f)5. 

8903170033 Suppl 2 to Amend Application 156 to License DPR-13, consisting of Pro- 
posed Change 197.Changes cover resolution of TDI diesel generator issues re max 
load limit for monthly surveillance testing & contingency plan if cracks found. 

BASKIN, K.P. Southern California Edison Co. 89/03/11. Document Control Branch 
(Document Control Desk). 1 1 pp. 48894:235-48894:249. 

-8903170043 Proposed Tech Specs re diesel generators & emergency power sys peri- 
odic testing. 

* Southern California Edison Co. 89/03/11. 4pp. 48894:246-48894:249. 

8903170172 Forwards update of single failure analysis review submitted on 881 031, per 
request.Engineering for resolution of single failure continues & expected to be com- 
pleted shortly.Summary description will be provided by 890320. 

NANDY.F.R. Southern California Edison Co. 89/03/11. Document Control Branch 
(Document Control Desk). 25pp. 48894:276-48894:300. 

8903200024 Responds to NRC request for addl info re standby diesel generators.Encl I 
describes complete maint & surveillance program for diesel generators.Encl II con- 
tains responses to specific items of interest to NRC. 

NANDY.F.R. Southern California Edison Co. 89/03/14. Document Control Branch 
(Document Control Desk). 7pp. 48959:304-48959:310. 

8903200008 Provides results of util analysis of potential overload condition & planned 
actions. No mods required for continued plant operation during Cycle 10. 

NANDY.F.R. Southern California Edison Co. 89/03/15. Document Control Branch 
(Document Control Desk). 6pp. 48964:090-48964:095. 

8903220316 Forwards Amend Applications 163,76 & 62 to OLs DPR-1 3.NPF-10 & NPF- 
1 ^consisting of proposed changes DPR-13-203 (PCN-203) & NPF-10/15-286 (PCN- 
286), including proposed Rev 23 to physical security plan. 

BASKIN.K.P. Southern California Edison Co. 89/03/15. Document Control Branch 
(Document Control Desk). 2pp. 49003:115-49003:151. 

-8903220321 Application for amends to Licenses DPR-1 3, NPF-1 0 & NPF-1 5, consisting 
of Proposed Changes PCN-203 & PCN-286 including Rev 23 to physical security plan. 
BASKIN, K.P. Southern California Edison Co. 89/03/15. 18pp. 49003:117-49003:134. 

-8903220323 Proposed Tech Specs.updating License Conditions 3.G & 2.E to reflect 
proposed Rev 23 to physical security plan. 

* Southern California Edison Co. 89/03/15. 17pp. 49003:135-49003:151. 

8903210097 Notifies NRC of further delay due to extended outage activities associated 
w/Unit 1 return to svc,per Generic Ltr 88-14, “Instrument Air Supply Sys Problems 
Affecting Safety-Related Equipment" 

NANDY.F.R. Southern California Edison Co. 89/03/16. Document Control Branch 
(Document Control Desk). Ip. 48984:004-48984:004. 
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8903240068 Forwards "Safety Assessment, San Onofre Nuclear Generating Station Unit 
1 Restart" in response to 890131 & 0208 Itrs. Overall impact of issues identified in 
rept on restart of unit of low r :r :< r.rvr Vrct revested on subj. 

BASKIN.K.P. Southern Califc-sj. ■ v. MARTIN.J.B. Regions, Ofc of 

the Director 3pp. 49035.061-49035:170. 

—8903240085 "Safety Assessment.San Onofre Nuclear Generating Station Unit 1 Re- 
start." 

* Southern California Edison Co. 89/03/17. 103pp. 49035:064-49035:170. 

8903240064 Advises that diesel generator loading ca'culation revised to reflect changes 
associated w/Cycle 10 refu:' r.-lanr —..■>*■ Awards Tables 6.1. A through I from 
emergency diese 1 f’< an Pmto r lv: ,r. 

NANDY.F.R. S<? .'.h vi ;s I. i''. 89/03/20. Document Control Branch 

(Document Control Desk). Ip. 49038:087-49038:096. 

-8903240065 Rev 4 to Calculation DC-1809, Tnc-qo-cv Diesel Generator Loading." 
MATIONG.A. Southern California Edison Jo. .X* 'cI-O 1 R04. 88/11/16. 9pp. 
49038:088-49038:096. 

8903240072 Forwards response to miscellaneous requests for add! info re low flow 
scram & 480-volt bus main breaker overloading. Breaker 152-1 1C11 corrected to read 
152-12C1 1. 

NANDY.F.R. Southern California Edison Co. 89/03/20. Document Control Branch 
(Document Control Desk). 4pp. 49039:316-49039:319. 

8903270162 Forwards application for amend to License DPR- 13, consisting of Proposed 
Change 200 rcvis^g T r^h Spec Section 3.14, "Fire Protection Sys Operability" & Sec- 
tion 4.15, ' Sys Surveillance." 

BASKIN.K.P. Southern California Edison Co. 89/03/20. Document Control Branch 
(Document Control Desk). 2pp. 49059:091-49059:158. 

-8903270166 Application for amend to License DPR-13,consisting of Amend Applica- 
tion 167, revising Tech Spec Section 3.14, "Fire Protection Sys Operability" & Section 
4.15, "Fire Protection Sys Surveillance." 

BASKIN.K.P. Southern California Edison Co. 89/03/20. 20pp. 49059:093-49059:112. 

-8903270167 Proposed Tech Specs re fire protection sys surveillance & operability. 

* Southern California Edison Co. 89/03/20. 46pp. 49059:113-49059:158. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Pcs* 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. ^ f 3 '..D -/.«KW0.0b T 

8903270062 Forwards response on issues re degraded fasteners for thermal shield sup- 
port blocks to support Amend Application 165 to License DPR- 13, adding License 
Condition 3.M, "Cycle X Thermal Shield Me-'torhn Proc-am." 

NANDY.F.R. Southern California Ediso- Cy HO :.3 2\ Document Control Branch 
(Document Control Desk). 67pp. 49059:159-49059:225. 


Q. Inspection reports, IE Bulletins & correspondence 

8902270281 Forwards SALP Mgt Meeting Repts 50-206/88-32,50-361/88-33 & 50-362/ 
88-35 on 881213.Util 890113 response to SALP rept shows substantial improvement 
in identified areas of weakness. 

MARTIN, J.B. Region 5, Ofc of the Director. 89/01/31. FOGARTY.D.J. Southern Cali- 
fornia Edison Co. 4pp. 48586:122-48586:171. 

-8902270289 SALP Meeting Repts 5C-206/50-32 50-36-/BP G3 & 50-362/88-35 on 
881213.Major areas discussed-.results c most roc-mt SA. D . severing period Oct 1987 
-Sept 1988. 

HUEY.F.R.. JOHNSON.P.R. Region 5, Ofc of the Director. 89/01/31. 5pp. 48586:126- 
48586:171. 

8902280024 Forwards Insp Rept 50-206/89-03 on 890109-20 & notice of 
violation.Weakne$s in control of use of ultrasonic testing calibr also noted. 
KIRSCH.D.F. Region 5, Ofc of the Director. 89/02/10. BASKIN.K.P. Southern Califor- 
nia Edison Co. 3pp. 48626:084-48626:098. 

-8902280026 Notice of violation from insp on 8901 09-20. Violation 
noted:nonconformance rept not prepared to identify 890103 ultrasonic exam of RHR 
piping adjacent to Weld Joint 5002-7 indicating wall thickness less than design re- 
quirements. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/02/10. 2pp. 48626:087-48626:088. 

-8902280037 Insp Rept 50-206/89-03 on 890 109-20. Violations noted.Major areas 
inspected:lnsp Procedures 30703,73051,73052,73753, 73755 & inservice insp activi- 
ties. 

CLARK, C., RICHARDS, S. Region 5, Ofc of the Director. 89/02/10. 10pp. 48626:089- 
48626:098. 


-8903080022 Insp Repts 50-206/88-28,50-361/88-29 & 50-362/88-31 on 881 IIS- 
8901 12. Violations noted.Major areas inspected: operational safety 

verification, radiological protection, security, evaluation of plant trips & events & LERs 
review. 

HUEY.F.R., TATUM.J.E., HON.A.L. Region 5, Ofc of the Director. 89/02/13. 17pp. 
48768:241-48768:257. 

8903010219 Advises that results of 1988 mid-cycle steam generator tube insp 
acceptable.AII sleeves in steam generator w/o eddy current test confirmation identi- 
fied & removed from sve in 1988. 

TRAMMELL, C.M. Project Directorate V. 89/02/23. BASKIN.K.P. Southern California 
Edison Co. 4pp. 48650:335-48650:338. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York. Inc. 104pp. 48578:032-48578:137. 

8903090299 Forwards Safeguards Insp Repts 50-206/89-05,50-361/89-05 & 50-362/ 
89-05 on 890206-1 0.No violations noted.Rept withheld (ref 10CFR2.790(d)). 

PATE.R.J. Region 5, Ofc of the Director. 89/02/28. BASKIN.K.P. Southern California 
Edison Co. 2pp. 48783:289-48783:290. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI ,C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp, 48700:252-48700:346. 

8903090422 Responds to NRC Bulletin 88-011, Prcssurizer Si/ go L : ne Thermal Stratifi- 
cation." Util participating in program for partial resout'on c 1 issue through Westing- 
house Owners Group, per listed objectives. 

NANDY.F.R. Southern California Edison Co. 89/03/06. Document Control Branch 
(Document Control Desk). 4pp. 48798:357-48798:360. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste " Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York. Inc. 117pp. 48798:114- 
48798:231. 

8903170247 Responds to NRC 890210 ltr re violations noted in Insp Rept 50-206/89- 
03.Corrective actions:applicable design documents & drawings will be revised to re- 
flect that Line 5002 is Schedule 120 piping. 

BASKIN, K.P. Southern California Edison Co. 89/03/09. Document Control Branch 
(Document Control Desk). 5pp. 48950:169-48950:173. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc, 106pp. 48895:110-48895:215. 


8902280048 Forwards Insp Repts 50-206/89-04,50-361 /89-04 & 50-362/88-29 on 
890123-27.No violations or deviations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/02/10. BASKIN.K.P. Southern Califor- 
nia Edison Co. 2pp. 48632:355-48632:361. 

—8902280054 Insp Repts 50-206/89-04,50-361/89-04 & 50-362/88-29 on 890123* 
27.No violations or deficiencies noted.Major areas inspected:emergency preparedness 
program & previous insp findings. 

PRENDERGAST.K., FISH.R.F. Region 5, Ofc of the Director. 89/02/10. 5pp. 
48632:357-48632:361. 

8903080012 Forwards Insp Repts 50-206/88-28,50-361/88-29 & 50-362/88-31 on 
881 1 1 8-8901 1 2 & notice of violation. 

ZIMMERMAN, R.P. Region 5, Ofc of the Director. 89/02/16. BASKIN.K.P. Southern 
California Edison Co. 2pp. 48768:237-48768:257. 

-8903080020 Notice of violation from insp on 8S01 1 1-8901 1 ^.Violation noted:chemistry 
technician did not verify use of latest procedure rev for performing reactor coolant 
chemistry sampling. 

ZIMMERMAN, R.P. Region 5, Ofc of the Director. 89/02/16. 2pp. 48768:239- 
48768:240. 


8903210081 Responds to NRC 890216 ltr re violations noted in Insp Rept 50-206/88- 
28.Corrective actionsxhemistry procedures & locations where uncontrolled copies of 
procedures kept &/or utilized revlewed.Administrative controls instituted. 

BASKIN, K.P. Southern California Edison Co. 89/03/16. Document Control Branch 
(Document Control Desk). 3pp. 48982:001-48982:003. 

8903210107 Notifies NRC of situation at facility not explicitly addressed in NRC Bulletin 
88-010, "Nonconforming Molded Case Circuit Breakers/’ Bulletin does not address 
use of non-traceable warehouse circuit breakers that pass test. 

NANDY.F.R. Southern California Edison Co, 89/03/16. Document Control Branch 
(Document Control Desk). 3pp. 48989:347-48989:349. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 


8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 
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R. Periodic operating reports & related correspondence 

8903080428 “San Onofre Nuclear Generating Station Semiannual Effluent Rept Jul-Dec 
1988." W/ 890227 Itr. 

MORGAN.H.E. Southern California Edison Co. 88/12/31. 120pp. 48742.087- 
48742:198 

8903100500 "Annual Personnel Monitoring Rept, 1988." W/890228 Itr. 

MORGAN.H.E. Southern California Edison Co. 88/12/31. 3pp. 48827:326-48827:328. 

8902240361 Monthly oooraimg rept for Jan 1989 for San Onofre Nuclear Generating 
Station Unit ' W K9D2M itr 

SIACOR.E.R., MORGAN.H.E. Southern California Edison Co. 89/01/31. 7pp. 

48571:309-48571:315. 

8903100514 Forwards annual RCS specific activity rept.Unit 2 specific activity exceeded 
limits of Tech Spec 3.4.7 on one occasion during 1988 & on no occasions did Unit 1 
or 3 exceed liroits 

MORGAN.H.E. Southern California Edison Co. 89/02/23. Document Control Branch 
(Document Control Desk). 3pp. 48804:015-48804:017. 

8903220151 “r'lT; operating rept for Feb 1989 for San Onofre Nuclear Station Unit 
- v\ ■ Hi)03 ' 3 if 

SIACOR.E.R., MORGAN.H.E. Southern California Edison Co. 89/02/28. 7pp. 

49005:098-49005:104. 


S. Reportable occurrences, LERs & related correspondence 

8903030224 RO:on 8901 30, determined that previously unknown potential for overload- 
ing main breakers for 480 volt switchgear existed in event of safety injection w/offsite 
power available.Overload capability of subj breakers being tested. 

NANDY.F.R. Southern California Edison Co. 89/G2/21. Document Control Branch 
(Document Control Desk). 3pp. 48691:019-48691:021. 

8902280475 LER 89-002-00:on 890 123, positive reactivity addition occurred when reac- 
tor refueling water cavity level reduced & cavity surfaces decontaminated.Caused by 
misapplication of positive reactivity t;i.‘ JvciS E-.o-t roviowi-d W/39C2P? Itr. 
MORGAN.H.E. Southern California : _;:iscn Sc H5-Ce/<2 6pp. 192-48644:197. 

8903020658 RO:design deficiency identified in automatic controls of 480-volt switchgear 
sys.lsolation of safety-related Loads Switchgear 3 acceptable in current 
coloration Ut:' committed to identifying other sw in p bus a'rs"cemeris. 

NANu^.F r ' Soj'jorr I'm: ifcrnia Edison Co. 53 32*25 Dc.ii/no": Control Branch 
(Document Control Desk). 2pp. 48672:039-48672:040. 

8903090471 LER 89-003-00:on 8901 27,determined that during design basis LOCA.TCV- 
601A & B could fail open due to either assumed loss of instrument air or loss of con- 
trol power supply.Failure ~ct rccccn'ced dcrrg 1976 sys analysis. W/890227 Itr. 
MORGAN, H.E. Southern Cfi'crniii =n-«' Co 89/02/27. 10pp. 48783:300-48783:309. 

8903140602 LER 89-006-00:on 890208,snubbers not classified as safety related & omit- 
ted from Tech Specs surveillance during cvc'o.Cr-Sfd by rot c-cviriirc adequate 

g uidance to architect when snubber (tavc-Kpi.ri Sruaber class. 'icacc- -c.-ev.cz. 

ZUMSKI.D.R., DIEDERICH.G.I. Commonwealth Edison Co. 89/03/10. 9pp. 
48854:162-48854:170. 


V. Operator Examinations 

8903080081 Informs of termination of RD Hayton, licensed operator, effective on 890216 
& withdraws 890127 reactor operator license renewal application. 

MORGAN.H.E. Southern California Edison Co. 89/02/23. Document Control Branch 
(Document Control Desk). Ip. 48742:237-48742:237. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing nati exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-213 HADDAM NECK PLANT 


F. Security, medical, emergency & fire protection plans 

8610300390 Notification of 861124 meeting w/util in East Haddam.CT to discuss health 
physics training & access badging. 

AKSTULEW1CZ.F. Integrated Safety Assessment Project Directorate. 86/10/28. 
GRIMES, C. Integrated Safety Assessment Project Directorate. 3pp. 38411:253- 
38411:255. 

8903130122 Notification of SiirTc.^t : ics-ser. Meeting P9-C38 cr 82C227 w/licensee 
in Ki"c of Prussia °A for tcj: n;;oi no u-scjsb prcopcaucnal'slnr:'.:: testing of new 
swiichrjear Mods nso. Apo R. 

MCC-'BF.E 3. Peg.:*- »f-: - f the Director. 89/02/23. Region 1, Ofc of the Director. 

2p=. 4SB2CO53-AI:K20-:E4. 

8903100522 Rev 9 to EPIP 1.5-25, "Manager of Public Info." 

MCCANCE,WT„ BROWN, R.E., NERICCIO,A.E. Connecticut Yankee Atomic Power 
Co. 89/03/02. 13pp. 48804:136-48804:148. 

8903140236 Final response to FOIA request for documents. Forwards App A 
documents.App A documents also available in PDR, 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS,M. Impeil Corp. 2pp. 48875:082-48875:1 12. 

-8903140269 Informs of planned regional participation in emergency exercises for 
FY89.Tentative schedule of activities listed. 

RUSSELL.W.T. Region 1, Ofc of the Director. 88/11/04. Region 1, Ofc of the Direc- 
tor. 22pp. 48875:086-48875:107. 

8903220282 Rev 0 to EPIP 1.5-50, "Emergency Notification Sys Communicator." 
MCCANCE.W.T. Connecticut Yankee Atomic Power Co. 89/03/Q9. 20pp. 49008:018- 
49008:037. 


8903200243 Forwards Insp Rept 50-213/89-01 on 890104-0221 No violations 
noted Mis'ahe'inq o f nine emergency diesel generate' ?B HX components should bo 
:.ss-. mm: actions should be subm::-.": witnin fi-i days. 

BETTENHAUSEN.L. Region 1, Ofc of the Director. 89/03/10. MROCZKA.E.J Con- 
necticut Yankee Atomic Power Co. 2pp. 48959:064-48959:077. 

-8903200246 Insp Rept 50-213/89-01 on 890 104-0221. No violations noted. Major 
areas inspected:plant operations, radiation protection, tire 

protection.security.maint, surveillance testing.noble gas source investigation & reactor 
containment temp. 

MCCABE, E.C. Region 1, Ofc of the Director. 89/03/10. 11pp. 48959:066-48959:077. 


H. General correspondence 

8903010273 Forwards licensed control operators.auxiliary operators & shift supervisor 
comments on proposed rules 10CFR50 & 55 re education & experience of senior re- 
actor operators & supervisors at nuclear power plants. 

KELLY ,J.R. International Brotherhood of Electrical Workers. 89/02/09. Docketing & 
Services Branch. Ip. 48589:272-48589:275. 

—8903010278 Undated comment opposing proposed rules 10CFR50 & 55 re education 
& experience for senior reactor operators & supervisors at nuclear power 
plants. Neither alternative acceptable or needed. 

CHESNUTT.W., TAYLOR, MORGAN, R. Affiliation Not Assigned. 89/02/09. Docketing 
& Services Branch. 3pp. 48589:273-48589:275. 

8903100336 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants.Proposed rule on maint will not improve maint in 
plants nor improve safety or reliability of plants.Proposed rule much too vague. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
02/27. Docketing & Services Branch. 12pp. 48806:334-48806:345. 

8903210102 Comments on proposed Rev 3 to Reg Guide 1.9, "Selection, 
Design, Qualification, Testing & Reliability of Diesel Generator Units Used as Onsite 
Electric Power Sys at Nuclear Power Plants.” Reg guide does not provide flexibility. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E J Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
03/08. MEYER, D.L. Regulatory Publications Branch. 8pp. 48990:128-48990:135. 

8903280075 Comment on proposed Rev 3 to Reg Guide 1.9 re selection 
design, qualification, testing & reliability of diesel generator units used as onsite electric 
power sys at nuclear power plants. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
03/08. MEYER, D.L. NRC - No Detailed Affiliation Given. 8pp. 49144:050-49144:057. 


P. Operating license stage documents & correspondence 

8611050376 Forwards Amend 86 to License DPR-61 & safety evaluation. Amend clari- 
fies definition of containment integrity in Tech Spec 1.8.2.b to permit normally closed 
manual isolation Valves SI-V-863 A,B,C & D to be opened for surveillances. 
AKSTULEWICZ.F. Integrated Safety Assessment Project Directorate. 86/10/30. 
OPEKA,J.F. Connecticut Yankee Atomic Power Co. 4pp. 38484:138-38484:151. 

-8611050385 Amend 86 to License DPR-61, clarifying definition of containment integrity 
in Tech Spec 1.8.2.b to permit normally closed manual Isolation Valves SI-V-863 
A.B.C & D to be opened for periodic surveillances. 

GRIMES, C.l. Integrated Safety Assessment Project Directorate. 86/10/30. 4pp. 
38484:142-38484:145. 


-8611050392 Safety evaluation supporting Amend 86 to License DPR-61. 

* Office of Nuclear Reactor Regulation, Director (851125-870411). 86/10/30. 6pp. 
38484:146-38484:151. 

8902240074 Forwards Topical Rept NUSCO-165, “Large Break LOCA Fuel Rod Re- 
sponse (NUFRAP-T6) & Core Oxidation Evaluation Models (NUCOM).” Final rept pro- 
viding plant-specific large break LOCA analysis remains scheduled for submittal in Jul 
1989. 

MROCZKA.E.J., SEARS, C.F. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. 
Northeast Utilities. 89/02/17. Document Control Branch (Document Control Desk). 
2pp. 48576:063-48576:243. 

-8902240075 "Large Break LOCA Fuel Rod Response (NUFRAP-T6) & Core Oxidation 
Evaluation Models (NUCOM)." 

* Northeast Utilities Service Co. (subs, of Northeast Utilities). NUSCO 1 65. 89/02/28. 
180pp. 48576:065-48576:243. 

8903020010 Notification of 890228 meeting w/utii in Rockville.MD to discuss status of 
new switchgear bldg & proposed testing. 

WANG, A. Project Directorate 1-4. 89/02/21. STOLZ.J.F. Project Directorate 1-4. 3pp. 
48669:140-48669:142. 

8903130122 Notification of Significant Licensee Meeting 89-038 on 890227 w/iicensee 
in King of Prussia, PA for mgt meeting to discuss preoperational/startup testing of new 
switchgear Mods to meet App R. 

MCCABE,E.C. Region 1, Ofc of the Director. 89/02/23. Region 1, Ofc of the Director. 
2pp. 48820:053-48820:054. 

8903100032 Application for amend to License DPR-61 .revising Tech Specs re core exit 
thremocouples,main stack wide-range noble gas monitor, reactor vessel water level & 
RCS subcooling margin monitor.per Generic Ltr 83-37. 

MROCZKA,E.J., SEARS, C.F. Connecticut Yankee Atomic Power Co. MROCZKA,E.J. 
Northeast Utilities, 89/03/01. Document Control Branch (Document Control Desk). 
3pp. 48810:117-48810:129. 

-8903100035 Proposed Tech Specs, revising info on core exit thermocouples, main stack 
wide-range noble gas monitor, reactor vessel water level & RCS subcooling margin 
monitor, per Generic Ltr 83-37. 

* Connecticut Yankee Atomic Power Co. 89/03/01. 10pp. 48810:120-48810:129. 
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8903080205 Forwards update on ISAP topic reviews discussed in util 871113 
Itr.doscription of new topics being added to ISAP. updated integrated implementation 
schedule & summary table of ISAP ARM scores & installation man-rem for each 
project. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/03/02. Document Control Branch (Document Control Desk) 80pp 
48742:001-48742:080. 

8903090445 Forwards request for addl info re conformance w/ATWS for auxiliary feed- 
water sys.Block diagrams showing components of auxiliary feedwater actuation circuit 
should be provided. 

WANG.A.B. Project Directorate 1-2. 89/03/02. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 3pp. 48801:128-48801:130. 

8903150269 Application for amend to License DPR -61, revising Tech Spec 3/4.1, “Re- 
activity Control Sys." Comparison matrix to existing Toch Specs & Westinghouse STS 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/03/06. Document Control Branch (Document Control Desk). 3pp. 48876:209- 
48876:263. 

-8903150275 Proposed Tech Specs 3/4.1, “Reactivity Control Sys.” 

* Connecticut Yankee Atomic Power Co. 89/03/06. 52pp. 48876:212-48876:263. 

8903150111 Forwards Amend 112 to License DPR-61 & safety evaluation. Amend pro- 
vides one-time relaxation of containment integrity Tech Specs to allow sve water side 
of four containment air recirculation fan HXs to be cleaned at power. 

WANG.A.B. Project Directorate 1-4. 89/03/07. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 3pp. 48876:187-48876:204. 

-8903150122 Amend 112 to License DPR-61 .providing one-time relaxation of contain- 
ment integrity Tech Specs to allow sve water side of four containment air recirculation 
fan HXs to be cleaned while at power. 

STOLZ.J.F. Project Directorate 1-4. 89/03/07. 7pp. 48876:189-48876:195. 

-8903150124 Safety evaluation supporting Amend 1 12 to License DPR-61. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/07. 9pp. 
48876:196-48876:204. 

8903160349 Summary of 890214-17 meetings w/util & Foxboro Co re review of reactor 
protection svs upgrade implemented during 1987 outage. 

WANG.A.B Projcc' ! ;i r octcr«ilo 1-4. 89/03/08. Project Directorate 1-4. 5pp. 48892:333- 
48892:337. 

8903170433 Forwards info re radwastes at plants, including radwaste vol projections for 
Class A.B & C & mixed waste for 1990-1994, estimate of present radwaste storage 
capacity & estimate for expansion of storage capacity. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/03/08. LINSCOTT.S.K. Connecticut, State of. 
7pp. 48953:246-48953:252. 

8903270299 Application for amends to Licenses DPR-61 .DPR-21 .DPR-65 & NPF- 
49, changing Tech Specs re administrative controls & organizational charts, per Generic 
Ltr 88-06. 

MROCKZA.E.J. Connecticut Yankee Atomic Power Co. MROCKZA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). K'ROCKZA.EJ. Northeast Utilities. 89/ 
03/13. Document Control Branch (Document Control Desk). 4pp. 49055:159- 
49055:196. 

-8903270303 Proposed Tech Specs re administrative controls & organizational charts. 

* Connecticut Yankee Atomic Power Co. 89/03/13. 34pp. 49055:163-49055:196. 

8903230439 Forwards App A from Tl 2515/65 w/SER dates & where possible insp 
repts verifying items. 

WANG.A.B. Project Directorate 1-4. 89/03/16. BETTENHAUSEN.L. Assistant Director 
for Region I Reactors. 5pp. 49022:302-49022:306. 

8903160296 Generic Ltr 89-02 to all holders of OLs ft CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins ft correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Sve list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27, 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903090375 Requests extension of required analyses in response to NRC Bulletin 88- 
011, “Pressurizer Surge Line Thermal Stratification." Required insp at facility expected 
to be performed during scheduled 890909 refueling outage. 

MROCZKA.E.J., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities, 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 8pp. 48783:069-48783:076. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Sve list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 


8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Sve list end. 
CUNNINGHAM, RE Division of industrial & Medical Nuclear Safety (Post 870729). 
89/03/06 Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment.” Sve list oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Sve list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903200243 Forwards Insp Rept 50-213/89-01 on 8901 04-0221 .No violations 
noted. Mislabeling of nine emergency diesel generator 2B HX components should be 
assessed & corrective actions should be submitted within 60 days. 
BETTENHAUSEN.L. Region 1, Ofc of the Director. 89/03/10. MROCZKA,E.J. Con- 
necticut Yankee Atomic Power Co. 2pp. 48959:064-48959:077. 

-89032001 Insp Rept 50-213/89-01 on 8901 04-0221. No violations noted. Major 
areas inspected:plant operations, radiation protection, fire 

protection, security, maint, surveillance testing, noble gas source investigation & reactor 
containment temp. 

MCCABE, E.C. Region 1, Ofc of the Director. 89/03/10. 11pp. 48959:066-48959:077. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903210421 Responds to NRC Bulletin 88-010, “Nonconforming Molded Case Circuit 
Breakers." List of in-stock items w/model numbers & mfg names end. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/03/16. Document Control Branch (Document Control Desk). 14pp. 
48977:163-48977:176. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports ft related correspondence 

8903030387 “Haddam Neck Plant & Millstone Station Units 1,2 & 3, Annual Rept for 
1988." W/890221 ltr. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 88/ 
12/31. 529pp. 48667:281-48669:090. 

8903140614 Forwards "Haddam Neck Plant Semiannual Radioactive Effluents Release 
Rept Jul-Dec 1988." Annual radioactive effluents dose rept to be submitted in Mar 
1 989 to include assessment of radiation doses due to stated effluents during CY88. 
MROCZKA.E.J., SEARS, C.F. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. 
Northeast Utilities. 89/02/28. Document Control Branch (Document Control Desk), ip. 
48784:055-48784:068. 

-8903090124 “Haddam Neck Plant Semiannual Radioactive Effluents Release Rept,Jul- 
Doc 1 988 ,f 

* Connecticut Yankee Atomic Power Co. 88/12/31. 12pp. 48784:056-48784:068. 

8903220304 Monthly operating rept for Feb 1989 for Haddam Neck. W/890315 ltr. 
WALL.K.C., MILLER, D.B. Connecticut Yankee Atomic Power Co. 89/02/28. 10pp. 
48993:279-48993:288. 


S. Reportable occurrences, UERs ft related correspondence 

8903020515 PNO-l-89-013:on 890224, licensee identified unmonitored release path from 
uncontrolled spent fuel bldg drain through switchyard drain sys.Caused by radwaste 

water being erroneously discharged into floor drain.Draln plugged. 

SHEDLOSKY.T., MCCABE,E. Region 1, Ofc of the Director. 89/02/24. Ip. 48673:015- 
48673:015. 


V. Operator Examinations 

8903200320 Notification of 890309 Significant Licensee Meeting 89-041 in Region I ofc 
to discuss requalification exams. . _ , ^ 

MCCABE, E.C. Region 1, Ofc of the Director. 89/03/02. Region 1, Ofc of the Director. 
2pp. 48971:084-48971:085. 


8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Sve list end. _ 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 


03220159 Generic Ltr 89-03 to all power reactor licensees ft applicants for OL re op- 
erator licensing natl exam schedule. Sve list encl. „ r . . . 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8903020530 Discusses Safety Insp 50-219/88-33 on 881030-1203 & forwards partially 
withheld notice of violation (ref 10CFR73.21). Concern re failure to identify existence 
of degraded barrier in area subj to routine tours by security personnel noted. 
KANE.W.F. Region 1, Ofc of the Director. 89/02/22. FITZPATRICK.E. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 48674:354-48674:358. 

-8903020532 Partially withheld notice of violation from insp on 881030-1203 (ref 
10CFR73.21). 

KANE.W.F. Region 1. Ofc of the Director. 89/02/22. 2pp. 48674:357-48674:358. 

8903060106 Forwards Safety Insp Rept 50-219/88-38 on 881204-8901 14. No violations 
noted.Discusses concerns re timely & adequate disposition of preliminary safety con- 
cerns. 

BETTENHAUSEN.L Region 1. Ofc of the Director. 89/02/23. FITZPATRICK, E. Gen- 
eral Public Utilities Corp. - GPU Service Corp. 2pp. 48739:266-48739:294. 

-8903060109 Insp Rept 50-219/88-38 on 881204-8901 14.No violations noted. Unre- 
solved items observed.Major areas inspected:maint & surveillance activities, radiation 
control & physical security deluding security events re unauthorized entry. 

COWGILL.C. Region 1. 0:c of : res Erector. 89/02/21. 27pp. 48739:268-48739:294. 

8903170429 Forwards Safety Insp Rept 50-219/89-03 on 890117-20.No violations 
noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/08. FITZPATRICK.E. General 
Public Utilities Corp. - GPU Service Corp. 2pp. 48900:338-48900:350. 

-8903170431 Safety Insp Rept 50-219/89-03 on 890117-20.No violations, deviations or 
unresolved items noted.Major areas inspected: licensee emergency preparedness pro- 

AMATO.C.G.. LAZARUS, W.J. Region 1. Ofc of the Director. 89/03/03. 11pp. 
48900:340-48900:350. 

8903210310 Revised emerconcv plan implementing proccrfurer 'rtr'udirg Rev 3 to 9473- 
IMP- 1300.27.Rev 6 to ?'-i7;l-!MP- ’^'JCv'-'J.Rov ft :o 3473-!.VP-‘3C0.':cS & Rev 4 to 
9573-IMP-1 300.07. W/8903 1 0 Itr. 

BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 89/03/10. 100pp. 
49002:149-49002:236. 


J. Insurance & indemnity information 

8903080514 Forwards Endorsements 130 & 131 to NELIA Policy NF-164, Endorse- 
ments 107 & 108 to MAELU Policy MF-44,Endorsements 94 & 95 to NELIA Policy NF- 
107, Endorsements 110 & 111 to NELIA Policy NF-220 & Endorsements 97 & 98 to 
MAELU Policy MF-73. 

FARRELL.E. Marsh & McLennan, inc. 89/01/18. D1NITZ.I. Office of Nuclear Reactor 
Regulation. Director (Post 87041 1). 23pp. 48743:197-48743:220. 


P. Operating license stage documents & correspondence 

8903010013 Summary of 890213 meeting w/util & State of NJ re air sys relating to 
MSIVs & reactor blag to torus vacuum breakers. Util should document overall method- 
ology used for MSIV leakage problems prior to startup. Viewaraphs end. 
DROMERICK.A.W. Project Directorate 1-4. 89/02/21. Project Directorate 1-4. 27pp. 
48637:200-48637:226. 

8903030151 Provides response to Generic Ltr 88-1 4, including actions taken & plans for 
addl actions to be taken during Cycle 13 -ofiieLrc outage. Advises that air operated 
valve failure positions correct for ass-nng required safe:^ iuncaors. 

FITZPATRSGK.E. General Public Unlr.ics Corn - GP'J Service Dcrp. 89/02/21. Docu- 
ment Control Branch (Document Control Desk). 6pp. 48716:013-48716:018. 

8903070205 Notification of 890307 meeting w/BWR Owners Group in Rockville, MD to 
discuss items of current interest. Agenda end. 

SHAO.LC. Division of Engineering & Systems Technology (Post 870411). 89/02/28. 
MIRAGLIA.F.J. Associate Director for Inspection & technical Assessment (Post 
87041 1 ). 8pp. 48763:023-48763:030. 

8903130313 Forwards safety evaluation concluding that second 10-yr inservice insp & 
testing interval may be extended 22 months until 911014 & that data obtained from 
weld exam in IGSCC program may be used in augmented inservice insp program. 
DROMERICKAW. Project Directorate 1-4. 89/03/06. FITZPATRICK.E. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 48821:304-48821:312. 

-8903130319 Safety evaluation supporting licensee request to extend second 10-yr in- 
service insp & testing interval until 911014. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/06. 6pp. 
48821:307-48821:312. 

8903160045 Forwards Rev 0 to Topical Rept 058, “Evaluation of Oyster Creek MSIV 
Leak Rate.” Anticipated MSIV leakage under DBA conditions does not represent 
safety concem,since leakage/offsite dose w/zero pressure below SEP dose. 
WILSON,R.F. General Public Utilities Corp. - GPU Sendee Corp. 89/03/10. Document 
Control Branch (Document Control Desk). 2pp. 48887:260-48887:290. 

-8903160052 Rev 0 to “Evaluation of Oyster Creek MSIV Leak Rate,” 

MOORE.J.P.. DEMPSEY, T.M., LANESE.LC. General Public Utilities Corp. - GPU Serv- 
ice Corp. 058 R00. 89/02/28. 29pp. 48887:262-48887:290. 

8903270001 Requests assistance in integrating Multi-Plant Action B-94, “Mark I Con- 
tainment Drywell Corrosion" w/current efforts re development of new requirements for 
inservice insp of steel containments. 

HOLAHAN.G.M. Division of Reactor Projects - III.IV.V & Special Projects (Post 
870411). 89/03/17. GILLESPIE.F.P. Program Management, Policy Development & 
Analysis Staff (Post 87041 1). 4pp. 49049:174-49049:177. 

8903160296 Generic Ltr 89-02 to ail holders of OLs & CPs tor nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8903020599 Responds to violations noted in Insp Rept 50-219/88-35. Corrective ac- 
tions:26 procedures reissued w/required approved signature & revs to two remaining 
procedures will be issued on approval. 

FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 89/02/09. Docu- 
ment Control Branch (Document Control Desk). 3pp. 48669:351-48669:353. 

8902230453 Summary of 890130 meeting w/utii in Rockville.MD to discuss SSOMI 
(SSOMI-design phase) Issue 2 re setpoints for process variables & actions to be 
taken before startup. List of attendees 8 agenda end 

DROMERICK.A.W. Project Directorate fiS'O?.- m C Project Directorate 1-4. 5pp. 
48579:007-48579:010. 

8902240076 Responds to NRC 890118 Itr re notice of violation & proposed imposition 
of civil penalty in amount of $50,000.Corrective acticnn rc omchasirinp to operators 
importance of adherence to approved procedures & -evs pm codecs !-ee paid. 
CLARK.P.R. General Public Utilities Corp. - GPU Service Corp. 89/02/14. Ofc of En- 
forcement (Post 870413). 7pp. 48583:158-48583:164. 

8902230528 Forwards Safety Insp Rept 50-219/89-02 on 890117-20 & notice of viola- 
tion. 

DURR.J.P. Region 1, Ofc of the Director. 89/02/15. FITZPATRICK.E. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 48555:122-48555:129. 

-8902230534 Notice of violation from insp on 8901 1 7-20. Violation noted: on 
890 120, three splices in Limitorque valve V-1 4-30, used to extend power leads for ter- 
mination to terminal blocks, did not conform to sclico -“.crfigu-atioi specs. 

* Region 1, Ofc of the Director. 89/02/15. Ip. *85*5: 

-8902230542 Insp Rept 50-219/89-02 on 8901 1 7-20. Violations noted.Major areas 
inspected.-licensee activity re Info Notice 86-053 (Raychem splices). 

PAOLINO.R.J., ANDERSON.C.J. Region 1, Ofc of the Director. 89/02/03. 5pp. 
48555:125-48555:129. 

8902240021 Advises that util 890120,23 & 31 Itrs re IGSCC insp & repairs performed 
during 12R refueling outage meet Generic Ltr 88-01 requirements.Safety evaluation 
will be sent under separate conver. 

DROMER ICK, A. W. Project Directorate 1-4. 89/02/16. FITZPATRICK.E. General Public 
Utilities Corp. - GPU Service Corp. 4pp. 48576:265-48576:268. 

8902240052 Forwards SSOMI Rept 50-219/88-202 on 881017-21 & 1031-1104. Con- 
cerns raised re control room HVAC & fully loaded condition of emergency diesel gen- 
erator buses.Response requested within 60 days. 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/02/17. 
FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 5pp. 48580:212- 
48580:271. 

-8902240058 SSOMI Rept 50-219/88-202 on 881017-20 & 1031-1 104. Major areas 
inspected:detaiied design & engineering required to support mods implemented during 
outage. Weakness noted re design input for riVAC sys ruat ’cads. 

GUT-.FH ",S . MERO.r.V., HAUGHNEY.C.J. Special lnspito:>cn Branch. 89/02/01. 
55pp. 48580:217-48580:271. 

8902280473 Responds to NRC 890119 Itr re violations noted in Insp Rept 50-219/88- 
33.Corrective actions:uncontrolled items stored in locations other than warehouse 
located, identified & evaluated & matl control program will be developed. 
FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 89/02/21. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48625:147-48625:148. 

8903020530 Discusses Safety Insp 50-219/88-33 on 881030-1203 & forwards partially 
withheld notice of violation (ref 10CFR73.21). Concern re failure to identify existence 
of degraded barrier in area subj to routine tours by security personnel noted. 

KANE.W.F. Region 1, Ofc of the Director. 89/02/22. FITZPATRICK,E. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 48674:354-48674:358. 

-8903020532 Partially withheld notice of violation from insp on 881030-1203 (ref 
10CFR73.21). 

KANE.W.F. Region 1 . Ofc of the Director. 89/02/22. 2pp. 48674:357-48674:358. 

8903060106 Forwards Safety Insp Rept 50-219/88-38 on 881204-8901 14.No violations 
noted.Discusses concerns re timely & adequate disposition of preliminary safety con- 
cerns. 

BETTENHAUSEN.L Region 1, Ofc of the Director. 89/02/23. FITZPATRICK,E. Gen- 
eral Public Utilities Corp. - GPU Service Corp. 2pp. 48739:266-48739:294. 

-8903060109 Insp Rept 50-219/88-38 on 881 204-8901 14.No violations noted. Unre- 
solved items observed. Major areas inspected:maint & surveillance activities,radiation 
control & physical security, including security events re unauthorized entry. 

COWGILL.C. Region 1, Ofc of the Director. 89/02/21. 27pp. 48739:268-48739:294. 

8903130136 Notification of Significant Meeting B9-039 on 880314 w/licensee in King of 
Prussia.PA for SALP Board meeting. 

COWGILLCJ. Region 1, Ofc of the Director. 89/02/23. Region 1, Ofc of the Director. 
2pp. 48819:358-48819:359. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080212 Ack receipt of 890214 Itr & payment of dvil penalty in amount of 
S50.000.per NRC 8901 18 Itr. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/02/28. CLARK, P.R. General 
Public Utilities Corp, - GPU Service Corp. Ip. 48768:167-48768:167. 
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8903130356 Responds to NRC Bulletin 88-004, "Potential Safety-Related Pump Loss." 
Pump suppliers verified adequacy o* exst'^c f "i rt flow -ates for safety- related pumps 
at facility. Verification of shutdown :: c /\: ;:..irps -i?: pursued. 

FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 89/02/28. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48829:335-48829:336. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:0Q1 -48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclei' Snfct\ fPo?.! n 7 r~29). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. * i 'C ^ 2-1? >.3/CC Vo 

8903130313 Forwards safety evaluation concluding that second 10-yr inservice insp & 
testing interval may be extended 22 months until 911014 & that data obtained from 
weld exam in IGSCC p'ogr.rr mav be used I- ajc.mr.r/od insc-vice i-sp program. 
DROMERICK,A.W. ■’rc/.c: D M oc:c'ai»: 1-4. 3:W-3 >3 H"ZF*"PICK > r General Public 
Utilities Corp. - GPU Service Corp. 3pp. 48821:304-48821:312. 

-8903130319 Safety eva'uatior supreme 'icensee request to extend second 10-yr in- 
service insp & testing niervnl jr.h: Si i3V- 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/06. 6pp. 
48821:307-48821:312. 

8903200330 Rev 1 to notification of SALP Meeting 89-039 on 890314 w/ util in King of 
Prussia, PA. 

COWGILL.C.J Rog ! cr 1 Ofc of the Director. 89/03/06. Region 1, Ofc of the Director. 
2pp. 4897- :G96-c 89 / 1 C3 7 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
togritv Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREFVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903170429 Forwards Safety Insp Rept 50-219/89-03 on 890117-20.No violations 
noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/08. FITZPATRICK.E. General 
Public Utilities Corp. - GPU Service Corp. 2pp. 48900:338-48900:350. 

-8903170431 Safety Insp Rept 50-219/89-03 on 8901 17-20. No violations, deviations or 
unresolved items noted.Major areas inspected: licensee emergency preparedness pro- 
gram. 

AMATO, C.G., LAZARUS, W.J. Region 1, Ofc of the Director. 89/03/03. 11pp. 
48900:340-48900:350. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903210304 Discusses Insp Repts 50-219/88-23 & 50-219/88-80 on 880731-0910 & 
1013-18 & forwards notice of violation. Violation re valve mispositioning is repeat oc- 
currence contributing to listed events. 

KANE.W.F. Region 1, Ofc of the Director. 89/03/14. FITZPATRICK.E. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 48982:271-48982:274. 

-8903210308 Notice of violation from insp on 880731 -10 18. Violations noted:operators 
misread Step 7.72 of procedure re MSIV leak rate test & mispositioned isolation con- 
denser vent line isolation valve leaving valve in closed position. 

* Region 1, Ofc of the Director. 89/03/14. Ip. 48982:274-48982:274. 

8903220287 Forwards response to NRC Bulletin 88-007,Suppi 1, "Power Oscillations in 
BWRs." 

FITZPATRICK, E. General Public Utilities Corp. - GPU Service Corp. 89/03/14. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49020:150-49020:152. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903230238 Provides addl info re discrepancy noted in opening times of core spray sys 
during safety sys outage mod insp.Current App K analysis takes credit for core spray 
injection valve opening time of 20 s as indicated in updated FSAR. 

FITZPATRICK, E. General Public Utilities Corp. - GPU Service Corp. 89/03/15. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49029:307-49029:308. 

8903270233 Responds to NRC Info Notice 88-082, "Torus Shells W/ Corrosion 8 De- 
graded Coatings in BWR Containments." Summary of relevant projects for various 
utils successfully employing underwater alternative to draining vessel end. 
STUART.C.O. S.G. Pinney Co. 89/03/15. ROSSI.C.E. Division of Operational Events 
Assessment (Post 870411). 9pp. 49056:023-49056:031. 

8903280101 Forwards SSOMI Rept 50-219/86-203 on 881 128-1 21 6, Weaknesses identi- 
fied involving implementation of existing programs & procedures. Number of equipment 
operability concerns remained to be resolveaUtil 890112 response adequate. 
LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/03/16. 
FITZPATRICK, E. General Public Utilities Corp. - GPU Service Corp. 6pp. 49074:292- 
49074:331. 


-8903280115 SSOMI Rept 50-219/88-203 on 881 128-1 21 6.Major areas 

inspected:adequacy of licensee mgt & control of mods performed during major plant 
outage A tc iriertifv strengths & weaknesses in licensee mod programs. 

VAN ). . KONKLlN,J E , HAUGHNEY,C.J. Division of Reactor Inspection & 

Safeguards (Post 870411). 89/03/13. 34pp. 49074:298-49074:331. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903090383 "Oyster Creek Nuclear Generating Station 1988-2 Semiannual Effluent Re- 
lease Rept." W/890301 !tr. 

FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 88/12/31. 39pp. 
48799:146-48799:183. 

8903080111 Monthly operating rept for Jan 1989 for Oyster Creek Nuclear Generating 
Station.W/890215 Itr. 

SEDAR.J.H., BARAN.R., FITZPATRICK.E. General Public Utilities Corp. - GPU Service 
Corp. 89/01/31. 8pp. 48768:266-48768:273. 

8903230086 Monthly operating rept for Feb 1989 for Oyster Creek Nuclear Generating 
Station.W/890314 Itr. 

SEDAR.J.H., BARAN.R., FITZPATRICK.E. General Public Utilities Corp. - GPU Service 
Corp. 89/02/28. 7pp. 49029:133-49029:139. 


S. Reportable occurrences, LERs & related correspondence 

8902230464 LER 89-001 -00:on 8901 11, testing plan to address concerns noted in Ge- 
neric Ltr 88-14 re instrument air supply problems could not be completed due to ex- 
cessive air leakage from control air piping connections.Piping replaced.W/890210 Itr. 
GAYLEY.R.B,, FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 89/ 
02/10. 4pp. 48568:168-48568:171. 

8903030163 LER 89-002-00:on 890114 & 15, possible fuel pool gate (FPG) movement 
over irradiated fuel occurred.Caused by failure of personnel to monitor gate 
movement.Spent fuel relocated to provide addl clearance for gate path.W/890220 Itr. 
HAWLEY, A.L., FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 89/ 
02/20. 6pp. 48694:297-48694:302. 

8903230320 LER 89-003-00:on 89021 3, inadvertently reactor isolation signal 

initiated.Caused by failed fuse in reactor protection sys Channel 2.Fai!ure attributed to 
human engineering design de^eency.lsolaticr signal resetW/890314 Itr. 
CERVENKA.P., 3 TZPATR.CK.E. Genera! l, -c:l c Utilities Corp. - GPU Service Corp. 
89/03/14. 5pp. 49037:145-49037:149. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8903140236 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS, M. Impell Corp. 2pp. 48875:082-48875:1 12. 

-8810130013 Informs of headquarters participation in listed exercises w/ regions for 
1 988-1 989 

SPESSARD.R.L. Division of Operational Assessment (Post 870413). 88/09/23. 
ALLAN, J.M. Region 1, Ofc of the Director. ERNEST, M.L. Region 2, Ofc of the Direc- 
tor. PAPERIELLO.C.J. Region 3, Ofc of the Director. 2pp. 48875:084-48875:085. 

-8903140269 Informs of planned regional participation in emergency exerdses for 
FY89.Tentative schedule of activities listed. 

RUSSELL, W.T. Region 1, Ofc of the Director. 88/11/04. Region 1, Ofc of the Direc- 
tor. 22pp. 48875:086-48875:107. 


J. Insurance & Indemnity information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR,D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 87041 1). 125pp. 48585:055-48585:179. 


P. Operating license stage documents & correspondence 

8903010239 Forwards notice of consideration of issuance of amend to License DPR- 
63.Amend revises Tech Specs re core spray. 

SLOSSON.M.M. Project Directorate 1-1. 89/02/15. BURKHARDT,L. Niagara Mohawk 
Power Corp. 2pp. 48650:325-48650:334. 

-8903010244 Notice of consideration of issuance of amend to License DPR-63 & pro- 
posed NSHC determination & opportunity for hearing.Amend deletes applicable Tech 
Spec sections to allow operation w/one core spray sys inoperable. 

SLOSSON.M.M. Project Directorate 1-1. 89/02/16. 8pp. 
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8902240303 Notification of 890222 meeting w/util in Rockville.MD to discuss licensing 
issues status. 

NEIGHBORS.JD Profer! Directorate 1-1. 89/02/17. MURLEY.T., SNIEZEK.J. NRC - 
No Dr: !;ii f-u #Vt !'nt : c r Gr.vn MIRAGLIA.F. Associate Director for Inspection & Techni- 
cal Assessment (Post 870411). 4pp. 48571:133-48571:136. 

8902280049 Informs that submittal of response to Generic Ur 88-14, “Instrument Air 
Supply Sys Prcbl:rs AfV>:*:nq S i‘C:t/- p, :- , ":cd Equipment" delayed until 890310. 
TERRY, C.D. N &z Vc-.* w*. Po»i. ; C.rp ■- )/02/17. Office of Nuclear Reactor Reg- 
ulation, Director (-’os; 87.M : ij :p ■;j:i-48636:153. 

8903020482 Forwards Rev 4 to NMPC-QATR-1, “QA Program Topical Rept for Nine 
Mile Point Nuclear Station Operations." Revs include corporate reporting & responsi- 
ble changes as well as descriptions for orgarvra'rors net swic::s'v identified. 
PALMER.D.R Niagara Mohawk Power C.rp 89-C? 22 Dec.. men: Control Branch 
(Document Control Desk). 4pp. 48674:001-48674:086. 

•>8903020488 "QA Program Topical Rept for Nine Mile Point Nuclear Station Oper- 
ations." 

PALMER.D.R. Niagara Mohawk Power Corp. 88/12/31. 82pp. 48674:005-48674:086. 

8903090279 Forwards Rev 0 to integrated restart schedule for unit. 

BURKHARDT.L. Niagara Mohawk Power Corp. 89/02/23. RUSSELL.W.T. Region 1. 
Ofc of the Director. 20pp. 48780:01 8-48780:037. 

8903100526 Informs that util intends to present engineering program integration plan 
between now & June 1989, per 881017 response to addl Commission questions on 
Generic Ltr 83-28. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/03/01. Document Control Branch 
(Document Control Desk). Ip. 48828:027-48828:027. 

8903150169 Forwards responses to NRC questions re licensee restart action plan & nu- 
clear improvement 2rog'3.”..neplaceTr.-t paces for action plan end. 

DONLCN.W... Niagara Mohawk =»cwa' C::fp. 89/03/02. Document Control Branch 
(Document Control Desk). 65pp. 48873:167-48873:331. 

-8903150178 Rev 1 to “Restart Action Plan." 

PERRY.J.A. Niagara Mohawk Power Corp. 89/03/02. 100pp. 48873:232-48873:331. 

8903170334 Notice of Significant Ucensee Meeting 89-044 on 890313 in King of 
Prussia,PA to discuss util response to NRC comments on Nine Mile Point Unit 1 re- 
start action plan. 

JOHNSON, J.R. Region 1, Ofc of the Director. 89/03/09. Region 1, Ofc of the Direc- 
tor. 2pp. 48950:302-48950:303. 

8903150004 Summary of 890222-23 meetings w/uti! & EG&G Idaho, Inc re issues result- 
ing from review of Unit 1 pump & valve inservice testing program.List of attendees 
end. 

MCCREE.V.C. Project Directorate 1-1. 89/03/10. Project Directorate 1-1. 22pp. 
48876:102-48876:124. 

8903210429 Submits results of investigation of worst case flashing condition in water 
level instrumentation piping, per Generic Ltr 84-23. During walkdown.several pipe sup- 
ports found in nonconformance w/o’org drawings 

TERRY.C.D. Niagara Mohawk Pc*e- Cot. 89/33/10. Document Control Branch 
(Document Control Desk). 2pp. 48984:232-48984:233. 

8903200013 Notification of 890315 meeting w/util in Rockville.MD to discuss licensing 
action status for plant 

SLOSSON.M.M. Project Directorate 1-1. 89/03/13. MURLEY.T., SNIEZEK.J., 
MIRAGLIA.F. NRC - No Detailed Affiliation Given. 4pp. 48964:079-48964:082. 

8903230408 Grants withdrawal of 870303 application for amend re fuel cladding integri- 
ty & protection instrumentation. 

SLOSSON.M.M. Project Directorate 1-1. 89/03/17. BURKHARDT.L. Niagara Mohawk 
Power Corp. 2pp. 49037:143-49037:144. 

8903230415 Forwards safety evaluation supporting licensee 831108, 841130 & 851231 
responses to Generic Ltr 83-28, Item 2.1 (Parts 1 & 2) re reactor trip sys components. 
SLOSSON.M.M. Project Directorate 1-1. 89/03/17. BURKHARDT.L. Niagara Mohawk 
Power Corp. 2pp. 49023:034-49023:039. 

-8903230419 SER supporting licensee 831108.841130 & 851231 responses to Generic 
Ltr 83-28,ltem 2.1 (Parts 1 & 2). 

* Project Directorate 1-1. 89/03/17. 4pp. 49023:036-49023:039. 

8903240019 Summary of 890307 meeting w/util to introduce J Endries & L Burkhardt & 
discuss Burkhardt plans for improving performance at facility.List of attendees end. 
SLOSSON.M.M. Project Directorate 1-1. 89/03/17. Project Directorate 1-1. 5pp. 
49040:001-49040:005. 

8903280240 Advises that submittal of final rept in response to Generic Ltr 88-14 de- 
layed until 890331 due tr- *:til not completing review. 

TtRRY,C.D. Niagara Mohawk Power Corp. 89/03/20. Document Control Branch 
(Document Control Desk). Ip. 49075:359-49075:359. 

8903160296 Generic Ltr 89-02 to ail holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903280112 Provides util plans for future exam & evaluation of four feedwater nozzles 
per NUREG-061 vindications conservatively evaluated as cracks not scratch 
marks.During 1993 refueling outage, sparger from nozzle A will be removed. 

TERRY, C.D. Niagara Mohawk Power Corp. 89/03/21. Document Control Branch 
(Document Control Desk). 37pp. 49063:196-49063:234. 

8903280311 Forwards addl info supporting application to use alternative to 
10CFR50.55a requirement$.W/two oversize drawings. 

TERRY, C.D. Niagara Mohawk Power Corp. 89/03/23. Document Control Branch 
(Document Control Desk). 2pp. 49064:011-49064:013. 


Q. Inspection reports, IE Bulletins & correspondence 

8903070064 Forwards Safety Insp Rept 50-220/89-01 on 890103-06. Violation 
noted. Violation being review for potential enforcement. 

MARTIN, T.T. Region 1, Ofc of the Director. 89/02/21. BURKHARDT.L. Niagara 
Mohawk Power Corp. 2pp. 48763:199-48763:221. 

-8903070066 Insp Rept 50-220/89-01 on 890 103-06. Violation noted.Major areas 
inspected:organization & staffing, QA, plant mods, technical training.mgt support & com- 
munications. 

WOODARD.C.H., MATHEW.R.K., ANDERSON.C.J. Region 1, Ofc of the Director. 89/ 
02/09. 20pp. 48763:202-48763:221 . 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 46572:043-48572:148. 

8903090071 Forwards addl relief requests for first 10-yr interval inservice insp 
program.Fuel loading currently scheduled for early May 1989.lnterim approval of relief 
requests requested by 890424. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/02/24. Document Control Branch 
(Document Control Desk). 22pp. 48801:005-48801:026. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903140487 Responds to NRC 890202 ltr re violations noted in Insp Rept 50-220/89- 
03.Corredive adions:all XR doors inspected for locking mechanisms & as of 
B90216 se ,f 'odrinc raechanism installed in door-141 & seven addl doors/gates. 
BwRKHAPDT.l . Magara Mohawk Power Corp. 89/03/06. Document Control Branch 
(Docurne-. Cor:rc. Des<). 4pp. 48848:325-48848:328. 

8903140648 Responds to NRC 890123 ltr re violations noted in Insp Rept 50-220/88- 
34.Conective actionsrall variables listed in Reg Guide 1.97, (Rev 2) as Category 1 & 2 
re-reviewed by util equipment qualification group. 

BURKHARDT.L Niagara Mohawk Power Corp. 89/03/06. Document Control Branch 
(Document Control Desk), 4pp. 48855:225-48855:228. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903210328 Forwards Insp Repts 50-220/89-02 & 50-410/89-01 on 8901 06-021 7. In- 
spectors noted unsatisfactory trend in control of sys status at Unit 2, specifically, acid 
drain line valves, tygon tubing & scram discharge vol air vents not aligned. 
WENZINGER.E.C. Region 1, Ofc of the Director. 89/03/10. BURKHARDT.L. Niagara 
Mohawk Power Corp. 2pp. 48981:092-48981:116. 

-8903210337 Insp Repts 50-220/89-02 & 50-410/89-01 on 890106-0217. Violation 
noted. Major areas inspected:outage work, licensee action on previously identified 
items, NRC bulletin & generic ltr reviews & Unit 1 core spray pipe wall spider cracking. 
JOHNSON, J.R. Region 1, Ofc of the Director. 89/03/09. 23pp. 48981:094-48981:116. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903220261 Advises that screenhouse not designated vital area,in response to Insp 
Repts 50-220/88-20 & 50-410/88-20. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/03/16. Document Control Branch 
(Document Control Desk). Ip. 49007:159-49007:159. 

8903160427 NRC info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, inc. 102pp. 48986:001-48986:103. 



DOCKETED ITEMS 25 


8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903140049 "Semiannual Radioactive Effluent Release Rept Jul-Dec 1988." W/890302 
Itr. 

WILLIS, J.L. Niagara Mohawk Power Corp. 88/12/31. 29pp. 48858:001-48858:029. 

8902270681 Monthly operating rept for Jan 1989 for Nine Mile Point Nuclear Station 
Unit 1.W/890213 Itr. 

DAHLBERG.K., WILLIS, J.L. Niagara Mohawk Power Corp. 89/01/31. 7pp. 48586:223- 
48586:229. 

8903240107 Monthly operating rept for Feb 1989 for Nine Mile Point Nuclear Station 
Unit 1.W/890314 Itr. 

DAHLBERG.K., WILLIS.J.L. Niagara Mohawk Power Corp. 89/02/28. 7pp. 49038:076- 
49038:082. 


S. Reportable occurrences, LERs & related correspondence 


8903100333 Forwards memo describing incident which occurred at reactor critical 
facility.Understands that incident does not require immediate notification to NRC. 
HARRIS, D.R Rensselaer Polytechnic Institute, Troy, NY. 89/02/17. KANE.W.F. 
Region 1 , Ofc of the Director. 3pp. 48808:275-48808:277. 


DOCKET 50-228 AEROTEST RADIOGRAPHY & RESEARCH REACTOR 


S. Reportable occurrences, LERs & related correspondence 


8902270156 Forwards addl info re 881216 incident.Caused by designers of TRIGA Mark 
I. Licensee intends to add cleanirn ft 'ubricat'nq rod actuating linkage & cleaning of 
housing above electrical portion o* r ::c switch to annual maint schedule. 

RUBY.L. Reed Co"' no r ‘M- c- 7 1 • i r. SCARANO.R.A. Region 5, Ofc of the 
Director. 2pp. ?*>'> 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


S. Reportable occurrences, LERs & related correspondence 


8902230381 Special rept:on 890129,3 h rated fire door D-121 was nonfunctional beyond 
Tech Spec time limit during refueling outage.Fire watch patrols established to remain 
in effect until required repairs completed. 

WILLIS.J.L. Niagara Mohawk Power Corp. 89/02/17. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48568:140-48568:141. 

8903020638 LER 88-005-01 :on 880219 & 20, both containment isolation valves of liquid 
poison sys failed local leak rain t dur'ng -c'ueling outage.Caused by dirt accumula- 
tor cn ‘.oflcr. soats 7a Vos lersinlicd A'. HiX.2 ? : Itr. 

WILL S.—L Boston Edison Co. 89/02/21. 4pp. 48669:183- 

48669:186. 


8903020529 Part 21 rept re failure- to crrr.ply w/reo i'romonts of 10CFR50.55a(g) re first 
10 yr interval inservice insp program L'olis one os Vs! identified in Jan 1988.Missed 
exams will be performed durinr. r c!uc. cutaqo. 

TERRY, C.D. Niagara Mohawk Ppvnr Co-p. "ihO? RUSSELL, W.T. Region 1, Ofc 

of the Director. 3pp. 48669:143-48669:145. 


8903240079 Special rept:on 890226, work on 3 h-rated penetration in turbine bldg wall 
not completed within Tech Spec time limit. Work completed & Penetration A-25 re- 
turned to operable on 890304. 

WILLIS, J.L. Niagara Mohawk Power Corp. 89/03/13. Document Control Branch (Doc- 
ument Control Desk). Ip. 49039:187-49039:187. 


8903240077 Special rept:on 890302, Unit 2 fire suppression sys placed into operation & 
cross tied w/Unit 1 sys before Unit 1 sys taken out of svc.Unit 1 fire pump declared 
operable. 

WILLIS, J.L. Niagara Mohawk Power Corp, 89/03/14. Document Control Branch (Doc- 
ument Control Desk). Ip. 49039:169-49039:169. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-223 UNIV. OF LOWELL RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8903140027 Rev 5 to EPIP EG- 10, "Offsite Personnel & Vehicle Contamination Monitor- 
ing at Relocation Ctrs for Nuclear Station Evacuees." 

GOLDEN, J.C. Commonwealth Edison Co. 89/01/31. 9pp. 48857:282-48857:290. 

8903080068 Responds to NRC 890103 Itr re violations noted in Insp Repts 50-237/88- 
10 ft 50-249/88-1 2.Procedure 3-3, "Control of Transient Combustible Areas & No 
Smoking Areas" revised by fire marshall & fire protection engineer. 

BLISS, H.E. Commonwealth Edison Co. 89/02/01. DAVIS, A.B. Region 3, Ofc of the Di- 
rector. 4pp. 48768:019-48768:022. 

8902230168 Rev 15 to procedure distribution item for DEOPs 200,200-1, 200-2,200-3 & 
200-4 flow chart. W/one oversize drawing. 

* Commonwealth Edison Co. 89/02/03. 2pp. 48587:001-48587:002. 

8903010241 Revised emergency plan implement:-:: pmeetiwap i-dudi-g Rev 11 to Pro- 
cedure ED-9A, "Calculation ... Radioiodine in Conln r mcr..' Rtf* * 1 :o Procedure ED- 
98, "Calculation ... to Atmosphere" & Rev 11 to Procedure ED-11, “Estimating...." 
FERGUSON, B., GOLDEN, J.C., Dl PONZJE,M.E. Commonwealth Edison Co. 89/02/14. 
78pp. 48647:085-48647:163. 

8903010211 Application for amends to Licenses DPR-19 & DPR-25,revising fire protec- 
tion license conditions & Tech Specs per improvement program Tech Spec action 
plan & Generic Ltrs 86-1 0 ft 88-1 2. 

SILADY,J.A. Commonwealth Edison Co. 89/02/22. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 48645:265-48645:362. 

-8903010267 Proposed Tech Specs re limiting conditions for operation for fire protec- 
tion sys. 

* Commonwealth Edison Co. 89/02/22. 100pp. 48645:268-48645:362. 

8902230472 Rev 2 to Emergency Plan Implementing Procedure DSSP 100-A2/B2, “Hot 
Shutdown Procedure Path A2/B2." 

* Commonwealth Edison Co. 89/02/28. 55pp. 48570:173-48570:227. 

8902230478 Rev 3 to Procedure DSSP 100-E, “Hot Shutdown Procedure - Path E." 

* Commonwealth Edison Co. 89/02/28. 17pp. 48579:014-48579:030. 

8902230484 Rev 6 to Emergency Plan Implementing Procedure EPIP 200-20, "Control 
Room Evacuation/Safe Shutdow" (Primary Responsibility - Operations Director)." 

* Commonwealth Edison Co. 8 3 '32/26 56pp. 48578:139-48578:196. 


Q. Inspection reports, IE Bulletins & correspondence 

8903200167 Forwards Exam Rept 50-223/88-06OL of exam administered on 881205. 
GALLO, R.M. Region 1, Ofc of the Director. 89/02/17. BERGHIAN.L.E. Lowell, Univ. 
of, Lowell, MA. 2pp. 48958:337-48958:358. 

-8903200175 Exam Rept 50-223/88-06OL on 881205.Exam results:one reactor opera- 
tor candidate successfully completed exam & granted license. 

YACHIMIAK,E., ESELGROTH.P.W. Region 1, Ofc of the Director. 89/02/15. 20pp. 
48958:339-48958:358. 


V. Operator Examinations 


8903090194 Forwards Rev 26 to security plan.Rev withheld. 

* Commonwealth Edison Co. 89/02/28. NRC - No Detailed Affiliation Given, Ip. 
48781:199-48781:199. 

8903280185 Revised EPIPs, including Rev 6 to ED-5,Rev 13 to ED-6, Rev 11 to ED- 
10, Rev 8a to ED-14 ft Rev 6 to ED-26. 

MALKEWICZ.A.J. Commonwealth Edison Co. 89/02/28. 125pp. 49076:113- 
49076:240. 

8903100208 Advises that util plans to install linear heat detection in & around affected 
cable trays & risers, per App R during next refueling outage currently scheduled to 
begin in Nov 1 989. 

SILADY.J.A. Commonwealth Edison Co. 89/03/01. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 48802:313-48802:319. 


8903200167 Forwards Exam Rept 50-223/88-06OL of exam administered on 881205. 
GALLO, R.M. Region 1, Ofc of the Director. 89/02/17. BERGHIAN.LE. Lowell, Univ. 
of, Lowell, MA. 2pp. 48958:337-48958:358. 


-8903200175 Exam Rept 50-223/88-06OL on 881205.Exam results:one reactor opera- 
tor candidate successfully completed exam ft granted license. 

YACHIMIAK.E., ESELGROTH.P.W. Region 1, Ofc of the Director. 89/02/15. 20pp. 
48958:339-48958:358. 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


P. Operating license stage documents ft correspondence 


-8903100215 Summary of 890202 meeting w/Prof Loss Control, util & NRC at plant site 
re resolution of findings during App R insp of out-of-svc safe shutdown equipment in 
high radiation areas. j ^ 

LAUNI.C.M. Sargent ft Lundy, Inc. 89/02/27. Sargent ft Lundy, Inc. 3pp. 48802:315- 
48802:319. 


8903160322 Advises that 890228 Rev 26 to plant security plan consistent w/provisions 
of 10CFR50.54(p) ft acceptable. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/02. BUSS, H.E. Commonwealth 
Edison Co. 3pp. 49019:298-49019:299. 


8903210069 Revised EPIPs, including Rev 11 to ED-9A ft Rev 8 to ED-14, “Estimating 
Thyroid Dose from Measurements of 1-131 in Milk." 

* Commonwealth Edison Co. 89/03/03. 13pp. 48980:246-48980:258. 


8903280195 Forwards agenda for 890418-19 research ft test reactor seminars in King 
of Prussia, PA per 890110 Itr.Updated agenda soon to follow.Map of local area also 

COLLINS, S.J. Region 1. Ofc of the Director. 89/03/22. BLOCK, R.C. Rensselaer Poly- 
technic Institute, Troy, NY. 6pp. 49075:090-49075:096. 


8903210269 Advises that Rev 5b to plant emergency plan consistent w/ provisions of 
10CFR50.54(q) ft acceptable. Approval of emergency action levels (EAL) does not pre- 
clude additions to upgraded EALs resulting from NRC review of decommissioning. 
GREGER.LR, Region 3, Ofc of the Director. 89/03/08. REED.C. Commonwealth 
Edison Co. 2pp. 48984:042-48984:043. 
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H. General correspondence 

8903080083 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & reduce experience level of senior operators. 

MATH IS, S. Affiliation Not Assigned. 89/02/22. Docketing & Services Branch. Ip. 
48745:242-48745:242. 

8903080119 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. Both alternatives would 
reduce to ' , o!h i ng nurbcr cf reactor operators advancing to senior operator. 
STACY.D.J. Con::r sil:- Edison Co. 89/02/22. Docketing & Services Branch. Ip. 
48745:246-48745:246. 

8903080142 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & reduce experience level of senior operators. 

GULOS.J. Affiliation Net Assignca. 89/02/22. Docketing & Services Branch. Ip. 
48745:250-48745:250. 

8903080165 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternative provides no en- 
hancement of reactor safety & will reduce experience level of senior operators. 
MORROW, G. Affiliation Not Assigned. 89/02/22. Docketing & Services Branch. Ip. 
48745:255-48745:255. 

8903080432 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
r ec , ji r ements for senior reactor operators & supervisors at nuclear power plants. 

F ACCHINA.R.E. A''i!:ction Not Assigned. 89/02/22. Docketing & Sen/ices Branch. Ip. 
427'-4- -36-467/4.166. 

8903080479 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power piants.Both 
alternatives do not provide enhancement of reactor safety. 

KAPCHINSKE.M. Affiliation Not Assigned. 89/02/2 2. Docketing & Services Branch. 
Ip. 48745:142-48745:142. 

8903080494 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 

* Affiliation Not Assigned. 89/02/2 2. Docketing & Services Branch. Ip. 48744:154- 
48744:154. 

8903080030 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Proposed rule alternatives 
would reduce to nothing reactor operators advancing to senior operator. 

PUTYL.R. Affiliation Not Assigned. 89/02/27. Docketing & Sen/ices Branch. Ip. 
48745:221-48745:221. 

8903080038 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
CIUFFINI.L.A. Commonwealth Edison Co. 89/02/27. Docketing & Services Branch. 
Ip. 48745:235-48745:235. 

8903080096 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Both alternatives would even- 
tually reduce to nothing reactor ope-ators advarcirn to senior operator. 

MOHR.T. Affiliation Not Assigned. 89.02/F7. Dcc*ut.rig & Services Branch. 2pp. 
48745:243-48745:244. 

8903080160 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & reduce experience level of senior operators. 

CARLSON, D. Affiliation Not Assigned. 89/02/27. Docketing & Services Branch, ip. 
48745:254-48745:254. 

8903080172 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence requirements for senior reactor operators & supervisors.Alternative provides no 
enhancement of reactor safety & will reduce experience level of senior operators. 
HICK.J. Affiliation Not Assigned. 89/02/27. Docketing & Services Branch. Ip. 
48745:259-48745:259. 

8903080491 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 

? Iants.Proposed rules provide no enhancement of reactor safety. 

HEESFELD.T.L. Affiliation Not Assigned. 89/02/28. Docketing & Services Branch, 
ip. 48744:155-48744:155. 

8903080507 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Ruie 
will cause career stagnation & animosity among operators. 

GOODIN.R.C. Commonwealth Edison Co. 89/02/28. Docketing & Services Branch, 
ip. 48745:128-48745:128. 

8903080542 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & will reduce experience level of senior operators. 
PALANYK.T.S. Affiliation Not Assigned. 89/03/01. Docketing & Services Branch. Ip. 
48744:111-48744:111. 


J. Insurance 8c indemnity information 

8903150140 Informs of onsite property damage insurance in force at plants. 
RICHTER.M.H. Commonwealth Edison Co. 89/03/09. Document Control Branch (Doc- 
ument Control Desk). Ip. 48871:345-48871:345. 


P. Operating license stsge documents 6 correspondence 

8903010224 Forwards info & test repts,per 871120 request rc SEP Integrated P'ant 
Safety Assessment Rept Topic VII-1.A, Section 4.24.1, “'solanc- :>l Feac or Protect on 
Sys From Non-Class IE Equipment.” 

JOHNSON.I.M. Commonwealth Edison Co. 89/02/02. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 7pp. 48651:191-48653:102. 

-‘*8903010226 Safety evaluation accepting util SEP Integrated Plant Safety Assessment 
Rept Topic VII-1.A,Sectton 4.24. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/11/20. 2pp. 
48651:203-48651:204. 


-8903010227 "Max Credible Fault Testing, Moore Industries Signal Isolators for Dresden 
Station.” 

ROSE.D.J., STEPHENS, D.E., ECKERT, W.J. Nutherm International. Inc. CWE-321MFT. 

88/12/01. 109pp. 48651:205-48651:313. 

-8903010231 "Equipment Qualification Rept, Moore Industries Signal Isolators, for Dres- 
den Station." 

PARTAK.M., AKERMAN.S.G., GUNIN.I. Nutherm International, Inc. CWE-3212R. 88/ 

11/17. 497pp. 48651:314-48653:102. 

8902240141 Application for amends to Licenses DPR-19 & DPR-25, revising administra- 
tive controls Section 6.0,per Generic Ltr 88-06 to include removal of organizational 
figures. 

CHRZANOWSKi.R. Commonwealth Edison Co. 89/02/17. MULLER, D. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48580:026-48580:071. 

-8902240142 Proposed Tech Specs.changing administrative controls Section 6.0, per 
Generic Ltr 88-06, to include removal of organizational figures & position change from 
radiation chemistry technician to radiation protection technician. 

* Commonwealth Edison Co. 89/02/17. 44pp. 48580:028-48580:071. 

8902280351 Advises of withdrawal of 881005 proposed amend to Tech Spec adminis- 
trative controls Section 6.Request being withdrawn due to finalization of major reorga- 
nization. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/21. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48633:227-48633:228. 

8903010211 Application for amends to Licenses DPR-19 & DPR-25, revising fire protec- 
tion license conditions & Tech Specs per improvement program Tech Spec action 
plan & Generic Ltrs 86-10 & 88-12. 

SILADY.J.A. Commonwealth Edison Co. 89/02/22. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 48645:265-48645:362. 

-8903010267 Proposed Tech Specs re limiting conditions for operation for fire protec- 
tion sys. 

* Commonwealth Edison Co. 89/02/22. 100pp. 48645:268-48645:362. 

8903070072 Requests analysis of Allegation RIII-88-A-0147 described in Enel 1 re fit- 
ness for duty issue within 45 days of ltr receipt.Encl withheld (ref 10CFR2.790). 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/02/22. REED.C. Commonwealth 
Edison Co. 2pp. 48741:001-48741:002. 

8903100157 Forwards response to request for submittal re changes to facility HED cor- 
rective action implementation schedule, per 890213 & 15 telcons.Telcons detailed 
present status & scope of proposed schedule changes. 

SILADY.J.A. Commonwealth Edison Co. 89/C2/28. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 35pp. 48803:077-48803:111. 

8903100192 Submits addl info re proposed amend to 4 kV undervoltage settings.ECCS 
to run intermittently during normal plant operation if room temp exceeds setpoint. 

SILADY.J.A. Commonwealth Edison Co. 89/02/28. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 48804:099-48804:099. 

8903090204 Provides add! info on Generic Ltr 88-01 on IGSCC in BWR austenitic stain- 
loss stoe! pip ! ng -■?' NRC 881025 recuest. Enel insp history includes results from Fall 
1068 rutuel.n:j ci.'.age on wcld-b.-welc basis. 

RICH’ER.M i Go'-.morwea.’.h fd-sc-. Co. 89/03/01. Document Control Branch (Doc- 
ument Control Desk). 42pp. 48784:321-48784:362. 

8903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, ”QA Program for Nu- 
clear Generating Static -s,” inccrorraf-c Pages 1-38 & 1-44. 

RICHTER.M.H. Co-mcwea ih Ed-son Co. 89/03/01. Document Control Branch (Doc- 
ument Control Desk). Ip. 48808:252-48808:253. 

i 

-8903100138 Corrected Rev 54 to "QA Program for Nuclear Generating Stations,” in- 
corporating Pages 1-38 & 1-44. 

SHEWSKI.W.J. Commonwealth Edison Co. 89/01 /27. 10pp. 48808:254-48808:263. 

89032101 19 Provides update of NRC current position re acceptability of use of ASME 
Code Case N-411, "Alternate Damping Values for Seismic Analysis of Class 1,2 & 3 
Piping & Alternate Seismic Evaluation Criteria.” 

MULLER.DP Project Directorate 111-2. 89/03/01. BLISS, H.E. Commonwealth Edison 
Co. 6pp. 46957:: ’6 '-169=3: ■ 17 . 

8903240261 Confirms 890323 meeting in Glen Ellyn, IL to discuss util quality verification 
program.per 890210 ltr. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/03. REED.C. Commonwealth 

Edison Co. 3pp. 49039:043-49039:045. j 

8903160058 Ack receipt of 890127 submittal of Rev 54 to QA Topical Rept CE-1- j 

A.Program continues to satisfy requirements of 10CFR50,App B & acceptable. ! 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/07. REED.C. Commonwealth j 

Edison Co. 2pp. 48893:108-48893:109. i 

8903200289 Notice of consideration of issuance of amends to Licenses DPR-29.DPR- I 

30.DPR-19 & DPR-25 & proposed NSHC determination & opportunity for 
hearing.Amend revises Tech Spec Section 6.0, "Administrative Controls." 

SHEMANSKI.P.C., ROSS.T.M., SIEGEL, B.L. Project Directorate 111-2. 89/03/09. 11pp. 
48971:073-48971:083. j 

8903220514 Forwards Wyle Lab Test Rept 17019-01 re simulated 3 yr testing of Mobi- 
Jux EP-0.EP-1.EP-2 & Mobilegrease 28.Test program demonstrated that Mobil grease 
'samples performed required functions during aging. 

SILADY.J.A. Commonwealth Edison Co. 89/03/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 49005:108-49005:271. 

-8903220521 "Nuclear Environ Qualification Test Program on Mobil Greases for Limi- 
torque Actuators.” 

SMITH, D., JOHNSON ,F.R., HIGHT.G.W. Wyle Laboratories. 17019-1. 89/02/08. 

1 49pp. 49005: 1 1 1 -49005:259. 

-8903280241 Rev 0 to "Qualification of Mobil Oil Co Greases Mobilux EP-0,EP-1,EP-2 
& Mobiigrease 28.” 

* Sargent & Lundy, Inc, CQD-042827 R00. 89/02/20. 12pp. 49005:260-49005:271. 
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8903270035 Forwards supplemental info in form of revised pages clarifying flued head 
anchor reassessment program. Transmittal documents clarification provided during 
call in form of revised pages. 

SILADY.J.A. Commonwealth Edison Co. 89/03/15. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 8pp. 49056:300-49056:307. 

8903270004 Notification of 890320 meeting w/util in Rockville.MD to discuss util pro- 
posed 4 kV undervoltage trip setpoint. 

SIEGEL.B.L. Project Directorate 111-2. 89/03/17. MULLER.D.R. Project Directorate III- 
2. 3pp. 49055:320-49055:322. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001 -48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8903080068 Responds to NRC 890103 ltr re violations noted in Insp Repts 50-237/88- 
10 & 50-249/88-1 2.Procedure 3-3, "Control of Transient Combustible Areas & No 
Smoking Areas" revised by fire marshall & fire protection engineer. 

BLISS, H.E. Commonwealth Edison Co. 89/02/01. DAVIS, A.B. Region 3, Ofc of the Di- 
rector. 4pp. 48768:019-48768:022. 

8902280263 Provides supplemental info in response to NRC insp of flued head anchor 
assessment program.Confirms that shear & tension loads combined by shear-friction 
provisions of ACI-349 code & related App B. 

JOHNSON, I.M. Commonwealth Edison Co. 89/02/21 . MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1). 3pp. 48624:248-48624:250. 

8902280248 Forwards Insp Repts 50-237/89-03 & 50-249/89-03 on 890105-0203.No 
violations noted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/02/22. REED.C. Commonwealth 
Edison Co. 2pp. 48624:303-48624:318. 

—8902280250 Insp Repts 50-237/89-03 & 50-249/89-03 on 890105-0203.No violations 
notedMajor areas inspected:radiation protection program during outage 
including, external exposure control & personnel dosimetry & personnel contamination 
events. 

MILLER, D.E., SCHUMACHER, M. Region 3, Ofc of the Director. 89/02/21. 14pp. 
48624:305-48624:318. 


8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 


8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 


8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 


8903060056 Provides supplemental response to NRC Bulletin 88-004 re evaluation veri- 
fying current miniflow rates sufficient to ensure no pump damage from low flow 
operation.Pump vibration levels during min flow 2-3 times higher than full flow. 
RICHTER, M.H. Commonwealth Edison Co. 89/02/27. Document Control Branch (Doc- 
ument Control Desk). 5pp. 48735:243-48735:247. 

8903080196 Forwards Safety Insp Rept 50-237/89-06 on 890123,24,27 & 0214-16.No 
violations noted. 

COOPER, R.W. Region 3, Ofc of the Director. 89/02/28. REED.C. Commonwealth 
Edison Co. 2pp. 48743:236-48743:245. 


-8903080203 Insp Rept 50-237/88-06 on 890123,24,27 & 0214-1 6.No violations or de- 
viations notedMajor areas inspected: inservice insp activities, including review of pro- 
gram, procedures & observation of work & work activities. 

SCHAPKER.F., DANIELSON, D.H. Region 3, Ofc of the Director. 89/02/27. 8pp. 
48743:238-48743:245. 


8903090204 Provides addl info on Generic Ltr 88-01 on IGSCC in BWR austenitic stain- 
less steel piping.per NRC 881025 request. Enel insp history includes results from Fall 
1988 refueling outage on weld-by-weld basis. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/01, Document Control Branch (Doc- 
ument Control Desk). 42pp. 48784:321-48784:362. 

8903100208 Advises that util plans to install linear heat detection in & around affected 
cable trays & risers, per App R during next refueling outage currently scheduled to 
begin in Nov 1989. 

S 'i.ADY.j.a. Commonwealth Edison Co. 89/03/01. MURLEY.T.E. Office of Nuclear 
Reaclo' Regulation. Director (Post 870411). 2pp. 48802:313-48802:319. 

-8903100215 Summary of 890202 meeting w/Prof Loss Control.util & NRC at plant site 
re resolution of findings during App R insp of out-of-svc safe shutdown equipment in 
high radiation areas. 

LAUNI.C.M. Sargent & Lundy, Inc. 89/02/27, Sargent & Lundy, Inc. 3pp. 48802:315- 
48802:319. 


8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners," Svc list 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 


8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 

Electrical Connectors." Svc list end. . 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 


8903090458 Forwards response to NRC Bulletin 88-007, Suppl 1 re actions taken to 
ensure that safety limit for plant min critical power ratio not violated.Stability regions of 
proposed new fuel designs will be reevaluated for stable operation. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/03. Document Control Branch (Doc- 
ument Control Desk). 6pp. 48801:180-48801:185. 


8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety . ,£? ~st 87T*29). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. -:87X- 2::P '.ii'C'i 3 !f 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York. Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vuican Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Ei-onkcrs During Soismic Event." Svc list end. 

FOSS ..'if. D.vtfwn of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903270233 Responds to NRC Info Notice 88-082, “Torus Shells W/ Corrosion & De- 
graded Coatings in BWR Containments." Summary of relevant projects for various 
utils successfully employing underwater alternative to draining vessel end. 
STUART.C.O. S.G. Pinney Co. 89/03/15. ROSSI, C.E. Division of Operational Events 
Assessment (Post 870411). 9pp. 49056:023-49056:031. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8902280406 "Effluent & Waste Disposal Semiannual Rept Jul-Dec 1988." W/890206 ltr. 
EENIGENBURG.E. Commonwealth Edison Co. 88/12/31. 16pp. 48624:161- 

48624:176. 


8903090160 Forwards corrected radioactive effluent rept for Jan-June 1988.Final data 
for Sr-89,Sr-90,Fe-55, tritium & gross alpha included. 

EENIGENBURG.E. Commonwealth Edison Co. 89/02/13. Document Control Branch 
(Document Control Desk). Ip. 48785:043-48785:074. 


-8903090138 "Corrected Effluent & Waste Disposal Semiannual Rept for Jan-June 
1988." 


* Commonwealth Edison Co. 88/06/30. 15pp. 48785:044-48785:074. 


8903140450 Forwards occupational radiation exposure portions of plants operating repts 
for 1988, per Reg Guide 1.16. 

RESCEK.F. Commonwealth Edison Co. 89/02/22. DAVIS, A.B. Region 3, Ofc of the 
Director. Ip. 48853:218-48853:243. 

-8903140480 Forwards occupational radiation exposure rept for 1988, per Reg Guide 
1.16. 

EENIGENBURG.E. Commonwealth Edison Co. 89/02/06. DAVIS, A.B. Region 3, Ofc 
of the Director. Ip. 48853:228-48853:231. 


-8903140481 "Occupational Personnel Radiation Doses for 1988." 

* Commonwealth Edison Co. 88/12/31. 3pp. 48853:229-48853:231. 


8903220239 Monthly operating repts for Feb 1989 for Dresden Nuclear Power Station 
Units 2 & 3.W/890301 ltr. 

PARAMORE.G., EENIGENBURG.E. Commonwealth Edison Co. 89/02/28. 34pp. 
49048:076-49048:109. 


S. Reportable occurrences, LERs & related correspondence 


8902280008 LER 89-00 1-00:on 8901 21 .unanticipated reactor scram & Group II primary 
containment isolation occurred due to loss of reactor protection sys motor generator 
$ets,Caused by procedural deficiency.Procedure reviewed.W/890221 ltr. 

MOSLEY, R.L., EENIGENBURG.E. Commonwealth Edison Co. 89/02/21. 5pp. 
48626:253-48626:257. 


8903090384 LER 89-006-00:on 881 111, seven accumulator low pressure alarms annun- 
ciated after CRD pump trip & on 890 130, hydraulic control units E-11 & J-10 had no 
ball in charging water header ball check valve.W/890301 ltr. 

DALY.D.G., EENIGENBURG.E. Commonwealth Edison Co. 89/03/01. 12pp. 
48801:168-48801:179. 


8903080155 LER 89-003-00:on 890131 ,ATWS actuation due to procedural 
deficiency. Equalizing valves for level transmitters opened allowing ATWA sys to auto- 
matically reset.Procedure prepared for isolating similar level transmitters.W/890302 ltr. 
POLSON.K., EENIGENBURG.E. Commonwealth Edison Co. 89/03/02. 5pp. 
48767:182-48767:186. 

8903130676 LER 89-007-00:on 890203, pressure switches for electromagnetic relief 
valve found outside Tech Spec setpoint tolerance limits.Caused by faulty snap-action 
dual control limit switch.Switches recalibr.W/890306 ltr. 

WELCH, J„ EENIGENBURG.E. Commonwealth Edison Co. 89/03/06, 6pp. 48820:325- 
48820:330. 
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8903130683 LER 89-004-00:on 890204.uni;xpof:t«»d roaclor scram occurred during un- 
dervoltage test. Caused by induced signal picked up on IHM IN Work R< -quest H?00? 
qonerritod W '890306 “r 

MACROW.R . ."LN'CiE NBURG.E. Commonwealth fcdison Co 89/03/06. 4pp. 
48821:274-48821:277. 

8903150099 LER 89-005-00.on 890205, madvortant inieclion of E-CCS into reactor vessel 
due to leaking test valve occurred Caused tiy leak in test ruj inlet valve Injection 
stopped Now tost rig will be built w/labels to indicate positions W/890N07 Itr 
BRILEY.S., EENIGENBURG.E. Commonwealth Fdison Co Hi) ’03/07. 5pp 48871.288- 
48871:292. 

8903210021 LER 89-009-00:on 890209.Group V primary containment isolation 
occurred.isotating isolation condenser from reactor vessel Caused by spurious isola 
tion signal during valving operations Event reviewed w/personncl W/ 8903 10 Itr. 
MOY.M.E., EENIGENEURO.E. ; lomiwnw.-Alsn Lst.son Co. 89/03/10 4pp. 48982 189- 
48982:192. 

8903220078 LER 89-010-00:on 89021 1, unexpected Group V primary containment isola- 
tion occurred.isolating condenser from reactor vessel.Caused by inadequate labeling 
& lack of attention to detail.Personnel counseled W/890310 Itr 
MOY.M.E.. EENIGENBURG.E. Commonwealth Edison Co. 89/03/10. 5pp. 48993 321- 
48993:325. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to alt power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50*238 NUCLEAR SHIP SAVANNAH 


P. Operating license stage documents & correspondence 

8903240035 Application for amend to License NS- 1. revising Tech Specs 
WALDROP.C.G., DAVIS, J.J. South Carolina. State of. 89/02/27. ADAMS, A. NRC - No 
Detailed Affiliation Given. 4pp. 49038:292-49038:295. 


R. Periodic operating reports & related correspondence 

8903230057 Requests ack of receipt of annual survey rept for License NS-1. 
WALDROP.C.G. South Carolina. State of. 89/03/14. NRC - No Detailed Affiliation 
Given. 2pp. 49028:096-49028:129. 

—8903230062 Forwards “Annual Survey Rept NS Savannah." 

WALDROP.C.G. South Carolina, State of. 89/02/28. NRC - No Detailed Affiliation 
Given. 3pp. 49028:098-49028:129. 

-8903230066 “Annual Survey Rept,NS Savannah.TLD Monitoring Rept.Direct Radiation 
Survey.Contamination Survey Results & Envircr Sarrplo Ansly*:* Rept.880321 -22.” 

* South Carolina, State of. 88/03/2 2. 29pp. -:f)028 !=:■' \?\) 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8903020621 Clarifies & suppls 890106 response to violations noted in Insp Rept 50- 
244/88-22.Subsequent to 881005 & prior to initial response.manual valve 4318A 
locked in dosed position & added to locked valve program. 

MECREDY.R.C. Rochester Gas & Electric Corp. 89/02/17. RUSSELL.W.T. Region 1. 
Ofc of the Director. 15pp. 48690:008-48690:022. 

8903090301 Advises that 880912 Rev 23 to security plan consistent w / provisions of 
100r°50.S4(p) & acccctatlo 

BE_-.AVIV.ri R Hog on Ofc cl me Director. 89/02/27. MECREDY.R.C. Rochester 
Gas: * L k.-ctric Cc-p 3:p. 'OBPO 1 /0-48800:172, 

8903210303 Forwards Safety Insp Rept 50-244/89-01 on 8901 01 -0205. More mgt atten- 
tion needed in radiologically controlled areas. 

BETTENHAUSEN.L Region 1, Ofc of the Director. 89/03/06. MECREDY.R. Roches- 
ter Gas & Electric Corp. 2pp. 48994:135-48994:143. 

-8903210307 Insp Rept 50-244/89-01 on 890101-0205.Major areas inspected: plant 
operations.ESF sys walkdown.surveillance.maint, radiological 

control, security, technical/engineering support, safety assessment/quality verification & 
periodic repts. 

COWGILL.C.J. Region 1, Ofc of the Director. 89/03/01. 7pp. 48994:137-48994:143. 


H. General correspondence 

8903100274 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nudear power plants. Proposed rule may be detrimental to safety 
by discouraging potentially superior maint practices. 

MECREDY.R.C. Rochester Gas & Electric Corp. 89/03/01. CHILK.S.J. Office of the 
Secretary of the Commission. 2pp. 48806:324-48806:325. 


J. Insurance & indemnity information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J, Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 87041 1). 125pp. 48585:055-48585:179. 

8903090177 Advises that 890213 submittal of financial info for 1989 satisfies require- 
ments of 10CFR140, Section 140.21 which requires maint of approved guarantee of 
payment of deferred premiums for each operating reactor owned over 100 MWe. 
NASH.D.A. Policy Development & Technical Support Branch (Post 870411). 89/03/ 
01. BAIER.D.J. Rochester Gas & Electric Corp. Ip. 48801:222-48801:222. 


P. Operating license stage documents & correspondence 

8903130193 Discusses adiil requirements util placed on operability of turbine* driven 
auxiliary feedwater pump, per request. Operators provided w/addl guidance for compli- 
ance w/Tech Spec 3.4.2(c). 

MECREDY.R C Rochester Gas & Electric Corp. 89/02/07. RUSSELL.W.T. Region 1. 
Ofc of the Director. Ip. 48830:303-48830 303. 

8903010164 Forwards application for amend to License DPR-18, incorporating steam 
generator tube & sleeve repair criteria into Tech Specs.Criteria will be used during 
Spring 1989 enrem/ru insp. 

SMITH.R E ■■■■:■■► s»-- r i\y. & Electric Corp. 89/02/16. STAHLE.C. NRC - No Detailed 
Affiliation Given. Ip. 48645:232-48645:239. 

-8903010169 Application lor amend to License DPR-18,placing steam generator tube & 
sleeve repair criteria in Tech Specs. 

SMITH.R. E. Rochester Gas & Electric Corp. 89/02/16. 2pp. 48645:233-48645:234. 

-8903010172 Proposed Tech Specs re steam norr-nlc' & sleeve repair criteria. 

* Rochester Gas & Electric Corp. 89/02/16. '.pp .:m: *■. .'-Y>-48645:239. 

8903010216 Forwards revised proposed changes to Tech Specs re testing of 
snubbers, use cf structural supports instead of snubbers & excluding steam generator 
snubbers from functional testing. 

SMITH, R.E. Rochester Gas & Electric Corp. 89/02/16. STAHLE.C. Project Directorate 
1-1. 2pp. 48648:261-48648:277. 

-8903010221 Proposed Tech Sd^cp r e f im:tinc conditio" for operation for snubbers & 
inseivice insp of high energy p ::r.: cHr ■.-*r:i :!■ ■■. 1 

* Rochester Gas & Electric Cop h«r/3?« a ll? 'bpp --Hf: '-8:263-48648:277. 

8903080028 Forwards application for amend to License DPR- 1 8,modifying control rod 
insertion limits for Cycle 1 9. 

SMITH.R.E. Rochester Gas & Electric Corp. 89/02/24. STAHLE.C. NRC - No Detailed 
Affiliation Given. Ip. 48742:206-48742:231. 

—8903080032 Application lor amend to License DPR-18,authorizing mod of control rod 
insertion limits for certain portion of Cycle 19. 

SMITH.R.E. Rochester Gas & Electric Corp. 89/02/24. 2pp. 48742:207-48742:208. 

-8903080033 Proposed Tech Spec Figure 3.10-1, “Control Rod Insertion Limits vs Core 
Power.” 

* Rochester Gas & Electric Corp. 89/02/24. 4pp. 48742:209-48742:212. 

-8903080049 "Reload Safety Evaluation RE Ginna Nuclear Plant Cycle 19.” 

SKARITKA.J. Westinghouse Electric Corp. 89/02/28. 19pp. 48742:213-48742:231. 

8903150153 Extends invitation to attend peripheral sleeve demonstration project to be 
held on 890331 at plant.Detailed schedules & agenda to be provided shortly. 
MECREDY.R.C. Rochester Gas & Electric Corp. 89/03/02. Document Control Branch 
(Document Control Desk). STAHLE.C. NRC - No Detailed Affiliation Given. Ip. 
48860:308-48860:308. 

8903200413 Forwards proprietary WCAP-11802 & nonproprietary WCAP-11803, "RE 
Ginna Evaluation for Tube Vibration Induced Fatigue.” Evaluation identified 29 tubes 
susceptible to rupture. WCAP-11802 withheld (ref 10CFR2.790). 

MECREDY.R.C. Rochester Gas & Electric Corp. 89/03/03. RUSSELL.W.T. Region 1. 
Ofc of the Director. 3pp. 48953:280-48954:099. 

-8903200425 Requests that proprietary WCAP-11802, “RE Ginna Evaluation of Tube 
Vibration 'nriuceri Fatigue." be v/thheii from public disclosure (ref 10CFR2.790(b)(4)). 
WIESfcMANN,". A tVcstrchcus:: Floe trie Corp. 88/04/07. MURLEY.T. Office of Nu- 
clear Roii::!:>r R ogti:aiiOP .'3rac:cr 1 -ost 870411). 10pp. 48953:283-48953:292. 

-8903200427 Nonproprietary “RE Ginna Evaluation for Tube Vibration Induced Fa- 
tigue.” 

CONNORS.H.J., FRICK.T.M., HALL.J.M. Westinghouse Electric Corp. WCAP-11803. 
88/04/30. 170pp. 48953:293-48954:099. 

8903160297 Forwards Amend 32 to License DPR-18 & safety evaluation. Amend modi- 
fies Tech Specs to reflect appropriate titles for corporate positions having responsibil- 
ity for overall plant safety. 

STAHLE.C.R. Project Directorate 1-3. 89/03/08. MECREDY.R.C. Rochester Gas & 
Electric Corp. 4pp. 48887:324-48887:347. 

-8903160299 Amend 32 to License DPR-18,modifying Tech Specs to reflect appropri- 
ate titles for corporate positions having responsibility for overall plant safety & plant 
operating review committee. 

WESSMAN.R.H. Project Directorate 1-3. 89/03/08. 18pp. 48887:328-48887:345. 

-8903160302 Safety evaluation supporting Amend 32 to License DPR-18. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/03/08. 2pp. 
48887:346-48887:347. 

8903200282 Advises that 890104 response to Generic Ltr 88-17 on loss of DHR meets 
Itr intent re expeditious actions.Simplified quick closure of equipment hatch should be 
tested & verified to assure hatch meets closure criteria. 

STAHLE.C. Project Directorate 1-3. 89/03/13. MECREDY.R.C. Rochester Gas & Elec- 
tric Corp. 4pp. 48965:032-48965:035. 

8903240084 Forwards corrected Tech Spec Page 4.14-2 to util 890216 application for 
amend to License DPR-18 re visual insp acceptance criteria for snubbers. 
MECREDY.R.C. Rochester Gas & Electric Corp. 89/03/14. STAHLE.C. NRC - No De- 
tailed Affiliation Given. Ip. 49039:245-49039:246. 

-8903240086 Proposed Tech Spec Page 4. 14-2, correcting typo in visual insp criteria for 
snubbers. 

* Rochester Gas & Electric Corp. 89/03/14. Ip. 49039:246-49039:246. 

8903230432 Forwards SER accepting ATWS design. 

STAHLE.C. Project Directorate 1-3. 89/03/16. MECREDY.R.C. Rochester Gas & Elec- 
tric Corp. 2pp. 49022:225-49022:238. 

-8903230436 SER re compliance w/ATWS rule 10CFR50.62, “Requirements for Re- 
duction of Risk from ATWS Events for Light Water Cooled Nuclear Power Plants." 

* NRC - No Detailed Affiliation Given. 89/03/16. 12pp. 49022:227-49022:238. 
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8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York. Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902280552 Discusses 890110-11 demonstration for insp of reactor vessels.Computer- 
based ultrasonic testing sys & new focused transducers have capability for more real- 
istic & accurate flow dimensioning than beam spread correction used in past. 
STAHLE.C. Project Directorate 1-3. 89/02/14. MECREDY.R.C. Rochester Gas & Elec- 
tric Corp. 3pp. 48624:155-48624:159. 

-8902280553 Discusses 890110-11 meetings re nozzle sizing study.Most accurate 
sizing obtained by collecting data of edge diffracted waves from geometric extremities 
of flaw. 

GIESKE.J.H. Sandia National Laboratories. 89/01/13. HUM.M.R. Materials Engineer- 
ing Branch. 2pp. 48624: 1 58-48624: 1 59. 

8903010164 Forwards application for amend to License DPR-18, incorporating steam 
generator tube & sleeve repair criteria into Tech Specs.Criteria will be used during 
Spring 1989 steam generator insp. 

SMITH, R.E. Rochester Gas & Electric Corp. 89/02/16. STAHLE.C. NRC - No Detailed 
Affiliation Given. Ip. 48645:232-48645:239. 

8903010216 Forwards revised proposed changes to Tech Specs re testing of 
snubbers, use of structural supports instead of snubbers & excluding steam generator 
snubbers from functional testing. 

SMITH.R.E. Rochester Gas & Electric Corp. 89/02/16. STAHLE.C. Project Directorate 
1-1 . 2pp. 48648:261 -48648:277. 

-8903010221 Proposed Tech Specs re limiting condition for operation for snubbers & 
inservice insp of high energy piping outside containment. 

* Rochester Gas & Electric Corp. 89/02/16. 15pp. 48648:263-48648:277. 

8903020621 Clarifies & suppls 890106 response to violations noted in Insp Rept 50- 
244/88-22.Subsequent to 881005 & prior to initial response, manual valve 4318A 
locked in closed position & added to locked valve program. 

MFCREDY.R.C. Rochester Gas & Electric Corp. 89/02/17. RUSSELL, W.T. Region 1, 
Ole o' the DreciO' 15pp. 48690:008-48690:022. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 


8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton- Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Critically Safo-y." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Monica: \i.ck:a- Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 


8903150532 Discusses objectives of util program to confirm pressurizer surge line ther- 
mal stratification integrity, per NRC Bulletin 88-01 1 . 

MECREDY.R.C. Rochester Gas & Electric Corp. 89/03/06. STAHLE.C. NRC - No De- 
tailed Affiliation Given. 4pp. 48858:223-48858:226. 


8903210303 Forwards Safety Insp Rept 50-244/89-01 on 890101-0205.More mgt atten- 
tion needed in radiologically controlled areas. 

BETTENHAUSEN.L. Region 1, Ofc of the Director. 89/03/06. MECREDY.R. Roches- 
ter Gas & Electric Corp. 2pp. 48994:135-48994:143. 


-8903210307 Insp Rept 50-244/89-01 on 8901 01 -0205. Major areas inspected; plant 
operations, ESF sys walkdown.surveillance.maint, radiological 

control, security, technical/engineering support, safety assessment/ quality verification & 


COWGILL.C.J. Region 1, Ofc of the Director. 89/03/01. 7pp. 48994:137-48994:143. 


8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 


8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Rad waste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413), 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:1 14- 
48798:231. 


8903200025 Ack receipt of 890127 ltr informing NRC of steps taken to correct violations 
noted in Insp 50-244/88-24. 

DURR.J.P. Region 1, Ofc of the Director. 89/03/08. MECREDY.R.C. Rochester Gas & 
Electric Corp. 2pp. 48970:250-48970:255. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 


8903240084 Forwards corrected Tech Spec Page 4.14-2 to util 890216 application for 
amend to License DPR-18 re visual insp acceptance criteria for snubbers. 
MECREDY.R.C. Rochester Gas & Electric Corp. 89/03/14. STAHLE.C. NRC - No De- 
tailed Affiliation Given. 1 p. 49039:245-49039:246. 

-8903240086 Proposed Tech Spec Page 4.14-2,correcting typo in visual insp criteria for 
snubbers. 

* Rochester Gas & Electric Corp. 89/03/14. Ip. 49039:246-49039:246. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110*48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/2 2. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
n r:;tcctior Sys " Svc list end. 

R2SS..C" Dvson of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903140059 "Semiannual Radioactive Effluent Release Rept." W/890301 ltr. 
MECREDY.R.C. Rochester Gas & Electric Corp. 88/12/31. 22pp. 48857:336- 
48857:357. 

8902270392 Monthly operating rept for Jan 1989 for RE Ginna Nuclear Power Plant.W/ 
890210 ltr. 

DODGE, R.E., MECREDY.R.C. Rochester Gas & Electric Corp. 89/01/31. 6pp. 
48586:077-48586:082. 

8903210455 Monthly operating rept for Feb 1989 for RE Ginna Nuclear Power Plant. 
DODGE, R.E. Rochester Gas & Electric Corp. 89/02/28. 5pp. 48984:005-48984:011. 


S. Reportable occurrences, LERs & related correspondence 


8903150048 PNO-l-89-012A:on 890223, licensee employee found to be contaminated w/ 
hot particles on exiting licensee facility. Order issued by state, shutting down facility 
until licensee makes mods *.c mrr^crhc equipment & procedures. 

MCGRATH, J. Region 1, O 1 :: r :rr. Z 89/02/23. Ip. 48860:309-48860:309. 

8903020522 PNO-l-89-012:on 890223, individual exiting facility protected area found to 
be contaminated w/Co-60.State of NY plans to investigate origin of contamination & 
determine if followjr adic.-.s rccsssary by Neutron Products.lnc. 

DlVCaCUN.” . VCGRVt... i-'oq O' 1 1, Ofc of the Director. 89/02/24. 2pp. 
-:c659:C-4 -./.bees 342 

8903080098 Part 21 rept re crimping indentor component not machined to proper di- 
mensions causing tool to be out of calibr specs. Qualified tool furnished by vendor as 
replacement for defective Itc^ C-imcrc ton's satisfactorily tested. 

SMITH.R.E. Rochester Gas * i.leci- o Crp 89/02/28. MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 3pp. 48768:216-48768:218. 


V. Operator Examinations 


8903220383 Advises that requalification program evaluation scheduled for wk of 
89061 9.Encl list of ref matls requested.Assignment of simulator operator 21 days prior 
to exam date also requested. 

ESELGROTH.P.W. Region 1, Ofc of the Director. 89/03/14. MECREDY.R.C. Roches- 
ter Gas & Electric Corp. 7pp. 49008:283-49008:289. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8902280331 Advises that util 880527 Rev 5 to physical security plan & Rev 7 to guard 
Vai-inq & aua'^cation plan consistent w/provisions of 10CFR50.54(p) & acceptable. 
3r\LAV v .P.R. Region 1, Ofc of the Director. 89/02/17. MROCZKA.E. Northeast Nu- 
c ! :;si C-'o-gy Co. (subs, of Northeast Utilities). 4pp. 48636:111-48636:114. 

8903090026 Advises that due date for submittal of CRDR summary rept, including 
schedule for resolutions of huna-' crdno<r i r'n disc-ecancies, postponed from 890228 
to 891030 due to commitment »c rr D-oTcn: .v: e:go»cv operating procedures. 

MROCZKA.E.J,, SEARS.C.F. Ncr.neast \..= oa- Me-g-. Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48801:042-48801:044. 

8903140664 Forwards Safeguards Insp Repts 50-245/89-01,50-336/89-02 & 50-423/ 
89-01 on 890130-0203.No violations noted. 

BELLAMY, R.R, Region 1, Ofc of the Director. 89/03/02. MROCZKA.EJ. Northeast 
Nuclear Energy C >. (subs, of Northeast Utilities). 3pp. 48834:081-48834:092. 
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-8903140670 Partially deleted Insp Repts 50-245/89-01.50-336/89-02 & 50-423/89-01 
on 890130-0203 (ref 10CFR73.21).No noncompliances noted.Major areas 
inspected:security program plans & audits & detection & assessment aids. 
LANCASTER.W.K. Region 1, Ofc of the Director. 89/02/28. 9pp. 48834:084- 
48834:092. 

8903160282 Forwards Insp Rept 50-245/89-02 on 8901 10-021 3. No violations or unsafe 
plant conditions noted.Detaii 6 of rept discusses application of NRC GDC & facility 
SEP to reactor bldg to torus vacuum breaker butterfly valves. 

BETTEWA'JSEN!. Region 1 Ofc of the Director. 89/03/08. MROCZKA.E.J. North- 
east Vlucfctv f.-r re-, Cc islds of Northeast Utilities). 2pp. 48887:222-48887:244. 

-8903160286 Insp Rept 50-245/89-02 on 8901 10-021 3. No violations noted. Major 
areas Hsoecieriplart or>e r at'ons physics' secunV "censes response to 10CFR21 rept 
involving .. n:=;r,uo r-o:or -operators,. .rRs & co-rn ivo activities. 

MCCABE, E.C. Region 1. Ofc of the Director. 89/03/06. 21pp. 48887:224-48887:244. 

8903200251 Forwards Rev 8 to physical security pian.EncI withheld (ref 10CFR2.790(a) 
& 73.21 ).Rev does not decrease effectiveness of physical security plan. 

MROCZKA.E.J. Northeast Nuclear Energy Xbr. cf Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/03/14. ^c:.:.nj*it Ccr.vol Branch (Document 
Control Desk). Ip. 48965:046-48965:046. 


H. General correspondence 

8902230566 Responds to 881206 Itr raising question whether nuclear pollution from fa- 
cilities could travel to Charlestown, RI.NRC assessment concluded that potential of fa- 
cility operation having radiation effect on Chaiostawn oxirc-ie'v remote 
RUSSELL, W.T. Region 1, Ofc of the Direr/o: ££.'C2 CS. SHrr'.VCCD.F Affiliation 
Not Assigned. 4pp. 48568:205-48568:21 2. 

-8902230567 Forwards constituent, R Sherwood 881206 Itr inquiring about possibility of 
radiation contamination downwind from facilities.Response requested. 

CHAFFE.J.H. Senate. 88/12/19. ZECH.L.W. Commissioners. 2pp. 48568:209- 
48568:212. 

8903100336 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants.Proposed rule on maint will not improve maint in 
plants nor improve safety or reliability of plants.Proposed rule much too vague. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
r E'vrny Co. fsubs. of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
Jocko.r u X Services Branch. 12pp. 48806:334-48806:345. 

8903210102 Comments on proposed Rev 3 to Reg Guide 1.9, “Selection, 
Desirn.Oua'ircatic^Tostinc & Reliability of Diesel Generator Units Used as Onsite 
E'cc.'ic row or a: Nucsear Power Plants." Reg guide does not provide flexibility. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
03/08. MEYER, D.L. Regulatory Publications Branch. 8pp. 48990:128-48990:135. 

8903280075 Comment on proposed Rev 3 to Reg Guide 1.9 re selection 
design, qualification.testing & reliability of diesel generator units used as onsite electric 
power sys at nuclear power plants. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
03/08. MEYER, D.L. NRC - No Detailed Affiliation Given. 8pp. 49144:050-49144:057. 


P. Operating license stage documents & correspondence 


8902270041 Forwards Rev 2 to probabilistic safety study update.Advises that study 
update will be integral part of util response to Generic Ltr 88-20.W/three oversize fig- 
ures encl. 

MROCZKA.E.J., SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. 89/02/10. Document Control Branch (Docu- 
ment Control Desk). 250pp. 48582:054-48583:065. 

8903090026 Advises that due date for submittal of CRDR summary rept, including 
schedule for resolutions of human engineering discrec ?. -.ros ,p ? stc or.od from 890228 
to 891030 due to commitment to implement new r.rnoicc-cy cccrai-ng s'cce::j'-?.s. 
MROCZKA.E.J., SEARS, C.F. Northeast Nuclear i-nergy Co. (s.;::s if Nornefcst Utili- 
ties). MROCZKA.E.J. Northeast Utilities. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48801:042-48801:044. 

8903090010 Forwards addl info on boraflex assemblies utilized in unit spent fuel pool 
racks,per NRC -flmxxLSir.glo shoot of boraflex used for each side of fuel cells. 
MROCZKA.E.J., SL-'tS.C! . No-ihnnsl Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. 89/03/01. Document Control Branch (Docu- 
ment Control Desk). 5pp. 48801:214-48801:218. 

8903170433 Forwards info re radwastes at plants,including radwaste vol projections for 
Class A.B & C & mixed waste for 1990-1994, estimate of present radwaste storage 
capacity & estimate for expansion of storage capacity. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/03/08. LINSCOTT.S.K. Connecticut, State of. 
7pp. 48953:246-48953:252. 

8903200173 Forwards Amend 28 to License DPR-21 & safety evaluation. Amend clari- 
fies info re insp intervals & establishes criteria for snubbers that may be exempted 
from being ccuitod as ir-opc-radc. 

BOYLE, M.L. :! rciocl Uirt»c:ora:« >4 89/03/08. MROCZKA.E.J. Northeast Nuclear 
Energy Co. >Jbs. Nnrroas: es; 3pp. 48970:315-48970:323. 

-8903200177 Amend 28 to License DPR-21 .revising Tech Specs to provide clarifying 
info for determining required insp intervals & establish criteria for snubbers that may 
be exempted from being counted as inoperable. 

STOLZ.J.F. Project Directorate 1-4. 89/03/08. 5pp. 48970:318-48970:322. 

-8903200183 Safety evaluation supporting Amend 28 to License DPR-21. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/08. 3pp. 
48970:323-48970:323. 


8903270299 Application for amends to Licenses DPR-61.DPR-21.DPR-65 & NPF- 
49, changing Tech Specs re administrative controls & organizational charts.per Generic 
Ltr 88-06. 

MROCKZA.E.J. Connecticut Yankee Atomic Power Co. MROCKZA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCKZA.E.J. Northeast Utilities. 89/ 
03/13. Document Control Branch (Document Control Desk). 4pp. 49055:159- 
49055:196. 

“8903270303 Proposed Tech Specs re administrative controls & organizational charts. 
* Connecticut Yankee Atomic Power Co. 89/03/13. 34pp. 49055:163-49055:196. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
encl. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903280037 Forwards inventory rept for hazardous chemicals present at facility in quan- 
tities exceeding min threshold established in 40CFR370.20. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 89/03/21. Document Control Branch (Document 
Control Desk). 13pp. 49110:350-49110:362. 

8903280202 Forwards addl info on Boraflex poison use in new spent fuel racks, per NRC 
890314 telcon request. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 89/03/22. Document Control Branch (Document 
Control Desk). 5pp. 49076:001-49076:005. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics c* Cnrtarrrcnt d :j'cs Valves.” Svc list encl. 

POSS.D-i. 'j.'.mrr c ! Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903030047 Forwards -eo* deta'IHg status of each open item noted in June 1988 regu- 
latory effectiveness ro\, sw.Hcp: wiihnulrt (ref 10CFR2.790). 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/02/27. Document Control Branch (Document 
Control Desk). Ip. 48691:357-48691:357. 

8903090342 Responds to NRC Bulletin 88-007, Suppl 1 "Power Oscillations in BWRs." 
Unit 1 completed addl procedure revs re GE interim stability recommendations effec- 
tive on 890201 & stability boundaries will be reevaluated. 

MROCZKA.E.J., SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48758:350-48758:353. 

8903140664 Forwards Safeguards Inso Repts 50-245/89-01,50-336/89-02 & 50-423/ 
89-01 on r.sr.mc :.2:c- \c v.o-&:kvis roio". 

BELLAMY F H H'.ycr *.. C-c of the D-octor. 89/03/02. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 48834:081-48834:092. 

-8903140670 Partially deleted Insp Repts 50-245/89-01,50-336/89-02 & 50-423/89-01 
on 890130-0203 (ref 10CFR73.21).No noncompliances noted.Major areas 
insn*»cted:seruritv orogram plans & audits & detection & assessment mds 
LANCASM-K.WK., CAMERON.D.F., KEIMIG F.F Reg, or. \ C'c of ire Drocc' 89/ 
02/28. 9pp. 48834:084-48834:092. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners.” Svc list 
encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.’’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list encl. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list encl. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York. Inc. 117pp. 48798:114- 
48798:231. K 

8903160282 Forwards Insp Rept 50-245/89-02 on 89011 0-021 3.No violations or unsafe 
plant conditions noted.Detaii 6 of rept discusses application of NRC GDC & facility 
SEP to reactor bldg to torus vacuum breaker butterfly valves. 

BETTEN HAUSEN, L. Region 1, Ofc of the Director. 89/03/08. MROCZKA.E.J. North- 
east Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 48887:222-48887:244. 

“8903160286 Insp Rept 50-245/89-02 on 89011 0-021 3,No violations noted. Major 
areas inspected:plant operations.physical security, licensee response to 10CFR21 rept 
involving Limitorque motor-operators, LERs & committee activities. 

MCCABE.E.C. Region 1, Ofc of the Director. 89/03/06. 21pp. 48887:224-48887:244. 
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8903200173 Forwards Amend 28 to License DPR-21 & safety evaluation. Amend clari- 
fies info re insp intervals & establishes criteria for snubbers that may be exempted 
from being counted as inoperable. 

BOYLE, M.L. Project Directorate 1-4. 89/03/08. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 48970:315-48970:323. 

—8903200177 Amend 28 to License DPR-21, revising Tech Specs to provide clarifying 
info for determining required insp intervals & establish criteria for snubbers that may 
be exempted from being counted as inoperable. 

STOLZ.J.F. Project Directorate 1-4. 89/03/08. 5pp. 48970:318-48970:322. 

-8903200183 Safety evaluation supporting Amend 28 to License DPR-21. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/08. 3pp. 
48970:323-48970:323. 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8902010021 Requests that end FEMA rept on 880322 exercise & 880329 remedial drill 
be sent to licensee. 

TRAVERS, W.D. Emergency Preparedness Branch. 89/01/19. EBNETER.S.D. Region 
1, Ofc of the Director. 2pp. 48815:062-48815:208. 

8903100437 Forwards FEMA rept on 880329 remedial activities for plant, indicating defi- 
ciency re emergency broadcast sys procedures irfcr^fio.i dJ'inrj 880322 exercise. 
BELLAMY, R.R. Region 1, Ofc of the Director i.a 3RAM.S. Consolidated 

Edison Co. of New York, Inc. 2pp. 48815:060-48815:061. 


8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
R-oako-s D:;r:-g Seismic Event." Svc list end. 

noss Ov. U:vs:cr of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 


8903220099 Forwards Insp Repts 50-245/89-03 & 50-336/89-04 on 89021 3-1 7. No vio- 
lations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/15. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 49008:216-49008:223. 


-8903220105 Insp Repts 50-245/89-03 & 50-336/89-04 on 89021 3-1 7.No violations 
noted.Major areas inspected:Unit 2 refueling outage activities, Unit 1 refueling outage 
preparation activities & station ALARA practices. 

THOMAS, W., SHANBAKY.M. Region 1, Ofc of the Director. 89/03/15. 6pp. 
49008:218-49008:223. 


8903210421 Responds to NRC Bulletin 88-910. "Noncc-'fr'rirn Molded Case Circuit 
Breakers." List of in-stock items w/model nj-rors & rr.\;: r.anos end. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities 89/03/16. Document Control Branch (Document Control Desk). 14pp. 
48977:163-48977:176. 


8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 


8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


8903080380 Advises that 880502 request for exception to protection fador requirement 
for primary emergency operations facility concerning expansion of facility (ref NUREG- 
0737,Suppl 1) conditionally acceptable. 

CAPRA, R. A. Project Directorate 1-1. 89/02/28. BRAM.S.B. Consolidated Edison Co. of 
New York, Inc. BRONS.J.C. New York Power Authority (formerly Power Authority of 
the State of New York). 4pp. 48748:334-48748:337. 

8903210314 Revised emergency plan for Indian Point Units 1 & 2.W/ 890307 Itr. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/03/07. 51pp. 48983:202- 
48983:252. 

8903140236 Final response to FOIA request tor documents.Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS, M. Impell Corp. 2pp. 48875:082-48875:083. 

-8903140269 Informs of planned regional participation in emergency exercises for 
FY89.Tentative schedule of activities listed. 

RUSSELL, W.T. Region 1, Ofc of the Director. 88/11/04. Region 1, Ofc of the Direc- 
tor. 22pp. 48875:086-48875:107. 

8903270356 Forwards Rev 4 to "Fire Protection Program Plan." 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/03/13. Document Control 
Branch (Document Control Desk). 2pp. 49054:121-49055:011. 

-8903280016 Rev 4 to "Fire Protection Proem™ D !qn." 

* Consolidated Edison Co. of New York. 'ic. ■j.vr.F'-.S. 255pp. 49054:123-49055:011. 


H. General correspondence 

8903100391 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Supports NUMARC position.Proposed rule 
will hinder important initiatives to improve maint. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/02/24. CHILK.S.J, Office of 
the Secretary of the Commission. 2pp. 48806:245-48806:246. 


J. Insurance & indemnity information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 


R. Periodic operating reports & related correspondence 

8903030387 "Haddam Neck Plant & Millstone Station Units 1,2 & 3, Annual Rept for 
1988." W/890221 Itr. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA,E.J. Northeast Utilities. 88/ 
12/31. 529pp. 48667:281-48669:090. 

8903100351 "Milestone Nuclear Power Station, Units 1,2 & 3 Semiannual Radioactive 
Effluents Release Rept, Jul-Dec 1988." W/890228 Itr. 

MROCZKA.E.J., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). 88/12/31. 84pp. 48813:279-48813:362. 

8902240097 Mcnthiv cpo-nVnn rept for Jan 1989 for Millstone Unit 1. W/890213 Itr. 
NEWb'L-Cii" G SCACE, S.L Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). NEWBURGH, G. Northeast Utilities. 89/01/31. 5pp. 48583:273-48583:277. 

8903200224 Vorth'v ccomtinq rept for Feb 1989 for Millstone Unit 1. W/890310 Itr. 
nE'ASLRGh.Cj SOACE.S r. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). 89/02/28. 5pp. 48965:315-48965:319. 

S. Reportable occurrences, LERs & related correspondence 

8903130253 LER 89-002»00:on 890202,failure to meet Tech Spec 4.5.c.1.b re feedwater 
coolant injection (FWCI) sys surveillance testing concluded.Cause involved interpreta- 
tion of term FWCI subsystems. Procudure will be created.W/890301 Itr. 

LINDSAY, E,J., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 89/03/01. 3pp. 48820:055-48820:057. 

8903130300 LER 89-001 -00:on 890 131, reported RWCU sys may -'Ct isolate during small 
break LOCA due to questionable envircr auai'icaio-.Svs rrmcciatc-iy isolates & 

design change processed to provide addl sys sci/rjon. A. 89."302 Mr. 

MURPHY, K.E., SCARE, S.E., CLEMENT.C.H. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 89/03/02. 4pp. 48832:021-48832:024. 

V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. ... . . 

VARGA, S.A. Associate Director for Projects (Post 87041 1). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


P. Operating license stage documents & correspondence 

8902230423 Advises that WCAP-l0977,Suppl 1, "Addl Info in Support of Technical Jus- 
tification for Eliminating Large Primary Loop Pipe Ruptures as Structural Design Basis 
for Indian Point Unit 2, withheld (ref 10CFR2 799) cor 890112 -oquost 
SLOSSON.M.M. Project Directorate 1-1. 85.02/1: ■/flilSsrMANN.nA Westinghouse 
Electric Corp. 5pp. 48568:235-48568:239. 

8903130345 Responds to Generic Ltr 88-14, "Instrument Air Sys Evaluation." Util will 
expand air sampling program to include add! sample locations & samples for particu- 
lates & hydrocarbons. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/02/17. Document Control 
Branch (Document Control Desk). 5pp. 48821:349-48821:353. 

8902230523 Summary of 890217 meeting w/util in Rockville, MD re licensing 
issues.Meeting agenda end. „ _ . „ „ 

BRINKMAN, D.S. Project Directorate 1-1. 89/02/21. Project Directorate 1-1. 4pp. 
48571:030-48571:033. 

8903060200 Forwards safety evaluation supporting licensee elimination of dynamic ef- 
fects of postulated primary loop pipe ruptures from design basis. _ „ 

BRINKMAN, D.S. Project Directorate 1-1. 89/02/23. BRAM.S.B. Consolidated Edison 
Co. of New York, Inc. 2pp. 48739:197-48739:210. 

-8903060206 Safety evaluation supporting licensee elimination of dynamic effects of 

8903150042 Forwards response to request for addl info re 880930 application to amend 
License DPR-26.incorporating Westinghouse optimized fuel assemblies.Plant opti- 
mized fuel assembly nuclear design similar to LOPAR nuclear design. 

BRAM.S.B. Consolidated Edison Co. of New York. Inc. 89/03/03. Document Control 
Branch (Document Control Desk). 5pp. 48871:224-48871:228. 



-8903150161 Proposed Tech Specs, clarifying 880930 application for amend to License 
DPR-26,allowing fuel design transition to Westinghouse 15x15 optimized fuel assem- 
blies fuel through revs to applicable plant operating limitations. 

? Consolidated Edison Co. of New Ybrk. Inc. 89/03/03. Ip. 48871:310-48871:310. , 
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8903150233 Informs that response to Generic Ltr 88-17 re loss of DHR meets intent of 
Generic Ltr 88-1 7 w/respect to expeditious actions. 

BRINKMAN.D.S. Project Directorate 1-1. 89/03/09. BRAM.S.B. Consolidated Edison 
Co. of New York. Inc 6pp. 48858:206-48858:211. 

8903210171 Forwards request for addl info re steam generator tube rupture accident 
analysis based on util 880930 & 890110 requests for license amend to increase au- 
thorized power level of plant to 3,083.4 MWt. 

BRINKMAN.D.S. Project Directorate 1-1. 89/03/13. BRAM.S.B. Consolidated Edison 
Co. of New York. Inc. 6pp. 48982:296-48982:301. 

8903230104 Notification of 890412 meeting w/util in Rockville, MD to discuss proposed 
license amend for spent fuel pool reracking. 

BRINKMAN.D.S. Project Directorate 1-1. 89/03/14. CAPRA, R.A. Project Directorate I- 
1. 3pp. 49022:348-49022:350. 

8903160296 Genenc Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York. Inc. 57pp. 48960:001-48960:057. 

8903280330 Forwards su^^arv c 1 890125 meeting rept in King of Prussia, PA to discuss 
util progress & ei:i:o.r.plis"rwif;:s re improved inservice testing & root cause analysis 
croprarrs 

.VLV/'ING.'R.L'.C Region 1, Ofc of the Director. 89/03/21. BRAM.S. Consolidated 
Edison Co. of New York, Inc. 2pp. 49076:010-49076:112. 

-8903280337 Summary of 890125 meeting w/util in King of Prussia, PA to discuss li- 
censee progress & accomplishments re improved inservice testing & root cause anal- 
ysis programs. 

SWETLAND.P D Rocic-. i C x c of the Director. 89/03/19. Region 1, Ofc of the Direc- 
tor. 1 25pp. ■: 76-0 ■ ? ..i r. J76 ‘12. 


Q. Inspection reports, IE Bulletins & correspondence 

8902240059 Approves proposed steam generator insp piogram for upcoming 1989 refu- 
eling outage at facility.Recommends that visual exams of secondary side for foreign 
objects & loose parts for externa' damaoes to tube be- conducted at next outage. 
BRINKMAN, D.S. Project C-uc.ora.c BRAM.S.B. Consolidated Edison 

Co. of New York, Inc. 4pp. 48587:007-48587:010. 

8903130360 Clarifies 881228 submittal entitled, “Steam Generator Tube Inservice Insp 
Program.” Using hillside insp ports on steam generators 22 & 23, visual & photograph- 
ic exam will be made of flow slots in uppermost support plate. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/02/21. Document Control 
Branch (Document Control Desk). 3pp. 48820:257-48820:259. 

8903070083 Forwards Insp Rept 50-247/88-27 on 880912-16,1011-14 & 890103-06.No 
violations noted. 

GALLO.R.M. Region 1, Ofc of the Director. 89/02/22. BRAM.S. Consolidated Edison 
Co. of New York, Inc. 2pp. 48763:182-48763:198. 

-8903070085 Insp Rept 50-247/88-27 on 880912-16,1011-14 & 890102-06.No viola- 
tions noted.Major areas inspected:fol!owup of three allegations & reviewed preventive 
maint program w/emphasis on use of contractor cc'sonro' trsrrc S qunl^cation. 
NAFUDA.G., OLIVEIRA, W., BLUMBERG.N.J. Regc" !, C*: of :n o Drew 89/02/17. 
1 5pp. 48763:1 84-48763:1 98. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, ‘‘Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp, 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Lrtton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903150046 Responds to NRC Bulletin 88-011, "Pressurizer Surge Line Thermal Stratifi- 
cation.” Westinahouse Owners Group objectives discussed.Alternate schedule for re- 
sponding to Action l.b of bulletin proposed. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc, 89/03/03. Document Control 
Branch (Document Control Desk). 4pp. 48871:311-48871:314. 

8903150060 Submits amended response to NRC 881230 ltr re violations noted in Insp 
Rept 50-247/88-33 Ce-rective act ! ?"s:^cjpl ! -a eternals replaced w/new identical 
coupling A a.ixinr-, xsewaur njr.c 23 -stui-od tc 

BRAM.S.E! ('o-’pcl-ds'.c - Eo s:r "o. of New York, Inc. 89/03/03. Document Control 
Branch (Document Control Desk). 7pp. 48860:291-48860:297. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 


8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tc-c^ty Cor ners for Disposal of Low Level Radwaste." Svc list end. 

C“rfV:.S ‘ Division of Low Level Waste Management & D-.c.r . — .' n ost 
870413). 89/03/08. Consolidated Edison Co. of New York, :*c 1 : .‘pp :.-j '"i-. ' “4- 
48798:231. 


8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York. Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903220086 Forwards Safety Insp Rept 50-247/89-07 on 89021 3-1 7.No violations 
noted. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/03/15. BRAM.S. Consolidated 
Edison Co. of New York, Inc. 2pp. 49006:012-49006:024. 

-8903220092 Safety Insp Rept 50-247/89-07 on 89021 3-1 7.No violations noted.Major 
a-cas ‘nspectsd-'ariio'cg'csl controls program on site. 

CCONNFI S:-r-K:N\S , SHANBAKY.M. Region 1. Ofc of the Director. 89/03/ 
14.11 pp. 49006:0 1 4-49006:024. 

8903220203 Forwards safety evaluation & EGG-SD-7836, “Technical Evaluation Rept 
on Second 10-Yr Interval Inservice Insp Program Plan:!nd:an Point Station, Unit 2." 
Concludes that program meets requirements of 1 CCFR50 55a. 

CAPRA, R.A. Project Directorate 1-1. 89/03/16. BRAM.S.B. Consolidated Edison Co. of 
New York, Inc. 3pp. 49004:1 10-49004:194. 

-8903220207 Safety evaluation supporting licensee second 10-yr interval inservice insp 
program plan. 

* Office of Nuclear Reador Regulation, Director (Post 870411). 89/03/16. 10pp. 
49004:113-49004:122. 


-8903220211 “Technical Evaluation Rept on Second 10-Yr Interval Inservice Insp Pro- 
gram Plan:lndian Point Station Unit 2." 

BROWN, B.W., MUDLIN.J.D. EG&G Idaho, Inc. (subs, of EG&G, Inc.). BROWN, B.W. 
Idaho National Engineering Laboratory. 88/07/31. NRC - No Detailed Affiliation Given. 
72pp. 49004:123-49004:194. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903160366 “Semiannual Effluent & Waste Disposal Rept,Jul-Dec 1988." W/890301 ltr. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 88/12/31. 59pp. 48877:262- 
48877:320. 

8903010039 Forwards monthly operating rept for Jan 1989 & rev to rept for Dec 1988 
for Indian Point Unit 2. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/02/15. NRC - No Detailed 
Affiliation Given. Ip. 48670:048-48670:055. 

-8902280530 Monthly operating rept for Jan 1989 for Indian Point Station Unit 2. 
KRIEGER.K. Consolidated Edison Co. of New York, Inc. 89/01/31. 6pp. 48670:049- 
48670:054. 


—8903010042 Revised oage to monthly operating rept for Dec 1988. 

KRIEGER.K. Consol'datac Edison Co. of New York, Inc. 88/12/31. 2pp. 48670:055- 
48670:055. 


8903140166 Forwards "Personnel Whole Body Exposures for CY88" & "Number of Per- 
sonnel & Man-Rem by Work & Job Function, 1988," 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/02/28. Document Control 
Branch (Document Control Desk). Ip. 48853:254-48853:257. 

-8903140172 “Personnel Whole Body Exposures for CY88." 

* Consolidated Edison Co. of New York, Inc. 88/12/31. Ip. 48853:255-48853:255. 

—8903140176 "Number of Personnel & Man-Rem By Work & Job Function." 

* Consolidated Edison Co. of New York, Inc. 88/12/31. 2pp. 48853:256-48853:257. 


S. Reportable occurrences, LERs & related correspondence 

8903150356 PNO-l-89-018:on 890305, unplanned, monitored gaseous radioactive gas re- 
lease occurred.Caused by compressor being secured due to becoming 
overheated. Release terminated when waste gas compressor returned to svc. 
ROSSBACH.L., SWETLAND.P. Region 1, Ofc of the Director. 89/03/07. Ip. 
48860:322-48860:322. 

8903140319 PNO-l-89-019:on 890307, licensee performed quarterly test of 152 emer- 
gency sirens w/23 sirens failing test. Licensee investigating cause & alert backup sys 
currently in effect. 

SWETLAND.P. Region 1, Ofc of the Director. 89/03/08. Ip. 48854:225-48854:225. 



DOCKETED ITEMS 33 


8903230093 Part 21 ropt re possibility that ASCO solenoid return spring on listed valves 
from solenoid loro.rosultmg in leakage. Initially reported on 
m.-IV. 1 placed on all affected valves '& valves returned to mfg on 890216. 

vHAV r- ■ -olidatod Edison Go of New York, Inc. 89/03/13. RUSSELL, W 
Region 1. Ofc of the Director. 3pp. 49029.092-49029 094. 

8903270188 LER 89-00 1-00:on 890214.all equipment supplied from 480-volt ac vita! bus 
3A inadvertently deonorgized.Caused by loss of battery charger 23 while performing 
prooutnee work Relay rack work stopped & testing performed. W/89031 5 Itr. 
kOUIOUZlP- . RHAM.S3 Consolidated Edison Co. of New York. Inc. 89/03/16. 
4pp. 49049:156-49049:159. 


V. Operator Examinations 

8902230185 Advises that written exams & operating tests scheduled for wks of 890515- 
19 & 2 2 & 26.Ref matls re reactor/senior reactor operator licensing exams listed on 
end should be provided by 890315. 

ESELGROTH.P.W. Region 1, Ofc of the Director. 89/02/15. BRAM.S. Consolidated 
Edison Co. of New York, Inc. 11pp. 48555:164-48555:174. 

8903210017 Notifies of change in licensed senior operator status.EncI withheld (ref 

iocfp.? 

{■RAM P :■ ■' '■ 1 ' <: Edison Co. of New York, Inc. 89/03/06. Document Control 

3ra-:™.". Control Desk). 2pp. 48989:099-48989:100. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erate 1 ’ nre n « ir 'n n ati exam schedule. Svc list end. 

S -V so : Director for Projects (Post 870411). 89/03/24. Consolidated 

Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8903140027 Rev 5 to EPIP EG-10, "Offsite Personnel & Vehicle Contamination Monitor- 
ing at Relocation Ctrs for Nuclear Station Evacuees.” 

GOLDEN, J.C. Commonwealth Edison Co. 89/01/31. 9pp. 48857:282-48857:290. 

8903080068 Responds to NRC 890103 ltr re violations noted in Insp Repts 50-237/88- 
10 & 50-249/88-1 2. Procedure 3-3, “Control of Transient Combustible Areas & No 
Smoking Areas” revised by fire marshall & fire protection engineer. 

BLISS, H.E. Commonwealth Edison Co. 89/02/01 . DAVIS, A.B. Region 3, Ofc of the Di- 
rector. 4pp. 48768:019-48768:022. 

8902230168 Rev 15 to procedure distribution item for DEOPs 200,200-1, 200-2,200-3 & 
200-4 flow chart.W/one oversize drawing. 

* Commonwealth Edison Co. 89/02/03. 2pp. 48587:001-48587:002. 

8903010241 Revised err.o'.v.ncy nlnr p-cccdjros.including Rev 1 1 to Pro- 

cedure ED-9A, “Calcutci: o- l-a.iie ocirv r Cor”: -inc'*!." Rev 11 to Procedure ED- 
96, “Calculation ... to A r ■„/ 1' :.■) -refers jro ED-11, “Fst'matim " 

FERGUSON.B., GOLDEN.J.C., Dl PONZIE.M.E. Commonwealth Edison Cc 
78pp. 48647:085-48647:163. 

8903010211 Application for amends to Licenses DPR-19 & DPR-25,revising fire protec- 
tion license conditions & Tech Specs per improvement program Tech Spec action 
plan & Generic Ltrs 86-10 & 88-12. 

S1LADY.J.A. Commonwealth Edison Co. 89/02/22. MURLEY,T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 48645:265-48645:362. 

-8903010267 Proposed Tech Specs re limiting conditions for operation for fire protec- 

*°Commonwea!th Edison Co. 89/02/2 2. 100pp. 48645:268-48645:362. 

8902230472 Rev 2 to Emergency Plan Implementing Procedure DSSP 100-A2/B2, “Hot 
Shutdown Procedure Path A2/B2." 

* Commonwealth Edison Co. 89/02/28. 55pp. 48570:173-48570:227. 

8902230478 Rev 3 to Procedure DSSP 100-E, "Hot Shutdown Procedure - Path E." 

* Commonwealth Edison Co. 89/02/28. 17pp. 48579:014-48579:030. 

8902230484 Rev 6 to Emergency Plan Implementing Procedure EPIP 200-20, “Control 
Room Evacuation/Safe Shutdown (Primary Responsibility * Operations Director).” 

* Commonwealth Edison Co. 89/02/28. 56pp. 48578:139-48578:196. 

8903080211 Forwards Safety Insp Rept 50-249/89-04 on 880604-890208 & forwards 
notice of violation. 

COOPER.R.W. Region 3. Ofc of the Director. 89/02/28. REED,C. Commonwealth 
Edison Co. 2pp. 48741:311-48741:318. 

-8903080214 Notice of violation from insp on 880604-890208.Violation noted'.licensee 
did not adequately protect penetration X-114, which leads to combustible drywell 
liner, resulting in fire in drywell on 880604. 

COOPER.R.W. Region 3, Ofc of the Director. 89/02/28. Ip. 48741:313-48741:313. 

-8903080218 Insp Rept 50-249/89-04 on 880604-890208. Violation noted. Major areas 
inspected:licensee actions re fire in drywell expansion gap which occurred on 880604. 
HOLMES.J., GARDNER, R.N. Region 3, Ofc of the Director, 89/02/28, 5pp. 
48741:314-48741:318. 

8903090194 Forwards Rev 26 to security plan.Rev withheld, 

* Commonwealth Edison Co. 89/02/28. NRC • No Detailed Affiliation Given. Ip. 
48781:199-48781:199. 

8903280185 Revised EPIPs, including Rev 6 to ED-5, Rev 13 to ED-6, Rev 11 to ED- 
lO.Rev 8a to ED-14 & Rev 6 to ED-26. 

MALKEWICZ.A.J. Commonwealth Edison Co. 89/02/28. 125pp. 49076:1 13- 
49076:240. 

8903100208 Advises that util plans to install linear heat detection in & around affected 
cable trays & risers, per App R during next refueling outage currently scheduled to 
begin in Nov 1989. 

SILADY.J.A. Commonwealth Edison Co. 89/03/01. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1). 2pp. 48802:313-48802:319. 


-8903100215 Summary of 890202 meeting w/Prof Loss Control.util & NRC at plant site 
ro resolution of findings during App R insp of out-of-svc safe shutdown equipment in 
high radiation areas 

LAUNI.C.M. Sargent & Lundy, Inc. 89/02/27 Sargent & Lundy. Inc. 3pp. 48802:315- 
48802:319. 

8903160322 Advises that 890228 Rev 26 to plant security plan consistent w/ provisions 
of 10CFR50.54(p) & acceptable. 

GREGER.L.R. n --:vr- 3. *V Director. 89/03/02. BLISS, H.E. Commonwealth 

Edison Co. 3pp 

8903210069 Revised EPIPs, including Rev 11 to ED-9A & Rev 8 to ED-14, "Estimating 
Thyroid Dose from Measurements of 1-131 in Milk." 

* Commonwealth Edison Co. 89/03/03. 13pp. 48980:246-48980:258. 

8903210269 Advises that Rev 5b to plant emergency plan consistent w/ provisions of 
10CFR50.54(q) & acceptable.Approval of emergency action levels (EAL) does not pre- 
clude additions to upgraded EALs resulting from NRC review rf deco m r , 's«io ,,, in') 
GREGER.L.R. Region 3, Ofc of the Director. 89/03/08. i ; " 'C.C Tv -ron.\ealth 
Edison Co. 2pp. 48984:042-48984:043. 


H. General correspondence 

8903080083 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & reduce experience level of senior operators. 

MATHIS.S. Affiliation Not Assigned. 89/02/22. Docketing & Services Branch. Ip. 
48745:242-48745:242. 

8903080119 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. Both alternatives would 
reduce to r*j— tc- cf reactor operators advancing to senior operator. 

STACY, D.J C.w'ny’iiKH. r Edison Co. 89/02/22. Docketing & Services Branch. Ip. 
48745:246-48745:246. 

8903080142 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements tor senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & reduce experience level of senior operators. 

GULOS.J. Affiliation Not Assigned. 89/02/22. Docketing & Services Branch. Ip. 
48745:250-48745:250. 

8903080165 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternative provides no en- 
hancement of reactor safety & will reduce experience level of senior operators. 
MORROW, G. Affiliation Not Assigned. 89/02/22. Docketing & Services Branch. Ip. 
48745:255-48745:255. 

8903080432 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
FACCHINA.R.E. Affiliation Not Assigned. 89/02/22. Docketing & Sen/ices Branch. Ip. 
48744:166-48744:166. 

8903080479 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Both 
alternatives do not provide enhancement of reactor safety. 

KAPCHINSKE.M. Affiliation Not Assigned. 89/02/22. Docketing & Services Branch. 
Ip. 48745:142-48745:142. 

8903080494 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 

* Affiliation Not Assigned. 89/02/22. Docketing & Services Branch. Ip. 48744:154- 
48744:154. 

8903080030 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. Proposed rule alternatives 
would reduce to nothing reactor operators advancing to senior operator. 

PUTYL.R. Affiliation Not Assigned. 89/02/27. Docketing & Services Branch. Ip. 
48745:221-48745:221. 

8903080038 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
CIUFFINI.L.A. Commonwealth Edison Co. 89/02/27. Docketing & Services Branch, 
ip. 48745:235-48745:235. 

8903080096 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. Both alternatives would even- 
tually reduce to nothing reactor operators advancing to senior operator. 

MOHR,T. Affiliation Not Assigned. 89/02/27. Docketing & Services Branch. 2pp. 
48745:243*48745:244. 

8903080160 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & reduce experience level of senior operators. 
CARLSON.D. Affiliation Not Assigned. 89/02/27, Docketing & Services Branch. Ip. 
48745:254-48745:254. 

8903080172 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence requirements for senior reactor operators & supervisors.Alternative provides no 
enhancement of reactor safety & will reduce experience level of senior operators. 
HICK.J. Affiliation Not Assigned. 89/02/27. Docketing & Services Branch, ip. 
48745:259-48745:259. 

8903080491 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants. Proposed rules provide no enhancement of reactor safety. 

THEESFELD.T.L Affiliation Not Assigned. 89/02/28, Docketing & Services Branch. 
Ip. 48744:155-48744:155. 

8903080507 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Rule 
will cause career stagnation & animosity among operators. . 

GOODIN.R.C. Commonwealth Edison Co. 89/02/28, Docketing & Services Branch, 
ip. 48745:128-48745:128. 
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8903080542 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & will reduce experience level of senior operators. 
PALANYK.T.S. Affiliation Not Assigned. 89/03/01. Docketing & Services Branch. Ip. 
48744:111-48744:111. 


J. Insurance & indemnity information 

8903150140 Informs of onsite property damage insurance in force at plants. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/09. Document Control Branch (Doc- 
ument Control Desk). Ip. 48871:345-48871:345. 


P. Operating license stage documents ft correspondence 

8902240141 Application for amends to Licenses DPR-19 & DPR-25,revising administra- 
tive controls Section 6.0, per Generic Ltr 88-06 to include removal of organizational 
figures. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/17. MULLER.D. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48580:026-48580:071. 

-8902240142 Proposed Tech Specs,changing administrative controls Section 6.0, per 
Generic Ltr 88-06, to include removal of organizational figures & position change from 
radiation chemistry technician to radiation protection technician. 

* Commonwealth Edison Co. 89/02/17. 44pp. 48580:028-48580:071. 

8902280351 Advises of withdrawal of 881005 proposed amend to Tech Spec adminis- 
trative controls Section 6.Reque$t being withdrawn due to finalization of major reorga- 
nization. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/21. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48633:227-48633:228. 

8903010211 Application for amends to Licenses DPR-19 & DPR-25, revising fire protec- 
tion license conditions & Tech Specs per improvement program Tech Spec action 
plan & Generic Ltrs 86-10 & 88-12. 

SILADY.J.A Commonwealth Edison Co. 89/02/22. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 3pp. 48645:265-48645:362. 

-8903010267 Proposed Tech Specs re limiting conditions for operation for fire protec- 
tion sys. 

* Commonwealth Edison Co. 89/02/22. 100pp. 48645:268-48645:362. 

8903070072 Requests analysis of Allegation RIII-88-A-0147 described in Enel 1 re fit- 
ness for duty issue within 45 days of ltr receipt.Encl withheld (ref 10CFR2.790). 
NORELIUS.C.E. Region 3, Ofc of the Director. 89/02/22. REED.C. Commonwealth 
Edison Co. 2pp. 48741:001-46741:002. 

8903100192 Submits addl info re proposed amend to 4 kV undervoltage settings.ECCS 
to run intermittently during normal plant operation if room temp exceeds setpoint. 
SILADY.J.A. Commonwealth Edison Co. 89/02/28. MURLEY.T.E. Office of Nuciear 
Reactor Regulation, Director (Post 870411). Ip. 48804:099-48804:099. 

8903100119 Forwards corrected Rev 54 to Topical Rapt CE-1-A, "QA Program for Nu- 
clear Generating Stations," incorporating Pages 1-38 & 1-44. 

RICHTER.M.H. Commonwealth Edison Co. 89/03/01. Document Control Branch (Doc- 
ument Control Desk). Ip. 48808:252-48808:253. 

-8803100138 Corrected Rev 54 to “QA Program for Nuclear Generating Stations,” in- 
corporating Pages 1-38 & 1-44. 

SHEWSKLWJ. Commonwealth Edison Co. 89/01/27. 10pp. 48808:254-48808263. 

8903210119 Provides update of NRC current position re acceptability of use of ASME 
Code Case N-411, “Alternate Damping Values for Seismic Analysis of Class 1,2 ft 3 
Piping ft Alternate Seismic Evaluation Criteria.” 

MULLER, D.R. Project Directorate ill-2. 89/03/01. BLISS.H.E. Commonwealth Edison 
CO. 6pp. 48983:1 67-48963:1 72. 

8903240261 Confirms 890323 meeting in Glen Ellyn, IL to discuss util quality verification 
program, per 890210 ltr. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/03. REED.C. Commonwealth 
Edison Co. 3pp. 49039:043-49039:045. 

8903160058 Ack receipt of 890127 submittal of Rev 54 to QA Topical Rept CE-1- 
A.Program continues to satisfy requirements of 10CFR50,App B & acceptable. 
WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/07. REED.C. Commonwealth 
Edison Co. 2pp. 48893:108-48893:109. 

8903200289 Notice of consideration of issuance of amends to Licenses DPR-29.DPR- 
30, DPR-19 ft DPR-25 ft proposed NSHC determination & opportunity for 
hearing. Amend revises Tech Spec Section 6.0, “Administrative Controls. 
SHEMANSKI.P.C., ROSS.T.M., SIEGEL,B.L Project Directorate ill-2. 89/03/09. 11pp. 
48971:073-48971:083. 

8903220514 Forwards Wyie Lab Test Root 170194)1 re simulated 3 yr testing of Mobi- 
lux EP-0.EP-1.EP-2 ft Mobiiearease 28.Test program demonstrated that Mobil grease 
samples performed required functions during aging. 

SiLADYJA Commonwealth Edison Co, 89/03/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 49005:108-49005271. 

-8903220521 “Nuclear Environ Qualification Test Program on Mobil Greases for Limi- 
torque Actuators.*' 

SMITH, D., JOHNSON.F.R., H1GHT.G.W. Wyie Laboratories. 17019-1. 89/02/08. 
149pp. 49005:111-49005259. 

-8903280241 Rev 0 to '‘Qualification of Mobil Oil Co Greases Mobitux EP-0.EP-1.EP-2 
& Mo b H orease 28.” 

* Sargent ft Lundy, Inc. CQO-042827 R00. 89/02/20. 12pp. 49005260-49005271. 

8903270035 Forwards supplemental info in form of revised pages clarifying fiued head 
anchor reassessment program. Transmittal documents clarification provided during 
call in form of revised pages 

SiLADY.J-A. Commonwealth Ecfison Co. 89/03/15. MURLEY.T.E Office of Nuclear 
Reactor Regulation. Director (Post 87041 1). 8pp. 49056200-49056207. 

9903270004 Notification of 890320 meeting w/util to RockvMe,MD to discuss util pro- 
posed 4 kV undarvoHaoe trio setpoint. 

SHEGEL.B.L 89/03/17. MULLER.D.R. Project Directorate III- 
2. 3pp. 49055220-49055:322. 


8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins ft correspondence 

8903080068 Responds to NRC 890103 ltr re violations noted in Insp Repts 50-237/88- 
10 & 50-249/88-1 2.Procedure 3-3, “Control of Transient Combustible Areas & No 
Smoking Areas” revised by fire marshall & fire protection engineer. 

BLISS, H.E. Commonwealth Edison Co. 89/02/01. DAVIS, A.B. Region 3, Ofc of the Di- 
rector. 4pp. 48768:019-48768:022. 

8902280263 Provides supplemental info in response to NRC insp of fiued head anchor 
assessment program.Confirms that shear & tension loads combined by shear-friction 
provisions of ACI-349 code & related App B. 

JOHNSON.I.M. Commonwealth Edison Co. 89/02/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 48624:248-48624250. 

8902280248 Forwards Insp Repts 50-237/89-03 & 50-249/89-03 on 890105-0203.No 
violations noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/02/22. REED.C. Commonwealth 
Edison Co. 2pp. 48624:303-48624:318. 

-8902280250 Insp Repts 50-237/89-03 & 50-249/89-03 on 890105-0203.No violations 
noted.Major areas inspected:radiation protection program during outage 
including, external exposure control & personnel dosimetry & personnel contamination 
events. 

MILLER, D.E., SCHUMACHER, M. Region 3, Ofc of the Director. 89/02/21. 14pp. 
48624:305-48624:318. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSi, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903060056 Provides supplemental response to NRC Bulletin 88-004 re evaluation veri- 
fying current miniflow rates sufficient to ensure no pump damage from low flow 
operation.Pump vibration levels during min flow 2-3 times higher than full flow. 
RICHTER.M.H. Commonwealth Edison Co. 89/02/27. Document Control Branch (Doc- 
ument Control Desk). 5pp. 48735:243-48735:247. 

8903080211 Forwards Safety insp Rept 50-249/89-04 on 880604-890208 & forwards 
notice of violation. 

COOPER.R.W. Region 3, Ofc of the Director. 89/02/28. REED.C. Commonwealth 
Edison Co. 2pp. 48741:311-48741:318. 

-8903080214 Notice of violation from insp on 880604-890208.Violation noted:licensee 
did not adequately protect penetration X-114, which leads to combustible drywell 
liner, resulting in fire in drywell on 680604. 

COOPER.R.W. Region 3, Ofc of the Director. 89/02/28. Ip. 48741:313-48741:313. 

-8903080218 Insp Rept 50-249/89-04 on 880604-890208.Violation noted. Major areas 
inspected:licensee actions re fire in drywell expansion gap which occurred on 880604. 
HOLMES.J., GARDNER, R.N. Region 3, Ofc of the Director. 89/02/28. 5pp. 
48741:314-48741:318. 

8903100208 Advises that util plans to install linear heat detection in ft around affected 
cable trays ft risers, per App R during next refueling outage currently scheduled to 
begin in Nov 1989. 

SI LADY JA. Commonwealth Edison Co. 89/03/01. MURLEY.T.E Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 48802:313-48802:319. 

-8903100215 Summary of 890202 meeting w/Prof Loss Control.util ft NRC at plant site 
re resolution of ftodmgs during App R insp of out-of-svc safe shutdown equipment in 
high radiation areas. 

LAUNI.C.M. Sargent ft Lundy, Inc. 89/02/27. Sargent ft Lundy. Inc. 3pp. 48802315- 
48802319. 

8902270158 NRC Info Notice 89422, “Questionable Certification of Fasteners.*’ Svc list 
end. 

ROSSI, CJE. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Utton-Veam CIR Series 
Flnrtricat Connectors.*' Svc fist end. 

ROSSl,G.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Ecfison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8 90808 0458 Forwards response to NRC Bulletin 8B-007,Suppl 1 re actions taken to 
ensure that safety limit for plant min critical power ratio not violated.Stabftty regions of 
proposed new fuel de si gn s wM be reevaluated for stable operation. 

RICHTER.M.H. Co mm o n w ea lth Ecfison Co. 89/03/03. Document Control Branch (Doc- 
ument Control Desk). 6pp. 48801:180-48801:185. 

8902280162 NRC Info Notice 89-024, “Nuciear Criticality Safety.” Svc list end. 
CUNN1NGHAM,R£. Division of Industrial ft Medical Nuclear Safety (Post 870729). 
89/03/06. Gonsofidaled Ecfison Co. of New York, Inc. 96pp. 48700252-48700346. 

8808016807 NRC Info Notice 89-026. “Instrument Air Supply to Safety-Related Equip- 
ment*' Svc Bat end. 

ROSSi, (XE. Division of Operational Events Assessment (Poet 870411). 89/03/07. 
Consolidated Ecfison Co. of New York, toe. 105pp. 48741.-053-48741:158. 
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8903020165 NRC info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029. "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030. "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903270233 Responds to NRC Info Notice 88-082, “Torus Shells W/ Corrosion & De- 
graded Coatings in BWR Containments." Summary of relevant projects for various 
utils successfully employing underwater alternative to draining vessel end. 

STUART, C.O. S.G. Pinney Co. 89/03/15. ROSSI.C.E. Division of Operational Events 
Assessment (Post 870411). 9pp. 49056:023-49056:031 . 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032. "Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8902280406 “Effluent & Waste Disposal Semiannual Rept Jul-Dec 1 988." W/890206 Itr. 
EENIGENBURG.E. Commonwealth Edison Co. 88/12/31. 16pp. 48624:161- 

48624:176. 


8903090160 Forwards corrected radioactive effluent rept for Jan-June 1988.Final data 
for Sr-89,Sr-90,Fe-55, tritium & gross alpha included. 

EENIGENBURG.E. Commonwealth Edison Co. 89/02/13. Document Control Branch 
(Document Control Desk). Ip. 48785:043-48785:074. 

—8903090136 “Corrected Effluent & Waste Disposal Semiannual Rept for Jan-June 
1988 ” 

* Commonwealth Edison Co. 88/06/30. 15pp. 48785:044-48785:074. 

8903140450 Forwards occupational radiation exposure portions of plants operating repts 
for 1988,per Reg Guide 1.16. 

RESCEK.F. Commonwealth Edison Co. 89/02/22. DAVIS, A.B. Region 3, Ofc of the 
Director. Ip. 48853:218-48853:243. 

-8903140480 Forwards occupational radiation exposure rept for 1988, per Reg Guide 
1.16. 

EENIGENBURG.E. Commonwealth Edison Co. 89/02/06. DAVIS, A.B. Region 3, Ofc 
of the Director, ip. 48853:228-48853:231 . 


-8903140481 “Occupational Personnel Radiation Doses for 1988." 

* Commonwealth Edison Co. 88/12/31. 3pp. 48853:229-48853:231. 

8903220239 Monthly operating repts for Feb 1989 for Dresden Nuclear Power Station 
Units 2 & 3.W/890301 Itr. 

PARAMORE.G.. EENIGENBURG.E. Commonwealth Edison Co. 89/02/28. 34pp. 
49048:076-49048:109. 


S. Reportable occurrences, UERs 6 related correspondence 

8902240267 LER 88-006-01 :on 880329.HPCI area temp switches tripped. Caused by in- 
strument setpoint driftTask force to review instrument configuration & calibr methods 
established.Addl testing & augmented insps of temp performed.W/890126 Itr. 
JACKSON, R., EENIGENBURG.E. Commonwealth Edison Co. 89/01/26. 7pp. 
48580:072-48580:078. 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 

DOCKET 50-250 TURKEY POINT PLANT, UNIT 3 


-8903090102 Insp Repts 50-250/89-02 & 50-251/89-02 on 890117-20. Violations 
noted. Major areas inspected:iicensee actions re requirements of radiological emergen- 
cy plan & implementing procedures during 890107 incident re RCS leak on Unit 3. 
KREH.J.L, RANKIN, W.H. Region 2, Ofc of the Director. 89/02/14. 6pp. 48800:281- 
48800:287. 

8903270344 Forwards Insp Repts 50-250/89-03 & 50-251/89-03 on 890206-10 & notice 
of violation (NOV).NOV & details of insp repts withheld. 

STOHR.J.P. Region 2, Ofc of the Director. 89/03/15. CONWAY, W.F. Florida Power & 
Light Co. 2pp. 491 10:091-49110:093. 

-8903270347 Insp Repts 50-250/89-03 & 50-251/89-03 on 890206-10. Violations 
noted.Major areas inspected:access control to protected vital areas, records & 
repts, compensatory measures & protection of safeguards info. 

TILLMAN, A. Region 2. Ofc of the Director. 89/03/08. Ip. 49110:093-49110:093. 


G. Adjudicatory correspondence 

8903170001 Petitioners amended request for hearing & petition for leave to intervene.* 
Petition should be granted so issues raised re rev of plant pressure/temp limits can 
be reviewed by ASLB.W/supporting documentation & Certificate of Svc. 

LORION, J. Center for Nuclear Responsibility. LORION.J. Lorion, J. #189 8227. 89/ 
02/17. Commissioners. 22pp. 48812:098-48812:119. 

8903170278 Licensee response to petitioners amended request for hearing & petition 
for leave to intervene.* Due to petitioners not preferring admissible contention.890217 
request should be denied. W/Supporting documentation & Certificate of Svc. 

FRANTZ, S.P. Florida Power & Light Co. FRANTZ.S.P. Newman & Holtzinger. #189 
8238. 89/03/03. Atomic Safety and Licensing Board Panel. 51pp. 48811:129- 
48811:180. 

8903220039 NRC Staff response to amended request for hearing & petition for leave to 
intervene of Ctr for Nuclear Responsibility & J Lorion.* Contentions 1 & 2 should be 
rejected as matters in controversy in proceeding.Certificate of Svc end. 

MOORE, J.E. Assistant General Counsel for Hearings. #189 8271. 89/03/09. Atomic 
Safety and Licensing Board Panel. 14pp. 48872:237-48872:250. 

8903230031 Submits proposed schedule for consideration by Board, per 890119 
order.W/Certificate of Svc. 

FRANTZ.S.P. Florida Power & Light Co. FRANTZ.S.P. Newman & Holtzinger. #189 

8289. 89/03/13. COTTER, P., BRIGHT, G.O., H ARBOUR, J. Atomic Safety and Licens- 
ing Board Panel. 4pp. 48889:062-48889:065. 

8903230046 Licensee response to petition for leave to make statement by T Saporito.* 
Requests Board to adhere to Board 890217 notice of oral argumentW/Certificate of 
Svc. 

FRANTZ.S.P. Florida Power & Light Co. FRANTZ.S.P. Newman & Holtzinger. #189 

8290. 89/03/13. Atomic Safety and Licensing Board Panel. 4pp. 48888:321- 
48888:324. 

8903230117 Advises that if hearing determined as necessary.recipient petition for leave 
to make statement will be granted in accordance w/limited appearance statements in 
10CFR2.715. W/Certificate of Svc.Served on 890316. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. #189 8293. 89/03/15. 
SAPORITO.T.J. Affiliation Not Assigned. 2pp. 48888:239-48888:240. 

8903290185 Forwards V Stello 861105 Itr to Senator L Chiles & WJ Dircks 811008 
memo to Chairman Palladino re differing prof opinion of D Basdekas on pressurized 
thermal shock, per Board 890321 request.W/Certificate of Svc. 

FRANTZ, S.P. Florida Power & Light Co. FRANTZ.S.P. Newman & Holtzinger. #189 
8352. 89/03/23. COTTER, B.P., BRIGHT, G.O., HARBOUR^. Atomic Safety and Li- 
censing Board Panel. 42pp. 48999:146-48999:187. 


H. General correspondence 


8903080201 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Rulemaking will cause delay in further maint 
enhancement as licensee backtrack to assure prescriptive compliance. 

GRIFFIN, B.L Florida Power 8 Ught Co. 89/02/22. ZECH.LW. Commissioners. 3pp. 
48745:268-48745:270. 

8903130229 Requests NRC comments on end correspondence from TJ Saporito. 
FASCELL.D.B. House of Rep. 89/01/23. KENNEDY. J. Congressional Affairs. 2pp. 
48820:132-48820:136. 


-8903130242 Expresses concerns re resolving safety issues at plant 
SAPORITO, T.J. Affiliation Not Assigned. 89/01/19. STELLO, V. Ofc of the Executive 
Director for Operations. 6pp. 48820:137-48820:147. 

-8903060014 Forwards petitioner requests for disallowance of licensee to bring Unit 3 
6 4 reactors critical.until both internal & NRC safety investigation completed. 
CHANDLER, L.J. Assistant General Counsel for Enforcement 89/01/12. MURLEY.T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 48820:148- 
48820:160. 


F. Security, medical, emergency 6 fire protection plant 

•903010086 Responds to violations noted in Insp Repts 50-250/88-37 & 50-251/88- 
37.Corrective actions:Procedure O-ADM-16.2, "Fire Brigade Program," revised to re- 
quire monthly verification of fire brigade member eligibility. 

CONWAY, W.F. Florida Power 8 Ught Co. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48637:165-48637:167. 


8903090098 Forwards Insp Repts 50-250/89-02 & 50-251 /89-02 on 890117-20 & notice 
of violation. 

ERNST, M.L Region 2. Ofc of the Director. 89/02/24. CONWAY, W.F. Florida Power A 
Light Co. 2pp. 48800:277-48800:287. 

8 9 030900ft Notice of violation from insp on 890 11 7-20. Violation noted: licensee failed 
to promptly classify event involving Unit 3 RCS leakage greater than 50 gpm & to 
make timety notification to State of FL & NRC. 

ERNST.M.L Region 2, Ofc of the Director. 89/02/24. 2pp. 48800:279-48800:280. 


8901050230 Forwards response to 881201 Itr forwarding Itr from D Hammondtree re- 
questing info re effects of plant on environ & alternative power sources. 

STELLO, V. Ofc of the Executive Director for Operations. 88/12/27. GRAHAM, B. 
Senate. 13pp. 48095:258-48095:276. 

8902280542 Submits status of util actions in response to performance enhancement 
program.Two of 9 findings re six-shift vs five-shift operation A drawing update will be 
closed by Oct 1990 A 890601 .respectively. 

CONWAY, W.F. Florida Power A Light Co. 89/02/18. Document Control Branch (Docu- 
ment Control Desk). Ip. 48633:108-48633:108. 


I Forwards response to 890106 request for add! info re emergency power 

. - - j “ - “ “ w/ 
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8903080355 Notification of 890309 mooting w/util in Rockvillo.MD to discuss plant plans 
for PRA. 

EDISON, G.E. Protect Directorate 11-2 89/03/01. BERKOW.H.N. Project Directorate II- 
2. 2pp. 48768:009-48 768 0 10 

8903140129 Responds to issues addressed in 890 f 30 & 0207 Itrs re allegations of em- 
ployee discrimination & harassment which are considered suppls to petition Review in- 
dicates no need for immediate suspension of OL before action taken. 

MURLEY,T.E. Office of Nuclear Reactor R-r :r. ?- Wr 'P:y *70411). 89/03/ 
06. SAPORITO.T.J. Affiliation Not Assignee j: r : -h: ■ 1 u 1 - 

8903240343 Confirms 890302 telcon re 890316 mgt meeting to discuss significant pro- 
grammatic issues. Proposed agenda end. 

ERNST, M.L Region 2. Ofc of the Director. 89/03/07. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 49039:262-49039:265. 

-8903240344 Notice of Significant Meeting w/util on 890316 in Miami, FL to discuss sig- 
p'ficant or?^ r amrpp.t i c 'ssuef 

CP.i v -i ; ; Cl. of the Director. 89/03/07. Region 2, Ofc of the Direc- 

tor ?pp 4:72: 9 2ti ’■? 

8903150342 Notification of 890314 meeting w/util in Rockville, MD to discuss plant plans 
for PRA. 

EDISON, G.E. Project Directorate 11-2 89/03/09. MURLEY.T., SNIEZEK.J., 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 48876:270-48876:272. 

8903170402 Forwards response to Generic Ltr 88-14, "Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment." Upgrades to instrument air quality include 
installation of electric air compressors & new air dryers. 

CONWAY.W.F. Florida Power & Light Co. 89/03/10. Document Control Branch (Docu- 
ment Control Desk). 8pp. 48953:217-48953:224. 

8903210051 Advises that program for prevention of boric acid corrosion at plant accept- 
able & issue considered closed.per Generic Ltr 88-05.Trip rept re audit team 890201- 
02 visit to plants end. 

EDISON.G.E. Project Directorate 11-2. 89/03/10. CONWAY.W.F. Florida Power & Light 
Co. 9pp. 48979:030-48979:038. 

8903230109 Forwards final draft of revised Tech Specs for review & certification of 
consistency.Requests that util verify that each spec in current Tech Spec accounted 
for >n Tech Snec bv d^ect ♦^"s'er & substitution of STS. 

EDISON.G E. -vie'c! C vr.icr.vo 11-2. 89/03/14. CONWAY.W.F. Florida Power & Light 
Co. 375pp. 49030:190-49031:260. 

8903230277 Informs of plan to suppl RETRAN topical rept as early as May 1989.Suppl 
will present generic methods applicable to all util units & will support plant improve- 
ments at St Lucie to implement reactor trip reduction activities. 

CONWAY.W.F. Florida Power & Light Co. 89/03/14. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49029:251-49029:252. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York. Inc. 57pp. 48960:001-48960:057. 


8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York. Inc. 102pp. 48589:001-48589:1 io. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903140292 Forwards Insp Repts 50-250/89-01 & 50-251/89-01 on 8901 09 - 1 3.No vio- 
lations or deviations noted.Unresolved item identified in rept will be pursued during 
future insps. 

BELISLE.A. Region 2, Ofc of the Director. 89/02/28. CONWAY.W.F Florida Power 8 
Light Co. 2pp. 48858:093-48858:104. 

-8903140297 Insp Repts 50-250/89-01 & 50-251/89-01 on 8901 09-1 3. No violations or 
deviations noted.Major areas inspected: previous open items.current mods & HX 
piping sys. 

CHOU.R.C., CARRION.R.P., BLAKE, J.J. Region 2. Ofc of the Director. 89/02/21. 
10pp. 48858:095-48858:10 4. 

8903150480 Forwards Insp Repts 50-250/89-04 & 50-251/89-04 on 8901 30-0203.No 
violations or deviations noted. 

JULIAN.C.A. Region 2. Ofc of the Director. 89/03/01. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 48871 :236-48871 :242. 

-8903150482 Insp Repts 50-250/89-04 & 50-251/89-04 on 890130-0204.No violations 
noted.Major areas inspected:proposed soil & foundation preparation & concrete place- 
ment for addition of emergency diesel generators,including results of testing. 
HARRIS.J.R., CONLON.T. Region 2, Ofc of the Director. 89/02/28. 5dp. 48871:238- 
48871:242. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903080132 Responds to violations noted in Insp Repts 50-250/88-39 & 50-251/88- 
39.Corrective aciions:plant night orders issued to plant operations to emphasize that 
single clearance should be used to create work boundary & not multiple clearances. 
CONWAY.W.F. Florida Power & Light Co. 89/03/03. Document Control Branch (Docu- 
ment Control Desk). 6pp. 48741:305-48741:310. 

8903100394 Responds to NRC 890201 notice of violation & proposed imposition of civil 
penalty re security violations.Nuclear security corporate manager will rept directly to 
author until plant shows significant improvement. 

CONWAY.W.F. Florida Power & Light Co. 89/03/03. LIEBERMAN.J. Document Con- 
trol Branch (Document Control Desk). 3pp. 48804:003-48804:005. 


Q. Inspection reports, IE Bulletins & correspondence 

8902270491 Forwards Insp Repts 50-250/88-40 & 50-251/88-40 on 881223- 
890127.No violations or deviations noted. 

WILSON, B.A. Region 2, Ofc of the Director. 89/02/15. CONWAY.W.F. Florida Power 
& Light Co. 2pp. 48587:196-48587:207. 

-8902270494 Insp Repts 50-250/88-40 & 50-251/88-40 on 881 223-8901 27, No viola- 
tions or deviations notedMajor areas inspected:monthly surveillance 
observations, monthly maint observations,ESF walkdowns,operational safety & plant 
events. 

BUTCHER, R.C., MCELHINNEY.T.F., SCHNEBLI.G.A. Region 2, Ofc of the Director. 
89/02/10. 10pp. 48587:198-48587:207. 

8903010086 Responds to violations noted in Insp Repts 50-250/88-37 & 50-251/88- 
37.Corrective actions:Procedure O-ADM-16.2, "Fire Brigade Program" revised to re- 
quire monthly verification of fire brigade member eligibility. 

CONWAY.W.F. Florida Power & Light Co. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48637:165-48637:167. 

8903090353 Forwards insp Repts 50-250/89-05 & 50-251/89-05 on 890130- 0203.No 
violations or deviations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/02/22. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 48798:317-48798:329. 

-8903090356 Insp Repts 50-250/89-05 & 50-251/89-05 on 890130-0203.No violations 
or deviations noted.Major areas inspected: replacement & repair of reactor vessel 
bottom mounted instrumentation conduits at seal tables & ND C -ccords 
NEWSOME.R.W., BLAKE.J.J. Region 2, Ofc of the Diroc:cr. 89/02/1;. Ilpp, 
48798:319-48798:329. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903090095 Forwards insp Repts 50-250/89-02 & 50-251/89-02 on 890117-20 & notice 
of violation. 

ERNST.M.L. Region 2, Ofc of the Director. 89/02/24. CONWAY.W.F. Florida Power & 
Ught Co. 2pp. 48800:277-48800^87. 


8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903150106 Responds to NRC Bulletin 88-011, "Pressurizer Surge Line Thermal Stratifi- 
cation." Insps of surge lines did not identify gross discernible distress or structural 
damage r 'ircs.'-dudrg piping, pipe supports and anchor bolts. 

CCN.VAY W.r. '".cnaa Fewer & Light Co. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 5pp. 48859:1 1 9-48859:123. 

8903010207 NRC Info Notice 89-026, "instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:1 14- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear .Power Plants.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903270344 Forwards Insp Repts 50-250/89-03 & 50-251/89-03 on 890206-10 & notice 
of violation (NOV).NOV & details of insp repts withheld. 

STOHR.J.P. Region 2, Ofc of the Director. 89/03/15. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 49110:091-49110:093. 


—8903090099 Notice of violation from insp on 8901l7-20.Vidation noted: licensee failed 
to promptly classify event involving Unit 3 RCS leakage greater than 50 gpm & to 
make timely notification to State of FL & NRC. 

ERNST, M.L. Region 2, Ofc of the Director. 89/02/24. 2pp. 48800:279-48800:280. 


-8903270347 insp Repts 50-250/89-03 & 50-251/89-03 on 890206-10. Violations 
noted.Major areas inspected:access control to protected vital areas, records & 
repts, compensatory measures & protection of safeguards info. 

TILLMAN, A. Region 2, Ofc of the Director. 89/03/08. ip. 491 10:093-491 10:093. 


-8903090102 Insp Repts 50-250/89-02 & 50-251/89*02 on 890117-20. Violations 
noted.Major areas inspected:ltcensee actions re requirements of radiological emergen- 


cy plan & implementing procedures during 890107 incident re RCS leak on Unit 3. 
KREH.J.L, RANKIN, W.H. Region 2, Ofc of the Director. 89/02/14. 6pp. 48800:281- 
48800:287. 


8903230426 Ack receipt of 890303 ltr & payment of civil penalty in amount of $100,000 
proposed by NRC on 890201 .Corrective actions described in attachment to ltr re- 
viewed & appear to be adequate if aggressively & fully implemented. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/20. CONWAY.W.F. Florida 
Power & Ught Co. 1 p; 49030:1 59-49030:1 59. 
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8903160427 NRC Info Notice 89-031. "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI. C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York. Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032. "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903100271 "Semiannual Radioactive Effluent Release Rept Jul-Dec 1988." W/890302 
Itr. 

CONWAY.W.F. Florida Power & Light Co. 88/12/31. 40pp. 48828:031-48828:070. 

8903160464 "Annual Nonradiological Environ Monitoring Rept, 1988.” W/890309 Itr. 
CONWAY.W.F. Florida Power I Light Co. 88/12/31. 2pp. 48887:359-48887:360. 

8902230427 Monthly operation repts for Jan 1989 for Turkey Point Units 3 & 4 & 
St. Lucie Units 1 & 2 W. 830? ito Itr. 

BONETT.D.M., CONWAY.W.F. Florida Power & Light Co. 89/01/31. 17pp. 48568:142- 
48568:158. 

8903240172 Monthly operating repts for Feb 1989 for Turkey Point Units 3 & 4 & St 
Lucie Units 1 & 2.W/890314 Itr. 

BONNETT.D.M.. CONWAY.W.F. Florida Power & Ught Co. 89/02/28. 17pp. 
49038:306-49038:322. 

8903150078 Forwards select sys assessment progress summary for Feb 1988, per NRC 
860812 order. 

CONWAY.W.F. Florida Power & Light Co. 89/03/09. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48860:327-48860:328. 

8903170081 Forwards integrated schedule monthly summary for Feb 1989. Extension 
for completion of mod to air start motor upgrade until completion of emergency power 
sys enhancement program requested.Extension would resolve procurement issues. 
CONWAY.W.F. Florida Power & Light Co. 89/03/09. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48894:219-48894:222. 

8903220020 Ack receipt of 890126 Itr re draft effluent info for 1987.No comments of- 
fered. 

CONWAY.W.F. Florida Power & Ught Co. 89/03/15. TICHLER.J.L. Brookhaven Na- 
tional Laboratory. Ip. 49004:248-49004:248. 


S. Reportable occurrences, LERs & related correspondence 


8902280007 LER 89-001 -00: on 8901 10, emergency diesel generator (EDG) B & intake 
cooling water pump 3A out of svc during same time. Caused by operability test being 
performed.EDG returned to svc on 890110 & pump checked.W/890209 Itr. 

LYONS, E., CONWAY.W.F. Florida Power & Light Co. 89/02/09. 4pp. 48626:044- 
48626:047. 

8902280316 LER 89-003-00:on 8901 24, control room ventilation sys shift to recirculation 
mode during channel check occurred.Caused by flaw in design of radiation monitor 
circuit module.Work instruction revised.W/890222 Itr. 

LYONS, E., CONWAY.W.F. Florida Power & Light Co. 89/02/22. 4pp. 48626:101- 
48626:104. 

8902280528 Special reptfire protection sys impaired for greater than 7 days.On 
8901 18, rust holes noted on Fire Door 67-2.0n 8901 21, repair required for thermolog 
insulation.Caused by time deterioration. Fire patrols established. 

CONWAY, W.F. Florida Power & Light Co. 89/02/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48991 :01 7-48991 :01 8. 

8903080277 Special rept:on 8901 30, main steam line radiation monitor inoperable for 
greater than 7 days.Caused by inability to obtain proper response from Cs-137 stick 
source & Kr-85 check source during replacement of damaged cable & detector. 
CONWAY.W.F. Florida Power & Ught Co. 89/03/01. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48748:354-48748:356. 

8903230293 LER 89-004-00:on 89021 0,reactor trip occurred.Caused by defective proce- 
dure during steam generator protection channel testing.Procedure OP 14004.1 revised 
to correct errors.W/890313 Itr. 

MOWREY.C., CONWAY.W.F. Florida Power & Ught Co. 89/03/13. 4pp. 49028:245- 
49028:248. 

8903210386 LER 89-005-00:on 89021 5, auxiliary feedwater flow automatically initiated 
following attempt to start steam generator feedwater pump.Caused by wiring error on 
starting circuit relay.Wiring error corrected.W/89031 7 Itr. 

MOWREY.C., CONWAY.W.F. Florida Power & Light Co. 89/03/17. 4pp. 48984:141- 
48984:144. 

8903280104 Special reptnonfunctional fire barrier penetration not returned to functional 
status within 7 days.Caused by plant mods.Detector operability verified & fire watch 
patrols established. 

CONWAY.W.F. Florida Power & Ught Co. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49074:140-49074:141. 


V. Operator Examinations 


8611050162 Forwards proprietary list of plant personnel holding licenses at plant, per 
requestUst withheld. 

WOODY.C.O. Florida Power & Ught Co. 86/10/23. GRACE, J.N. Region 2, Ofc of the 
Director. 2pp. 38480:21 1 -38480:21 1 . 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001 -49005:056. 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


F. Security, medical, emergency & fire protection plans 

8903010086 Responds to violations noted in Insp Repts 50-250/88-37 & 50-251/88- 
37.Corrective actions: Procedure O-ADM-16.2, "Fire Brigade Program," revised to re- 
quire monthly verification of fire brigade member eligibility. 

CONWAY.W.F. Florida Power & Light Co. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48637:165-48637:167. 

8903090095 Forwards Insp Repts 50-250/89-02 & 50-251/89-02 on 890117-20 & notice 
of violation. 

ERNST, M.L. Region 2, Ofc of the Director. 89/02/24. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 48800:277-48800:287. 

-8903090102 Insp Repts 50-250/89-02 & 50-251/89-02 on 890117-20. Violations 
noted. Major areas inspected'.licensee actions re requirements of radiological emergen- 
cy plan & implementing procedures during 09C*97 incident re RCS leak on Unit 3. 
KREH.J.L. Region 2, Ofc of the Diro::»r a;-. 6pp. 48800:281-48800:287. 

8903270344 Forwards Insp Repts 50-250/89-03 & 50-251/89-03 on 890206-10 & notice 
of violation (NOV).NOV & details of insp repts withheld. 

STOHR.J.P. Region 2, Ofc of the Director. 89/03/15. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 49110:091-49110:093. 

-8903270347 Insp Repts 50-250/89-03 & 50-251/89-03 on 890206-10. Violations 
noted. Major areas inspected:access control to protected vital areas.records & 
repts.compensatory measures & protection of safeguards info. 

TILLMAN .A. Region 2, Ofcof the Director. 89/03/08. Ip. 49110:093-49110:093. 


G. Adjudicatory correspondence 


8903170001 Petitioners amended request for hearing & petition for leave to intervene.* 
Petition should be granted so Issues raised re rev of plant pressure/temp limits can 
be reviewed by ASL.E.w 's-pocrirc: dc.'VjmeT.uticn & Certificate of Svc. 

LORION.J. Center *c' Ni.-lcw Fcspcns'bil.". : CHION.J. Lorion, J. #189 8227. 89/ 
02/1 7. Commissicne-s ?2pp :88 * 2:0!?S-:efi * 2: 1 9 

8903170278 Licensee response to petitioners amended request for hearing 8 petition 
for leave to intervene.* Due to petitioners not preferring admissible contention.890217 
rocuost skcu'ri bo ccn.oc .VS-pponinq documentation & Certificate of Svc. 
FRANT/.S.F F'cnda =>ca O' 6 _:ghi Cc. FRANTZ, S.P. Newman & Holtzinger. #189 
8238. 89/03/03. Atomic Safety and Licensing Board Panel. 51pp. 48811:129- 
48811:180. 

8903220039 NRC Staff response to amended request for hearing & petition tor leave to 
intervene of Ctr for Nuclear Responsibility & J Lorion.* Contentions 1 & 2 should be 
rejected as matters in controversy in proceeding.Certificate of Svc end. 

MOORE.J.E. Assistant General Counsel for Hearings. #189 8271. 89/03/09. Atomic 
Safety and Licensing Board Panel. 14pp. 48872:237-48872:250. 

8903230031 Submits proposed schedule for consideration by Board, per 890119 
order.W/Certificate of Svc. 

FRANTZ, S.P. Florida Power & Ught Co. FRANTZ.S.P. Newman & Holtzinger. #189 

8289. 89/03/13. COTTER, P., BRIGHT, G.O., HARBOUR.J. Atomic Safety and Licens- 
ing Board Panel. 4pp. 48889:062-48889:065. 

8903230046 Licensee response to petition for leave to make statement by T Saporito.* 
Requests Board to adhere to Board 890217 notice of oral argumentW/Certificate of 
Svc. 

FRANTZ, S.P. Florida Power & Light Co. FRANTZ.S.P. Newman & Holtzinger. #189 

8290. 89/03/13. Atomic Safety and Licensing Board Panel. 4pp. 48888:321- 
48888:324. 

8903230117 Advises that if hearing determined as necessary, recipient petition for leave 
to make statement will be granted in accordance w/limited appearance statements in 
1 0CFR2.71 5. W/Certificate of Svc.Served on 890316. 

COTTER ,B.P. Atomic Safety and Ucensing Board Panel. #189 8293. 89/03/15. 
SAPORITO ,TJ. Affiliation Not Assigned. 2pp. 48888:239-48888:240. 

8903290185 Forwards V Stello 861105 Itr to Senator L Chiles & WJ Dircks 811008 
memo to Chairman Palladino re differing prof opinion of D Basdekas on pressurized 
thermal shock, per Board 890321 requestW/Certificate of Svc. 

FRANTZ.S.P. Florida Power & Light Co. FRANTZ, S.P. Newman & Holtzinger. #189 
8352. 89/03/23. COTTER.B.P., BRIGHT, G.O., HARBOUR, J. Atomic Safety and Li- 
censing Board Panel. 42pp. 48999:146-48999:187. 


H. General correspondence 


8903080201 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Rulemaking will cause delay in further maint 
enhancement as licensee backtrack to assure presenptive compliance. 

GRIFFIN, B.L Florida Power & Ught Co, 89/02/22. ZECH.LW. Commissioners. 3pp. 
48745:268-48745:270. 

8903130229 Requests NRC comments on end correspondence from TJ Saporito. 
FASCELL.D.B. House of Rep. 89/01/23. KENNEDY, J. Congressional Affairs. 2pp. 
48820:132-48820:136. 

-8903130242 Expresses concerns re resolving safety issues at plant 
SAPORITO, TJ. Affiliation Not Assigned. 89/01/19. STELLO.V. Ofc of the Executive 
Director for Operations. 6pp. 48820:1 37-48820:1 47. 

-8903080014 Forwards petitioner requests for disallowance of licensee to bring Unit 3 
& 4 reactors critical, until both internal & NRC safety investigation completed. 
CHANDLER.LJ. Assistant General Counsel for Enforcement. 89/01/12. MURLEY.T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 48820:148- 
48820:160. 
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P. Operating license stage documents & correspondence 

8901050230 Forwards response to 881201 Itr forwarding Itr from 0 Hammondtree re- 
questing info re effects of plant on environ & alternative power sources. 

STELLO.V. Ofc of the Executive Director for Operations. 88/12/27. GRAHAM.B. 
Senate. 13pp. 48095:258-48095:276. 

8902280542 Submits status of util actions in response to performance enhancement 
program.Two of 9 findings re six-shift vs five-shift operation & drawing update will be 
closed by Oct 1990 & 890601 .respectively. 

CONWAY.W.F. Florida Power & Ught Co. 89/02/18. Document Control Branch (Docu- 
ment Control Desk). Ip. 48633:108-48633:108. 

8903090308 Forwards response to 890106 request for addl info re emergency power 
sys enhancement projectResponses to listed questions & all requests dealing w/ 
emergency diesel generator qualification testing wilt be provided by 890320. 
CONWAY.W.F. Florida Power & Light Co. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). 39pp. 48782:299-48782:337. 

8903080355 Notification of 890309 meeting w/util in Rockville, MD to discuss plant plans 
for PRA. 

EDISON.G.E. Project Directorate 11-2. 89/03/01. BERKOW.H.N. Project Directorate II- 
2. 2pp. 48768:009-48768:010. 

8903140129 Responds to issues addressed in 890130 & 0207 Itrs re allegations of em- 
ployee discrimination & harassment which are considered suppls to petition.Review in- 
dicates no need for immediate suspension of OL before action taken. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
06. SAPORITO.T.J. Affiliation Not Assigned. 3pp. 48834:063-48834:065. 

8903240343 Confirms 890302 telcon re 890316 mgt meeting to discuss significant pro- 
nfflitinatic issues Pro po sed age nda end. 

§RNST,M.L. Region 2/Ofc of the Director. 89/03/07. CONWAY.W.F. Florida Power & 
Ught Co. 2pp. 49039:262-49039:265. 

8903150342 Notification of 890314 meeting w/util in Rockville, MD to discuss plant plans 
for PRA. 

EDISON.G.E. Project Directorate 11-2. 89/03/09. MURLEY.T., SNIEZEK.J., 
MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 48876:270-48876:272. 

8903170402 Forwards response to Generic Ltr 88-14, “Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment." Upgrades to instrument air quality include 
installation of electric air compressors & new air dryers. 

CONWAY, W.F. Florida Power & Light Co. 89/03/10. Document Control Branch (Docu- 
ment Control Desk). 8pp. 48953:21 7-48953224. 

8903210051 Advises that program for prevention of boric acid corrosion at plant accept- 
able & issue considered closed, per Generic Ltr 88-05.Trip rept re audit team 890201- 
02 visit to plants end. 

EDISON.G.E. Project Directorate 11-2. 89/03/10. CONWAY.W.F. Florida Power & Ught 
Co. 9pp. 48979:030-48979:038. 

8903230109 Forwards final draft of revised Tech Specs for review & certification of 
conslstency.Requests that util verify that each spec in current Tech Spec accounted 
for in Tech Spec by direct transfer & substitution of STS. 

EDISON.G.E. Project Directorate 11-2. 89/03/14. CONWAY.W.F. Florida Power & Ught 
Co. 375pp. 49030:190-49031:260. 

8903230277 Informs of plan to suppl RETRAN topical rept as early as May 1989.Suppl 
will present generic methods applicable to all util units & will support plant improve- 
ments at St Lucie to implement reactor trip reduction activities. 

CONWAY.W.F. Florida Power A Light Co. 89/03/14. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49029251-49029:252. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to Improve detection of counterfeit A fraudulently marketed products.Svc list 
end. 

VARGA, SA Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York. Inc. 57pp. 48960:001-48960:057. 


a Inspection reports, IE Bullstlns & correspondence 

8902279491 Forwards insp Repts 50-250/88-40 * 50-251/88-40 on 881223- 
890127.No violations or deviations noted. 

WILSON.BA Region 2, Ofc of the Director. 89/02/15. CONWAY.W.F. Florida Power 
& Ught Co. 2pp. 48587:196-48587:207. 

-8802270494 Insp Repts 50-250/88-40 & 50-251/88-40 on 881 223-8901 27.No viola- 
tions or deviations noted.Major areas inspected:monthly surveillance 
observations t monthly maint observations,ESF waJkdowns,operational safety & plant 
events. 

BUTCHER.R.C., MCELHINNEY.T.F., SCHNEBU.GA Region 2. Ofc of the Director. 
89/02/10. 10pp. 48587:1 98-48587:207. 

8903010086 Responds to violations noted in Insp Repts 50-250/88-37 & 50-251/88- 
37.Corrective actionrProcedure O-ADM-16.2, "fire Brigade Program," revised to re- 
quire monthly verification of fire brigade member eligibility. 

CONWAY.W.F. Florida Power A Light Co. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48637:165-48637:167. 

8903090353 Forwards Insp Repts 50-250/894)5 A 50-251/89-05 on 890130- 0203.No 
violations or dev ia tio ns noted. 

JULIAN, CA Redon 2. Ofc of the Director. 89/02/22. CONWAY.W.F. Florida Power & 
Ught Co. 2pp. 4879831 7-48798329. 

-8 9 03090356 Imp Repts 50-250/894)5 A 50-251/894)5 on 890130-0203.No violations 
or deviations notedMajor areas inspected: replacement A repair of reactor vessel 
bottom mounted instrumentation cqnduits at seal tables A NDE records. 
NBVSOME,B.W.. BLAKE.JJ. Region 2, Ofc of the Director. 89/02/13. 11pp. 

9992170112 NRC Into Notice 894)20, “Weld Failures in Pump of Byron-Jacfcson 
Deaton." Svc fidonet 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 


8903090095 Forwards Insp Repts 50-250/89-02 & 50-251/89-02 on 890117-20 & notice 
of violation. 

ERNST, M.L. Region 2, Ofc of the Director. 89/02/24. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 48800:277-48800:287. 

-8903090102 Insp Repts 50-250/89-02 & 50-251/89-02 on 890117-20. Violations 
noted.Major areas inspected:licensee actions re requirements of radiological emergen- 
cy plan & implementing procedures during 890107 incident re RCS leak on Unit 3. 
KREH.J.L., RANKIN, W.H. Region 2. Ofc of the Director. 89/02/14. 6pp. 48800:281- 
48800:287. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903140292 Forwards Insp Repts 50-250/89-01 A 50-251/89-01 on 890109-13.No vio- 
lations or deviations noted.Unresolved item identified in rept will be pursued during 
future insps. 

BELISLEA Region 2, Ofc of the Director. 89/02/28. CONWAY.W.F. Florida Power A 
Ught Co. 2pp. 48858:093-48858:104. 

-8903140297 Insp Repts 50-250/89-01 & 50-251/89-01 on 890109-13.No violations or 
deviations noted.Major areas inspected: previous open items, current mods & HX 
piping sys. 

CHOU.R.C., CARRION, R.P., BLAKE.J.J. Region 2, Ofc of the Director. 89/02/21. 
1 0pp. 48858:095-48858: 1 04. 

8903150480 Forwards Insp Repts 50-250/89-04 & 50-251/89-04 on 890130-0203.No 
violations or deviations noted. 

JULIAN.CA. Region 2. Ofc of the Director. 89/03/01. CONWAY.W.F. Florida Power & 
Ught Co. 2pp. 48871336-48871:242. 

-8903150482 Insp Repts 50-250/89-04 A 50-251/89-04 on 890130-0204.No violations 
noted.Major areas inspected:proposed soil & foundation preparation & concrete place- 
ment for addition of emergency diesel generators, including results of testing. 

HARRIS, J.R., CON LON, T. Region 2, Ofc of the Director. 89/02/28. 5pp. 48871:238- 
48871:242. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023. “Environ Qualification of Utton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York. Inc. 106pp. 48723:038-48723:143. 

8903080132 Responds to violations noted in Insp Repts 50-250/88-39 A 50-251/88- 
39.Corrective actions:plant night orders issued to plant operations to emphasize that 
single clearance should be used to create work boundary A not multiple clearances. 
CONWAY.W.F. Florida Power A Ught Co. 89/03/03. Document Control Branch (Docu- 
ment Control Desk). 6pp. 4874 1 :305-48741 :31 0. 

8903100394 Responds to NRC 890201 notice of violation A proposed imposition of civil 
penalty re security violations.Nuclear security corporate manager will rept directly to 
author until plant shows significant improvement 

CONWAY.W.F. Florida Power A Ught Co. 89/03/03. LIEBERMAN.J. Document Con- 
trol Branch (Document Control Desk). 3pp. 48804:003-48804:005. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial A Medical Nuclear Safety (Post 670729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903150106 Responds to NRC Bulletin 884)11, “Pressurizer Surge Line Thermal Stratifi- 
cation." Insps of surge lines did not identify gross discernible distress or structural 
damage in linesjnduding piping, pipe supports and anchor bolts. 

CONWAY.W.F. Florida Power A Ught Co. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 5pp. 48859:1 19-48859:123. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York. Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms A High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management A Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York. Inc. 117pp. 48798:114- 
48798:231. 

6903080372 NRC Info Notice 89-028, “Weight ACtrof Gravity Discrepancies tor Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSS1.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001 -48895:1 09. 

6903090021 NRC Info Notice 894)29, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

9903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48895:110-48895:215. 

•903270344 Forwards Insp Repts 50-250/894)3 A 50-251/894)3 on 890206-10 A notice 
of violation (NOV).NOV A details of insp repts withheld. 

STOHRJ.P. Redon 2, Ofc of the Director. 89/03/15. CONWAY.W.F. Florida Power A 
Light Co. 2pp. 491 10:091-491 10.-093. 
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-•8903270347 Insp Repts 50-250/89-03 & 50-251/89-03 on 890206-10. Violations 
noted.Major areas inspected.access control to protected vital areas, records & 
repts, compensatory measures & protection of safeguards info. 

TILLMAN, A. Region 2, Ofc of the Director. 89/03/08. Ip. 49110:093-491 10:093. 

8903230426 Ack receipt of 890303 Itr & payment of civil penalty in amount of $100,000 
proposed by NRC on 890201 .Corrective actions described in attachment to Itr re- 
viewed & appear to be adequate if aggressively & fully implemented. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/20. CONWAY.W.F. Florida 
Power & Light Co. Ip. 49030:159-49030:159. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903100271 “Semiannual Radioactive Effluent Release Rept Jul-Dec 1988.” W/89O302 
Itr. 

CONWAY.W.F. Florida Power & Light Co. 88/12/31. 40pp. 48828:031-48828:070. 

8903160464 “Annual Nonradiological Environ Monitoring Rept,1 988.” W/890309 Itr. 
CONWAY, W.F. Florida Power & Light Co. 88/12/31. 2pp. 48887:359-48887:360. 

8902230427 Monthly operating repts for Jan 1989 for Turkey Point Units 3 & 4 & 
SLLucie Units 1 A 2.W/890213 Itr. 

BONETT.D.M., CONWAY.W.F. Florida Power & Light Co. 89/01/31. 17pp. 48568:142- 
48568:158. 

8903240172 Monthly operating repts for Feb 1989 for Turkey Point Units 3 & 4 & St 
Lucie Units 1 & 2.W/890314 Itr. 

BONNETT.D.M., CONWAY.W.F. Florida Power & Light Co. 89/02/28. 17pp. 
49038:306-49038:322. 

8903150078 Forwards select sys assessment progress summary for Feb 1988, per NRC 
860812 order. 

CONWAY.W.F. Florida Power & Light Co. 89/03/09. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48860:327-48860:328. 

8903170081 Forwards integrated schedule monthly summary for Feb 1989. Extension 
for completion of mod to air start motor upgrade until completion of emergency power 
sys enhancement program requested.Extension would resolve procurement issues. 
CONWAY, W.F. Florida Power & Light Co. 89/03/09. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48894:219-48894:222. 

8903220020 Ack receipt of 890126 Itr re draft effluent info for 1987.No comments of- 
fered. 

CONWAY.W.F. Florida Power & Light Co. 89/03/15. TICHLER.J.L. Brookhaven Na- 
tional Laboratory. Ip. 49004:248-49004:248. 


S. Reportable occurrences, LERs & related correspondence 


8610030181 LER 86-01 8-00:860824, auxiliary feedwater flow control valve failed to open 
fully.Caused by pressure conversion module terminal w/corrosion that resulted in high 
electrical resistance.Terminal cleaned.W/860924 Itr. 

SALAMAN.G., WOODY.C.O. Florida Power & Light Co. 86/09/23. 3pp. 38082:357- 
38082:359. 

8902280528 Special reptfire protection sys impaired for greater than 7 days.On 
8901 18, rust holes noted on Fire Door 67-2.0n 8901 21 .repair required for thermolog 
insulation.Caused by time deterioration.Fire patrols established. 

CONWAY.W.F. Honda Power & Light Co. 89/02/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48991:017-48991:018. 

8903080277 Special rapfcon 8901 30, main steam line radiation monitor Inoperable for 
greater than 7 days.Caused by inability to obtain proper response from Cs-137 stick 
source 6 Kr-85 check source during replacement of damaged cable & detector. 
CONWAY.W.F. Florida Power & Light Co. 89/03/01. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48748:354-48748:356. 

8903200022 LER 89-001 -OO.on 890209, emergency diesel generator inoperable w/RHR 
4B out-of-svc.Caused by miscommunication between operations personnel.Procedure 
O-OSP-023.1 revised to require operability of required equipment.W/890313 Itr. 
LYONS, E., CONWAY, W.F. Florida Power & Light Co. 89/03/13. 4pp. 48970:257- 
48970:260. 

8903280104 Special reptnonfunctional fire barrier penetration not returned to functional 
status within 7 days.Caused by plant mods.Detector operability verified & fire watch 
patrols 

CONWAY.W.F. Florida Power & Light Co. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49074:140-49074:141. 


8811050162 Forwards proprietary list of plant personnel holding licenses at ptant,per 
requesLList withheld. 

WOODY.C.O. Florida Power 6 Light Co. 86/10/23. GRACE.J.N. Region 2, Ofc of the 
Director. 2pp. 38480:21 1 -38480:21 1 . 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director fa Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York. Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8903140027 Rev 5 to EPIP EG-10, “Offsite Personnel & Vehicle Contamination Monitor- 
ing at Relocation Ctrs for Nuclear Station Evacuees." 

GOLDEN, J.C. Commonwealth Edison Co. 89/01/31. 9pp. 48857:282-48857:290. 

8903160344 Revised EPIPs, including Rev 2 to QEP 710-0, "Training Program” & Rev 2 
to QEP 710-T2, “Training Requirements Matrix for GSEP Positions.’* 

SCHMIDT, K.A. Commonwealth Edison Co. 89/02/23. 4pp. 48879:242-48879:245. 


J. Insurance 8 indemnity information 

8903150140 Informs of onsite property damage insurance in force at plants. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/09. Document Control Branch (Doc- 
ument Control Desk). Ip. 48871:345-48871:345. 

8903280163 Forwards Endorsements 203 & 204 to NELIA Policy NF-43, Endorsements 
177 & 178 to MAELU Policy MF-22, Endorsements 115 & 116 to NELIA Policy NF-187 
& Endorsements 98 & 99 to MAELU Policy MF-54. 

OSTER.J. Commonwealth Edison Co. 89/03/20. DINITZ.I. Document Control Branch 
(Document Control Desk). 13pp. 49063:175-49063:187. 


P. Operating license stage documents A correspondence 

8902270374 Application for amends to Licenses DPR-29 & DPR-30, changing Tech Spec 
Section 6.0, per Generic Ltr 88-06 to include removal of organizational figures. 
CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/21. MULLER.D. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48586:273-48586:320. 

-8902270378 Proposed Tech Specs re administrative controls. 

* Commonwealth Edison Co. 89/02/21. 46pp. 48586:275-48586:320. 

8902280351 Advises of withdrawal of 881005 proposed amend to Tech Spec adminis- 
trative controls Section 6.Request being withdrawn due to finalization of major reorga- 
nization. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/21. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48633:227-48633:228. 

8903010230 Forwards "Quad-Cities Neutron Radioassay Measurement Guidelines - 
Spent Fuel Storage Pool." 

JOHNSON, I.M. Commonwealth Edison Co. 89/02/22. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 48659:344-48659:350. 

-8903010236 “Guidelines for Neutron Radioassay Measurements at Quad-Cities Unit 
One Spent Fuel Storage Pool." 

* Commonwealth Edison Co. 89/01/31. 6pp. 48659:345-48659:350. 

8903010374 Forwards “Effluent & Waste Disposal Semiannual Rept Jul-Dec 1988” & 
Revs 6 & 7 to “Quad-Cities Station Process Control Program for Processing of Radio- 
active Wet Waste." 

BAX.R.L Commonwealth Edison Co. 89/02/22. Document Control Branch (Document 
Control Desk). Ip. 48647:288-48647:304. 

-8903010421 "Quad-Cities Station Process Control Program fa Processing Radioactive 
Wet Waste." 

* Commonwealth Edison Co. 88/12/31. 14pp. 48647:324-48647:337. 

8903100389 Forwards safety evaluation accepting util response to Generic Ltr 83- 
28, Item 2.1 (Part 2) re vendor interface program. 

ROSS.T.M. Project Directorate 111-2. 89/02/22. BLISS.H.E. Commonwealth Edison Co. 
3pp. 48804:151-48804:156. 

-8903100390 Safety evaluation accepting util response to Generic Ltr 83-28,ltem 2.1 
(Part 2) re confirmation that interface established w/NSSS vendor or w/vendors of 
components of reacta trip sys. 

* Office of Nuclear Reactor Regulation, Directa (Post 870411). 89/02/22. 3pp. 
48804:154-48804:156. 

8903100498 Forwards Amends 115 & 111 to Licenses DPR-29 & DPR-30, respectively 
& safety evaluation.Amend deletes snubber listing from Tech Specs. 

ROSS.T. Project Directorate III-2. 89/02/22. BLISS.H.E. Commonwealth Edison Co. 
3pp. 48803:327-48803:360. 

— 89G3100S02 Amends 115 & 111 to Licenses DPR-29 & DPR-30 .respectively, deleting 
snubber listing from Tech Specs. 

MULLER, D.R. Project Directorate ill-2. 89/02/22. 29pp. 48803:330-48803:358. 

-8903100505 Safety evaluation supporting Amends 115 & 111 to Licenses DPR-29 & 
DPR-30, respectively. 

ROSS.T. Project Directorate 111-2. 89/02/22. 2pp. 48803:359-48803:360. 

8903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, “QA Program fa Nu- 
clear Generating Stations,” incorporating Pages 1-38 & 1-44. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/01. Document Control Branch (Doc- 
ument Control Desk). Ip. 48800:252-48808*253. 

-•903100138 Corrected Rev 54 to “QA Program fa Nuclear Generating Statons,” in- 
corporating Pages ‘1-38 A 1-44. 

SHEWSKI>.J. Commonwealth Edison Co. 89/01/27. 10pp. 48808254-48808:263. 

8903210119 Provides update of NRC current position re acceptability of use of ASME 
Code Case N-41 1, “Alternate Damping Values fa Seismic Analysis of Class 1,2 A 3 
Piping A Alternate Seismic Evaluation Criteria.” 

MULLER, D.R. Project Directaate 111-2. 89/03/01. BLISS.H.E. Commonwealth Edison 
Co. 6pp. 48983:167-48983:172. 

8903240281 Confirms 890323 meeting in Glen Ellyn, IL to discuss util quality verification 
program, pa 890210 Itr. 

GREENMAN.E.G. Region 3, Ofc of the Directa. 89/03/03. REED.C. Commonwealth 
Edison Co. 3pp. 49039:043-49039:045. 
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8903160058 Ack receipt of 890127 submittal of Rt«v 54 to OA topical Rept i:t 1- 
r v -t to satisfy requirements of lOCF-R50.App R & acceptable. 

n - Cfr of "" Director 89/03.07. Rf E Da. Commonwealth 
Edison Co. 2pp ■■■■■■ ■ — 

8903200289 Notice of consideration of issuance of amends lo Licenses DPR 29.DPR- 
30.DPR-19 & DPR-25 & proposed NSHC determination & opportunity for 
hear.nc Amend revises Tech Spec Section 6.0. "Administrative Controls " 

SHE MANS* i.°.C., ROSS.T.M.. SIEGEL.8.L. Project Directorate III ?. 89'03/09 1 1 pp 
48971:073-48971:083. 

8903220514 Forwards Wyle Lab Test Rept 17019-01 ro simulated 3 yr testing of Mobi- 
'ux C P o CD ■* F° ? S Mohi lrt cre**e ?8.Test program demonstrated that Mobil grease 
sj- .: . ■■■. ::: -;cr :r.:: i\>r. i.. *.;■ y.'-.-. during aging 

SILADYJ.A. Commonwealth Edison Co rii), MURLEY.T E. Office of Nuclear 
Reactor Regulation. Director (Post 87041 1). 2pp. 49005:108-49005:271. 

-8903220521 “Nuclear Environ Qualification Test Program on Mobil Greases for Limi- 
torque Actuators.” 

SMITH.D., JOHNSON.F.R.. HIGHT.G.W. Wyle Laboratories. 17019-1. 89/02/08. 
149pp. 49005:111-49005:259. 

-8903280241 Rev 0 to "Qualification of Mobil Oil Co Greases Mobilux EP-0.EP-1.EP-2 
& Mobilgrease 28." 

* Sargent & Lundy, Inc. CQD-042827 R00. 89/02/20. 12pp. 49005:260-49005:271. 

8903270035 Forwards supplemental info in form of revised ."\v f.inn fl,;nd head 

anchor reassessment program. Transmittal documents nr- r \w : :l during 

call in form of revised pages. 

SILADYJ.A. Commonwealth Edison Co. 89/03/15. MURLEY.T. E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 8pp. 49056:300-49056:307. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York. Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902280371 Forwards metec-c'ogica! data requested to assist in resolution of matters 
identified in Insp Rep:r- £3 254 ■>:<! & 50-265/88-05 & LER 87-025 re air filtration 

units,per 890124 request. 

JOHNSON, I.M. Commonwealth Edison Co. 89/02/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 155pp. 48630:259-48631:091. 

8902280263 Provides supplemental info in response to NRC insp of flued head anchor 
assessment program.Confirms that shear & tension loads combined by shear-friction 
provisions of ACI-349 code & related App B. 

JOHNSON, I.M. Commonwealth Edison Co. 89/02/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 48624:248-48624:250. 

8903010090 Forwards fee in amount of $125,000 in response to 890123 o'der impo? irt n 
civil monetaiy penalty. Violations noted:Unit 2 operated for approx 6 morlns wmc 
emergency diesel gererato' 1 /2 incapable of performing intended function. 
DELGEORGE.L.O. Commonwealth Edison Co. 89/02/22. LIEBERMAN.J. Ofc of En- 
forcement (Post 870413). 2pp. 48644:073-48644:074. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppi 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York. Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903060056 Provides supplemental response to NRC Bulletin 88-004 re evaluation veri- 
fying current miniflow rates sufficient to ensure no pump damage from low flow 
operation.Pump v.'b'aficn ove s ::i:'irc min flow 2-3 times higher than full flow. 
RICHTER, M.H. Ccr-uv wealth Eaiscr Co. 89/02/27, Document Control Branch (Doc- 
ument Control Desk). 5pp. 48735:243-48735:247. 

8903090276 Forwards Safety Insp Repts 50-254/89-05 & 50-265/89-05 on 890206- 
10.No violations noted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/02/28. REED.C. Commonwealth 
Edison Co. 2pp. 48783:334-48783:347. 

—8903090277 Insp Repts 50-254/89-05 & 50-265/89-05 on 890206-10.No violations 
noted.Major areas inspected:chemistry program, including procedures.organization & 
training & radiological environ monitoring program & QC/QA program in lab. 
HOLTZMAN.R.B., SCHUMACHER, M.C. Region 3, Ofc of the Director. 89/02/27, 
12pp. 48783:336-48783:347. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903090458 Forwards response to NRC Bulletin 88-007, Suppi 1 re actions taken to 
ensure that safety limit for plant min critical power ratio not violated.Stability regions of 
proposed new fuel designs will be reevaluated for stable operation. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/03. Document Control Branch (Doc- 
ument Control Desk). 6pp. 48801 :1 8048801:185. 


8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM. R.E Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
*.pqr;‘v Containers for Disposal of Low Level Radwaste." Svc list end. 

Uf'f.I.Vfc.Sj.r. Division of Low Level Waste Management & 'Post 

870413). 89/03/08. Consolidated Edison Co. of New York, ■" p;: >'r. ‘0v "14- 
48798:231. 


8903210083 Forwards Insp Repts 50-254/89-06 & 50-265/89-06 on 890214- 17.No vio- 
lations noted. 

GREGER.L.R. Prg : cr ", O'- o' Director. 89/03/08. REED.C. Commonwealth 
Edison Co. 2pp - flf.-jr. ?:/)-'■ Mr 0 ?Z7 

-8903210091 Insp Repts 50-254/89-06 & 50-265/89-06 on 89021 4-1 7.No violations 
noted.One potential contamination control weakness noted.Major areas 
inspected:radiation protection program, including organization & mgt controls & 
ALARA 

SCHUMACHER, M.C., MILLER, D.E. Region 3, Ofc of the Director. 89/03/07. 6pp. 
48980:232-48980:237, 


8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Croakers Seismic Event.” Svc list end. 

■?CSS..:= vvsw" of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903280278 Forwards Exam Rept 50-254/OL-89-01 of exam administered on 890206- 
10 . 

WRIGHT.G.C. Redo" 3. Ofc of the Director. 89/03/22. REED.C. Commonwealth 
Edison Co. ip. :-?06=.??;)-l90«5:Ci:3 

-8903280289 Exam Rept 50-254/OL-89-01 on 890206-10. Exam results:all candidates 
passed both written & operating exam. 

NEJFELT.G.M., MILLER, R., CARROL.C. Region 3. Ofc of the Director. 89/03/22. 
224pp. 49065:221-49066:093. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903010374 Forwards "Effluent & Waste Disposal Semiannual Rept Jul-Dec 1988" & 
Revs 6 & 7 to “Quad-Cities Station Process Control Program for Processing of Radio- 
active Wet Waste." 

BAX.R.L. Commonwealth Edison Co. 89/02/22. Document Control Branch (Document 
Control Desk). Ip. 48647:288-48647:304. 

-8903010392 “Effluent & Waste Disposal Semiannual Rept Jul-Dec 1988." 

* Commonwealth Edison Co. 88/12/31. 13pp. 48647:289-48647:304. 

-8903010421 “Quad-Cities Station Process Control Program for Processing Radioactive 
Wet Waste." 

* Commonwealth Edison Co. 88/12/31. 14pp. 48647:324-48647:337. 

8903140450 Forwards occupational radiation exposure portions of plants operating repts 
for 1988, per Reg Guide 1.16. 

RESCEK.F. Commonwealth Edison Co. 89/02/22. DAVIS.A.B. Region 3, Ofc of the 
Director. Ip. 48853:218-48853:243. 

-8903140650 Forwards occupational radiation exposures for 1988,per Reg Guide 1.16. 
BAX.R.L Commonwealth Edison Co. 89/02/01. DAVIS, B. Region 3, Ofc of the Direc- 
tor. Ip. 48853:236-48853:239. 

-8903140653 "Occupational Personnel Radiation Doses Rept for 1988." 

* Commonwealth Edison Co. 88/12/31. 3pp. 48853:237-48853:239. 

8903220137 Monthly operating repts for Feb 1989 for Quad Cities Nuclear Power 
Station.W/890301 ltr. 

DEELSNYDER.L, ROBEY, R.A. Commonwealth Edison Co. 89/02/28. 25pp. 
49007:116-49007:140. 

8903220305 Forwards listing of changes,tests & experiments completed during month of 
Feb 1989 

ROBEY, R.A. Commonwealth Edison Co. 89/03/01. Office of Nuclear Reactor Regula- 
tion, Director (Post 8704 1 1 ). 1 3pp. 48993:289-48993:301 . 
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S. Reportable occurrences, LERs & related correspondence 

8902280371 Forwards — -'•t-.—slocrcal data requested to assist in resolution of matters 
identified in Insp Rep 1 .- r i :'»!» :V & 50-265/88-05 & LER 87-025 re air filtration 
umts.per 890124 request. 

JOHNSON I.M. Commonwealth Edison Co. 89/02/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1). 155pp. 48630:259-48631:091. 


V. Operator Examinations 

8903280278 Forwards Exam Rept 50-254/OL-89-01 of exam administered on 890206- 
10 . 

WRIGHT, G.C. rj 0f! : c r ' ?. O V. of the Director. 89/03/22. REED.C. Commonwealth 
Edison Co. Ip. ■■ : ’6fc os:? 

-8903280289 Exam Rept 50-254/OL-89-01 on 890206-10. Exam results:all candidates 
passed both written & operating exam. 

NEJFELT.G.M., MILLER.R., CARROL.C. Region 3, Ofc of the Director. 89/03/22. 
224pp. 49065:221-49066:093. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-255 PALISADES NUCLEAR PLANT 


8903020192 Forwards Endorsement 10 to NELIA Certificate N-20 & MAELU Certificate 
M-20. 

FROUNFELKER.R. Consumers Power Co. 89/01/17. DINITZ.I. NRC - No Detailed Af- 
filiation Given 3pp. 48673 172-48673:174. 

8903020272 Forwards Endorsements 102 & 103 to NELIA Policy NF-179 & Endorse- 
ments 88 & 89 to MAELU Policy MF-50. 

FROUNFELKER.R. Consumers Power Co. 89/01/17. DINITZ.I NRC - No Detailed Af- 
filiation Given. 5pp. 48674:307-48674:311. 

8903160070 Forwards Endorsement 104 to NELIA Policy NF-179 & Endorsement 90 to 
MAELU Policy MF-50. 

ROBERTS.M.W. Consumers Power Co. 89/03/08. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 3pp. 48884:344-48884:346. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8611070188 Forwards Rev 2 to updated FSAR for Palisades plant, incorporating 
changes made to plant or procedures described in FSAR & all other applicable info 
contained in licensing submittals made tc NRC th'o , .:g u Arr 1986. 

BUCKMAN.F.W. Consumers Power Co. ft-v ‘0 3‘ 1/i :x of Nuclear Reactor Regula- 
tion, Director (851125-870411). 2pp. 38525:117-38525:294. 

-8611070224 Rev 2 to updated FSAR for Palisades Plant.W/71 oversize figures. 

* Consumers Power Co. 86/10/31. 176pp. 38525:119-38525:294. 


F. Security, medical, emergency & fire protection plans 

8902230468 Rev & approval summary for Rev 4 to Emergency Implementing Procedure 
El 6.13, “Protective Action Recommendations for Offsite Population." 

RIDLEY, J. Consumers Power Co. 89/02/02. 7pp. 48568:195-48568:201. 

8902230473 Rev 2 to Attachment 2 to Procedure El-15.2, “Quarterly Communications 
Test Telephone Number Verifications." 

* Consumers Power Co. 89/02/13. 3pp. 48622:147-48622:149. 

8902240018 Rev 11 to Attachment 4 of EP ID FI-3. "Fme--ge"cv Support Contact List." 

* Consumers Power Co. 89/02/13. 2pp. *5579 1”. 

8902280532 Rev 6 to App D to emergency plan. 

* Consumers Power Co. 89/02/17. 11pp. 48624:232-48624:242. 

8902280536 Rev 13 to Attachment 1 to EPP El-2 \ “£~s'c.?rzy Notification." 

* Consumers Power Co. 89/02/17. 2pp. *36?* 2S0-"-::fi?'t:23' 


P. Operating license stage documents & correspondence 


8610270099 Forwards revised application for amend to License DPR-20, changing Tech 
Specs to reflect proposed installation of new spent fuel pool storage racks. 
BERRY.K.W. Consumers Power Co. 86/10/16. Office of Nuclear Reactor Regulation, 
Director (851125-870411). Ip. 38359:145-38359:259. 

-8610270105 Revised application for amend to License DPR-20, changing Tech Specs 
to reflect proposed installation of new spent fuel cool stc-aqe -arks 
DEWITT.R.B. Consumers Power Co. 86/10/16. 9^p. j33:Tr M'-33359 1=5 

-8610270107 Proposed Tech Specs, reflecting proposed installation of new spent fuel 
pool storage racks. 

* Consumers Power Co. 86/10/16. 103pp. 38359:157-38359:259. 

8902240324 “Cycle 8 Startup Physics Test Rept." W/890217 ltr. 

PACKARD, G.C., HOLLOWELL.T.E., FIRSCH.R.R. Consumers Power Co. 89/01/31. 
18pp. 48580:137-48580:154. 


8903080031 Ack receipt of 890120 ltr informing NRC of steps taken to correct violations 
noted in insp of License DPR-20.NRC has no further questions re Violations I & 
II. A. Violation II.B re emergency lighting.per App R.considered appropriate. 

DAVIS, A.B. Region 3, Ofc of the Director. 89/02/28. HOFFMAN, D.P. Consumers 
Power Co. 2pp. 48741:348-48741:358. 

8903140665 Forwards Safety Insp Rept 50-255/89-03 on 8901 10-021 3.No violations 
noted. 

AXELSON.W.L. Region 3, Ofc of the Director. 89/03/03. HOFFMAN.D.P. Consumers 
Power Co. 2pp. 48833:271-48833:286. 

-8903140668 Insp Rept 50-255/89-03 on 8901 10-021 3.No violations noted. Major 
areas inspected:actions on previously identifed items, plant 
operations, maint, surveillance & security.Two violations noted for LER review for which 
no notice issued. 

ULIE.J.M., SCHAPKER.J.F., BURGESS, B.L. Region 3, Ofc of the Director. 89/03/01. 
14pp. 48833:273-48833:286. 

8903270358 Editorial changes to Emergency Plan Implementing Procedure El- 11, Rev 5, 
“Determination of Extent of Core Damage." 

CLARK.A.D., RIDLEY, J. Consumers Power Co. 89/03/06. 7pp. 49056:278-49056:284. 


> coversheet of Rev 1 to Emer- 
; Sampling.Radioactive Gase- 

t Monitoring." 

RIDLEY, J. Consumers Power Co. 89/03/06. 4pp. 49110:240-49110:243. 


8903270410 Temporary Change Notice TCN-EI-86-006 to c< 
gency Implementing Procedure El-7.10, "Post-Accident I 
ous Effluent Monitoring." 


8903270258 Forwards util response to open item identified in 890106 Insp Rept 50-255/ 
88-24.Response withheld (ref 10CFR73.21). 

BERRY.K.W, Consumers Power Co. 89/03/17. Document Control Branch (Document 
Control Desk). Ip. 49054:042-49054:042. 


I. Financial information 


8903270305 “CMS Energy 1988 Annual Rept." W/890321 ltr. 

ANDERSEN, A., MCNISH.T.A. CMS Energy Corp. 88/12/31. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 45pp. 49055:197-49055:241. 

8903060169 Forwards application to amend License DPR-20 to reflect transfer of own- 
ership of plant from util to Palisades Generating Co. 

BERRY, K.W. Consumers Power Co. 89/02/27. Document Control Branch (Document 
Control Desk). Ip. 48759:007-48761:283. 

-8903060191 “Documents Pertaining to 881207 Sale of Palisades Nuclear Power Plant 
to BechtekAsset Purchase Agreement," re transfer of plant ownership to Palisades 
Generating Co. W/two oversize drawings. 

* Consumers Power Co. 89/02/27. 1,050pp. 48759:025-48761:283. 


J. Insurance & indemnity information 


8902270467 Forwards list of effective pages for annual page verification of plant FSAR. 
MCKNIGHT, E.M. Consumers Power Co. 89/02/09. NRC - No Detailed Affiliation 
Given. 35pp. 48584:210-48584:245. 

8902280004 Responds to Generic Ltr 88-14, "Instrument Air Supply Sys Problems Af- 
fecVp.p Safc.tv-Rc-'rt-rrf Equipment." Air sys quality will be maintained by predetermined 
& per . 1 . 1 ::: aciiv.lscfl : antral program & operating procedures. 

BERRY, K.W., HOFFMAN.D.P. Consumers Power Co. 89/02/20. Document Control 
Branch (Document Control Desk). 4pp. 48626:058-48626:061 . 

8903060169 Forwards application to amend License DPR-20 to reflect transfer of own- 
ership of plant from util to P?' : sari®s Gere-at^g Co. 

BERRY, K.W. Consumers Pew::-' Gc 83 : ':&•?" Document Control Branch (Document 
Control Desk). Ip. 48759:007-48761:283. 

—8903060170 Application for amend to License DPR-20 re transfer of plant ownership 
to Palisades Generating Co. 

HOFFMAN.D.P. Consumers Power Co. STONE, R.H. Palisades Generating Co. 89/02/ 
23. 11pp. 48759:008-48759:018. 

-8903060172 Proposed Tech Specs re transfer of plant ownership to Palisades Gener- 
ating Co. 

* Consumers Power Co. 89/02/23. 6pp. 48759:019-48759:024. 

-8903060191 “Documents Pertaining to 881207 Sale of Palisades Nuclear Power Plant 
to BechtekAsset Purchase Agreement,” re transfer of plant ownership to Palisades 
Generating Co. W/two oversize drawings. 

* Consumers Power Co. 89/02/27. 1,050pp. 48759:025-48761:283. 

8903270302 Submits update to action items supporting 860521 confirmatory action ltr re 
diesel generator, lube oil temp & switch.ltems scheduled for 1988 refueling outage but 
not completed. 

JOHNSON, B.D. Consumers Power Co. 89/03/20. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49055:063-49055:067. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902240290 Responds to NRC 890118 itr re violations noted in Insp Rept 50-255/88- 
20. Corrective actions:investigation into C-22 panel three wire terminations performed 
which identified that connections represented on appropriate drawings. 

BERRY, K.W. Consumers Power Co. 89/02/17. Document Control Branch (Document 
Control Desk). 21pp. 48572:011-48572:031. 


8903020172 Forwards Endorsement 4 to MAELU Certificate MW-24 & NELIA Certificate 
NW-87, 

FROUNFELKER.R. Consumers Power Co. 89/01/17. DINITZ.I. NRC - No Detailed Af- 
filiation Given. 3pp. 48673:265-48673:267. 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 
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8903090035 Discusses steam generator issues, status & plans, per NRC 890210 steam 
generator tube insp at plant.Due to extensive amount of mellography work.qualification 
of MIZ-18 insp process will not be completed until Dec 1989. 

BORDINE.T.C. Consumers Power Co. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). 6pp. 48782:354-48782:359. 

8902210351 Suppi 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York. Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080031 Ack receipt of 890120 Itr informing NRC of steps taken to correct violations 
noted in insp of License DPR-20.NRC has no further questions re Violations I & 
II. A. Violation II.B re emergency lighting, per App R.consiriornd aop'rcrnto 
DAVIS.A.B. Region 3, Ofc of the Director. 89- :i?.'2j. MCF'MAN.D F. Consumers 
Power Co. 2pp. 48741:348-48741:358. 

8903100401 Responds to NRC 881209 Itr on Insp Rept 50-255/88-19 re unresolved 
items concerning local leak rate test methodo'ogy. 

BERRY.K.W. Consumers Power Co Co.'V-t.o-v. Control Branch (Document 

Control Desk). 2pp. 48804:01 8-48804:01 9. 

8903090412 Confirms 890307 enforcement conference to d ! scj«s safetv significance c. f 
installation of mod performed on various control rocm p-.:nc:r:.!.i'ns wl-.cn na,* nrw 
rendered control room vont ! ls*bn sys i-ccDRb'o of rr.'ic nq safety -::-ion. 
GREENMAN.E.G. Region J, C f c o: :ho Dir fit:: or E9.C-.V(?1. nOFF-MAN.D. 3 CcriSi.'ri- 
ers Power Co. Ip. 48799:357-48799:357. 

8903080260 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation.” C-E Owners Group will perform preliminary bounding evaluation of surge lines 
using actual data collected from C-E plants by 690701. 

BERRY, K.W. Consumers Power Co. 89/03/02. Document Control Branch (Document 
Control Desk). 3pp. 48743:005-48743:007. 


8903280189 Ack receipt of 890217 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-255/88-20. Revised response should include evaluation of lack 
of full thread engagement for 3-wire termination. 

MILLER.H.J. Region 3, Ofc of the Director. 89/03/20. HOFFMAN.D.P. Consumers 
Power Co. 3pp. 49074:239-49074:262. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903100253 “1988 Annual Operating Rept, Occupational Exposure." W/890228 Itr. 

* Consumers Power Co. 88/12/31. 4pp. 48804:030-48804:033. 

8903080075 Forwards “Semiannual Radioactive Effluent Release & Waste Disposal 
Rept for Jul-Dec 1988” & revised "Semiannual Radioactive Effluent Release Rept for 
Jan-June 1988” w/actual data for estimated values for May & June 1988. 
JOHNSON.B.D. Consumers Power Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). Ip. 48768:038-48768:062. 

—8903080161 “Semiannual Radioactive Effluent Release & Waste Disposal Rept for Jul- 
Dec 1988." 

* Consumers Power Co. 88/12/31. 12pp. 48768:039-48768:053. 

-8903080164 Revised “Semiannual Radioactive Effluent Release Rept for Jan-June 
1988." 

* Consumers Power Co. 88/06/30. 9pp. 48768:054-48768:062. 


8903140522 Forwards Safety Insp Rept 50-255/89-02 on 8901 10-0206. One potential 
violation being reviewed for possible enforcement actions. 

GPFFV/AN.r.G. Region 3. Ofc of the Director. 89/03/02. HOFFMAN.D.P. Consum- 
ers Power Co. 3pp. 48833:262-48833:270. 

—8903140532 Insp Rept 50-255/89-02 on 890110-0206.Major areas inspected: followup 
& reportable events.One potential violation re 10CFR50.59 review of mod 
identified.Unresolved item concerning operability of control room HVAC sys also 
noted. 

BURGESS.B.L Region 3, Ofc of the Director. 89/03/02. 6pp. 48833:265-48833:270. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York. Inc. 106pp. 48723:038-48723:143. 

8903140665 Forwards Safety Insp Rept 50-255/89-03 on 890110-0213.No violations 
noted. 

AXELSON.W.L. Region 3, Ofc of the Director. 89/03/03. HOFFMAN.D.P. Consumers 
Power Co. 2pp. 48833:271-48833:286. 

-8903140668 Insp Rept 50-255/89-03 on 89011 0-02 13.No violations noted. Major 
areas inspected:actions on previously identifed items, plant 
operations,maint,surveillance & security.Two violations noted for LER review for which 
no notice issued. 

ULIE,J.M., SCHAPKER.J.F., BURGESS, B.L. Region 3, Ofc of the Director. 89/03/01. 
14pp. 48833:273-48833:286. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.F. E. f vision of Industrial & Medical Nuclear Safety (Post 870729). 
69: 02 'Co. Corse dale j Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

7, "Limitations on Use of Waste Forms & High In- 
ow Level Radwaste." Svc list end. 
vel Waste Management & 

Edison Co. of New York, 


8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list enct 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers Dunng Seismic Event” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903270258 Forwards util response to open item identified in 890106 Insp Rept 50-255/ 
88-24.Response withheld (ref 1 0CFR73.21 ). 

BERRY.K.W. Consumers Power Co. 89/03/17. Document Control Branch (Document 
Control Desk). 1 p. 49054:042-49054:042. 


Decommissioning (Post 
Inc. 117pp. 48798:114- 


8903020165 NRC Info Notice 89-02 
tegrity Containers for Disposal of L 
GREEVES,J.T. Division of Low L< 
870413). 89/03/08. Consolidated 
48798:231. 


8903230480 Monthly operating rept for Feb 1989 for Palisades Nuclear Plant.W/890306 
Itr. 

MLYNAREK.M.G., GORALSKI.G. Consumers Power Co. 89/02/28. 5pp. 49030:160- 
49030:165. 


S. Reportable occurrences, LERs & related correspondence 


8903070012 PNO-1 11-89-0 14:on 89021 8,plant operator observed leakage from primary 
cooling sys through drain line into primary sys drain tank.Lines being removed & 
capped downstream from drain valves.Effort expected to be completed by 890222. 
BURGESS.B., AXELSON.W. Region 3. Ofc of the Director. 89/02/21. Ip. 48763:037- 
48763:037. 


8903030501 LER 89-001-00:on 8901 27. primary coolant sys leak rate determination not 
completed,per plant Tech Specs Table -‘!.2.2,ltem S.Caused by in-progress plant 
derate.Leak rate determination completed & evaluation ongoing W/890227 Itr. 
KOZUP.C.S., JOHNSON.B.D. Consumers Power Co. 69«??.'27 6pp 48694:002- 
48694:007. 


8903270278 LER 89-003-00:on 89021 8, plant cooldown from hot shutdown condition ini- 
tiated due to primary coolant sys leakage through cold leg drain valves.Drain lines 
capped downstream of loop isolation valves. W/890320 Itr. 

KOZUP.C.S., JOHNSON.B.D. Consumers Power Co. 89/03/20. 6pp. 49056:008- 
49056:013. 


8903270346 LER 86-036-01 :on 860930, discovered that svc water capacity of svc water 
pumps below requirements in FSAR.Caused by inadequate sys design & installation of 
unqualified replacement impelIers.Testing to be conducted.W/890323 Itr. 

KOZUP.C.S., JOHNSON.B.D. Consumers Power Co. 89/03/23. 5pp. 49110:070- 
49110:074. 


8903270351 LER 86-032-01 :on 860f??5.ccmcore'*t cociirg water (CCW) flow less than 
specified in FSAR.Caused by threi nc n: -IX oj'Je: va-vos. Arabs:? to determine 
actual flow requirements for CCW svs cn-nplcmd VV‘J9C-3?3 rr 
KOZUP.C.S., JOHNSON, B.D. Consumers Power Co. 89/03/23. 4pp. 49056:356- 
49056:359. 


8903270355 LER 84-022-02:on 840926,containment bldg air temp discovered at greater 
than 104 F value assumed in main steam line break & LOCA analysis.Temp of 138 F 
measure in containment dome rn 830704 Operating procedure revised.W/890323 Itr. 
KOZUP.C.S., JOHNSON, B.D. Consumers Power 'Co. 89/03/23. 4pp. 49055:055- 
49055:058. 

8903270377 LER 86-004-02:on 8€0113,determined that 14 of 24 main steam safety 
relief valves outside Tech Spec acceptance criteria re set pressure.Caused by setting 
valves near fringes of tolerance band.Tech Spec change submitted.W/890323 Itr. 
KOZUP.C.S., JOHNSON.B.D. Consumers Power Co. 89/03/23. 3pp. 49055:070- 
49055 ! 072 . 


8903270379 LER 84-021-01 :on 840916.primary coolant pump P-50C shut down due to 
failure of all seals except vapor seal.Caused by failure of bolts & pins coupling pump 
shaft to impeller & internal pump wear. Vendor procedures upgraded.W/890323 Itr. 
KOZUP.C.S., JOHNSON.B.D. Consumers Power Co. 89/03/23. 3pp. 49110:077- 
49110:079. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8902270149 Forwards Insp Repts 50-259/88-27,50-260/88-27 & 50-296/88-27 on 
880823-890 106. No violations or deviations noted. 

MCCOY.F.R. Region 2, Ofc of the Director. 89/02/13. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48585:335-48585:353. 

-8902270154 Insp Repts 50-259/88-27,50-260/88-27 & 50-296/88-27 on 880823- 
890106.No violations or deviations noted.Major areas inspected.seismic 
qualifications, cleanliness controls, fire protection, surveillance testing & instrumentation. 
LONG.A.R., LITTLE.W.S. Region 2, Ofc of the Director. 89/02/13. 17pp. 48585:337- 
48585:353. 

8903090225 Advises that 881207 Rev 1 to radiological emergency plan consistent w/ 
provisions of 10CFR50.54(q) & acceptable. 

MCCOY.F.R. Region 2, Ofc of the Director. 89/02/23. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48800:259-48800:260. 

8903090401 Informs of 890531 rescheduled date for radiological emergency plan exer- 
cise. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/02. Region 2, Ofc of the Director. 
2pp. 48800:158-48800:159. 

8903220006 Forwards Rev 10 to physical security & contingency plan.Rev withheld (ref 
10CFR73.21). 

GRIDLEY.R. L. Tennessee Valley Authority. 89/03/10. Document Control Branch 
(Document Control Desk). 2pp. 49003:308-49003:309. 

8903270274 Rev 4 to EPIP-5, “General Emergency, “ Rev 3 to EP'P- 117 “Fmergency 
Equipment & Supplies" & Rev 1 to EPIP-18, "Tornado Emergency Procodj'e 1 
GRIDLEY.R. Tennessee Valley Authority. 89/03/17. 38pp. 49054:083-49054:120. 


J. Insurance & indemnity information 

8902270297 Forwards Endorsement 89 to MAELU Policy MF-66 & Endorsement 103 to 
NELIA Policy NF-198. 

SAMUELS, J.L. Marsh & McLennan, Inc. 89/01/31. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 3pp. 48587:316-48587:318. 


P. Operating license stage documents & correspondence 

8902240029 Responds to 870831 request for exemption from criticality monitoring re- 
quirements of 10CFR70.24 to receive, possess & use SNM as reactor fuel. Exemption 
unnecessary since previous exemptions have not expired. 

HERMANN, R.A. Ofc of Special Projects (Pre 881231). 88/05/11. WHITE, S.A. Tennes- 
see Valley Authority. 2pp. 48583:317-48583:318. 

8902140261 Forwards complete listing of 107 updated employee concerns special pro- 
gram subcategory repts. 

GP'DL'^.R.L. Tennessee Valiev / v .jthc' : tv. 89/02/06. Document Control Branch 
(Document Control Desk). 6pp. •:&£' -cot -*3351 045. 

—8902140276 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
15200, “Housekeeping," cops's^pc of Vol 1, “Const Category. 

HUFF.G.R. Tennessee Va:ov Aurio'i*.. 15200 V01 R02. 87/04/27. 28pp. 48905:295- 
48905:322. 

—8902140290 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
1 5300, "Const Equipment," consisting of Vol 1 , “Const Category.” 

PEOPLES, H.D. Tennessee Valley Authority. 15300 V01 R02. 87/04/27. 27pp. 
48905:323-48905:349. 

—8902140329 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
17100, “Mechanical," consisting of Vol 1, "Const Category." 

GIBBS, R.R. Tennessee Valley Authority. 17100 V01 R03. 87/06/18. 223pp. 
48905:350-48906:211. 

—8902140334 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
11100, “Hanqers/Suppcrts." consisting of Vol 1, "Const Category.” 

BROWN.D.F. Temessoe Valley Authority. 11100 V01 R03. 87/08/17. 159pp. 
48904:042-48904:200. 

—8902140338 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
10100, "Soils," consisting of Vol 1, "Const Category." 

HOWARD.J.L. Tennessee Valley Authority. 10100 V01 R02. 87/05/20. 91pp. 

48901:007-48901:097. 

-8902140345 Rev 2 to TVA Employee Concerns Special Program Subsatagsr; Rept 
11200, "Workplan/Work Control," consisting of Vol 1, “Const Catogir,." 

HUFF.G.R. Tennessee Valley Authority. 11200 V01 R02. fi" CS-'J?. 131pp. 
48904:201-48904:333. 

-8902140349 Rev 1 to TVA Employee Concerns Special Program Subcategory Rept 
17300, "Instrument Line Installation re Const," consisting of Vol 1, "Const Category." 
STONE, W.M. Tennessee Valley Authority. 17300 V01 R01. 87/07/30. 141pp. 

48906:212-48906:352. 

-8902140352 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
19100, "Electrical Equipment," consisting of Vol 1, "Const Category.” 

RUSSELL, J.R. Tennessee Valley Authority. 19100 V01 R04. 87/07/24. 39pp. 

48906:353-48907:030. 

-8902140357 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
19200, "Conduit & Cable Tray," consisting of Vol 1, "Const Category." 

RUSSELL, J.R. Tennessee Valley Authority. 19200 V01 R02. 87/07/29. 136pp. 

48907:031-48907:166. 

-8902140366 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
15100, "Damage/Const Control," consisting of Vol 1, "Const Category." 

HOWARD, J.L. Tennessee Valley Authority. 15100 V01 R02. 87/06/02. 114pp. 

48905:181-48905:294. 


-8902140375 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
10200, "Concrete,” consisting of Vol 1, “Const Category." 

GIBBS, R.R. Tennessee Valley Authority. 10200 V01 R02. 87/06/12. 214pp. 
48901:098-48901:311. 

-8902140381 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
10300, “Coating & Paint," consisting of Vol 1. “Const Category.” 

MCDONALD, E.C. Tennessee Valley Authority. 10300 V01 R03. 87/07/24. 63pp. 
48901:312-48902:014. 

-8902140388 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
10500, "Deterioration of Permanent Facilities," consisting of Vol 1, "Const Category." 
GIBBS.R.R. Tennessee Valley Authority. 10500 V01 R03. 87/06/11. 59pp. 48902:164- 
48902:222. 

-8902140401 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
10600. "Roltinc (Const)," consisting of Vol 1, "Const Category." 

O.E3S.R.H Tennessee Valley Authority. 10600 V01 R04. 87/08/20. 70pp. 48902:223- 
48902:293. 

-8902140412 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
10800, “Structural," consisting of Vol 1, " Const Category." 

BROWN, R.M. Tennessee Valley Authority. 10800 V01 R03. 87/05/20. 45pp. 
48903:001-48903:045. 

-8902140414 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
10700, "Instrument Tubing," consisting of Vol 1, “Const Category." 

GIBBS.R.R. Tennessee Valley Authority. 10700 V01 R03. 87/06/05. 66pp. 48902:294- 
48902:359. 

-8902140420 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
10900, “Cable,” consisting of Vol 1, "Const Category.” 

RUSSELL, J.R. Tennessee Valley Authority. 10900 V01 R03. 87/08/13. 354pp. 

48903:046-48904:041. 

-8902140425 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
10400, "Embeds," consisting of Vol 1, "Const Category." 

RUSSELL, J.R. Tennessee Valley Authority. 10400 V01 R02. 87/08/06. 149pp. 

48902:015-48902:163. 

-8902140435 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
11300, "Anchorages," consisting of Vol 1, “Const Category." 

PUSSELL.J.R. T en«essee ValTey Authority. 11300 V01 R02. 87/08/06. 206pp. 

*0--G*:S34 43905: 13C 

-8902140450 Rev 5 to TVA Employee Concerns Special Proc'-am Suhcategcry Rept 
24600, "Design Calculations," consisting of Vol 2, “Engineerhr. Category 
BROWN, W.R. Tennessee Valley Authority. 24600 V02 RD5 53. D' ’5 108pp. 

48912:353-48913:099. 

-8902140472 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
25000, "Civil/Structural Design & Pipe Whip Restraint Design," consisting of Vol 2, 
“Engineering Category." 

RUSSELL.J.R. Tennessee Valley Authority. 25000 V02 R03. 88/03/21. 90pp. 
48913:100-48913:188. 

-8902140474 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
24200, "Electrical Separation," consisting of Vol 2, "Engineering Category." 

RUSSELL, J.R. Tennessee Valley Authority. 24200 V02 R02. 87/10/26. 54pp. 
48912:064-48912:117. 

-8902140483 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
24500, "Incorporation of Requirements, Commitments & Experience In Design," con- 
sisting or Vo 1 2, “Engineering Category." 

liFCAK.W.F Tennessee Valley Authority. 24500 V02 R04. 87/12/03. 236pp. 
48912:118-48912:352. 

-8902140494 Rev 5 to TVA Employee Concerns Special Program Subcategory Rept 
22900, “Instrumentation & Control Design," consisting of Vol 2, "Engineering Catego- 

DAMON.D.L Tennessee Valley Authority. 22900 V02 R05. 88/01/25. 314pp. 
48910:231-48911:184. 

-8902150009 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
23000, "HVAC Design," consisting of Vol 2, “Engineering Category." 

BROWN, W.R. Tennessee Valley Authority. 23000 V02 R03. 87/11/05. 72pp. 
48911:185-48911:256. 

-8902150023 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
23100, "Fire Protection Design," consisting of Vol 2, "Engineering Category. 

DODDS, J. Tennessee Valley Authority. 23100 V02 R04. 87/12/03. 108pp. 48911:257- 
48912:004. 

-8902150038 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
23300, "ERCW Piping,” consisting of Vol 2, “Engineering Category." 

BROWN, W.R. Tennessee Valley Authority. 23300 V02 R04, 87/11/25. 59pp. 
48912:005-48912:063. 

-8902150050 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
22400, "Raceway Support Design,” consisting of Vol 2, "Engineering Category. 

* Tennessee Valley Authority. 22400 V02 R02. 87/10/29. 46pp. 48909:350- 
48910:034. 

-8902150057 Rev 5 to TVA Employee Concerns Special Program Subcategory Rept 
20900, “Q-List,” consisting of Vol 2, "Engineering Category." 

FRANE.J.J. Tennessee Valley Authority. 20900 V02 R05. 88/01/06. 59pp. 48908:107- 
48908:165. 

-8902150064 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
21000, "Environ Qualification," consisting of Vol 2, "Engineering Category." 

DAMON, D.L. Tennessee Valley Authority. 21000 V02 R03. 87/11/05. 50pp. 
48908:166-48908:215. 

-8902150071 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
21200, “Pipe Support Program," consisting of Vol 2, "Engineering Category. ,T 
PETERS, A. Tennessee Valley Authority. 21200 V02 R03. 87/12/03. 73pp. 48908:216- 
48908:288. 
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-8902150081 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
21300. “Electrical Testing & Planning." consisting of Vol 2. “Engineering Category." 
* Tennessee Valley Authority. 21300 V02 R02. 87/11/10. 70pp. 48908:289- 
48908:358. 


-8902150089 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
20400. “Engineering Organization & Operating Procedures." consisting of Vol 2, "En- 

•^TennesSe^Valiey Authority. 20400 V02 R03. 87/12/22. 149pp. 48907:167- 
48907:315. 

-8902150094 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
20600. “As-Built Reconciliation," consisting of Vol 2, "Engineering Category." 

* Tennessee Valley Authority. 20600 V02 R03. 87/10/26. 55pp. 48907:316- 
48908:009. 

-8902150104 Rev 3 to TVA Employee Concerns SDocia* D 'oc-am Subcategory Rept 
20800. “Human Factors." consisting of Vol 2, "Enginoerir:: D«- Mjory." 

* Tennessee Valley Authority. 20800 V02 P03. H-'ll/lC 06pp. 48908:010- 
48908:106. 


-8902150112 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
22500. "Battery Support Design.” consisting of Vol 2, “Engineering Category." 

* Tennessee Valov Au:."o:.:y 22500 V02 R03. 87/12/03. 41pp. 48910:035- 
48910:075. 


-8902150121 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
22600, “Seismic Interaction Design," consisting of Vol 2, "E"gireering Category." 

* Tennessee Valley Authority. 22600 V02 R03. 87/:VC. 8?pp. 48910:076- 
48910:157. 


-8902150125 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
22800, ‘"Jnisind Supocrt Des'gn." consisting of Vol 2, “Engineering Category." 
MATYAS.A.A. 'ornessec valley Authority. 22800 V02 R03. 87/11/24. 73pp. 
48910:158-48910:230. 


-8902150138 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
21800, “Pipe Stress Calculations." consisting of Vol 2, “Engineering Category." 
PETERS.A. Tennessee Valley Authority. 21800 V02 R03. 88/01/20. 127pp. 
48908:359-48909:125. 

-8902150182 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
26000, “Flushing & Piping Valve Design," consisting of Vol 2, “Engineering Category." 

* Tennessee Valley Authority. 26000 V02 R04. 87/12/03. 102pp. 48913:283- 
48914:022. 

-8902150193 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
26500, “Electrical Safety & Sys Design,” consisting of Vol 2, "Engineering Category." 

* Tennessee Valley Authority. 26500 V02 R04. 88/01/12. 142pp. 48914:023- 
48914:164. 


-8902150197 Rev 5 to TVA Employee Concerns Special Program Subcategory Rept 
26600, “Raceway & Cable Sys Design," consisting of Vol 2, “Engineering Category." 
* Tennessee Valley Authority. 26600 V02 R05. 87/12/18. 107pp. 48914:165- 
48914:271. 


-8902150204 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
25500. “Support Wold Design," consisting of Vol 2, "Engineering Category." 

PE T ERS,A Tenressce Valley Authority. 25500 V02 R04. 87/12/14. 94pp. 48913:189- 
48913:282. 

-8902150214 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
22000, “Support Design General," consisting of Vol 2, "Engineering Category.” 
PETERS, A. Tennessee Valley Authority. 22000 V02 R03. 87/10/26. 88pp. 48909:126- 
48909:212. 


-8902150218 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
22100, “Pipe Support Design," consisting of Vol 2, “Engineering Category." 

PETERS, A. Tennessee Valley Authority. 22100 V02 FC*. 37/ ip/ '4. 80pp. 48909:213- 
48909.-292. 


-8902150226 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
22300, “Instrument Supports Design," consisting of Vol 2, "Engineering Category." 

* Tennessee Valley Authority. 22300 V02 R03. 87/11/24. 57pp. 48909:293- 
48909:349. 

-8902150249 Rev 1 to TVA Employee Concerns Special Program Subcategory Rept 
31200, “Security," consisting of Vol 3, "Operations Category." 

HOOKS.P., RUSSELUJ.R. Tennessee Valley Authority. 31200 V03 R01. 87/07/24. 
130pp. 48918:088-48918:217. 

-6902150276 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
31300, “Miscellaneous,” consisting of Vol 3, “Operations Category.” 

ATKINSON, R.J., RICHARDS.J., ELLIOTT, W.T. Tennessee Valley Authority. 31300 V03 
R02. 87/08/07. 114pp. 48918:218-48918:331. 

-8902150286 Rev 1 to TVA Employee Concerns Special Program Subcategory Rept 
30900, "Engineering," consisting of Vol 3, “Operations Category." 

ADAMS.G., RICHARDS, J. Tennessee Valley Authority. 30900 V03 R01, 87/07/24. 
64pp. 48917:124-48917i187. 

-8902150336 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept OP 
31000, "Operations/Operational," consisting of Vol 3, “Operations Category." 

* Tennessee Valley Authority. OP 31000 V03 R02. 87/08/07. 117pp. 48917:188- 
48917:304. 

-6902150350 Rev 1 to TVA Employee Concerns Special Program Subcategory Rept 
31100, "Health Physics," consisting of Vol 3, “Operations Category." 

RUSSELUJ.R., SUTT.R. Tennessee Valley Authority. 31100 V03 R01. 87/07/29. 
144pp. 48917:305-4891 8:087. 

-8902150360 Rev 1 to TVA Employee Concerns Special Program Subcategory Rept 
30700, “Nuclear Power Site Program/Procedures,” consisting of Vol 3, “Operations 
C a teg o r y " 

GUNNELS, R. Tennessee Valley Authority. 30700 V03 R01. 87/09/11. 217pp. 
48916:094-48916:311. 


-8902150368 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
30800, “Maint," consisting of Vol 3, "Operations Category." 

SUTT.R.J., WHITE, T.W. Tennessee Valley Authority. 30800 V03 R02. 87/09/04. 
173pp. 48916:312-48917:123. 

-8902150385 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
30100, “Mechanical Equipment Reliability/Design,” consisting of Vol 3. “Operations 
Category.” 

BROWN. W.R. Tennessee Valley Authority. 30100 V03 R03. 87/09/17. 149pp. 

48914:272-48915:058. 

-8902150392 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
30200, “Electrical & Communications.” consistina of Vol 3. "Operations Category." 
BROWN. W.R. Tennessee Valley Authority. 30200 V03 R02. 87/09/11. 101pp. 

48915:059-48915:160. 

-6902150401 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
30300, “Instrumentation & Radiation Monitoring," consisting of Vol 3, “Operations 
Category.” 

BROWN, W.R. Tennessee Valley Authority. 30300 V03 R02. 87/08/07. 74pp. 

48915:161-48915:234. 

-8902150406 Rev 1 to TVA Employee Concerns Special Program Subcategory Rept 
30400, "Cables & Conduit,” consisting of Vol 3, "Operations Category." 

ELLIOT, W.T. Tennessee Valley Authority. 30400 V03 R01. 87/09/11. 80pp. 

48915:235-48915:314. 

-8902150414 Rev 1 to TVA Employee Concerns Special Program Subcategory Rept OP 
30500, " Accessibility ," consisting of Vol 3, “Operations Category.” 

TOUCHSTONE, C.W. Tennessee Valley Authority. OP 30500 V03 R01. 87/08/27. 
63pp. 48915:315-48916:017. 

-8902150418 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
30600, “Fire Protection," consisting of Vol 3, “Operations Category.” 
TOUCHSTONE.C.W. Tennessee Valley Authority. 30600 V03 R02. 87/08/27. 76pp. 
48916:018-48916:093. 

-8902150430 Rev 2 to TVA Employee Concerns Special Program Subcategory Final 
Rept 40800, “Training," consisting of Vol 4, "Matl Control Category." 

HENSLEY, B.J. Tennessee Valley Authority. 40800 V04 R02. 87/05/20. 78pp. 
48921:047-48921:124. 

-8902150438 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
40400, "Storage & Handling,” consisting of Vol 4, “Matl Control Category.” 
RUSSELL.J.R. Tennessee Valley Authority. 40400 V04 R04. 87/12/23. 153pp. 
48919:138-48919:290. 

-8902150453 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
40500, "Matl Identification," consisting of Vol 4, “Matl Control Category.” 
RUSSELUJ.R. Tennessee Valley Authority. 40500 V04 R03. 87/09/15. 114pp. 
48919:291-48920:041. 

-8902150464 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
40600, “Quality of Matl," consisting of Vol 4, “Matl Control Category." 

BROWN, W.R. Tennessee Valley Authority. 40600 V04 R02. 87/06/11. 57pp. 
48920:042-48920:100. 

-8902150473 Rev 2 to TVA Employee Concerns Special Program Subcategory Final 
Rept 40700, “Procedural Control," consisting of Vol 4, “Matl Control Category." 
PROFFITT.R.A., SMITH.F.K. Tennessee Valley Authority. 40700 V04 R02. 87/12/24. 
307pp. 48920:101-48921:046. 

—8902150478 Rev 2 to TVA Employee Concerns Special Program Subcategory Final 
Rept 40200, “Purchasing & Requisitioning," consisting of Vol 4, “Matl Control Catego- 

SlUSSELUJ.R. Tennessee Valley Authority. 40200 V04 R02. 87/08/06. 77pp. 
48918:332-48919:047. 

-8902150483 Rev 3 to TVA Employee Concerns Special Program Subcategory Final 
Rept 40300, “Matl Control - Installation," consisting of Vol 4, “Matl Control Category." 
OWEN.D.R. Tennessee Valley Authority. 40300 V04 R03. 87/11/16. 89pp. 48919:048- 
48919:137. 

—8902160161 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
50100, “Site-Specific Welding," consisting of Vol 5, “Welding Category." 

BROWN.W.R. Tennessee Valley Authority. 50100 V05 R04. 87/12/28. 55pp. 
48921:125-48921:179. 

-8902160166 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
50200, “Bellefonte Nuclear Plant," consisting of Vol 5, “Welding Category," 
BROWN.W.R. Tennessee Valley Authority. 50200 V05 R04. 87/12/28. 67pp. 
48921:180-48921:246. 

-8902160171 Rev 5 to TVA Employee Concerns Special Program Subcategory Rept 
50300, “Sequoyah Nuclear Plant,” consisting of Vol 5, “Welding Category." 
SCHOFIELD, R., BROWN.W.R. Tennessee Valley Authority. 50300 V05 R05. 88/01/ 
04. 98pp. 48921:247-48921:344. 

-8902160176 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
50400, “Site-Specific Welding Subcategory Rept," consisting of Vol 5, “Welding Cate- 

fjR&WN.W.R. Tennessee Valley Authority. 50400 VOS R04. 88/03/22. 219pp. 
48921:345-48922:202. 

-8902160342 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
70500, “Equal Employment Opportunity," consisting of Vol 7, r, Mgt & Personnel Cate- 

SuTsSELL.J.R. Tennessee Valley Authority. 70500 V07 R04. 88/01/06. 75pp. 
48923:042-48923:116. 

-8902210001 Rev 5 to TVA Employee Concerns Special Program Subcategory Rept 
71900, “Pay.” consisting of Vol 7, “Mgt & Personnel Category. 

LONG.J.E., BROWN.W.R. Tennessee Valley Authority. 71900 V07 R05. 87/05/17. 
50pp. 48925:258-48925:309. 
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-8902210003 Rov 3 to TVA t mployi*o Concerns Special Program Subcategory F^opt 
72000, "Personnel Records " .-ons^t.-i.i .si Vol 7, "Myt & Personnel Category." 
EVANS.P.K Tennessee V.,ll. \ A .1! on:y 72000 V07 R03. 87/05/13 34pp 
48925.310-48925:343 

-8902210011 Rev 2 to TVA Employee Concerns Special Program Subcategory Ropt 
72100, "Veteran Preference." .v-.sis;--.’ o* Vol 7, "Mgt & Personnel Category." 
BROWN, W.R. Tennessee V.H-v ■'■ur'uw.v 72100 V07 R02. 87/05/15. 68pp 
48925:344-48926:050. 

-8902210018 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
71700, "Personnel Qualifications," consisting of Vol 7, "Mgt & Personnel Category." 
BROWN.W.R. Tennessee Valley Authority 71700 V07 R04. 87/05/20. 101pp. 
48925:047-48925:147. 

-8902210029 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
71800, "Employment," consisting of Vol 7, "Mgt & Personnel Category " 

LONG.J.E. Tennessee Valley Authority. 71800 V07 R04. 88/02/17. 110pp. 

48925:148-48925:257. 

-8902210038 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
71400, "Drugs." consisting of Vol 7. "Mgt & Personne* Category " 

GIBBS, R.R. Tennessee Valley Authority' 71400 V07 R03. 87 '05/ 13. 29pp. 48924:251- 
48924:279. 

-8902210052 Rev 5 to T V- A - Concerns Special Program Subcategory Rept 

7'*000. ‘‘ r, 'crii.-?t i v*v " < s ■ 7, "Mgt & Personnel Category." 

F..SS.-. Valley Authority. 71000 V07 R05. 88/02/18. 98pp. 

48924:017-48924:114. 

-8902210065 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
71100, "Matls," consisting of Vol 7, "Mgt & Personnel Category." 

RUSSELL.J.R. Tennessee Valley Authority. 71100 V07 R04. 87/12/03. 41pp. 

48924:115-48924:155. 

-8902210070 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
71200, "Miscellaneous," consisting of Vol 7, "Mgt & Personnel Category.” 

RUSSELL, J.R. Tennessee Valley Authority. 71200 V07 R03. 87/05/13. 37pp. 

48924:156-48924:192. 

-8902210095 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
71300, "Medical," consisting of Vol 7, "Mgt & Personnel Category." 

BROWN.W.R. Tennessee Valley Authority. 71300 V07 R03. 87/05/15. 58pp. 

48924:193-48924:250. 

-8902210145 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
70100, "Subjourneymen," consisting of Vol 7, "Mgt & PersonnC O.tcrjcry " 
RUSSELL.J.R. Tennessee Valley Authority. 70100 V07 R".S P: )7.”J. 34pp. 

48922:203-48922:236. 

-8902210162 Rev 5 to TVA Employee Concerns Special Prccm-" Suhcp.tcrjO'v Rept 
70200, "Work Rules," consisting ol Vo! 7, "Mgt & Personnel Ciri-i-c. 

BROWN.W.R. Tennessee Valley Authority. 70200 V07 R05. 87/05/15. 88pp. 

48922:237-48922:323. 

-8902210204 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
70300, "Work Schedules," rers^nr; of Vo' 7, "Mgt & Personnel Category." 
RUSSELL.J.R. Tennessee Ji\ '-VM-pvy 70300 V07 R03. 87/05/13. 33pp. 

48922:324-48922:356. 

-8902210221 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
70400, "Overtime," consisting of Vol 7, "Mgt & Personnel Category." 

RUSSELL.J.R. Tennessee Valley Authority. 70400 VQ7 R04. 87/05/13. 46pp. 

48922:357-48923:041. 

-8902210232 Rev 5 to TVA Employee Concerns Special Program Subcategory Rept 
70600, "Mgt Techniques," consisting of Vol 7, "Mgt & Personnel Category." 
LONG.L.N., RUSSELL, J.R. Tennessee Valley Authority. 70600 V07 R05. 88/02/18. 
150pp. 48923:117-48923:266. 

-8902210240 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
70700, "Organization," consisting of Vol 7. “Mgt & Personnel Category." 

BROWN, E.A. Tennessee Valley Authority. 70700 V07 R03. 87/05/13. 38pp. 
48923:267-48923:304. 

-8902210248 Rev 6 to TVA Employee Concerns Special Program Subcategory Rept 
71500 “Emcbyee P'cqrp.Ts." consisting of Vol 7, "Mgt & Personnel Category. 
sCBDi'SCV . , F„.5S=. l,.. R Tennessee Valley Authority. 71500 V07 R06. 88/ 
02/ 1 8. 68pp. 48924:280-48924:36 1 . 

-8902210270 Rev 5 to TVA Employee Concerns Special Program Subcategory Rept 
71600, “Labor Relations," consisting of Vol 7, “Mgt & Personnel Category." 

RUSSELL, J.R. Tennessee Valley Authority. 71600 V07 R05. 88/02/18. 46pp. 
48925:001-48925:046. 

-8902210276 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
70800, “Morale," consisting of Vol 7, "Mgt & Personnel Category." 

ROBERTSON, T., RUSSELL.J.R. Tennessee Valley Authority. 70800 V07 R04. 88/02/ 
18. 38pp. 48923:305-48923:342. 

-8902210279 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
70900, “Public Safety Svc," consisting of Vo! 7, "Mgt & Personnel Category. 
GIBBS.R.R. Tennessee Valley Authority. 70900 V07 R03. 87/05/13. 35pp. 48923:343- 
48924:016. 

-8902210305 Rev 6 to TVA Employee Concerns Special Program Subcategory Rept 
80600, “General Mgt & Policy," consisting of Vol 8, "QA Category." 

BROWN.W.R. Tennessee Valley Authority. 80600 V08 R06. 88/03/09. 82pp. 
48928:338-48929:060. 

-89Q2210308 Rev 6 to TVA Employee Concerns Special Program Subcategory Rept 
80200, “Insp," consisting of Vol 8, QA Category." 

BROWN.W.R. Tennessee Valley Authority. 80200 V08 R06. 88/03/18, 193pp. 
48926:185-48927:018. 

-8902210322 Rev 7 to TVA Fmployee Concerns Special Program Subcategory Rept 
80300, “QA Personnel," consisting of Vol 8. "QA Category." 

SACCO, R.A. Tennessee Valley Authority. 30300 V08 R07. 88/03/26. 202pp. 
48927:019-48927:220. 


-8902210327 Rev 6 to TVA Employee Concerns Special Program Subcategory Rept 
80400. "Nonconformance Control & Corrective Action,” consisting of Vol 8, “QA Cat- 
egory." 

BROWN, W R . HALVERSON.R.D. Tennessee Valley Authority. 80400 VOS R06 88/ 
03/11. 249pp. 48927:221-48928-110. 

-8902210330 Rev 5 to TVA Employee Concerns Special Program Subcategory Rept 
80100, "QA Mgt & Policy," Vs-..- Vr.l 8, "QA Category." 

GRAY.T.C. Tennessee 80100 V08 R05. 88/03/18. 134pp. 

48926.051-48926:184. 

-8902210339 Rev 4 to TVA Employee Concerns Special D ">c r .? ,in c, ..'hc?tegory Rept 
80500, "Document Control & Records." consisting of Vol ■* V 7:\: rr'\. ” 
GUYN.T.A., BORWN.W.R. Tennessee Valley Authority. 88/03/10. 

227pp. 48928:111-48928:337. 

-8902210379 Rev 2 to TVA Employee Concerns Special Program Subcateyory Rept 
91000, "Unsafe Conditions," consisting of Vol 9, "Industrial Safety Category." 

JOYCE, J.W. Tennessee Vaili.v Aulhoniy 91000 V09 R02. 87/02/23. 78pp. 

48930:195-48930:272. 

-8902210385 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
91100, “Defective/ Inadequate Equipment," consisting of Vol 9, "Industrial Safety Cat- 
egory." 

ROGERS, T. I ennessee Valley Authority. 91100 V09 R02. 87/02/23, 30pp. 

48930:273-48930:302. 

-8902210403 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
91200, "Industrial Hygiene Practice," consisting of Vol 9, "Industrial Safety Category." 
HODGES.J.C. Tennessee Valley Authority. 91200 V09 R02. 87/02/23. 104pp. 
48930:303-48931:045. 

-8902210432 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
90400, "Protective Equipment," consisting of Vol 9, “Industrial Safety Category." 
RUSSELL.J.R. Tennessee Valley Authority. 90400 V09 R02. 87/02/23. 46pp. 

48929: 1 81 -48929:226. 

-8902210439 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
90500, "Life Safety." consisting of Vol 9, “Industrial Safety Category." 

RUSSELL, J.R. Tennessee Valley Authority. 90500 V09 R03. 87/02/23. 49pp. 

48929:227-48929:275. 

-8902210440 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
90600, "Electrical," consisting of Vol 9, "Industrial Safety Category." 

RUSSELL.J.R. Tennessee Valley Authority. 90600 V09 R02. 87/02/23. 84pp. 

48929:276-48929:359. 

-8902210449 Rev 2 to TVA Employee Concerns Special Program S-hcr-tcrory Hrot 
90700, "Design re Industrial Safety," consisting of Vol 9, "Industrial n\ c-:v v " 

RUSSELL.J.R. Tennessee Valley Authority. 90700 V09 R02. Sjpp 

48929:360-48930:059. 

-8902210454 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
90800, "Emergency Equipment & Plant Response to Emergencies," consisting of Vol 
9, "Industrial Safety Cr.toccr; " 

RUSSELL.J.R. -or-QHHCi' Authority. 90800 V09 R02. 87/02/23. 60pp. 

48930:060-48930:118. 

-8902210458 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
90900, "Walking & Working Surfaces," consisting of Vol 9, “Industrial Safety Catego- 

GRAY.D.K. Tennessee Valley Authority. 90900 V09 R02. 87/02/23. 76pp. 48930:119- 
48930:194. 

-8902210461 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
90100, "Mgt of Safety," consisting of Vol 9, “Industrial Safety CBttor.’v " 

LOGAN.S.B. Tennessee Valley Authority. 90100 V09 R(i * r. "C2. 27: 120pp. 

48929:061-48929:180. 

8902270148 Informs of changes in util senior nuclear mgt.PP Carier now site licensing 
manager, JL McAnally resigned from TVA, effective on 890127 & NC Kazanas now 
vice president. 

KINGSLEY, O.D. Tennessee Va"ov A-* u -:-ty 99'C?'14. CRUTCHFIELD, D. NRC - No 
Detailed Affiliation Given. 2pp 

8902280005 Summary of 890201 -03 & 06 meetings at site re electrical cable installation 
& ampacity issues & action plan for closure.Attendance rosters & list of major items 
which TVA is to accomplish as part of resolution of cable issue end. 

MORAN, D.H. TVA Projects Division. 89/02/15. TVA Projects Division. 28pp. 
48627:137-48627:164. 

8902280466 Responds to NRC 890122 safety evaluation of ATWS alternate rod injec- 
tion & recirculation pump trip sys.Util continues to endorse position that addl equip- 
ment &/or mfg diversity not needed. 

GRIDLEY.R. Tennessee Va“ov Authcitv 59/02/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. ■■.3625- 'G3 '"525 'of- 

8903020379 Forwards response to Generic Ltr 88-14, “Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment." 

GRIDLEY,R. Tennessee Valley Authority 99/02 '23. Document Control Branch (Docu- 
ment Control Desk). 27pp 4«s T 3-26f:-4»e73 

8903130660 NoWcatb" c f 990307 meeting w'uti' m Rockville, MD to discuss TVA pres- 
entation of cabin separate-, ssue 'rscljt-or mcrodology. 

MORAN, D.H. ~VA ^rj.ccis D.vsicn e?,7.2 29. BLACK, S. Assistant Director for 
Projects. 3pp, 4=fi3G-2r.3-48S32.?;-j 

8903100023 Summary of 8902 i <: rr?.nt>-c w/util in Rockville,MD re TVA statistical meth- 
odology on electrical cab's sopara-.on. Agenda & list of attendees end. 

MORAN.D.H. TVA Projects Division. 89/03/01. TVA Projects Division. 12pp. 

48804:082-48804:093. 

8903220520 Sj'rm.a r y o* 99C397 meeting w/licensee in Rockville, MD to discuss licens- 
ee propose r *‘c , .“o::o , oc i > for cable separation. Attendance roster listed in Enel 1 & 
licensee v.e*n , ap 1 's n ='-z- 2. 

MORAN, C r- TVA Prs>ec:s Division. 89/03/14. TVA Projects Division. 10pp. 

49005:076-49005:085. 
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8903200118 Forwards "Maint Improvement Program." Books 1 & 2. Improvement pro- 
A-srv*:! *g a.-Mies, identify needed improvements & manage 

*i:f \\ *■ on r'ojia" 65°o complete. 

-l ' T-nnessee Valley Authority. 89/03/15. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48954:328-48956:220. 

-8903200123 “Maint Improvement Program." Books 1 & 2. 

SESSOMS.R.O.. CAMPBELL.G. Tennessee Valley Authority. 89/02/01. 500pp. 
48954:331-48956:220. 


8903210300 Forwards Rev 1 to “Operability Criteria for Evaluation of Lower Drywell 
Access Platforms." 

GRIDLEY.R. Tennessee Vn'lev Author 89/03/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 4 (5$ 8* 2'J'-U:9: r !' 2'v. 

-8903280342 Rev 1 to Design Criteria BFN-50-C-7302, "Operation Criteria for Evalua- 
tion of Lower Drywell Access Platforms." 

GAINES, R.E., RUPERT.J.R.. MCCALL.J.K. Tennessee Valley Authority. 89/02/22. 
12pp. 48994:206-48994:216. 

8903230106 Discusses NRC concerns re supplemental DCRDR summary rept, dtd 
881 109. Determination of restart applicability of human engineering discrepancies per 
Supp! 1 to NUREG-0737 seems questionable.Meeting to discuss concerns will be 
called. 

BLACK, S. Assistant Director for Projects. 89/03/17. KINGSLEY.O.D. Tennessee 
Valley Authority. 4pp. 49022:351-49022:354. 

8903230112 Ack receipt of util 890214 Itr re notification of senior nuclear power mgt 
chances w* h i" TVA Rev to coroorate nuclear performance plan should be submitted 
AMhii C< C::.s :j oi, cr- .t- 3 nanism lor NRC 'ov : 3w of chances 
. 1/A FrcjOCiii D..is on. £& '03/17. KINGS-E V ,C ... ~ c: nc ssco Valley Au- 

thority. 6pp. 49048:192-49048:197. 

8903240011 Responds to request for addl info on rust in lower containment spray 
header (LCSH) of Unit 2.Nozzles in LCSH removed & outboard isolation valve 
repaired.List of commitments end. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/17. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49039:188-49039:191. 


8903160296 Generic Ltr 89-02 to ail holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 


VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24 
Consolidated Edison Co. of New York. Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Into Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 


8903100269 Responds to NRC 890130 Itr re violations noted in Insp Repts 50-259/89- 
04,50-260/89-04 & 50-296/89-04.Corrective actions: new 10CFR50.59 instructions ini- 
tialed addressing administrative errors noted. 

FCX.C.H Tennessee Valley Authority. 80/03 '01. Document Control Branch (Docu- 
ment Control Desk). 32pp. ■'■8:103:1 : 1 4 3636 ‘.42 


8903200343 Forwards Insp Repts 50-259/89-05,50-260/89-05 & 50-296/89-05 on 
8901 30-0202. No violations or deviations noted. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/03/01. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 48971:064-48971:072. 

-8903200346 Insp Repts 50-259/89-05,50-260/89-05 & 50-296/89-05 on 690130- 
v'olations or deviations noted.Major areas inspected:Generic Ltr 88-01 & 
program smp'cmontaticr..Froccd*.ir^ view & observation of work. 
BLAKE * JJ - Regio:- V. 3‘c y :ho D:roc:c' 89/02/21. 7pp. 48971:066- 

48971:072. 


8903220482 Advises that response to NRC Bulletin 88-004, "Potential Safety-Related 
Pump Loss" complete for Unit 2 only. Schedule for responses for Units 1 & 3 expect- 
ed within 30 days. 

BLACK.S.C. Assistant Director for Projects. 89/03/01. KINGSLEY.O.D. Tennessee 
Valley Authonty. 4pp. 49003:025-49003:028. 


8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 



Q. Inspection reports, IE Bulletins & correspondence 

8902270130 Forwards Insp Repts 50-259/88-33,50-260/88-33 & 50-296/88-33 on 
881101-30.Rept identifies activities that appeared to violate NRC requirements but are 
not cited. 

MCCOY.F.R. TVA Projects Division. 89/02/13. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 2pp. 48588:109-48588:138. y 

-8902270138 Insp Repts 50-259/88-33,50-260/88-33 & 50-296/88-33 on 881101- 
30.Violation noted.Major areas inspected:operational safety 
venation, mods, surveiHance observations, sys return to svc, status of 10CFR21 repts 

CARPENTER.D.R., LITTLE, W.S. Region 2, Ofc of the Director. 89/02/13. 28pp 
48588:1 1 1-48588*1.18 rr 


89 S?^J£3t?.«- orw ^ rds ,nsp Repts 50-259/88-27,50-260/88-27 & 50-296/88-27 on 
880823-890106.No violations or deviations noted. 

MCCOY.FR. Region 2, Ofc of the Director. 89/02/13. KINGSLEY.O.D. Tennessee 
Valley Authonty. 2pp. 48585:335-48585:353. 


owmouiuh nriu i mu iNOuce ww-vm, 

Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 


tiivnuii Vdiuaimuauuii ot unon- 1 


it IK 1 1 J * " '1? vw***' iNuuear uruicamy saieiy. svc list enci. 

Dlvision of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 4B 'C0:2b? 4870C:346. 


8903100320 Confirms that util plans to implement GE interim stability recommendations 
before startup, per NRC Bulletin 88-007, Suppl 1 . 

GRIDLEY.R Tennessee Valley Authority. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). Ip. 48810:213-48810:213. 


8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment. Svc list end. 


ROSSI.C.E. Division of 
Consolidated Edison Co. 


Operational Events Assessment (Post 870411). 89/03/07. 
of New York. Inc. 105pp. 48741:053-48741:158. 





.. wvv w« v . v „ .iiiv iiuv Limitations on use ot waste rorrr 

!?§^?i£ tainers . f ?C Disposal of Low Level Radwaste." Svc list end. 

of Was Je Management & Decommissioning (Post 

5I?Jl 3 iii 89/03/08 ' Consol,dated Edison Co. of New York, Inc. 117pp. 48798:114- 
4o798:231. 


safety waluations supporting 880115 raquest for relief from 
ASME Boiler & Pressure Vessel Code Section XI re inservice insp of power plant 
components. 

^ K 4% T ^62 P 5°iS^4^. 89/ ° 2/U - KINGSLEY '°- D - Ter “ Valley Au- 

©valuation supporting Request H-3,relief from ASME Boiler & Pres- 
X r ® ,nservice «nsp of nuclear power plant components 

"asssaT H - 12 re Class 2 pipin9 * con,p °- 

* Ofc of Spedal Projects (Pre 881231). 89/02/14. 4pp. 48624:148-48624:151. 

•WraSWrt W**?? 50*259/88-32,50-260/88-32 & 50-296/88- 

daw° 881001 ' 31 & notK5e viotatian.Response to notice of violation extended 30 

9j[ B< 2 or for Inspection Programs. 89/02/17. KINGSLEY.O.D. 
Tennessee Valley Authonty. 2pp. 48739:349-48740:030. 

50 - 259/8M2 ' 50 - 260/88 - 32 * so - 

B9/o2/ ° 2 - k ' n ®siev.o.d. 

« 0m ins ?. 0n ®8 1 001 -31 .Violation noted: reactor bldg & 
refueftng floor ventilation radiation monitor calibr & functional test not performed on 

48739^54 R ' Assistant Director for Inspection Programs. 89/02/02. 2pp. 48739:353- 


-8903060147 Corrected Insp Ri 
88 1001-31. Violations noted.l 


wv^v«,-j,.vioiauons noted, Major ari 

CAR“™fl. ar L^^f 5n R^'T r?tUrn 

48739:355-48740:030. ^ * 


. & 50-296/88-32 on 

areas inspected:operational safety 
return to svc & ROs. 

Ofc of the Director. 89/02/01. 36pp. 


owwuwrarz nmu imo Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169/ 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants ” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903270233 Responds to NRC Info Notice 88-082, "Torus Shells W/ Corrosion & De- 
graded Coatings in BWR Containments." Summary of relevant projects for various 
otm a ® m Pl°y ,n 9 underwater alternative to draining vessel end. 

STUART.C.O. S.G. Pinney Co. 89/03/15. ROSSI.C.E. Division of Operational Events 
Assessment (Post 87041 1). 9pp. 49056:023-49056:031. 

89 PH1 03 ?J / Respon ? s NRC 890202 Itr re violations noted in Insp Repts 50-259/88- 
°^°' 26 ? /88 : 82 & 50-296/88-32.Utjl initiated detailed evaluation of surveillance 
Hj! 1 in 9 surveillance instruction scheduling.performance & adequacy 

swasar Document controiBran ^ <***- 

8903160427 NRC Info 
Svc list end. 

ROSSI.C.E. Division 
Consolidated Edison 

8903170419 NRC Info 
Protection Sys." Svc 
ROSSI.C.E. Division 
Consolidated Edison 


Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 

of Operational Events Assessment (Post 870411). 89/03/2 2 
Co, of New York, Inc. 102pp. 48986:001-48986:103. 

list^encf 9 ' 032 ’ ‘ ,Survei,,ance Testin 9 of Low Temp Overpressure 

of Operational Events Assessment (Post 870411). 89/03/23 
Co. of New York, Inc. 1 04pp. 48992:044-48992:147, ’ 
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R. Periodic operating reports & related correspondence 

8903150190 Monthly operating repts for Jan 1989 for Browns Ferry Nuclear Plant.W/ 
890302 Itr. 

CAMPBELL.G.G., RATLIFF.SA, CAMPBELL, G.G. Tennessee Valley Authority. 89/01/ 
31. 72pp. 48860:125-48860:195. 

8903100142 Forwards “Semiannual Radioactive Effluent Release Rept Browns Ferry 
Nuclear Plant (BFN) Effluent & Waste Disposal Semiannual Rept,Jul-Dec 1988,” 
“Semiannual Radioactive... Changes to BFN ODCM" & rev of BFN process control 
program. 

GRIDLEY.R. Tennessee Valiev 4ufhc r i 4 y 89 '03/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. 43S2E 07- 

-8903100152 “Semiannual Radioactive Effluent Release Rept Browns Ferry Nuclear 
Plant Jul-Dec 1988." 

LEE.B.E. Tennessee Valley Authority. 88/12/31. 74pp. 48828:073-48828:146. 

-8903100158 “Semiannual Radioactive Effluent Release Rept Browns Ferry Nuclear 
Plant.Chances to CDCM." 

• Ten rossco Va'c, Authority. 88/07/20. 43pp. 48828:147-48828:189. 

-8903100160 “Radioactive Effluent Release Rept Browns Ferry Nuclear Plant Rev of 
Process Control Program.” 

4 Tennessee Valley Authority. 89/03/02. 8pp. 48828:190-48828:212. 


S. Reportable occurrences, LERs & related correspondence 

8903090310 NPDES noncompliance notification: on 890117, discharge serial number 
107 for Unit 3 exceeded the daily maximum of 100 mg/I. 

SCHMIERBACH.M. Tennessee Valley Authority. 89/01/31. Alabama, State of. 12pp. 
48798:254-48798:265. 

8902240120 LER 88-032-01 :on 880914, discrepancies discovered in electrical cable 
classifications & cable routings indicates violation of requirements.Caused by inad- 
equate design control.Dcsicr r-ogram irroroved significantly.W/890215 Itr. 
WILLARD.S.C., CAMPBELL, G.G ■ orr-aiua Valley Authority. 89/02/07. 5pp. 

48621:115-48621:119. 

8903060009 Summary of Operating Reactors Events Meeting 89-08 on 890222.Atten- 
dee list & events discussed & significant elements of events end. 

LANNING.W.D. Events Assessment Branch. 89/02/23. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 13pp. 48735:230-48735:242. 

8903100257 LER 89-003-00:or. enC'G^/tasigr. of suppression pool vacuum relief sys 
may not meet current single la-urc y-r.errs' for primary containment isolation.Caused 
by not considering criterion in original design for Mark I plants. W/890302 Itr. 
WILLARD.S.C., CAMPBELL.G.G. Tennessee Valley Authority. 89/02/28. 4pp. 

48802:335-48802:338. 

8903160017 LER 89-002-00:on 890208, buried raw cooling water discharge piping be- 
tween reactor bldgs & circulating water discharge conduit not seismically 
qualified.Caused by design error. Corrective action evaluated & implemented.W/ 
890310 Itr. 

JONES, S.B., CAMPBELL, G.G. Tennessee Valley Authority. 89/03/10. 5pp. 

48892:320-48892:324. 

8903160072 LER 89-004-00:on 890209 .discovered that level in condensate storage 
tank decreased from 26.7 ft to 10.1 ft.Probably caused by mechanical failure of con- 
densate head tank heat trace.Heat trace repaired. W/8903 10 Itr. 

JONES.S.B., CAMPBELL.G.G. Tennessee Valley Authority. 89/03/10. 5pp. 

48889:355-48889:359. 


T. Hearing transcripts on non-antitrust matters 

8903030010 Forwards transcript of 890217 meeting between NRC & TVA re seismic 
issues at plant. 

GEARS, G.E. TVA Projects Division. 89/02/23. TVA Projects Division. 3pp. 48691:181- 
48691:332. 

-8903030012 Transcript of 890217 public meeting w/util in Rockville.MD re open seis- 
mic criteria issues. Pp 1-147. 

* Commissioners. 89/02/17. 149pp. 48691:184-48691:332. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8902270149 Forwards Insp Repts 50-259/88-27,50-260/88-27 & 50-296/88-27 on 
880823-8901 06.No violations or deviations noted. 

MCCOY, F.R. Region 2, Ofc of the Director. 89/02/13. KINGSLEY, O.D. Tennessee 
Valley Authority. 2pp. 48585:335-48585:353. 

-8902270154 Insp Repts 50-259/88-27,50-260/88-27 & 50-296/88-27 on 880823- 
890106.No violations or deviations noted.Major areas inspected:seismic 
qualifications, cleanliness controls, fire protection, surveillance testing & instrumentation. 
LONG.A.R., LITTLE.W.S. Region 2, Ofc of the Director. 89/02/13. 17pp. 48585:337- 
48585:353. 

8903090225 Advises that 881207 Rev 1 to radiological emergency plan consistent w/ 
provisions of 10CFR50.54(q) & acceptable. 

MCCOY.F.R. Region 2, Ofc of the Director. 89/02/23. KINGSLEY, O.D, Tennessee 
Valley Authority. 2pp. 48800:259-48800:260. 


8903130547 Responds to concerns in areas, including development & implementation of 
emergency operating instructions & evaluation of containment venting procedures 
noted in Insp Rept 50-260/88-200. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48821:172-48821:174. 

8903090401 Informs of 890531 rescheduled date for radiological emergency plan exer- 
cise. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/02. Region 2, Ofc of the Director. 
2pp. 48800:158-48800:159. 

8903130535 Submits addl guidance re NRC requirements for facility Tech Specs re App 
R safe shutdown equipment, per util submittal & subsequent withdrawal of Tech Spec 
Change 249. 

BLACK, S.C. Assistant Director for objects 89/03/03. KINGSLEY, O.D. Tennessee 
Valley Authority. 4pp. 354 i:W :■ 35/ 

8903100368 Notification of 890315 meeting w/util in Rockville.MD to discuss App R 
safe shutdown Tech Specs. 

GEARS, G.E. Assistant Director for Projects. 89/03/06. BLACK, S. TVA Projects Divi- 
sion. 3pp. 48804:1 16-48804:1 18. 

8903200153 Forwards comments on App R safety evaluation & safe shutdown 
irstricVors/'-.c'.idTg Rev 0 to 2-SSI-002. 

GPIOLE* 'c-'-ror-see Valley Authority. 89/03/10. Document Control Branch (Docu- 
ment Control Desk). 1 7pp. 48940:056-48940:072. 

-8903200156 Rev 2 to 2-SSI-001, “Safe Shutdown Instruction.” 

SWINDELL, J.E. Tennessee Valley Authority. 89/01/25. 900pp. 48940:073-48943:031. 

-8903200158 Rev 0 to 2-SSI-002, “Safe Shutdown Instruction." 

SWINDELL, J.E. Tennessee Valley Authority. 89/02/21. 1,600pp. 48943:032- 
48948:198. 

8903220006 Forwards Rev 10 to physical security & contingency plan.Rev withheld (ref 
10CFR73.21). 

GRIDLEY.R.L. Tennessee Valley Authority. 89/03/10. Document Control Branch 
(Document Control Desk). 2pp. 49003:308-49003:309. 

8903270274 Rev 4 to EPIP-5, “General Emergency," Rev 3 to EPIP-17, “Emergency 
Equipment & Supplies" & Rev 1 to EPIP-18, "Tornado Emergency Procedure." 
GRIDLEY.R. Tennessee Valley Authority. 89/03/17. 38pp. 49054:083-49054:120. 


P. Operating license stage documents & correspondence 

8902240029 Responds to 870831 request for exemption from c^cnlity -lon'tori''?, re- 
quirements of 10CFR70.24 to receive, possess & use SNM as fuc-.Exe'rp: ?n 

unnecessary since previous exemptions have not expired. 

HERMANN, R.A. Ofc of Special Projects (Pre 881231). 88/05/11. WHITE, S.A. Tennes- 
see Valley Authority. 2pp. 48583:317-48583:318. 

8902140261 Forwards complete listing of 107 updated employee concerns special pro- 
gram sufecatoqcry repts. 

ShI:)i.: Y,= Tennessee Vallov Aj-hcriy. 3f!'C2'06. Document Control Branch 
(Document Control Desk). 6pp. ■ifiilCI CO' ■■’393“ 2 :5 

-8902160161 Rev 4 to T VA Emp'oyee Concerns Special Program Subcategory Rept 
50100, “Site-Specific .'.rr'J.rq " “orsissr :*, o ; Vol 5, “Welding Category." 

BROWN, W.R. Tennessee Wcy AjirC'-v 50100 V05 R04. 87/12/28. 55pp. 
48921:125-48921:179. 

8902270148 Informs of changes in util senior nuclear mgtPP Carter now site licensing 
manager, JL McAnally resigned from TVA, effective on 890127 & NC Kazanas now 
vice president. 

KINGSLEY, O.D. Tennessee Valley Authority. 89/02/14. CRUTCHFIELD.D. NRC - No 
Detailed Affiliation Given. 2pp. 48588:256-48588:257. 

8902280005 Summary of 890201-03 & 06 meetings at site re electrical cable installation 
& ampacity issues & action plan for closure.Attendance rosters & list of major items 
which TVA is to accomplish as part of resolution of cable issue end. 

MORAN, D.H. TVA Projects Division. 89/02/15. TVA Projects Division. 28pp. 
48627:137-48627:164. 

8902280247 Confirms agreements reached w/NRC during 890202 & 09 meetings re 
electrical cable ampacity.Util plans to incorporate D v rtf Cpo'ai/u Reactors guidelines 
into environ qualification p r oqra~i z*. 'aoTiv 

GRIDELY.R. Tennessee Vai.jy \ :y F:P \)2"i m Document Control Branch (Docu- 
ment Control Desk). 4pp. '’.itePniiaM-ifc-iZ-i :->f 

8902280466 Responds to NRC 890122 safety evaluation of ATWS alternate rod injec- 
tion & recirculation pump trip sys.Util continues to endorse position that addl equip- 
ment &/or mfg diversity not needed. 

GRIDLEY.R, Tennessee Valley Authority. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48625:168-48625:169. 

8903020090 Forwards list of submittals needed from TVA to support NRC decisions re 
unit startup. Info needed includes, program description of flexible conduit review, revised 
Tech Specs for safe shutdown & final rept on instrument sensing line. 

BLACK, S. Assistant Director for Projects. 89/02/22. KINGSLEY, O.D. Tennessee 
Valley Authority. 7pp. 48669:133-48669:139. 

8903020379 Forwards response to Generic Ltr 88-14, "Instrument Air Supply Sys Prob- 
lems A f fect ! ' , g Sfi'otv Rc'atod Ec Jcmert ” 

GR'Di Ev F Tor ness -6 Vau* Ai:To'i:\. G:. : 'j2.23. Document Control Branch (Docu- 
ment Control ‘JosiO 27pc. '-Be73:?«0-.:tft" , 3:23-l 

8902280239 Notification of 890314 meeting w/util in Rockville.MD re EECW clay pipe 
headers - technical resolutions. 

GEARS.G.E. TVA Projects Division. 89/02/24. BLACK, S. TVA Projects Division. 3pp. 
48627:354-48627:356. 

8903080156 Application for amend to License DPR-52, correcting Tech Spec Tables 
4.1.B.4.2.B & 4.2.F for calibr frequencies. 

RAY.M.J. Tennessee Valiev Authority B9. / C? , 24. Document Control Branch (Docu- 
ment Control Desk). 2pp. -iH'iV.i ? 'C -ifT.'.'-ze ’ 
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-8903080159 Proposed Toch Spec Tables *1 1 B.-i i? B & 4 2 F re caltbr frequencies. 

* Tennessee Valley Authority 89/02- 24 15pp 48741-272-48741:287. 

8903080122 Provides corrections to thermal overload heaters sizing criteria submitted 
by TVA 880923 Itr.Based on in-depth evaluations & discussions' w/motor-operated 
valve mfgs.TVA issued quality info rept to specify listed criteria 
GRIDLEY.R. Tennessee Valley Authority 89/02/28 Document Control Branch (Docu- 
ment Control Desk). 2pp. 48743.001-48743:002 


Q. Inspection reports, IE Bulletins & correspondence 

8902270130 Forwards Insp Repts 50-259/88-33,50-260/88-33 & 50-296/88-33 on 
881 10 1-30. Rept identifies activities that appeared to violate NRC requirements but are 
not cited. 

MCCOY, F.R TVA Pr rti «c*s ^v'S'on. 89/02/13. KINGSLEY, O.D. Tennessee Valley Au- 
thority. 2pp. ■■i’.f i 1 . J 4- ,r fh8 1 i-i 


8903080143 Informs that TVA will not certify compliance w/10CFR50.49 on 890228 as 
previously scheduled.Deferment requested until 890320 due to plant mods & docu- 
mentation not complete or ready & to allow now imjt to assess program. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48742:337-48742:338 

8903130660 Notification of 890307 meeting w 'util in Rockville, MD to discuss TVA pres- 
entation of cable separation issue resolution nvtho.de loov 

MORAN, D.H. TVA Projects Division. 89/02.26, Bi_ACK,S. Assistant Director for 
Projects. 3pp. 48833:203-48833:205. 

8903100023 Summary of 890216 meeting w/util in Rockville.MD re TVA statistical meth- 
odology on electrical cable separation. Agenda & list of attendees end. 

MORAN.D.H. TVA Projects Division. 89/03/01. TVA Projects Division. 12pp. 
48804:082-48804:093. 

8903130535 Submits addl guidance re NRC requirements lor facility Tech Specs re App 
R safe shutdown equipment, per util submittal & subsequent withdrawal of Tech Spec 
Change 249. 

BLACK, S.C. Assistant •?* n 'rj r,-s 89/03/03. KINGSLEY, O.D. Tennessee 

Valley Authority. 4pp. '■'ri- 1 ' 3: *. :»fr I;.:" 

8903100368 Notification of 890315 meeting w/util in Rockville.MD to discuss App R 
safe shutdown Tech Specs. 

GEARS, G.E. Assistant Director for Protects. 89/03/06. BLACK.S. TVA Projects Divi- 
sion. 3pp. 48804:116-48804:118. 

8903160325 Notifies of civil calculation reviews program audit on 890313-24 in 
Knoxville.TN.Objective of team audit & NRC & contractor personnel participating iden- 
tified in end. 

BLACK.S. Assistant Director for Projects. 89/03/07. KINGSLEY, O.D. Tennessee 
Valley Authority. 3pp. 48879:239-48879:241. 

8903150204 Notification of 890314 meeting w/util in Rockville.MD to discuss facility 
cable separation - statistical sampling. 

MORAN.D.H. Assistant Director for Projects. 89/03/09. BLACK.S. TVA Projects Divi- 
sion. 3pp. 48860:329-48860:331. 

8903220520 Summary of 890307 meeting w/licensee in Rockville.MD to discuss licens- 
ee proposed ^ethodo'oey for cable separation. Attendance roster listed in Enel 1 & 
c. v .:vqrf.or!.> in --id 2. 

MORAN.U.n. I vA Projects Division. 89/03/14. TVA Projects Division. 10pp. 
49005:076-49005:085. 


8903200118 Forwards “Maint Improvement P-co-am" Books 1 & 2. Improvement pro- 
ceeded improvements & manage 
>lete. 

Document Control Branch (Docu- 


rjram rici'r-cd to cvn!i.ff # A ■:* sthn ac ■. ’u. s need 

dv.r i.— cj,j- C5 ! i complete. 

OR ‘ -nossjjc- -o, A. .■/ or Doci 

ment Control Desk). 3pp. 48954:328-48956:220. 


-8903200123 “Maint Improvement Program," Books 1 & 2. 

SESSOMS.R.O., CAMPBELL.G. Tennessee Valley Authority. 89/02/01. 500pp. 
48954:331-48956:220. 


8903210300 Forwards Rev 1 to “Operability Criteria for Evaluation of Lower Drywell 
Access Platforms.” 

GRIDLEY.R. Tennessee Valley Authority 89/03/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48954:204-48994.216. 


-8902270138 Insp Repts 50-259/88-33,50-260/88-33 & 50-296/88-33 on 881101- 
30.Violation noted. Major areas inspected:operational safety 

verification, mods, surveillance observations, sys return to svc.status of 10CFR21 repts 
& ROs. 

CARPENTER, D.R., LITTLE.W.S. Region 2. Ofc of the Director. 89/02/13. 28pp. 
48588 1 11-48588:138. 

8902270149 Forwards Insp Repts 50-259/88-27,50-260/88-27 & 50-296/88-27 on 
880823-890 106. No violations or deviations noted. 

MCCO v . c 'R Region 2, Ofc of the Director. 89/02/13. KINGSLEY,O.D. Tennessee 
Valley Authority 2po 48585:335-48585:353. 

-8902270154 Insp Repts 50-259/88-27,50-260/88-27 & 50-296/88-27 on 880823- 
890106.No violations or deviations noted.Major areas inspected:seismic 
qualifications, cleanliness controls, fire protection.surveillance testing & instrumentation. 
LONG.A.R., ELROD, S., IGNATONIS.A. Region 2. Ofc of the Director. 89/02/13. 17pp. 
48585:337-48585:353. 

8902280500 Forwards safety evaluations supporting 880115 request for relief from 
ASME Boiler & Pressure Vessel Code Section XI re inservice insp of power plant 
components. 

BLACK.S. TVA Projects Division. 89/02/14. KINGSLEY, O.D. Tennessee Valley Au- 
thority. 4pp. 48624:140-48624:151. 

-8902280511 Safety evaluation supporting Request H-3, relief from ASME Boiler & Pres- 
sure Vessel Code Section XI re inservice insp of nuclear power plant components 
‘ncliiifnc h vri r oPtat i c testing requirements for Class 2 piping & components. 

■ C\" o' S;:, : a Fi?,.-=-s (Pre 881231). 89/02/14. 8pp. 48624:144-48624:147. 

-8903030419 Safety evaluation supporting Request H-12 re Class 2 piping & compo- 
nents of 185 hydraulic control units in CRD sys. 

* Ofc of Special Projects (Pre 881231). 89/02/14. 4pp. 48624:148-48624:151. 

8903060137 Forwards corrected Insp Repts 50-259/88-32,50-260/88-32 & 50-296/88- 
32 on 881001-31 & notice of violation.Response to notice of violation extended 30 
days. 

MCCOY.F.R. Assistant Director fo- D -ograms 89/02/17. KINGSLEY, O.D. 

Tennessee Valley Authority. 2pp. «Tffi 34G-aflr-:‘? 230 

-8903060139 Corrected Itr forwarding Insp Repts 50-259/88-32, 50-260/88-32 & 50- 
296/88-32 on 881001-31 & notice of violation. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/02/02. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 48739:351-48739:352. 

-8903060144 Notice of violation from insp on 881001 -31. Violation noted: reactor bldg & 
refueling floor ventilation radiation monitor calibr & functional test not performed on 
881017. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/02/02. 2pp. 48739:353- 
48739:354. 

-8903060147 Corrected Insp Repts 50-259/88-32,50-260/88-32 & 50-296/88-32 on 
881 001 -31 .Violations noted.Major areas inspected:operational safety 

verification, surveillance observation, mods, sys return to sve & ROs. 

CARPENTER, D.R., LITTLE.W.S. Region 2, Ofc of the Director. 89/02/01. 36pp. 
48739:355-48740:030. 


-8903280342 Rev 1 to Design Criteria BFN-50-C-7302, “Operation Criteria for Evalua- 
tion of Lower Drywell Access Platforms.” 

GAINES, R.E., RUPERT, J.R., MCCALL, J.K. Tennessee Valley Authority. 89/02/22. 
12pp. 48994:206-48994:216. 

8903230106 Discusses NRC concerns re supplemental DCRDR summary rept, dtd 
881109.Determination of restart aepi^f.ivl'tv c* K;rcn engineering discrepancies per 
Suppt 1 to NUREG-0737 seem? c-.ii-.y-.u"':!:;*:: .Vc:-: ■»;; to discuss concerns will be 
called. 

BLACK.S. Assistant Director for Projects. 89/03/17. KINGSLEY.O.D. Tennessee 
Valley Authority. 4pp. 49022:351-49022:354. 

8903230112 Ack receipt of util 890214 Itr re notification of senior nuclear power mgt 
changes within TVA.Rev to corporate nuclear performance plan should be submitted 
within 60 days to provide mechanism for NRC rev'ew of changes. 

LIAW.B.D. TVA Projects Division. 89/03/17. KNGS. EY.OC Torrc-sra Valley Au- 
thority. 6pp. 49048:1 92-49046 1 97. 

8903240011 Responds to request for addl info on rust in lower containment spray 
header (LCSH) of Unit 2.Nozzles in LCSH removed & outboard isolation valve 
repaired.List of commitments end. 

GRIDLEY.R. Tennessee Valley Ai.^oritv 89/33/17. Document Control Branch (Docu- 
ment Control Desk). 4pp. 4&c:i9. ■ rS-/.:--::;:- 1 s i 

8903240022 Responds to NRC questions from 890202 meeting re electrical cable am- 
pacity program. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/17. Document Control Branch (Docu- 
ment Control Desk). 21pp. 49039:107-49039:127. 

8903160296 Generic Ltr 89-02 to ail holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057, 

8903270359 Forwards results of 881124,26 & 1220 secondary containment leak rate 
(SCLR) tests, per Tech Spec 6.9.2.8. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49055:285-49055:291 . 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppt 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903130547 Responds to concerns in areas.including development & implementation of 
emergency operatic ‘nst-vnt'cns & evaluation of containment venting procedures 
noted in Insp Ren: ro-26r./sr>-2C0 

GRIDLEY.R. Tennessee va icy Ai/nority. 89/02/28. Document Control Branch (Docu- 
ment Contro Desi; 3pp -£■::? 1 ■ 1 "*2-48821:1 74. 

6903100269 Responds to NRC 890130 Itr re violations noted in Insp Repts 50-259/89- 
04,50-260/89-04 & 50-296 /89-04.Corrective actions: new 10CFR50.59 instructions ini- 
tiated addressing administrative errors noted. 

FOX.C.H. Tennessee Valley Authority. 89/03/01. Document Control Branch (Docu- 
ment Control Desk). 32pp. 48806:111-48806:142. 

8903200343 Forwards Insp Repts 50-259/89-05,50-260/89-05 & 50-296/89-05 on 
SjI'X-T.PZZ \z .ofr'ons c? deviations noted. 

VCCOV ■- R ApsiSiar: Dire “lor for Inspection Programs. 89/03/01. KINGSLEY.O.D. 
“orresseo Valley Aj.-ijiiiy. 2pp. 48971:064-48971:072. 

-8903200346 Insp Repts 50-259/89-05.50-260/89-05 & 50-296/89-05 on 890130- 
0202.No violations or deviations noted.Major areas inspected:Generic Ltr 88-01 & 
NUREG-03l3,Rev 2 program Implementation, procedure view & observation of work. 
COLEY, J.L., BLAKE, J.J. Region 2, Ofc of the Director. 89/02/21. 7pp. 48971:066- 
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8903220482 Advises that response to NRC Bulletin 88-004, “Potential Safety- Related 
Pump Loss" complete for Unit 2 only. Schedule for responses for Units 1 & 3 expect- 
ed within 30 days. 

BLACK, S.C. Assistant Director for Projects. 89/03/01. KINGSLEY, O.D. Tennessee 
Valley Authority. 4pp. 49003:025-49003:028. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York. Inc. 106pp. 48723:038-48723:143. 

8903130535 Submits addl guidance re NRC requirements for facility Tech Specs re App 
R safe shutdown equipment, per util submittal & subsequent withdrawal of Tech Spec 
Change 249. 

BLACK.S.C. Assistant Director for Projects. 89/03/03. KINGSLEY, O.D. Tennessee 
Valley Authority. 4pp. 48819:354-48819:357. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903100320 Confirms that util plans to implement GE interim stability recommendations 
before startup, per NRC Bulletin 88-007 .Suppl 1 . 

GRIDLEY.R. Tennessee Valley Authority. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). Ip. 48810:213-48810:213. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tea-ity Ccnta’ners for Disposal of Low Level Radwaste." Svc list end. 

0Htr:vr?S,J T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, n c. ' 1 7pp JSTS&IU- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Bmake's Du'irg Sdsmic Event." Svc list encl. 

HOSSI.C.F. □ vis on of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903270233 Responds to NRC Info Notice 88-082, “Torus Shells W/ Corrosion & De- 
graded Coatings in BWR Containments." Summary of relevant projects for various 
utils successfully employing underwater alternative to draining vessel encl. 

STUART, C.O. S.G. Pinney Co. 89/03/15. ROSSI.C.E. Division of Operational Events 
Assessment (Post 870411). 9pp. 49056:023-49056:031. 

8903210367 Responds to NRC 890202 Itr re violations noted in Insp Repts 50-259/88- 
32,50-260/88-32 & 50-296/88-32.Util initiated detailed evaluation of surveillance 
program, including surveillance instruction scheduling, performance & adequacy. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/16. Document Control Branch (Docu- 
ment Control Desk). 6pp. 48980:188-48980:193. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903150190 Monthly operating repts for Jan 1989 for Browns Ferry Nuclear Plant.W/ 
890302 Itr 

CAMPBELL, G.G., RATLIFF.SA, CAMPBELL, G.G. Tennessee Valley Authority. 89/01/ 
31. 72pp. 48860:125-48860:195. 

8903100142 Forwards “Semiannual Radioactive Effluent Release Rept Browns Ferry 
Nuclear Plant (BFN) Effluent & Waste Disposal Semiannual Rept,Jul-Dec 1 988, 
“Semiannual Radioactive... Changes to BFN ODCM” & rev of BFN process control 
program. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48828:071-48828:212. 

—8903100152 “Semiannual Radioactive Effluent Release Rept Browns Ferry Nuclear 
Plant Jul-Dec 1988,” 

LEE.B.E. Tennessee Valley Authority. 88/12/31. 74pp. 48828:073-48828:146. 

-8903100158 "Semiannual Radioactive Effluent Release Rept Browns Ferry Nuclear 
Plant,Changes to ODCM." 

* Tennessee Valley Authority. 88/07/20. 43pp. 48828:147-48828:189. 

-8903100160 “Radioactive Effluent Release Rept Browns Ferry Nuclear Plant Rev of 
Process Control Program.” 

* Tennessee Valley Authority. 89/03/02, 8pp. 48828:190-48828:212. 


S. Reportable occurrences, LERs & related correspondence 

8902270117 LER 88-050-00:on 8812l4,neutron source movement between units spent 
fuel pools performed w/o mm standby gas treatment sys train technically 
operable.Caused by failure to track operability status. Procedure revised. W/890203 Itr. 
AUSTIN.S.W., CAMPBELL, G.G. Tennessee Valley Authority. 89/01/26. 4pp. 
48588:105-48588:108. 

8903090310 NPDES noncomphance notification: on 890117, discharge serial number 
107 for Unit 3 exceeded the daily maximum of 100 mg/I. 

SCHMIERBACH.M. Tennessee Valley Authority. 89/01/31. Alabama, State of. 12pp. 
48798:254-48798:265. 

8902240109 LER 89-002-00:on 890 120, automatic depressurization sys accumulator 
pressure switch supports not seismically qualified.Caused by inadequate design & 
const practices. Desiq-* & const r-actices upgraded.W/890217 Itr. 

WILLARD.S.C., r./-Vi Rr 1 . .G C Tennessee Valley Authority. 89/02/17. 4pp. 
48621:152-48621:155. 

8902280123 LER 88-016-01 :on 881 209, unplanned manual start of RHR pump 
occurred.Caused by personnel error. Labeling of RHR local controls will be corrected & 
licensed personnel will review event.W/890224 Itr. 

NAVE.E.D., CAMPBELL, G.G. Tennessee Valley Authority. 89/02/21. 4pp. 48633:004- 
48633:007. 

8903060009 Summary of Onemt'nn Peaces Events Meeting 89-08 on 890222.Atten- 
dee list & events discussoc & * nn.:i::a—. c ments of events encl. 

LANNING.W.D. Events "»f«i ss:ro'.t lirar.:^ 89/02/23. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 13pp. 48735:230-48735:242. 

8903130496 LER 89-003-00:on 890203, discovered that scram function for source-range 
monitors not operational & two jumpers installed in reactor protection sys logic not 
removed.Caused by personnel error Jumpers removed.W/890303 Itr. 

WILLARD.S.C., CAMPBELL, G.G. Tennessee Valley Authority. 89/02/28. 4pp. 
48829:357-48829:360. 


T. Hearing transcripts on non-antitrust matters 

8903030010 Forwards transcript of 890217 meeting between NRC & TV A re seismic 
issues at plant. 

GEARS, G.E. TVA Projects Division. 89/02/23. TVA Projects Division. 3pp. 48691:181- 
48691:332. 

-8903030012 Transcript of 890217 public meeting w/util in Rockville.MD re open seis- 
mic criteria issues.Pp 1-147. 

* Commissioners. 89/02/17. 149pp. 48691:184-48691:332. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list encl. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-261 H.B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8903010275 Revised Plant Emergency Procedures.consisting of Rev 6 to PEP-401 & 
Rev 22 to PEP-301. W/890221 Itr. 

MORROW.M.C., JOHNSON, R., MORGAN, R.E. Carolina Power & Light Co. 89/02/21. 
8pp. 48645:195-48645:202. 

8903100429 Forwards Insp Rept 50-261/89-04 on 8901 30-0203. No violations or devi- 
ations noted. 

DECKER.T.R. Region 2, Ofc of the Director. 89/02/24. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 48803:229-48803:238. 

-8903100443 Insp Rept 50-261/89-04 on 890130-0203.No violations or deviations 
noted.Major areas hspectodrari'nSogica 1 effluents, chemistry & health physics prac- 
tices associated v. *spe—. u- t-anst-:i operations. 

HUGHEY .C.A., KAHLE.J.B. Region 2, Ofc of the Director. 89/02/23. 8pp. 48803:231- 
48803:238. 

8903210272 Forwards SALP Rept 50-261/88-29 for Jul 1987 - Oct 1988.SALP 890124 
meeting summary & presentation slides encl. 

ERNST, M.L. Region 2, Ofc of the Director. 89/02/28. UTLEY, E.E. Carolina Power & 
Light Co. 44pp. 48985:068-48985:154. 

-8903210320 Final SALP Rept 50-261/88-29 for Jul 1987 - Oct 1988. 

* Region 2, Ofc of the Director. 89/02/28. 43pp. 48985:112-48985:154. 

8903150164 Rev 8 to Plant Emergency Procedure PEP-1 01, Rev 23 to PEP-301 & Rev 7 
to PEP-40 1.W/890309 Itr. 

MORGAN, R.E. Carolina Power & Light Co. 89/03/09. 18pp. 48859:098-48859:115. 


H. General correspondence 

8902280201 Requests that Shearon Harris correspondence be sent to listed address & 
that A Upchurch re HB Robinson Plant be deleted from NRC distribution list. 
HOLLAND, E.A. Triangle J Council of Governments. NC. 89/02/03. ADENSAM.E.G. 
NRC - No Detailed Affiliation Given. Ip. 48627:1 77-48627:177. 


J. Insurance & indemnity information 

8903270309 Final response to FOIA request for records.App A records encl & available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/23. WILLIAMS, O.G. JRA Associates. 2pp. 
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-8903270312 Responds to 890218 Itr re amended indemnity agreement w/ utils to 
cr-rit storage c* «nont "uclear fuel.FR notice end. 

NGR'JA- r s.h 89/02/22. SMITH.J.J. Affiliation Not Assigned. 2pp. 


8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 


P. Operating license stage documents & correspondence 

8903090116 Submits radiographic exam results of growth of microbiofogically induced 
corrosion in welds of svc water sys pip.ng (SWSP) from exams of selected welds in 
Jul & Oct 1988.Replacement of SVJS- scr.t-d.ilcu durm.i rutn.-r-. 

MORGAN, R.E. Carolina Power & Light Co 89/02/27 lV:„ -i-.-r.t Cc-irul Branch (Doc- 
ument Control Desk). 2pp. 48780:015-48780:016. 


8903070205 Notification of 890307 meeting w/BWR Owners Group in Rockville, MD to 
discuss items of c-j'rert mterest Aoe«da end. 

SHAO.L.C. Division c: Ercrecr-rig A Systems Technology (Post 870411). 89/02/28. 
MIRAGLIA.F.J. Asscaavr Voc: or Inspection & Technical Assessment (Post 
870411). 8pp. 48763:023-48763:030. 


8903090136 Advises that 851018 & 890127 requests not to add nonradiological environ 
protection plan to OL acceptable. 

LO.R.H. Project Directorate 11-1. 89/03/02. UTLEY, E.E. Carolina Power & Light Co. 
2pp. 48783:064-48783:065. 


8903210324 Provides listing of results of util analysis for Sr-89, Sr-90,Fe-55 & tritium in 
\»C s.vked sarptes -r.coivoc: C" EGO" 33. 

VCHC-\N.m Carol^a Pawe- A . .cv .'Jo. 89/03/02. KAHLE.J.B. Region 2, Ofc of 
:'m l - icrcr :p. ^=983 ‘ '2-.:S3li3 i >2 


8903140334 Provides evaluation of n'anf •'ecuire m ents against station blackout rule 
10CFR50.63 using guidance from NUMAFC E v O0 except where Reg Guide 1.155 
takes precedence. 

MCDUFFIE, M.A. Carolina Power & Light Co. 89/03/03. Document Control Branch 
(Document Control Desk). 6pp. 48855:354-48855:360. 


8903080216 Responds to NRC Bulletin 88-011, "Presurizer Surge Line Thermal Stratifi- 
cation." Util participating in program for partial resolution of issue through Westing- 
house Owners Group. 

MCDUFFIE.M.A. Carolina Power & Light Co. 89/02/27. Document Control Branch 
(Document Control Desk). 3pp. 48768:156-48768:158. 

8903210272 Forwards SALP Rept 50-261/88-29 for Jul 1987 - Oct 1988.SALP 890124 
meeting summary & presentation slides end. 

ERNST, M.L. ?. Ofc c* tho Director. 89/02/28. UTLEY, E.E. Carolina Power & 

Light Co. 44pp *ffi>A5L68- '-8985-1 >4. 

-8903210320 Final SALP Rept 50-261 /88-29 for Jul 1987 - Oct 1988. 

* Region 2, Ofc of the Director. 89/02/28. 43pp. 48985:1 12-48985:154. 

8903150492 Ack receipt of 890213 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-324/88-33, 50-325/88-33 & 50-261/88-26. 

ERNST, M.L. Rede.- ?. Ofc of the Director. 89/03/01. UTLEY, E.E. Carolina Power & 
Light Co. Ip. '-867 * 3 SC 463'’ 1:360. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 


8903200117 Clarifies customer disclaimer notice on ANF-88-01, "HB Robinson Unit 2 
Cycle 3 SAR,” per 890221 discussion w/NRC & American Nuclear Fuels re restriction 
of public use of rept w/o written authorization by American Nuclear Fuels. 

LOFLIN,L.I. Carolina Power & Light Co. 89/03/14. MCKNIGHT, J.C. Document Control 
Branch (Document Control Desk). Ip. 48959:351-48959:351. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Protects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 4ess::031^5963:::57. 


Q. Inspection reports, IE Bulletins & correspondence 


8903240076 Forwards Insp Rept 50-261/89-06 on 890206-09.No violations or devi- 
ations noted. 

COLLINS, D.M. D “gior. 2. Ofc of the Director. 89/03/03. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. *37/82:333-4 3062-342. 

-8903240083 Insp Rept 50-261/89-06 on 890206-09.Licensee-identified item re failure 
to follow procedures for access into radiation area noted.Major areas 
inspected:procedures re transfer of spent fuel from spent fuel pool to ISFSI. 
LAUER.M.T., POTTER, J.P. Region 2, Ofc of the Director. 89/03/03. 8pp. 49082:335- 
49082:342. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 


8902280036 Forwards Insp Rept 50-261/89-02 on 890109-13 & notice of violation. 
JULIAN.C.A. Region 2, Ofc c* the Diredor. 89/02/14. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 4H527:3CC-* 8-327:3 12. 

-8902280041 Notice of violation from insp on 890 109-1 3. Violation noted: Rev 1 to Pro- 
cedure CM-010 failed to identify vendor technical manual & to prescribe accurate ac- 
ceptance criteria causing svc water pumps to be operated in degraded mode. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/02/14. 2pp. 48627:302-48627:303. 

-8902280046 Insp Rept 50-261/89-02 on 8901 09-1 3. Violation noted.Major areas 
inspeded:resistance temp detector bypass elimination, svc water piping replacement 
mods,main feedwater pump flow testing & steam generator tube eddy current test re- 
sults. 

ECONOMOS,N., BLAKE, J. Region 2, Ofc of the Diredor. 89/02/10. 8pp. 48627:304- 
48627:312. 

8903130194 Ack receipt of SALP Rept 50-261/88-29 for Jul 1987 - Oct 1988.NRC rec- 
ommendations in areas of ALARA program, maint & development of full scope of 
emergent issues will help util focus on improving performance. 

RICHEY.R.B. Carolina Power & Ught Co. 89/02/20. ERNST, M.L. Region 2, Ofc of the 
Diredor. 2pp. 48820:331-48820:332. 

8903100461 Ack receipt of 890108 response to 881208 request for info re Insp Rept 
50-261 /88-30.Response acceptable for actions to improve operation dept review for 
applicable Tech Spec action statements w/determination of inoperable equipment. 
REYES, L.A. Region 2, Ofc of the Diredor. 89/02/21. UTLEY, E.E. Carolina Power & 
Light Co. Ip. 48804:094-48804:094. 

8903090079 Summarizes 890209 enforcement conference re unanalyzed loss of safety- 
related motor control ctrs, environ qualification deficiencies & introduction of hydrogen 
into station & instrument air sys. 

ERNST, M.L Region 2, Ofc of the Diredor. 89/02/22. UTLEY, E.E. Carolina Power & 
Light Co. 61pp. 48781:044-48781:104. 

8903090080 Ack receipt of 880915 & 0131 supplemental responses informing NRC of 
steps taken to coned violations noted in Insp Rept 50-261/88-10. 

VERRELLI.D.M. Region 2, Ofc of the Director. 89/02/22. UTLEY, E.E. Carolina Power 
& Light Co. Ip. 48784:072-48784:072. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903100429 Forwards Insp Rept 50-261/89-04 on 890130-0203.No violations or devi- 
ations noted. 

DECKER.T.R. Region 2, Ofc of the Director. 89/02/24. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 48803:229-48803:238. 

-8903100443 Insp Rept 50-261/89-04 on 890130-0203.No violations or deviations 
notedMajor areas fnspeded:radiological effluents.chemistry & health physics prac- 
tices assodated w/spent fuel transfer operations. 

HUGHEY.C.A., KAHLE.J.B. Region 2, Ofc of the Director. 89/02/23. 8pp. 48803:231- 
48803:238. 


8903240326 Forwards Insp Repts 50-261/89-05 & 72-0003/89-01 on 890131- 0203.No 
violations or deviations identified. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/03/06. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 49039:275-49039:282. 

-8903240328 Insp Repts 50-261/89-05 & 72-003/89-01 on 890131-0203.No violations 
or deviations noted.Major areas inspected:action on previous insp findings.snubber 
surveillance program & activities re loading of spent fuel. 

LENAHAN.J.J., BELISLE.G.A. Region 2, Ofc of the Director. 89/02/24. 6pp. 
49039:277-49039:282. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, inc. 105pp. 48741:053-48741:158. 

8903240150 Forwards Insp Rept 50-261/89-01 on 890109-13 & notice of violation. 
JULIAN.C.A. Region 2, Ofc of the Director. 89/03/07. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 49037:311-49037:330. 

-8903240153 Notice of violation from insp on 8901 09-1 3. Violation noted: stroke time for 
cold shutdown valve PCV-1716 increased by more than limit of 50% during Sept 1988 
outage & corrective action not taken. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/03/07. 2pp. 49037:313-49037:314. 

-8903240154 Insp Rept 50-261/89-01 on 8901 09-1 3. Violations noted.Major areas 
inspected:complex surveillance, verification of containment integrity, inservice 

testing, local leak rate testing & licensee action on Bulletins 85-003 & 86-003. 
TINGEN.S., ZEILER.J., BELISLE.G.A. Region 2, Ofc of the Director. 89/02/23. 16pp. 
49037:315-49037:330. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 11 7pp. 48798:114- 
48798:231. 

8903220255 Forwards SER concluding that replacement of breakers on motor-control 
ctr acceptable for resolution of issues in safety sys functional insp. 

LO.R.H. Project Directorate 11-1. 89/03/13. UTLEY, E.E. Carolina Power & Ught Co. 
2pp. 49020:256-49020:259. 

-8903220280 Safety evaluation concluding that new Westinghouse breakers installed at 
facility adequately sized to interrupt worst case fault currents at Motor Control Ctrs 5 
& 6, per safety sys functional insp. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/13. 2pp. 
49020:258-49020:259. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York. Inc. 107pp. 48895:001-48895:109. 


8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consdidated Edison Co. of New York, Inc. 102pp. 48589:001-40589:1 10. 


8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 
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8903090133 NRC Info Notice 89-030. “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903220160 Responds to violation noted in Insp Rept 50-261/89-02. Corrective 
actions:Corrective Maint Procedure CM-010 revised on 890227 based on inadequa- 
cies found by review of procedure. 

MORGAN.R.E. Carolina Power & Light Co. 89/03/15. Document Control Branch (Doc- 
ument Control Desk). 3pp. 49004:106-49004:108. 

8903240216 EN-88-051A:on 880610,notice of violation & proposed imposition of civil 
penalties in amount of $50,000 issued, based on violation involving failure of 
1 0CFR50.46,App K. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/17. Ip. 
49038:198-49038:198. 

8903270187 Forwards order imposing civil monetatv penalty in amount of $50.000.Ac- 
tions based on failure of util 10CFR50,App K required evaluation model to reflect most 
damaginc single failure re ECCS safety injection subsystem. 

THOMPSON,! 1 L Dep Exec Dir for Nuc Matls Safety, Safeguards & Operations Sup- 
port (Post 890205). 89/03/17. UTLEY, E.E. Carolina Power & Light Co. 3pp. 
49053:346-49053:358. 

-0903270189 Order imposing civil monetary penalty in amount of $50,000. 

THOMPSON, H.L. Dep Exec Dir for Nuc Matls Safety, Safeguards & Operations Sup- 
port (Post 890205). 89/03/17. Carolina Power & Light Co. 10pp. 49053:349- 
49053:358. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8902230520 “1988 Personnel Exposure & Monitoring Rept." W/890216 itr. 
MORGAN.R.E. Carolina Power & Light Co. 88/12/31. 3pp. 48555:357-48555:359. 

8903010420 “Effluent & Waste Disposal Semiannual Rept for Jul-Dec 1988.HB Robin- 
son Steam Electric Plant - Unit 2." W/890221 Itr, 

MORGAN.R.E. Carolina Power & Light Co. 88/12/31. 75pp. 48647:193-48647:287. 

8903080158 Submits 1988 annual rept on primary coolant iodine spikes. Coolant did not 
exceed 1 uCi/gram dose equivalent 1-131. 

MORGAN.R.E. Carolina Power & Light Co. 89/02/27. Document Control Branch (Doc- 
ument Control Desk). Ip. 48748:357-48748:357. 

8903200181 Monthly operating rept for Feb 1989 for HB Robinson Steam Electric 
Plant.W/890310 Itr. 

HAYNESWORTH.V., MORGAN.R.E. Carolina Power & Light Co. 89/02/28. 5pp. 
48983:132-48983:136. 


S. Reportable occurrences, LERs & related correspondence 

8903210130 LER 89-002-00:on 89021 1 .thermowell discovered leaking during low power 
physics testing due to crack in thermowell.Caused by fatigue failure. Reduced 
thermowell insertion length incorporated into replacement thermowells. W/89031 3 Itr. 
LEGETTE.F.L, MORGAN.R.E. Carolina Power & Light Co. 89/03/13. 8pp. 48984:316- 
48984:323. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing nati exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8902210566 Forwards calculation packages & computer output for structural analysis of 
Phase II NUHOMS storage modules in support of 890109 license amend request.Revs 
indude changing modelled connection between walls & foundations. 

LOFLIN.L.I. Carolina Power & Light Co. 89/02/01 . ROBERTS. Division of Industrial & 
Medical Nuclear Safety (Post 870729). 2pp. 48777:157-48777:158. 

8903100566 Forwards Amend 4 to License SNM-2502, changing Pages 1 & 2 of license 
& Pages A-9 & A-15 of Tech Specs re removable beta & gamma contamination limits 
on dry shielded canister in App A.Safety evaluation & notice of issuance also end. 
ROUSE, LC. Fuel Cycle Safety Branch. 89/03/02. UTLEY, E.E. Carolina Power & Light 
Co. 2pp. 48803:032-48803:051. 

-6903100572 Amend 4 to Ucense SNM-2502,changing removable beta & gamma con- 
tamination limits on dry shielded canister & surveillance requirements in App A. 
ROUSE, LC. Fuel Cycle Safety Branch. 89/03/02. 6pp. 48803:034-48803:039. 

-6903100579 Safety evaluation supporting Amend 4 to License SNM-2502. 

* NRC - No Detailed Affiliation Gwen. 89/03/02. 8pp. 48803:040-48803:047. 

-6903100583 Notice of issuance, environ assessment & finding of no significant impact 
re Amend 4 to License SNM-2502. 

RQBERTS.J.P. Fuel Cycle Safety Branch. 89/03/02. 4pp. 48803:048-48803:051. 

8903240076 Forwards Insp Rept 50-261/89-06 on 890206-09.No violations or devi- 

COLLINS, D.M. Region 2. Ofc of the Director. 89/03/03. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 49062:333-49082:342. 


--8903240083 Insp Rept 50-261/89-06 on 890206-09. Licensee-identified item re failure 
to follow procedures for access into radiation area noted. Major areas 
inspected:procedures re transfer of spent fuel from spent fuel pool to ISFSI. 
LAUER.M.T., POTTER.J.P. Region 2, Ofc of the Director. 89/03/03. 8pp. 49082:335- 
49082:342. 

8903230347 Forwards Amend 4 to License SNM-2502 for insertion into ISFSI Tech 
Specs.Amend changes removable beta & gamma contamination limits on dry shield 
canister in App A. 

LOFLIN.L.I. Carolina Power & Light Co. 89/03/15. NRC - No Detailed Affiliation Given. 
3pp. 49032:082-49032:104. 

8903270397 Forwards Amend 5 to License SNM-2502, SER & categorical exclusion for 
receipt & storage of spent fuel at ISFSI on site at plant.Amend changes number of 
horizontal storage modules from 3 to 5. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/23. UTLEY, E.E. Carolina Power & Light 
Co. 2pp. 49110:160-49110:170. 

-8903270398 Amend 5 to License SNM-2502, changing number of horizontal storage 
modules from 3 to 5. 

ROUSE.LC. Carolina Power & Light Co. 89/03/23. 4pp. 49110:162-49110:165. 

-8903270399 Safety evaluation supporting Amend 5 to License SNM-2502. 
SCHNEIDER.J.F. Fuel Cycle Safety Branch. 89/03/23. Ip. 49110:166-49110:166. 

-8903270400 Advises that 890109 requested rev to License SNM-2502 concerns minor 
equipment mod & does not involve changes in scope or type of operations authorized 
by license.Environ assessment or EIS not warranted for action. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/23. Fuel Cycle Safety Branch. Ip. 
49110:167-49110:167. 

-8903270402 Notice of issuance of Amend 5 to License SNM-2502,revising Tech 
Specs to change number of horizontal storage modules. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/23. 3pp. 49110:168-49110:170. 
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F. Security, medical, emergency & fire protection plans 

8903100316 Advises that 890106 Rev 26 to physical security plan consistent w/provi- 
sions of 1 0CFR50.54(p) & acceptable. 

GREGER,L.R. Region 3, Ofc of the Director. 89/02/27. MUSOLF.D.M. Northern 
States Power Co. 2pp. 48804:001-48804:002. 

8903200236 Forwards NRR input to SALP 8 rept covering plant operation, emergency 
preparedness, engineering/technical support & safety assessment/quality verification 
for period Doc 1 987 to P@b 1 388 

STEFANO.J.J. Project Directorate ill-1. 89/03/13. GREENMAN.E.G. Assistant Director 
for Region III & Region V Reactors. 7pp. 48965:021-48965:027. 

8903240304 Forwards Safety Insp Rept 50-263/89-07 on 890221 -23.No violations 
noted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/15. LARSON, C.E. Northern States 
Power Co. 2pp. 49044:280-49044:285. 

-8903240305 Insp Rept 50-263/89-07 on 890221 -23.No violations noted. Major areas 
inspected:emergency preparedness program, action on previously identified items & 
scenario development meeting w/licensee. 

SMITH.M.J., SNELL, W. Region 3. Ofc of the Director. 89/03/14. 4pp. 49044:282- 
49044:285. 

8903240082 Advises that author 881213 Itr erroneously identified Amend 58 as 94 to 
License DPR-22,Amend concerns w/physical security plan. 

STEFANO.J.J. Project Directorate 111-1. 89/03/16. MUSOLF.D.M. Northern States 
Power Co. 3pp. 49044:297-49044:299. 


H. General correspondence 

8903080450 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
LARSON, C.E. Northern States Power Co. 89/02/23. CHILK.SJ. Office of the Secre- 
tary of the Commission. 3pp. 48765:109-48765:111. 


I. Rnancial information 


8903130403 “1988 Annual Rept." W/890301 Itr. 

HOWARD, J.J., BRUSVEN.A.D. Northern States Power Co. 88/12/31. 48pp. 
48829:277-48829:326. 

8903200356 Suppl to Annual Rept, “Financial & Statistical Info/' W/89031 3 Itr. 
ISADAHL.J. Northern States Power Co. 88/12/31. 22pp. 48971:023-48971:023. 


P. Operating license stage documents & correspondence 

8902240422 Forwards FR notice of issuance of amend to License DPR-22 & opportuni- 
ty for hearing re 890131 application. 

STEFANO.J.J. Project Directorate ill-1. 89/02/10. MUSOLF.D.M. Northern States 
Power Co. 3pp. 48571:126-48571:132. 

-8902240427 Notice of consideration of issuance of amend to License DPR-22 & op- 
portunity for hearing.Amend revises Tech Specs to add 45,000 MWD/STU MAPLHGR 
to extend current operating cycle through Aug 1989. 

QUAY.T.R. Project Directorate 111-1. 89/02/10. 4pp. 48571:129-48571:132. 

8902280363 Advises that Rev 6 to offsite dose calculation manual for plant 
acceptable, per util 880826 submittal & end EG&G 881206 Itr. 

STEFANO.J.J. Project Directorate ill-1. 89/02/13. MUSOLF.D.M. Northern States 
Power Co. 4pp. 48627:067-48627:076. 
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-8902020381 Forwards final Itr rept w/addendum containing evaluation of offsite dose 
calcualtion manual updated through Rev 6 

SIMPSON, F.B. EG&G Idaho, Inc. (subs of EG&G, Inc.). SIMPSON, F.B Idaho National 
Engineering Laboratory. 88/12/06. RUTH.L. NRC - No Detailed Affiliation Given. 6pp. 
48627:071-48627:076. 

8903060077 Forwards Amend 59 to License DPR-22 & safety evaluation. Amend re- 
vises miscellaneous administrative Tech Specs. 

STEFANO.J.J. Project Directorate 111-1. 89/02/16. MUSOLF.D.M. Northern States 
Power Co. 4pp. 48727:339-48727:355. 

-8903060081 Amend 59 to License DPR-59, revising Tech Specs to clarify location for 
Tci'tcri; rvrbrnp radioiodine. 

r- >p*'i Directorate III-1. 89/02/16. 10pp. 48727:343-48727:352. 

-8903060088 Safety evaluation sup^r-thc Anr-rr-ri 59 to License DPR-22. 

* Office of Nuclear Reactor m. rector (Post 870411). 89/02/16. 3pp. 

48727:353-48727:355. 

8902240159 Forwards addl info re high energy line breaks, per 890125 request. Special 
testing & analyses demonstrated operability of ECCS sys (RHR & core spray) for 
short-term operation w/o supply of normal ECCS room & equipment cooling. 
MUSOLF.D. Northern States Power Co. 89/02/17. Document Control Branch (Docu- 
ment Control Desk). 9pp. 48580:177-48580:185. 

8902280335 Forwards response to Generic Ltr 88-14, “Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment." Air quality verified by testing to meet or 
exceed mfg recommendations for all safety-related equipment. 

MUSOLF.D. Northern States Power Co. 89/02/17. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48633:249-48633:252. 

8902280297 Forwards response to 881128 request for addl info re effect of dc power 
supply failure on ECCS performance, including mods to 480-volt bus supplying LPCI 
valves. 

MUSOLF.D. Northern States Power Co. 89/02/21 . Document Control Branch (Docu- 
ment Control Desk). 16pp. 48644:097-48644:112. 

8903130466 Forwards Amend 60 to License DPR-22 & safety evaluation. Amend re- 
vises Tech Specs to correct error in existing Tech Spec Action Statement 3.7.B.l.b to 
SFC-c’fy rcr. jirement for standby gas treatment sys & incorporate Tech Spec 4.7.A.2.d. 
S’ F = A\C,j ... Project Directorate 111-1. 89/02/28. MUSOLF.D.M. Northern States 
Power Co. 3pp. 48819:316-48819:328. 

-8903130470 Amend 60 to License DPR-22 t revising Tech Specs to correct error in 
Tech Spec Action Statement 3.7.B.l.b to specify requirements for standby gas treat- 
ment sys & incorporate Tech Spec 4.7.A.2.d,inadvertently deleted from Amend 55. 
QUAY.T. Project Directorate 111-1. 89/02/28. 8pp. 48819:319-48819:326. 

-8903130474 Safety ovalunrion suoport^j Amend 60 to License DPR-22. 

* Office of Nuclear B 03c:or Rocu'ai.ri. director (Post 870411). 89/02/28. 2pp. 
48819:327-48819:328. 

8903140230 Informs that verification of automatic depressurization sys design reviewed 
& ac'e-s v./conclusions.Test should be performed at next appropriate plant condition 
■f dc'sicn w ■ cation did not include testing. 

S' L L «\C,.J. Project Directorate 111-1. 89/02/28. MUSOLF.D.M. Northern States 
Power Co. 2pp. 48858:162-48858:163. 

8903210152 Forwards application to amend License DPR-22, changing Tech Specs re 
operations committee quorum requirements, to incorporate use of no more than two 
alternates in meeting quorum requirements. 

MUSOLF.D. Northern States Power Co. 89/03/07. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48984:290-48984:298. 

-8903210155 Application for amend to License DPR-22,changing Tech Specs to pro- 
vide provisions for use of no more than two alternates in meeting operations commit- 
tee quorum requirements. 

MUSOLF.D. Northern States Power Co. 89/03/07. 3pp. 48984:292-48984:294. 

-8903210158 Proposed Tech Specs re composition & quorum requirements for oper- 
ations committee. 

* Northern States Power Co. 89/03/07. 4pp. 48984:295-48984:298. 

8903150346 Summary of 890223 meeting w/util in Rockville, MD re plant DCRDR & 
basis & rationale for classification & pricritization of human engineering discrepancies 
'cj^d during DC B DP 'eview. 

S“EFA\C j „ ,J rc/s:: Directorate 111-1. 89/03/09. Project Directorate HI-1 . 46pp. 
48860:336-48861:021. 

8903160234 Requests addl info re response to Generic Ltr 88-14, “Instrument Air 
Supply Problems Affecting Safety-Related Equipment,” Item 2 re maint 
practices.Schedule for Implementing actions in 890217 Itr needed. 

STEFANO.J.J. Project Directorate 111-1. 89/03/09. MUSOLF.D.M. Northern States 
Power Co. 4pp. 4666«:2C9-4K886.71?. 

8903170070 Clarifies aspects of application of NRC approved reload methodology for 
Cycle 15, due to begin in Jan 1993. Reliability factors will be used directly in safety 
analysis calculations for fuel bundle misloading. 

MUSOLF.D. Northern States Power Co. 89/03/09. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48894:223-48894:224. 

8903220101 Submits addl info re 890131 request for amend to license, extending 
MAPLHGR exposure limits for fuel type P8DRB265. GE evaluation for conformance of 
fuel type bundle design to all thermal-mechanical criteria documented in GESTAR II. 
MUSOLF.D. Northern States Power Co. 89/03/15, Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 2pp. 49008:230-49008:231. 

8903220257 Submits addl info re CRDR.per 890223 meeting.Util corrected all human 
engineering discrepancies that could have potential impact on plant safety. 

MUSOLF.D. Northern States Power Co. 89/03/15. Document Control Branch (Docu- 
ment Control Desk). Ip. 49004:247*49004:247. 

8903240082 Advises that author 881213 Itr erroneously identified Amend 58 as 94 to 
License DPR-22.Amend concerns w/physical security plan. 

STEFANOJ.J. Project Directorate ill-1. 89/03/16. MUSOLF.D.M. Northern States 
Power Co. 3pp. 49044:297-49044:299. 


8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903080064 Responds to NRC Bulletin 88-007,Suppl 1.GE interim stability recommen- 
dations implemented. Plan* cpcmti-.c c'ocedures revised to ensure that no ambiguity 
exists re when plant may or.u.-i yi.:- s B & C.per GE recommendations. 

LARSON, C.E. Northern States Power Co. 89/02/24. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 3pp. 48768:349-48768:351. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI, C.E. Division of Operationat Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903200236 Forwards NRR input to SALP 8 rept covering plant operation, emergency 
preparedness, engineering/technical support & safety assessment/quality verification 
for period Dec 1987 to Feb 1988. 

STEFANO.J.J. Project Directorate 111-1. 89/03/13. GREENMAN.E.G. Assistant Director 
for Region III & Region V Reactors. 7pp. 48965:021-48965:027. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers Duri-c Seismic Event." Svc list end. 

ROSSI, Oil. Dviscn cf Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903240295 Forwards Insp Rept 50-263/89-04 on 890213-28 & notice of violation. 
GREGER.L.R. Region 3, Ofc of the Director. 89/03/15. LARSON, C.E. Northern States 
Power Co. 2pp. 49046:053-49046:070. 

-8903240298 Notice of violation from insp on 89021 3-28. Violation noted: semiannual 
radioactive release rept for Jan-June 1 988 did not identify abnormal (unplanned) gase- 
ous release which occurred on 880531 . 

GREGER.L.R. Region 3, Ofc of the Director, 89/03/15. 3pp. 49046:055-49046:057. 

-8903240301 Insp Rept 50-263/89-04 on 89021 3-28. Violations noted.Major areas 
inspected:radwaste/transportation program, including organization & mgt 
controls, training & qualifications, gaseous radwaste.liquid radwaste & audits & apprais- 
als. 

GILL.C.F., SNELL, W.G. Region 3, Ofc of the Director. 89/03/15. 13pp. 49046:058- 
49046:070. 


8903240304 Forwards Safety Insp Rept 50-263/89-07 on 890221 -23.No violations 
noted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/15. LARSON, C.E. Northern States 
Power Co. 2pp. 49044:280-49044:285. 

-8903240305 Insp Rept 50-263/89-07 on 890221-23.No violations noted. Major areas 
inspected:emergency preparedness program.action on previously identified items & 
scenario devoloomont meeting w/licensee. 

SVI r i.L - -.. SNE:...W Rocj.or- 3, Ofc of the Director. 89/03/14. 4pp. 49044:282- 
490*4.285 
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8903230188 Forwards Requalification Exam Rept 50-263/OL-89-01 on 890206-10 Re- 
r-* rr. r r r nfs;rr.l D.erall rating of satisfactory.Concerns identified w/ 
■ .■ ■!.“ — ■ r 1 .. -i or reactor operators in all responsibilities. 

■■■ ■ J'V . : ■ Director. 89/03/16. LARSON.C.E. Northern States 


-8903230214 Exam Rept 50-263/OL-89-01 on 890206-1 0.Exam results:One senior re- 
actor operator failed simulator exam & two reactor operators failed written exam. 
KEETON.J.. HARE.E., PARRISH, M. Region 3, Ofc of the Director. 89/03/15. 126pp 
49024:282-49025:047. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903090057 Forwards annual rept of occupational radiation exposure & annual rept of 
safety & relief valve failures & challenges for 1 988. 

MUSOLF.D. Northern States Power Co. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). Ip. 48801:030-48801:033. 

-8903090062 "Annual Rept of Radiation Occupational Exposure." 

* Northern States Power Co. 88/12/31. 2pp. 48801:031-48801:032. 

-8903090066 "Annual Rept of Safety Valve & Relief Valve Failures & Challenges for 
1988 " 

* Northern States Power Co. 88/12/31. Ip. 48801:033-48801:033. 

8903140115 Forwards "Effluent & Waste Disposal Semiannual Rept, Jul-Dec 1988" & 
amend to disposal semiannual rept for Jan-June 1 988. Analyses for Sr-89 & Sr-90 not 
completed in time & will be included w/next semiannual rept. 

FEY.F.L. Northern States Power Co. 89/02/28. Document Control Branch (Document 
Control Desk). Ip. 48857:293-48857:316. 

-8903140120 "Effluent & Waste Disposal Semiannual Rept, Jul-Dec 1988." 

* Northern States Power Co. 88/12/31. 15pp. 48857:294-48857:308. 

-8903140125 "Offsite Radiation Dose Assessment for 1988." 

* Northern States Power Co. 88/12/31. 4pp. 48857:309-48857:312. 

-8903140128 Amend to "Effluent & Waste Disposal Semiannual Rept, Jan-June 1988." 

* Northern States Power Co. 88/06/30. 5pp. 48857:313-48857:316. 

8903160027 Monthly operating rept for Feb 1989 for Monticello Nuclear Generating 
Plant. W/890309 Itr. 

MYRABO.A.L. MUSOLF.D. Northern States Power Co. 89/02/28. 5pp. 48884:351- 
48884:355. 


S. Reportable occurrences, LERs & related correspondence 

8903200151 LER 89-003-00:on 890209.RCWU sys alarm received on high temp from 
nonregenerative HX concurrent w/automatic isolation of sys.Caused by failure of ca- 
pacitor in temp indicating switch 12-99.Switch repaired. W/8903 10 Itr. 

LAVALLE.T.A., MUSOLF.D. Northern States Power Co. 89/03/10. 4pp. 48954:100- 
48954:103. 


V. Operator Examinations 

8903230188 Forwards Requalification Exam Rept 50-263/OL-89-01 on 890206-1 0.Re- 
qualification program assigned overall rating of satisfactory.Ccrce'rs 'dentified w/ 
program.including not training senior reactor operators in a.. v>sp or acuities. 

WRIGHT, G.C Region 3. Ofc of the Director. 89/03/16. LARSON.C.E. Northern States 
Power Co. 3pp. 49024:279-49025:047. 

-8903230214 Exam Rept 50-263/OL-89-01 on 890206-1 0.Exam results:One senior re- 
actor operator failed simulator exam & two reactor operators failed written exam. 
KEETON, J.. HARE.E., PARRISH, M. Region 3, Ofc of the Director. 89/03/15. 126pp. 
49024:282-49025:047. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8903140027 Rev 5 to EPIP EG-10, ‘‘Offsite Personnel & Vehicle Contamination Monitor- 
ing at Relocation Ctrs for Nuclear Station Evacuees." 

GOLDEN, J.C. Commonwealth Edison Co. 89/01/31. 9pp. 48857:282-48857:290. 

8903160344 Revised EPIPs,including Rev 2 to QEP 710-0, "Training Program" & Rev 2 
to QEP 710-T2, “Training Requirements Matrix for GSEP Positions." 

SCHMIDT, K.A. Commonwealth Edison Co. 89/02/23. 4pp. 48879:242-48879:245, 


J. Insurance & indemnity information 

8903150140 Informs of onsite property damage insurance in force at plants. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/09. Document Control Branch (Doc- 
ument Control Desk). Ip. 48871:345-48871:345. 


P. Operating license stage documents & correspondence 

8903200289 Notice of consideration of issuance of amends to Licenses DPR-29, DPR- 
30.DPR-19 & DPR-25 & proposed NSHC determination & opportunity for 
Yrr—z Aim— i revises Tech Spec Section 6.0, "Administrative Controls." 
hi" f/A\Sr-.l.-.C. Project Directorate 111-2. 89/03/09. 11pp. 48971:073-48971:083. 

8902270374 Application for amends to Licenses DPR-29 & DPR-30.changing Tech Spec 
Section 6 O.per Generic Ltr 88-06 to include removal c* C'l^Tz-tic''-.:' *>gures. 
f'l ■" /'-\0.VSX Commonwealth Edison Co. V..;. Office of Nu- 

clear Reactor Regulation, Director (Post 870411). 2pp. 48586:273-48586:320. 

-8902270378 Proposed Tech Specs re administrative controls. 

* Commonwealth Edison Co. 89/02/21. 46pp. 48586:275-48586:320. 

8902280351 Advises of withdrawal of 881005 proposed amend to Tech Spec adminis- 
trative controls Section 6.Request being withdrawn due to finalization of major reorga- 
nization. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/21. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48633:227*48633:228. 

9j 03010374 Forwards “Effluent & Waste Disposal Semiannual Rept Jul-Dec 1988" & 
Revs 6 & 7 to "Quad-Cities Station Process Control Program for Processing of Radio- 
active Wet Waste." 

BAX.R.L. Commonwealth Edison Co. 89/02/22. Document Control Branch (Document 
Control Desk). Ip. 48647:288-48647:304. 

-8903010421 "Quad-Cities Station Process Control Program for Processing Radioactive 
Wet Waste." 

* Commonwealth Edison Co. 88/12/31. 14pp. 48647:324-48647:337. 

8903100389 Forwards safety evaluation accepting util response to Generic Ltr 83- 
28, Item 2.1 (Part 2) re vendor interface p'og'am 

ROSS.T.M. Project Directorate 111-2. H9. C2/22 : i. 'S3,H C Commonwealth Edison Co. 
3pp. 48804:151-48804:156. 

-8903100390 Safety evaluation accepting util response to Generic Ltr 83-28, Item 2.1 
(Part 2) re confirmation that interface established w/NSSS vendor or w/vendors of 
components of reactor trip sys. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/22. 3pp. 
48804:154-48804:156. 

8903100498 Forwards Amends 115 & 111 to Licenses DPR-29 & DPR-30, respectively 
& safety evaluation.Amend deletes snubber listing from Tech Specs. 

ROSS.T. Project Directorate 111-2. 89/02/22. BLISS, H.E. Commonwealth Edison Co. 
3pp. 48803:327-48803:360. 

-8903100502 Amends 115 & 111 to Licenses DPR-29 & DPR-30, respectively, deleting 
snubber listing from Tech Specs. 

MULLER.D.R. Project Directorate ill-2. 89/02/22. 29pp. 48803:330-48803:358. 

-8903100505 Safety evaluation supporting Amends 115 & 111 to Licenses DPR-29 & 
DPR-30,respective'y 

r! GSS,T. F ' 0 . 0 cl Directorate 111-2. 89/02/22. 2pp. 48803:359-48803:360. 

8903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, "QA Program for Nu- 
clear Generating Stations," incorporating Pages 1-38 & 1-44. 

R1CHTER.M.H. Commonwealth Edison Co. 89/03/01. Document Control Branch (Doc- 
ument Control Desk). Ip. 48808:252-48808:253. 

-8903100138 Corrected Rev 54 to “QA Program for Nuclear Generating Stations," in- 
corporating Pages 1-38 & 1-44. 

SHEWSKI.W.J. Commonwealth Edison Co. 89/01/27. 10pp. 48808:254-48808:263. 

8903210119 Provides update of NRC current position re acceptability of use of ASME 
Code Case N-411, "Alternate Damping Values for Seismic Analysis of Class 1,2 & 3 
Piping & Alternate Seismic Evaluation Criteria." 

MULLER.D.R. Project Directorate 111-2. 89/03/01. BLISS, H.E. Commonwealth Edison 
Co. 6pp. 48983:167-48983:172. 

8903240261 Confirms 890323 meeting in Glen Ellyn.IL to discuss util quality verification 
program.per 890210 Itr. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/03. REED.C. Commonwealth 
Edison Co. 3pp. 49039:043-49039:045. 

8903160058 Ack receipt of 890127 submittal of Rev 54 to QA Topical Rept CE-1- 
A.Program continues to satisfy requirements of 10CFR50,App B & acceptable. 

WRIGHT, G.C. Rcg'on 3 Ofc of the Director. 89/03/07. REED.C. Commonwealth 
Edison Co. 2pp. A 3093 l i' 8803- : 09 

8903220514 Forwards Wyle Lab Test Rept 17019-01 re simulated 3 yr testing of Mobi- 
lux EP-0.EP-1.EP-2 & Mobilegrease 28.Test program demonstrated that Mobil grease 
samples performed required functions during aging. 

S1LADY.J.A. Commonwealth Edison Co. 89/03/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 49005:108-49005:271. 

-8903220521 “Nuclear Environ Qualification Test Program on Mobil Greases for Limi- 
torque Actuators." 

SMITH, D. Wyle Laboratories, 17019-1. 89/02/08. 149pp: 49005:1 11-49005:259. 

-8903280241 Rev 0 to “Qualification of Mobil Oil Co Greases Mobilux EP-0',EP.-J,EP-2- 
& Mobilgrease 28." 

* Sargent & Lundy, Inc. CQD-042827 R00. 89/02/20. 12pp. 49005:260-49005:271. 

8903270035 Forwards supplemental info in form of revised pages clarifying flued head 
anchor reassessment program. Transmittal documents clarification provided during 
call in form of revised pages. 

SILADY.J.A. Commonwealth Edison Co. 89/03/15. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 8pp. 49056:300-49056:307. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed product$.Svc list 
end. 

VARGA, S.A, Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 
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Q. Inspection reports, IE Bulletins & correspondence 

8902280371 Forwards mctoo'o'crrd data requested to assist in resolution of matters 
identified in Insp Rep:* v::-2W. j e 0 s * & 50-265/88-05 & LER 87-025 re air filtration 
units, per 890124 request. 

JOHNSON, I.M. Commonwealth Edison Co. 89/02/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 155pp. 48630:259-48631:091. 

8902280263 Provides supplemental info in response to NRC insp of flued head anchor 
assessment program.Confirms that shear & tension loads combined by shear-friction 
provisions of AO -34 9 code A 'e'fltr-d Anp 3. 

JOHNSON, I.M. CcnT-mAur.lif. Loscn Jc: 89/02/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 48624:248-48624:250. 

8903010090 Forwards fee in amount of $125,000 in response to 890123 order imposing 
civil monetary penaity.Violations noted:Unit 2 operated for approx 6 months while 
crraraanzY riicse' cenG'StC' 1/2 incapable of pe^orm'-rr intended func M o" 
DFLuEORCiL.L C "Ccrrrcnwealth Edison Co. .)2.‘22 ir3:-:: i VA\ , ,J Ofc of En- 

forcement (Post 870413). 2pp. 48644:073-48644:074. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903060056 Provides supplemental response to NRC Bulletin 88-004 re evaluation veri- 
fying current miniflow rates suffident to ensure no pump damage from low flow 
operation.Pump vibration levels during min flow 2-3 times higher than full flow. 
RICHTER, M.H. Commonwealth Edison Co. 89/02/27. Document Control Branch (Doc- 
ument Control Desk). 5pp. 48735:243-48735:247. 

8903090276 Forwards Safety Insp Repts 50-254/89-05 & 50-265/89-05 on 890206- 
10.No violations noted. 

GREGER.L.R. Pc-gbn 3. O x c of the Director. 89/02/28. REED.C. Commonwealth 
Edison Co. 2pp. 4873n-53*-4B753:34 ' 

-8903090277 Insp Repts 50-254/89-05 & 50-265/89-05 on 890206-1 0.No violations 
noted.Major areas inspectedxhemistry program, including procedures, organization & 
training & radiological environ monitoring program & QC/QA program in lab. 
HOLTZMAN.R.B., SCHUMACHER, M.C. Region 3, Ofc of the Director. 89/02/27. 
12pp. 48783:336-48783:347. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001 -48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connedors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903090458 Forwards response to NRC Bulletin 88-007, Suppl 1 re actions taken to 
ensure that safety limit for plant min critical power ratio not violated.Stability regions of 
proposed new fuel designs will be reevaluated for stable operation. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/03. Document Control Branch (Doc- 
ument Control Desk). 6pp. 48801:180-48801:185. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903210083 Forwards Insp Repts 50-254/89-06 & 50-265/89-06 on 890214- 17.No vio- 
lations noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/03/08, REED.C. Commonwealth 
Edison Co. 2pp. 48980:230-48980:237. 

—8903210091 Insp Repts 50-254/89-06 & 50-265/89-06 on 890214-1 7.No violations 
noted.One potential contamination control weakness noted.Major areas 
inspected:radiation protection program, including organization & mgt controls & 

SCHUMACHER, M.C., MILLER, D.E Region 3, Ofc of the Director. 89/03/07. 6pp. 
.48980:232-46980:237. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepandes for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nudear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of, New York, Inc. 106pp. 48895:110-48895:215. 


8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903280278 Forwards Exam Rept 50-254/OL-89-01 of exam administered on 890206- 
10 . 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/22. REED.C. Commonwealth 
Edison Co. Ip. 49065:220-49066:093. 

-8903280289 Exam Rept 50-254/OL-89-01 on 890206-1 0.Exam results:all candidates 
passed both written & operating exam. 

NEJFELT.G.M., JORDAN.M. Region 3, Ofc of the Director. 89/03/22. 224pp. 
49065:221-49066:093. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903010374 Forwards "Effluent & Waste Disposal Semiannual Rept Jul-Dec 1988" & 
Revs 6 & 7 to "Quad-Cities Station Process Control Program for Processing of Radio- 
active Wet Waste." 

BAX.R.L Commonwealth Edison Co. 89/02/22. Document Control Branch (Document 
Control Desk). Ip. 48647:288-48647:304. 

-8903010392 “Effluent & Waste Disposal Semiannual Rept Jul-Dec 1988.” 

* Commonwealth Edison Co. 88/12/31. 13pp. 48647:289-48647:304. 

8903140450 Forwards occupational radiation exposure portions of plants operating repts 
for 1 988, per Reg Guide 1.16. 

RESCEK.F. Commonwealth Edison Co. 89/02/22. DAVIS.A.B. Region 3, Ofc of the 
Director. Ip. 48853:218-48853:243. 

-8903140650 Forwards occupational radiation exposures for 1988, per Reg Guide 1.16. 
BAX.R.L. Commonwealth Edison Co. 89/02/01. DAVIS, B. Region 3, Ofc of the Direc- 
tor. 1 p. 48853:236-48853:239. 

-8903140653 “Occupational Personnel Radiation Doses Rept for 1988." 

* Commonwealth Edison Co. 88/12/31. 3pp. 48853:237-48853:239. 

8903220137 Monthly operating repts for Feb 1989 for Quad Cities Nuclear Power 
Station. W/890301 Itr. 

DEELSNYDER.L. ROBEY.R.A. Commonwealth Edison Co. 89/02/28. 25pp. 
49007:116-49007:140. 

8903220305 Forwards listing of changes.tests & experiments completed during month of 
Feb 1989. 

ROBEY.R.A. Commonwealth Edison Co. 89/03/01. Office of Nuclear Reactor Regula- 
tion, Director (Post 87041 1 ). 1 3pp. 48993:289-48993:301 . 


S. Reportable occurrences, LERs & related correspondence 


8902280371 Forwards meteorological data requested to assist in resolution of matters 
identified in Insp Repts 50-254/88-05 & 50-265/88-05 & LER 87-025 re air filtration 
units, per 890124 request 

JOHNSON, I.M. Commonwealth Edison Co. 89/02/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 155pp. 48630:259-48631:091. 

8903150378 LER 88-029-01 :on 881 21 4, determined that caiibr of level indicator not com- 
pleted & on 890105,determined that source range monitor indicators did not have sur- 
veillance procedures.Caused by inadequate procedures.W/890302 Itr. 

BUCKNELUD., BAX.R.L Commonwealth Edison Co. 89/03/02. 5pp. 48873:349- 
48873:353. 


V. Operator Examinations 


8903280278 Forwards Exam Rept 50-254/OL-89-01 of exam administered on 890206- 
10 . 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/22. REED.C. Commonwealth 
Edison Co. Ip. 49065:220-49066:093. 

-8903280289 Exam Rept 50-254/OL-89-01 on 890206-1 0.Exam results:all candidates 
passed both written & operating exam. 

NEJFELT.G.M., MILLER, R., CARROL.C. Region 3, Ofc of the Director. 89/03/22. 
224pp. 49065.221-49066:093. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8903130010 Forwards public version of revised EPIPsjnduding Rev 15 to EPIP 1.3, Rev 
6 to EPIP 3.1 & Rev 13 to EPIP 4.1 .W/ DH Grimsley undtd release memo. 

FAY.C.W. Wisconsin Electric Power Co. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 5pp. 4881 8:1 54-4881 8:31 4. 

-8903130022 Public version of Revised EPIPs.induding Rev 15 to EPIP 1.3,Rev 6 To 
EPIP 3.1 ,Rev 13 to EPIP 4.1 & Rev 3 to EPIP 4.2. 

* Wisconsin Electric Power Co. 89/02/21. 156pp. 48818:159-48818:314. 
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8903240223 Advises of acceptability of proposed scope of participation & objectives for 
plant 890315 exercise. 

GREGER.L.R. n -r?io- 2 O': o' Director. 89/03/01. FAY.C.W. Wisconsin Electric 
Power Co. Ip. -S’.'SG ' c ■ Y> 

8903140236 Final response to FOIA request for documents. Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS, M. Impell Corp. 2pp. 48875:082*48875:083. 

-8903140279 Informs that Region "I squired to participate in emergency response ex- 
ercises on quarterly ;t:?i« A::p-D% or: exercises for FY89 listed. 

NORELIUS.C.E. Region 3, Ofc of the Director. 88/08/15. Region 3, Ofc of the Direc- 
tor. 5pp. 48875:108-48875:112. 

8903270281 Forwards Page 58 of plant security plan.W/o end. 

SCHIFF.LC. Wisconsin Electric Power Co. 89/03/13. NRC - No Detailed Affiliation 
Given. Ip. 49055:073-49055:073. 

8903240290 Advises that Revs 29 & 31 to emergency plan consistent w/ provisions of 
10CFR50.54(q) & acceptable. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/15. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49039:258-49039:259. 


H. General correspondence 

8903010429 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants. 

FAY.C.W. Wisconsin Electric Power Co. 89/02/17. Docketing & Services Branch. 3pp. 
48670:108-48670:1 10. 

8903080039 Comment cocos'ncj proposed rules 10CFR50 & 55 re degree requirement 
for senior reactor operator \SRCj.Lross grandfathered in next 4-5 yrs author to be 
locked out of job & does not intend spending 20 plus yrs as reactor operator. 
VARGA.R. Affiliation Not Assigned. 89/02/22. Office of the Secretary of the Commis- 
sion. 2pp. 48745:222-48745:223. 


I. Financial information 

8902270244 Forwards util guarantee of payment of retrospective premiums for Units 1 & 
2.Certified util annual financial statements for yr ending 881231 & certified cash flow 
projection for 1989 end. 

REMMEL.J.G. Wisconsin Electric Power Co. 89/02/15. MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 19pp. 48587:155-48587:173. 


P. Operating license stage documents & correspondence 

8902240181 Forwards notice of consideration of issuance of amend to Licenses DPR- 
24 & DPR-27 under TACs 68862 & 68863 re nuclear fuel storage enrichments. 
SWENSON.W.H. Project Directorate 111-3. 89/02/15. FAY, GW. Wisconsin Electric 
Power Co. 2pp. 48583:351-48583:357. 

-8902240187 Notice of consideration of issuance of amend to Licenses DPR-24 & 
DPR-27 & opportunity for hearing re changing Tech Specs to Increase U-235 content 
per axial centimeter for OFA fuel assemblies & to permit use of axial fuel blankets. 
WAMBACH.T.V. Project Directorate 111-3. 89/02/15. 5pp. 48583:353-48583:357. 

8903010047 Advises that confirmation of environ qualification of neuton flux 
monitors,per Reg Guide 1.97,delayed until first refueling outage after Gamma-Metrics 
provides qualified items. 

FAY.C.W. Wisconsin Electric Power Co. 89/02/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48646:102-48646:103. 

8903010376 Responds to Generic Ltr 88-14, “Instrument Air Sys Problems Affecting 
Safety-Related Equipment." Discharge control valves for two electric-driven auxiliary 
feedwater pumps designed to fall open upon loss of instrument air. 

FAY.C.W. Wisconsin Electric Power Co. 89/02/20. Document Control Branch (Docu- 
ment Control Desk). 5pp. 48646:195-48646:199. 

8903030037 Application for amends to Licenses DPR-24 & DPR-27, consisting of Tech 
Spec Change Request 128, revising Item 3.b, “Auxiliary Feedwater" of Tech Spec 
Table 15.3.5-3, “Emergency Cooling." 

FAY.C.W. Wisconsin Electric Power Co. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48716:001-48716:003. 

-8903030087 Proposed Tech Specs re Item 3.b, “Auxiliary Feedwater," & Table 15.3.5- 
3, "Emergency Cooling." 

* Wisconsin Electric Power Co. 89/02/24. Ip. 48716:003-48716:003. 

8903160285 Forwards revised Tech Spec page to 890224 application for amends to Li- 
censes DPR-24 & DPR-27, consisting of Tech Spec Request 128,per NRC 890301 
requestClarification of motor- driven auxiliary feedwater pump start provided. 

FAY.C.W. Wisconsin Electric Power Co. 89/03/03. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48893:049-48893:052. 

-8903160291 Revised Tech Spec Table 15.3.5-3 on emergency cooling. 

* Wisconsin Electric Power Co. 89/03/03. Ip. 48893:052-48893:052. 

8903170047 Forwards exemption from 10CFR50,App K re injection method of low pres- 
sure ECCS into upper plenum of reactor in event of LOCA. 

SWENSON.W.H. Project Directorate 111-3. 89/03/08. FAY.C.W, Wisconsin Electric 
Power Co. 2pp. 48893:199-48893:207. 

-8903170052 Exemption from 10CFR50,App K re injection of low pressure ECCS into 
upper plenum of reactor in event of LOCA. 

HOLAHAN.G.M. Division of Reactor Projects - 111,1V, V & Special Projects (Post 
870411). 89/03/08, Wisconsin Electric Power Co. 7pp. 48893:201-48893:207. 

8903210022 Submits steam generator tube rupture analysis info, per Tech Spec Change 
Request 127, increasing allowable core power peaking factors. Justification for 30 
minute safety injection termination time used in analysis provided. 

FAY.C.W. Wisconsin Electric Power Co. 89/03/10. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48982:193-48982:195, 


8903280167 Application for amends to Licenses DPR-24 & DPR-27, consisting of Tech 
Spec Change Request 129 eliminating function from overpower Delta-T (OPDT) set- 
point to increase flexibility of operation at full power. 

FAY.C.W. Wisconsin Electric Power Co. 89/03/17. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49075:098-49075:104. 

-8903280169 Proposed Tech Specs.eliminating f(l) function from overpower Delta-T 
setpoint to increase flexibility of operation at full power by allowing use of full flux dif- 
ference operating envelope. 

* Wisconsin Electric Power Co. 89/03/17. 3pp. 49075:102-49075:104. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S. A. Associate Director for Protects (Post 870411). 89/03/21. Consolidated 
Edison Co. Of New York, Inc. 57pp. *395C 0C ■ 836(1 G:;/. 


Q. Inspection reports, IE Bulletins & correspondence 


8902280552 Discusses 890110-11 demonstration for insp of reactor vessels.Computer- 
based ultrasonic testing sys & new focused transducers have capability for more real- 
istic & accurate flow dimensioning than beam spread correction used in past. 
STAHLE.C. Project Directorate 1-3. 89/02/14. MECREDY.R.C. Rochester Gas & Elec- 
tric Corp. 3pp. 48624:155-48624:159. 

-8902280553 Discusses 890110-11 meetings re nozzle sizing study.Most accurate 
sizing obtained by collecting data of edge diffracted waves from geometric extremities 
of flaw, 

GIESKE.J.H. Sandia National Laboratories. 89/01/13. HUM.M.R. Materials Engineer- 
ing Branch. 2pp. 48624:158-48624:159. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Moided-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903130409 Forwards Safety Insp Repts 50-266/89-05 & 50-301/89-05 on 890130- 
0203. Violation of 10CFR50.59 re required safety evaluation noted.No notice of viola- 
tion will be issued based on action to improve implementation of regulation. 
WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/02. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 48819:260-48819:270. 

-8903130419 Insp Repts 50-266/89-05 & 50-301/89-05 on 890130-0203. Violations of 
10CFR50.59 noted.Major areas inspected:design changes & mods. 

HASSES, R.A., PHILLIPS.M.P., LOUGHEED.V.P. Region 3, Ofc of the Director. 89/03/ 
02. 9pp. 48819:262-48819:270. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safely." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031 , “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 
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8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903030490 "Semiannual Monitoring Rept,Jui-Dec 1988." W/890227 Itr. 

FAY.C.W. Wisconsin Electric Power Co. 88/12/31. 18pp. 48691:001-48691:018. 

8903080089 “Personnel Exposure & Mc- : tC' ! ng.CY 1988." W/890223 Itr. 

FAY.C.W. Wisconsin Electric Power C.i c:i. 2pp. 48768:214-48768:215. 

8903080484 “Annual Results & Data Rept 1988 for Point Beach Nuclear Plant Units 1 & 
2." W/890227 Itr. 

FAY.C.W. Wisconsin Electric Power Co. 88/12/31. 126pp. 48766:105-48766:230. 

8903160042 Mcnttty operating repts for Feb 1989 for Point Beach Nuclear Plant.Units 1 
& ZftWJKs 

KRAUSE.C.W., FAY.C.W. Wisconsin Electric Power Co. 89/02/28. 9pp. 48885:003- 
48885:011. 


S. Reportable occurrences, LERs & related correspondence 

8902270090 LER 88-003-02:on 881 209, discovered that procedures for delineating test- 
ing of undervoltage channels on 4,160-volt safeguards power supply did not ensure 
adequate testing of cha'me's.Unriftrvc'tage procedures revised. W/890202 Itr. 

FAY.C.W. Wisconsir Elect':- : »ewor C: fi3/”2X? 6pp. 48589:183-48589:188. 


V. Operator Examinations 

8903080174 Advises ths 4 opfi'atr.r & ssr'c" ‘'ccr.s'-z exams scheduled for wk of 
89061 2.Util requested *o prc. ce orcl Hpp'cvcc 'el ~ at. least 60 days prior to exam 
date. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/02/23. FAY.C.W. Wisconsin Electric 
Power Co. 12pp. 48767:101-48767:1 12. 

8903280193 Confirms 890323 mgt meeting in Glen Ellyn.IL to discuss plans to improve 
reactor operator requalification program. 

GREENMAN.E.G. Pac'c- 3. C's of the Director. 89/03/20. FAY.C.W. Wisconsin Elec- 
tric Power Co. Ip. 4Bt"E 2 ■0-4SL , 75-2‘C. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50*267 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

8903090223 Discusses authorization matters re unescorted access at util for NRC per- 
sonnel & requests that orientation combined w/ other access procedures such as se- 
curity badging & whole body counting not take more than 1 h. 

YANDELL.L.A. Region 4, Ofc of the Director. 89/02/02. WILLIAMS.R.O. Public Serv- 
ice Co. of Colorado. 2pp. 48801:224-48801:225. 

8903060119 Forwards Insp Rept 50-267/89-01 on 890109-13 & notice of 
violation.Notice of violation withheld (ref 10CFR73.21). Util taken prompt action on 
intent of IE Info Notice 86-033. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/02/22. WILLIAMS.R.O. Public Service 
Co. of Colorado. 2pp. 48735:226-48735:229. 

-8903060127 Partially withheld Insp Rept 50-267/89-01 on 890109-13 (ref 
10CFR73.21).Violations noted.Major areas inspected: licensee physical security pro- 
gram including mgt support, security c'og'am olan.aud'ts fc security training. 
CALDWELL.R.A., BARNEST.A.B., EVr.^r . : =■ j Rog:o-"- 4, Ofc of the Director. 89/ 
02/16. 2pp. 48735:228-48735:229. 

8903270385 Provides comments on draft Science Applications Inti Corp Technical Eval- 
uation Rept SAIC-88/1822 re fire protection program. 

WILLI AMS.R.O. Public Service Co. of Colorado. 89/03/16. Document Control Branch 
(Document Control Desk). 4pp. 49056:032-49056:056. 


8902240256 Forwards safety evaluation concluding that continued operation of facility 
not affected by advanced gas reactor steam generator tube failures. 

HEITNER.K.L. Project Directorate IV. 89/02/13. WILLIAMS.R.O. Public Service Co. of 
Colorado. 3pp. 48576:318-48576:324. 

-8902240260 Safety evaluation concluding that continued operation of facility not af- 
fected by steam generator tube failures experienced by advanced gas-cooled reac- 
tors. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/13. 4pp. 
48576:321-48576:324. 

8902240314 Reviews util 890201 proposed changes to QA program 
de3r.rpticr.Chs n c^s rsot l0CFR50,App B requirements & acceptable. 

CA:.l A\ Region Ofc of the Director. 89/02/15. WILLIAMS.R.O. Public Service 

Cc 'JeSc-adc. 2pp. *3571:124-48571:125. 

8902240243 Forwards safety evaluation accepting util response to Generic Ltr 83- 
28, Item 2.1 (Part 2) confirming establishment of interface w/NSSS vendor or vendor 
of each component in reactor trip sys. 

HEITNER.K.L. Project Directorate IV. 89/02/16. WILLIAMS.R.O. Public Service Co. of 
Colorado. 3pp. 48580:172-48580:176. 

-8902240248 Safely evaluation supporting util action in response to Generic Ltr 83- 
28,item 2.1 (Part 2) confirming establishment of interface w/either NSSS vendor or 
vendors of each component in reactor trip sys. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/16. 2pp. 
48580:175-48580:176. 

8902280064 Submits add! info re ATWS.per 880714 telcon & 881118 request.Reserve 
shutdown sys & controls classified as safety-related & built per IEEE-279. 

BREY.H.L. Public Service Co. of Colorado. 89/02/17. Document Control Branch (Doc- 
ument Control Desk). 21pp. 48633:253-48633:273. 

8903080284 Forwards safety evaluation accepting 880303 & 1010 core support floor 
vent sys. 

HEITNER.K.L. Project Directorate IV. 89/02/24. WILLIAMS.R.O. Public Service Co. of 
Colorado. 3pp. 48767:225-43767:231 . 

-8903080290 Safety evaluation re facility core support flow vent sys. Continued oper- 
ation of facility w/current core support flow sys configuration acceptable 

* Office of Nuclear Reactor Regulation, Direcic: ‘ \P as: 6/04“). : j c J/ 02/24. 4pp. 
48767:228-48767:231. 

8903090370 Discusses 8901 25 meeting re util presentation of status of performance en- 
hancement program & utilization of enhancement process in current facility 
activities. List of attendees & slides end. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/02/27. WILLIAMS.R.O. Public Service 
Co. of Colorado. 20pp. 48782:279-48782:298. 

8903160397 Forwards Amend 68 to License DPR-34 & safety evaluation. Amend modi- 
fies Limiting Condition for Operation 4.4.1 & Surveillance Requirement 5.4.1 to include 
fixed high temp trip setpoint for steam line rupture detection & isolation. 

HEITNER.K.L. Project Directorate IV. 89/02/27. WILLIAMS.R.O. Public Service Co. of 
Colorado. 3pp. 48884:314-48884:330. 

-8903160403 Amend 68 to License DPR-34, modifying Limiting Condition for Operation 
4.4.1 & Surveillance Requirement 5.4.1 to include fixed high temp trip setpoint for 
steam line rupture & detection sys. 

CALVO.J.A. Project Directorate IV. 89/02/27. 11pp. 48884:317-48884:327. 

-8903160408 Safety evaluation supporting Amend 68 to License DPR-34. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/27. 3pp. 
48884:328-48884:330. 

8903220407 Summary of 890307 meeting w/util & GA Technologies re plant coastdown 
& defueling.Attendance list,agenda & viewgraphs end. 

HEITNER.K.L. Project Directorate IV. 89/03/13. CALVO.J.A. Project Directorate IV. 
76pp. 49008:092-49008:167. 

8903270129 Recommends that util document & maintain, for at least 2 yrs, evaluation of 
actions in response to Generic Ltr 88-14, “Instrument Air Supply Problems Affecting 
Safotv-Re'ated Equipment." Records may be subj to future auditing. 

HEITNER.K.L. Project Directorate IV. 89/03/13. WILLIAMS.R.O. Public Service Co. of 
Colorado. *pp. 49110:236-49110:239. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


H. General correspondence 

8903080285 Comment on proposed rule 10CFR50 re ensuring effectiveness of maint 
programs for nuclear power plants.Potentially adverse aspects of proposed rule in- 
clude poor definitions of maint & balance-of-plant,maint surveillance & QA. 

BREY.H.L Public Service Co. of Colorado. 89/02/24. CHILK.S.J. Office of the Secre- 
tary of the Commission. 3pp. 48745:256-48745:258. 


•I. Insurance & indemnity information 

8903030027 Forwards Endorsements 91 & 92 to NELIA Policy NF-192, Endorsements 
78 & 79 to MAELU Policy MF-89, Endorsement 3 to NELIA Policy NW-100 & MAELU 
Policy MW-42 & Endorsement 9 to NELIA Policy N-33 & MAELU Policy M-33. 
KORSTAD.D.C. Johnson & Higgins Insurance. 89/01/13. DINITZ.I. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 9pp. 48716:250-48716:258. 


P. Operating license stage documents & correspondence 

8903010008 Interim Startup Rept 50 for Fort St Vrain Nuclear Generating Sta- 
tion, 881 106 - 890204.W/890210 Itr.lnforms that reactor did not operate above 80% 

Killer, C.H. Public Service Co. of Colorado. 89/02/10. 3pp. 48651:027-48651:029. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010076 Ack receipt of 890125 response to violations noted in insp Rept 50-267/ 
88 - 22 . 

CALLAN,L.J. Region 4, Ofc of the Director. 89/02/17. WILLIAMS.R.O. Public Service 
Co. Of Colorado. 2pp. 48648:090-48648:097. 


8903060119 Forwards Insp Rept 50-267/89-01 on 890109-13 & notice of 
violation.Notice of violation withheld (ref 10CFR73.21). Util taken prompt action on 
intent of IE Info Notice 86-033, 

CALLAN.LJ. Region 4, Ofc of the Director. 89/02/22. WILLIAMS, R.O. Public Service 
Co. of Colorado. 2pp. 48735:226-48735:229. 


-8903060127 Partially withheld Insp Rept 50-267/89-01 on 890109-13 (ref 
10CFR73.2l).Violations noted.Major areas inspected: licensee physical security pro- 


gram including mgt support, security program plan,audits & security training. 
CALDWELL.R.A., BARNEST.A.B., EVERETT.R.J. Region 4, Ofc of the Dir 


02/16. 2pp. 48735:228-48735:229. 


irector. 89/ 


8903030104 Responds to Category 3 rating received in functional area of maint/surveil- 
lance as result of SALP.per 890125 meeting. Performance based methods include 
direct observation of activities & discussions w/personnel involved. 

HOCK.D.D. Public Service Co. of Colorado. 89/02/23. Document Control Branch 
(Document Control Desk). 9pp. 48693:201-48693:209. 
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8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902280457 Responds to NRC 890127 Itr re violations noted in Insp Rept 50-267/88- 
29.Corrective actions:field clearance tag revised to include correct clearance number 
& tag properly rehung on high pressure bottle on reserve shutdown region. 

WILLIAMS, R.O. Public Service Co. of Colorado. 89/02/24. Document Control Branch 
(Document Control Desk). 4pp. 48644:1 17-48644:120. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903060135 Forwards Insp Rept 50-267/89-02 on 890101-31 & notice of violation. 
CALLAN.L.J. Region 4, Ofc of the Director. 89/02/27. WILLIAMS, R.O. Public Service 
Co. of Colorado. 2pp. 48736:145-48736:158. 

—8903060141 Notice of violation from insp on 890101-31 .Violation noted: failure to 
follow steps of approved procedures Steps 5.5.1 & 5.5.2 re reserve shutdown 
hopper, ACM disconnect & low pressure alarm test. 

* Region 4, Ofc of the Director. 89/02/27. Ip. 48736:147-48736:147. 

-8903060148 Insp Rept 50-267/89-02 on 890 101 -31. Violations noted.Major areas 
inspected-.licensee action on previously identified insp findings, operational safety 
verification, monthly surveillance observation & monthly maint observation. 
WESTERMAN.T.F. Region 4, Ofc of the Director. 89/01/17. 11pp. 48736:148- 
48736:158. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp, 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclea- Sn*oty 972729). 
89/03/06. Consolidated Edison Co, of New York, Inc. 96pp. £;17-:o-2!i2-«8 7 3C: J46 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903130533 Ack receipt of 890127 Itr informing NRC of steps taken to correct violations 
noted in Insp 50-267/88-200.Response re unresolved items & enhancement of com- 
munication between mgt & field personnel appears to be acceptable. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/07. WILLIAMS, R.O. Public Service 
Co. of Colorado. 2pp. 48830:181-48830:202. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903210443 Ack receipt of 890224 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-267/88-29. Implementation of corrective actions will be re- 
viewed during future insp. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/14. WILLIAMS, R.O. Public Service 
Co. Of Colorado. 2pp. 48984:299-48984:304. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Soismic Event." Svc list end. 

ROSSi.C.E P-vs'on of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903280256 Forwards GA-C19576, “Insp Rept on Helium Circulator C-2105 in Compli- 
ance W/Tech Spec SR 5.2.18." No defects or unacceptable indications found in any 
of components inspected from Circulator C-2105. 

WAREMBOURG.D.W. Public Service Co. of Colorado. 89/03/20. Document Control 
Branch (Document Control Desk). 2pp. 49119:129-49119:159. 

—8903280257 “Insp Rept on Helium Circulator C-2105 in Compliance W/Tech Spec SR 
5.2.18." 

NICHOLS.M.K. General Atomics (formerly GA Technologies, Inc./General Atomic Co.). 
GA-C19576. 89/02/28. 28pp. 49119:131-49119:159. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903100244 “Semiannual Radioactive Effluent Release Rept Jul-Dec 1988." W/890228 
Itr. 

WILLIAMS, R.O. Public Service Co. of Colorado. 88/12/31. 52pp. 48827:329- 
48828:020. 

8902240347 operating rept for Jan 1989 for Fort St Vrain Nuclear Generating 

S:a:cr /. I- Itr. 

BLOCK, M.L.. FULLER, C.H. Public Service Co. of Colorado. 89/01/31. 9pp. 

48571:105-48571:113. 

89C322C109 operating rept for Feb 1989 for Fort St Vrain Nuclear Generating 

: ‘la: v\ Itr. 

BLOCK.M.L., FULLER, C.H. Public Service Co. of Colorado. 89/02/28. 9pp. 

49003:016-49003:024. 


S. Reportable occurrences, LERs & related correspondence 

8902240293 LER 89-001 -00:on 8901 05, plant protective function sys loop shutdown 
function unexpectedly s=*jfi?cd. causing h'nh r.-ira— coolant moisture level.Caused by 
leak in core support flee* .ir o- coo ng l:.:>o VL-.T: Itr. 

CHESTNUTT.S.W., FL... F-. C ! Piialic Sf-vico Co. of Colorado. 89/02/06. 8pp. 
48571:301-48571:308. 

8903010333 LER 89-002-00:on 8901 19, release of reserve shutdown sys matl into core 
regions reported.Caused by inappropriate operator resu'f-nq f-onr transportation 
error while using o'ant rrccoriuros.Opc--e?to'‘-s staff :i s:: p! nod W. ri9C22 - Itr. 
CHESNUTT.SW. : J.. r .!HCr :, uh :c. So* ,■■(:■:! Co. of Colorado. 89/02/21. 9pp. 
48644:062-48644:070. 


V. Operator Examinations 

8902280271 Requests util furnish ref matls listed in end for reactor & senior reactor 
ooerator licensmg exam scheduled for wk of 890522. 

CAU./-N.. .. -“incicr. Ofc of the Director. 89/02/17. WILLIAMS.R.O. Public Service 
Cc. cl Cclc-adc :?pp 48625:196-48625:207. 

8903210384 Notification of significant licensee meeting w/util on 890322 in Region IV 
ofc to review OL requirements. 

JAUDON,J.P. Region 4, Ofc of the Director. 89/03/13. Region 4, Ofc of the Director. 
2pp. 48989:356-48989:357. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator iscersirg natl exam schedule. Svc list end. 

VAHCA.S.A Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8903060105 Forwards public version of Rev 28 to "Crisis Mgt Plan for Nuclear Sta- 
tions.” 

TUCKER, H.B. Duke Power Co. 89/02/17. Document Control Branch (Document Con- 
trol Desk). 2pp. 48736:168-48738:130. 

-8903060120 “Crisis Mgt Plan For Nuclear Stations." 

* Duke Power Co. 88/12/01. 200pp. 48736:170-48738:130. 

8903140278 Forwards Insp Repts 50-269/89-04,50-270/89-04 & 50-287/89-04 on 
890123-27.No violations noted. 

BELISLE.A. Region 2. Ofc of the Director. 89/02/28. TUCKER, H.B. Duke Power Co. 
2pp. 48853:321-48853:336. 

-8903140286 Insp Repts 50-269/89-04,50-270/89-04 & 50-287/89-04 on 890123- 
27.No violations noted.Major areas inspected:fire protection/prevention program 
implementation.Weaknesses identified in implementation of fire protection program. 
WARD.D. Region 2, Ofc of the Director. 89/02/24. 14pp. 48853:323-48853:336. 

8903270070 Advises that 890126 Rev 7 to guard training & qualification plan consistent 
w/provisions of 1 0CFR50.54(p) & acceptable. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/10. TUCKER.H.B. Duke Power Co. 
2pp. 49059:089-49059:090. 

8903230183 Responds to violations noted in Insp Repts 50-269/89-02, 50-270/89-02 & 
50-289/89-02.Correctlve actions:health physics procedures will be changed to allow 
hot spots to be identified by individual labels on hot spots. 

TUCKER.H.B. Duke Power Co. 89/03/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 49029:304-49029:306. 


J. Insurance & Indemnity Information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 


P. Operating license stage documents & correspondence 

8902240184 Lists topical repts for Core T-H which are inter-related, including correlation 
for predicting critical heat flux in mixing vane grid fuel assemblies & thermal-hydraulic 
methodology using VIPRE-01. 

TUCKER.H.B. Duke Power Co. 89/02/10. Document Control Branch (Document Con- 
trol Desk). 2pp. 48571 :262-48571 :263. 

8902270337 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, clarifying 
operability & surveillance requirements for HPI & LPI sys, 

TUCKER.H.B. Duke Power Co. 89/02/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 48585:010-48585:032. 
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—8902270341 Proposed Tech Specs clarifying operability & surveillance requirements 
for HPI & LPI sys. 

* Duke Power Co. 89/02/17. 20pp. 48585:013-48585:032. 

8903020546 Advises that steam generator plugging & repair for current outage complet- 
ed on 890205 Steam oere r ato r A had total of 17 tubes removed from svc by 
pi.iq.j ny S:oam conc'svor it total of 46 tubes removed from svc by plugging. 
TLCXsrK H 3 rcw ■ ".3 r-9/02/21. Document Control Branch (Document Con- 
trol Desk). Ip. 48673:017-48673:017. 

8903130248 Summarizes 890202 meeting w/util in Region II ofc to discuss plant per- 
formance & inmjvnrrer.* [retrains List n* attendees & viewgraphs end. 

REYES, L.A. Hoyio." 2, O'c c : :h:: Duocl.v. 89/02/22. TUCKER.H.B. Duke Power Co. 
23pp. 48819:285-48819:307. 

8903030135 Advises that audits verifying implementation of programs licensees pro- 
posed in response to Generic Ltr 88-05 being performed.Plant selected for audit 
scheduled for Aug 1989. 

PASTIS.H.N. Project Directorate 11-3. 89/02/23. TUCKER.H.B. Duke Power Co. 3pp. 
48716:004-48716:006. 

8903240135 Advises of changes in crisis mgt data transmittal sys dial-in 

R rocedure.username remain unchanged, effective 890306. 

IARRIS.R.E. Duke Power Co. 89/03/01. BOLAND, A. Region 2, Ofc of the Director. 
2pp. 49040:211-49040:212. 

8903090474 Advises that audit to verify proper implementation of B&W Owners Group 
safety & performance improvement program recommendations planned for wk of 
890327.Major areas to be evaluated listed. 

MATTHEWS.D.B. Project Directorate 11-3. 89/03/03. TUCKER.H.B. Duke Power Co. 
4pp. 48784:225-48784:228. 

8903160074 Notification of 890316 meeting w/util in Cornelius.NC to discuss status of 
licensing activities & safety initiatives. Meeting agenda end. 

HOOD.D.S. Project Directorate 11-3. 89/03/06. MATTHEWS.D.B. Project Directorate II- 
3. 7pp. 48878:080-48878:088. 

8903200168 Forwards “Emergency Dose Assessment Manual," effective on 890307. 
TUCKER.H.B. Duke Power Co. 89/03/13. Document Control Branch (Document Con- 
trol Desk), ip. 48957:257-48958:224. 

—8903200169 “Eme''rje'’cv Dose Assessment Manual." 

* Duke ■‘'owe- Ce -39 'ZX'Z 7 300pp. 48957:258-48958:224. 

8903210434 Provides current QA program description required by 
10CFR50.54(a).Quality program scope in r S/>~ Scr.: 3.2 reviewed. 

GIBSON A.F. Ragle- 2. Ofc of the Director. 89/03/14. TUCKER.H.B. Duke Power Co. 
2pp. .;5f;89-35-1-/.038i:Gr:n 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902270266 Provides results of insp of Unit 1 surge line prior to startup expected on 
890206, per NRC Bulletin 88-011, Item l.a. Looses bolts &/or pipe clamp movements 
discovered on three pipe supports.Corrective actions taken on supports. 

TUCKER.H.B. Duke Power Co. 89/02/06. Document Control Branch (Document Con- 
trol Desk). 2pp. 48588:258-48588:259. 

8902270645 Confirms 890210 enforcement conference in Region II to discuss inoper- 
ability of reactor bldg cooling unit drop cut p'atcs. 

ERNST, f/.L Region ?. C?c of the Crccicr «3.::2'C3 TUCKER.H.B. Duke Power Co. 
Ip. ^35E4:246«i9Gfi4 S/.fi 

8902270195 Forwards Augmented Insp Team Repts 50-269/89-03, 50-270/89-03 & 50- 
287/89-03 on 890104-1 3.No violations or deviations noted. Unresolved item identified. 
ERNST.M.L. Region 2, Ofc of the Director. 89/02/10. TUCKER.H.B. Duke Power Co. 
2pp. 48588:280-48588:333. 

"6902270199 Augmented Insp Team Repts 50-269/89-03,50-270/89-03 & 50-287/89- 
03 on 890104-13.No violations or deviations noted. Major areas inspected:selective 
exams of procedures & representative records & interviews w/personnel. 

PEEBLES, T.A. Region 2, Ofc of the Director. 89/02/02. 52pp. 48588:282-48588:333. 

8902270376 Forwards Insp Repts 50-269/89-02,50-270/89-02 & 50-287/89-02 on 
890109-13 & notice of violation. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/16. TUCKER.H.B. Duke Power Co. 
2pp. 48588:242-48588:255. 

"8902270387 Notice of violation from insp on 8901 09-1 3.Violation noted: workers not 
sufficiently informed of radiation in restricted areas, including failing to affix hot spot 
labels on shielding stating radiation levels under shielding. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/16. 2pp. 48588:244-48588:245. 

-8902270390 Insp Repts 50-269/89-02,50-270/8902 & 50-287/89-02 on 890109- 
13. Violation noted.Major areas inspected:occupational 

exposure, shipping, transportation & followup on previous inspector identified items. 
SHORTRIDGE.R.B., POTTER, J.P. Region 2, Ofc of the Director. 89/02/17. 10pp. 
48588:246-48588:255. 

8903130287 Summarizes 89021 0 enforement conference re hepemb^tv of reactor 
bldg cooling unit dropout plates, per Irso Hop'.s 50-259/88-35.50 83-35 & 50-287/ 

88-35.Summary of enforcement co'ic'.vco alien car ce hs* & ha n d3t.: one . 
ERNST.M.L Region 2, Ofc of the Drcctcr. d9 02.*22. 1 'jCKER.h 3. Ujko Power Co. 
19pp. 48810:319-48810:337. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron- Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 


8903130210 Ack receipt of 880902 & 890131 Itrs informing NRC of steps taken to cor- 
rect violations noted in Insp Repts 50-269/88-13,50-270/88-13 & 50-287/88-13. 
PEEBLES, T.A. Region 2, Ofc of the Director. 89/02/24. TUCKER.H.B Duke Power 
Co. Ip. 48830:301-48830:301. 

8903030142 Advises that incorporation of ASME Code Case N-401-1 into inservice insp 
programs at plants acceptable, per 880815 request.Code Case N-401, “Eddy Current 
Exam” & rev to code, Code Case N-401-1 found to be technically equivalent. 
MATTHEWS.D.B. Project Directorate 11-3. 89/02/25. TUCKER.H.B. Duke Power Co. 
5pp. 48716:020-48716:024. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903140278 Forwards Insp Repts 50-269/89-04,50-270/89-04 & 50-287/89-04 on 
890123-27.No violations noted. 

BELISLE.A., JULIAN.C.A. Region 2, Ofc of the Director. 89/02/28. TUCKER.H.B. 
Duke Power Co. 2pp. 48853:321-48853:336. 

-8903140286 Insp Repts 50-269/89-04,50-270/89-04 & 50-287/89-04 on 890123- 
27.No violations noted.Major areas inspected:fire protection/prevention program 
implementation.Weaknesses identified in implementation of fire protection program. 
WARD.D., CON LON, T. Region 2, Ofc of the Director. 89/02/24. 14pp. 48853:323- 
48853:336. 

8903200187 Discusses Insp Repts 50-269/88-34,50-270/88-34 & 50-287/88-34 on 
881 115-1216 & forwards notice of violation. W/o end. 

ERNST.M.’. Rcdc- ?. Ofc of the Director. 89/02/28. TUCKER.H.B. Duke Power Co. 
3pp. ^36L : l5fj-4H9er:-r»6 

8903160481 Forwards Insp Repts 50-269/89-06,50-270/89-06 & 50-287/89-06 on 
890130-0203.No violations or deviations noted. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/03/02. TUCKER.H.B. Duke Power Co. 
2pp. 48884:198-48884:208. 

-8903160485 Insp Repts 50-269/89-06,50-270/89-06 & 50-287/89-06 on 890130- 
0203.No violations or deviations noted.Major areas inspected:inservice insp 
activities, including review of NDE organization, procedures & personnel records. 
CARRION.R.P., BLAKE.J.J. Region 2, Ofc of the Director. 89/02/27. 9pp. 48884:200- 
48884:208. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903170276 °esno"ds to deviations noted in Insp Repts 50-269/88-35, 50-270/88-35 & 
50-23 7, 3e-3r.Cjror. ! .ivc! actions:addl equipment ordered for use during freeze plug 
operation. 

TUCKER.H.B. Duke Power Co. 89/03/03. Document Control Branch (Document Con- 
trol Desk). 2pp. 48894:329-48894:330. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903220140 Documents B&W Owners Group 890224 ltr to CE Rossi re response to 
portion of Item l.b of NRC Bulletin 88-011. Results of bounding fatigue analysis ex- 
pected to become available by 891031. 

TUCKER.H.B. Duke Power Co. 89/03/09. Document Control Branch (Document Con- 
trol Desk). 2pp. 49002:353-49002:354. 

8903220411 Advises that audit to resolve issues re IE Bulletin 79-27, “Loss of NonClass 
IE Instrumentation & Control Power Sys During Operation" will be held on 890508- 
12.Documents needed include, single line diagram of electric distribution sys. 
HOOD.D.S. Project Directorate 11-3. 89/03/09. TUCKER.H.B. Duke Power Co. 4pp. 
49007:190-49007:193. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event" Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 
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8903230183 Responds to violations noted in Insp Repts 50-269/89-02, 50-270/89-02 & 
50-289/89*02.Corrective actions:health physics procedures will be changed to allow 
hot spots to be identified by individual labels on hot spots. 

TUCKER.H.B. Duke Power Co. 89/03/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 49029:304-49029:306. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/2 2. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903310339 Discusses schedule for response to NRC Bulletin 88-004 re safety-related 
pump loss.Requests that 890630 response include detailed identification of all long- 
term actions necessary to complete bulletin. 

MATTHEWS.D.B. Project Directorate 11-3. 89/03/22. TUCKER.H.B. Duke Power Co. 
5pp. 49159:158-49159:163. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903220057 “Semiannual Radioactive Effluent Release & Solid Waste Disposal Repts 
for Jan-Dec 1989." W/890301 Itr. 

TUCKER.H.B. Duke Power Co. 88/12/31. 49pp. 48994:001-48994:049. 

8902240369 Monthly operating repts for Jan 1989 for Oconee Nuclear Station Plant.W/ 
890215 Itr. 

WILUAMS.R.A., TUCKER.H.B. Duke Power Co. 89/01/31. 17pp. 48580:001- 
48580:017. 

8903220110 Monthly operating repts for Feb 1989 for Oconee Nuclear Station Units 1,2 
& 3.W/890315 Itr. 

WILLIAMS, R.A., TUCKER.H.B. Duke Power Co. 89/02/28. 17pp. 49007:141- 
49007:158. 


S. Reportable occurrences, LERs & related correspondence 


8902270650 LER 89-003-00:on 8901 06, reactor bldg cooling unit fusible dropout plate 
failed initial drop test procedure & retest on 890107.Caused by mgt running functional 
test when test not required.Dropout plates removed & redesigned.W/890217 Itr. 
NORTH, P.J., TUCKER.H.B. Duke Power Co. 89/02/17. 10pp. 48588:270-48588:279. 

8903090382 Responds to 881215 Itr re LER 50-269/88-13 concerning emergency 
backup power.Hardware mod implementation currently planned for completion by end 
of next Unit 2 refueling outage. 

TUCKER.H.B. Duke Power Co. 89/03/01. Document Control Branch (Document Con- 
trol Desk). Ip. 48799:358-48799:358. 

8903210003 Special repfcon 890302,discovered postulated failure of single relay (86TX) 
or single relay contact of relay 86CT1 which could result in trip signal to breakers El 
& E2 w/o switching switchgear breakers.Unit 1 brought to shutdown. 

TUCKER.H.B. Duke Power Co. 89/03/06. Document Control Branch (Document Con- 
trol Desk). 3pp. 48982:323-48982:325. 

8903230177 Informs that changes to emergency power switching logic Tech Spec 3.7,to 
resolve apparent conflicts identified in LER to be submitted by 890515. 

TUCKER.H.B. Duke Power Co. 89/03/15. Document Control Branch (Document Con- 
trol Desk). Ip. 49023:024-49023:024. 

8903280173 LER 88-012-00:on 880809,discovered incore thermocouples (ICTC) feeding 
standby shutdown facility routed through east penetration room.Caused by design 
deficiency.Problem investigation rept initiated.W/890321 Itr. 

NORTH, P.J., TUCKER.H.B. Duke Power Co. 89/03/21. 8pp. 49075:082-49075:089. 
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F. Security, medical, emergency & fire protection plans 

8903060105 Forwards public version of Rev 28 to “Crisis Mgt Plan for Nuclear Sta- 
tions." 

TUCKER.H.B. Duke Power Co. 89/02/17. Document Control Branch (Document Con- 
trol Desk). 2pp. 48736:168-48738:130. 

-8903060120 “Crisis Mgt Plan For Nuclear Stations.” 

* Duke Power Co. 88/12/01. 200pp. 48736:170-48738:130. 

8903140278 Forwards Insp Repts 50-269/89-04,50-270/89-04 & 50-287/89-04 on 
890123-27.No violations noted. 

BELISLE.A. Region 2. Ofc of the Director. 89/02/28. TUCKER.H.B. Duke Power Co. 
2pp. 48853:321-48853:336. 

-8903140286 Insp Repts 50-269/89-04.50-270/89-04 & 50-287/89-04 on 890123- 
27.No violations noted.Major areas inspected:fire protection/prevention program 
implementation.Weaknesses identified in implementation of fire protection program. 
WARD.D. Region 2, Ofc of the Director. 89/02/24. 14pp. 48853:323-48853:336. 

8903270070 Advises that 890126 Rev 7 to guard training & qualification plan consistent 
w/provisions of 10CFR50.54(p) & acceptable. 

CLINE.W.E. Region 2, Ofc of the Director. 89/03/10. TUCKER.H.B. Duke Power Co. 
2pp. 49059:089-49059:090. 

8903230183 Responds to violations noted in Insp Repts 50-269/89-02, 50-270/89-02 & 
50-289 /89-02.Corrective actions: health physics procedures will be changed to allow 
hot spots to be identified by individual labels on hot spots. 

TUCKER.H.B. Duke Power Co. 89/03/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 49029:304-49029:306. 


J. Insurance & indemnity Information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 


P. Operating license stage documents & correspondence 

8902240184 Lists topical repts for Core T-H which are inter-related, including correlation 
for predicting critical heat flux in mixing vane grid fuel assemblies & thermal-hydraulic 
methodology using VIPRE-01. 

TUCKER.H.B. Duke Power Co. 89/02/10. Document Control Branch (Document Con- 
trol Desk). 2pp. 48571:262-48571:263. 

8902270337 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, clarifying 
operability & surveillance requirements for HPI & LPI sys. 

TUCKER.H.B. Duke Power Co. 89/02/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 48585:010-48585:032. 

-8902270341 Proposed Tech Specs clarifying operability & surveillance requirements 
for HPI & LPI sys. 

* Duke Power Co, 89/02/17. 20pp. 48585:013-48585:032. 

8903130248 Summarizes 890202 meeting w/util in Region II ofc to discuss plant per- 
formance & improvement programs.List of attendees & viewgraphs end. 

REYES, L.A. Region 2, Ofc of the Director. 89/02/22. TUCKER.H.B. Duke Power Co. 
23pp. 48819:285-48819:307. 

8903030135 Advises that audits verifying implementation of programs licensees pro- 
posed in response to Generic Ltr 88-05 being performed.Plant selected for audit 
scheduled for Aug 1989. 

PASTIS.H.N. Project Directorate 11-3. 89/02/23. TUCKER.H.B. Duke Power Co. 3pp. 
48716:004-48716:006. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


8903240135 Advises of changes in crisis mgt data transmittal sys dial-in 
procedure, username remain unchanged, effective 890306. 

HARRIS, R.E. Duke Power Co. 89/03/01. BOLAND, A. Region 2, Ofc of the Director. 
2pp. 49040:21 1 -49040:212. 

8903090474 Advises that audit to verify proper implementation of B&W Owners Group 
safety & performance improvement program recommendations planned for wk of 
890327.Major areas to be evaluated fisted. 

MATTHEWS.D.B. Project Directorate 11-3. 89/03/03. TUCKER.H.B. Duke Power Co. 
4pp. 48784:225-48784:228. 


8903020405 Provides addl info re ISFSI in form of safety analyses to allow transfer cask 
be fabricated w/solid neutron shield matl filling neutron shield cavity. 

TUCKER.H.B. Duke Power Co. 89/02/10. Document Control Branch (Document Con- 
trol Desk). 13pp. 48669:282-48669:293. 


8903160074 Notification of 890316 meeting w/util in Cornelius.NC to discuss status of 
licensing activities & safety initiatives. Meeting agenda end. 

HOOD.D.S. Project Directorate 11-3. 89/03/06. MATTHEWS.D.B. Project Directorate II- 
3. 7pp. 48878:080-48878:088. 


8902230681 Forwards request for addl info re 880331 submittal concerning ISFSI within 
45 days of Itr date. 

PASTIS.H.N, Project Directorate 11-3. 89/02/15. TUCKER.H.B. Duke Power Co. 3pp. 
48570:288-48570:290. 

8903070077 Confirms milestone schedule of remaining const activities required to sup- 
port spent fuel loading in Jan l990.Requests continued advisement of status of NRC 
review of ISFSI application. 

TUCKER.H.B. Duke Power Co. 89/02/21. Document Control Branch (Document Con- 
trol Desk). 3pp. 48763:040-48763:042. 


8903200168 Forwards “Emergency Dose Assessment Manual, 1 ’ effective on 890307. 
TUCKER, H.B, Duke Power Co. 89/03/13. Document Control Branch (Document Con- 
trol Desk). Ip. 48957:257-48958:224. 

-8903200169 “Emergency Dose Assessment Manual." 

* Duke Power Co. 69/03/07. 300pp. 48957:258-48958:224. 


8903210434 Provides current QA program description 
1 0CFR50.54(a).Quality program scope in FSAR Section 3.2 reviewed. 
GIBSON, A.F. Region 2, Ofc of the Director. 89/03/14, TUCKER.H.B. 


2pp. 48989:354-48989:355. 


ition required by 


Duke Power Co. 


8903210285 Requests review & approval of 890210 submittal as amend to forthcoming 
Oconee ISFSI license.Submittal contains supplemental safety analysis for ISFSI trans- 
fer cask incorporating alternative, solid neutron shield design. 

TUCKER.H.B. Duke Power Co. 89/03/08. Document Control Branch (Document Con- 
trol Desk). 2pp. 48984:234-48984:236. 


8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 


VARGA, S.A. Assodate Director for Projects (Post 870411). 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


89/03/21, Consolidated 
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Q. Inspection reports, IE Bulletins & correspondence 

8902270266 Provides results of msp of Unit t surge line prior to startup expected on 
890206,per NRC Bulletin 88-011, Item l.a. Looses bolts &/or pipe clamp movements 
discovered on three pipe supports.Corrective actions taken on supports. 

TUCKER.H.B. Duke Power Co. 89/02/06. Document Control Branch (Document Con- 
trol Desk). 2pp. 48588.258-48588:259. 

8902270645 Confirms 890210 enforcement conference in Region II to discuss inoper- 
ability of reactor bldg cooling unit dropout plates. 

ERNST.M ?. Ofc of the Director. 89/02/08. TUCKER.H.B. Duke Power Co 

Ip. 4858* \ - 

8902270195 Forwards Augmented Insp Team Repts 50-269/89-03, 50-270/89-03 & 50- 
287/89-03 on 690134-13 No violations or deviations noted. Unresolved item identilied. 
ERNST V Pcrpr 2 Of: of the Director. 89/02/10. TUCKER.H.B. Duke Power Co. 
2pp. -ih- XW 

-8902270199 Augmented Insp Team Repts 50-269/89-03,50-270/89-03 & 50-287/89- 
03 on 890 104-1 3.No violations or deviations noted. Major areas inspectediselective 
exams of procedures & representative records & interviews w/personnei. 
PEEBLES.T.A. Region 2 , Ofc of the Director. 89/02/02. 52pp. 48588:282-48588:333. 

8902270376 Forwards Insp Repts 50-269/89-02,50-270/89-02 & 50-287/89-02 on 
890109-13 & notice of violation. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/16. TUCKER.H.B. Duke Power Co. 
2pp. 48588:242-48588:255. 

-8902270387 Notice of violation from insp on 890 109- 13. Violation noted: workers not 
sufficiently informed of radiation in restric J'-.. failing to affix hot spot 
labels on sh o'.dir.c *ad ! ?t ! cr levels .sr:r.-, r 

DECKER,' =?. Hftc.o ‘1 2 :’' : c ;-i :■■■: Directc- i:? ’C2- 2pf: -8588:244-48588:245. 

-8902270390 Insp Repts 50-269/89-02,50-270/8902 & 50-287/89-02 on 890109- 
13.Violation noted.Major areas inspected:occupational 

exposure, shipping, transportation & followup on previous inspector identified items. 
SHORTRIDGE.R.B., POTTER, J.P. Region 2, Ofc of the Director. 89/02/17. 10pp. 
48588:246-48588:255. 

8903130287 Summarizes 890210 enforcement conference re inoperability of reactor 
fclrfc ccclhc unit pieces, per Insp Repts 50-269/88-35,50-270/88-35 & 50-287/ 

<ii? ‘.!5 Sum.-arv conference.attendance list & handout end. 

r.v . Rogor 2 Ols .:i the Director. 89/02/22. TUCKER.H.B. Duke Power Co. 
*Hf! ' i) - 3 ! 1 9.33 7 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903130210 Ack receipt of 880902 & 890131 Itrs i"*o'r-'rc N D C of steps taken to cor- 
rect violations noted in Insp Repts 50-269/88- -3.bC-273.ic *.3 & 50-287/88-13. 
PEEBLES.T.A. Region 2. Ofc of the Director. 89/02/24. TUCKER.H.B. Duke Power 
Co. Ip. *8830:30- -13830:301. 

8903030142 Advises that incorporation of ASME Code Case N-401-1 into inservice insp 
programs at plants acceptable.per 880815 request.Code Case N-401, "Eddy Current 
Exam" & rev to code, Code Case N-401-1 found to be technically equivalent. 
MATTHEWS.D.B. Project Directorate 11-3. 89/02/25. TUCKER.H.B. Duke Power Co. 
5pp. 48716:020-48716:024. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89 - 021 , “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903140278 Forwards Insp Repts 50-269/89-04.50-270/89-04 & 50-287/89-04 on 
890123-27.No violations noted. 

BELISLE.A., JULIAN, C.A. Region 2. Ofc of the Director. 89/02/28. TUCKER.H.B. 
Duke Power Co. 2pp. 48853:321-48853:336. 

—8903140286 Insp Repts 50-269/89-04,50-270/89-04 & 50-287/89-04 on 890123- 
27.No violations noted.Major areas inspected:fire protection/prevention program 
implementation.Weaknesses identified in implementation of fire protection program. 
WARD.D., CONLON.T. Region 2, Ofc of the Director. 89/02/24. 14pp. 48853:323- 
48853:336. 

8903200187 Discusses Insp Repts 50-269/88-34,50-270/88-34 & 50-287/88-34 on 
881115-1216 & forwards notice of violation. W/o encl. 

ERNST.MX. Region 2, Ofc of the Director. 89/02/28. TUCKER.H.B. Duke Power Co. 
3pp. 48969:1 56-48969: 1 58. 

8903160481 Forwards Insp Repts 50-269/89-06,50-270/89-06 & 50-287/89-06 on 
890130-0203.No violations or deviations noted. 

JULIAN, C. A. Region 2. Ofc of the Director. 89/03/02. TUCKER.H.B. Duke Power Co. 
2pp. 48884:198-48884:208. 

-8903160485 Insp Repts 50-269/89-06,50-270/89-06 & 50-287/89-06 on 890130- 
0203.No violations or deviations noted.Major areas inspected:inservice insp 
activities.inciuding review of NDE organization, procedures & personnel records. 
CARRION.R.P., BLAKE, J.J. Region 2, Ofc of the Director. 89/02/27. 9pp. *8884:230- 
48884:208. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 


8903170276 Responds to deviations noted in Insp Repts 50-269/88-35, 50-270/88-35 & 
50-287 / 88-35. Corrective actions:addl equipment ordered for use during freeze plug 
operation. 

TUCKER.H.B. Duke Power Co. 89/03/03. Document Control Branch (Document Con- 
trol Desk). 2pp 48894:329-48894:330. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list encl. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list encl. 

GREEVES.J T Division of Low Level Waste Vv.-.rT— P* Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. V.v. Inc ‘i7pp 48793 114- 
48798231. 

8903220140 Documents B&W Owners Group 890224 Itr to CE Rossi re response to 
portion of Item l.b of NRC Bulletin 88-011. Results of bounding fatigue analysis ex- 
pected to become available by 891031. 

TUCKER.H.B. Duke Power Co. 89/03/09. Document Control Branch (Document Con- 
trol Desk). 2pp. 49002:353-49002:354. 

8903220411 Advises that audit to resolve issues re IE Bulletin 79-27, "Loss of NonClass 
IE Instrumentation & Control Power Fy? Opor-t^-" -.vill be held on 890508- 

l2.Documents needed include, single ■: r.:vn m * :: stribution sys. 

HOOD.D.S. Project Directorate 11-3. BL'Ci ' -"Ki Duke Power Co. 4pp. 

49007:190-49007:193. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Se : smic Event." Svc list encl. 

ROSRl.Cf:. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903230183 Responds to violations noted in Insp Repts 50-269/89-02, 50-270/89-02 & 
50-289/89-02.Corrective actions: health physics procedures will be changed to allow 
hot spots to be identified by individual labels on hot spots. 

TUCKER.H.B. Duke Power Co. 89/03/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 49029:304-49029:306. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903220057 "Semiannual Radioactive Effluent Release & Solid Waste Disposal Repts 
for Jan-Dec 1989." W/890301 Itr. 

TUCKER.H.B. Duke Power Co. 88/12/31. 49pp. 48994:001-48994:049. 

8902240369 Monthly operating repts for Jan 1989 for Oconee Nuclear Station Plant W/ 
890215 Itr. 

WILLIAMS.R.A., TUCKER.H.B. Duke Power Co. 89/01/31. 17pp. 48580:001- 

48580:017. 

8903220110 Monthly operating repts for Feb 1989 for Oconee Nuclear Station Units 1,2 
& 3.W/890315 Itr. 

WILLIAMS.R.A., TUCKER.H.B. Duke Power Co. 89/02/28. 17pp. 49007:141- 

49007:158. 


S. Reportable occurrences, LERs & related correspondence 

8902270350 LER 89-001 -00:on 890117,discovered violation of Tech Spec from use of 
procedure to energize starrihy b-scs.Caused by mgt & procedure deficiencies. Power 
supply procedure revised. W8i)02i6 Itr. 

NORTH ,P.J., TUCKER.H.B. Duke Power Co. 89/02/16. 9pp. 48586:068-48586:076. 

8903090382 Responds to 881215 Itr re LER 50-269/88-13 concerning emergency 
backup power.Hardware mod implementation currently planned for completion by end 
of next Unit 2 refueling outage. 

TUCKER.H.B. Duke 3 ower Co. 89/03/01. Document Control Branch (Document Con- 
trol Desk). Ip. 48799:358-48799:358. 

8903170287 LER 89-002-00:on 890203, Unit 2 main turbine tripped resulting in anticipa- 
tory reactor trip.Caused by mgt deficiency & equipment failure.Wiring corrected & su- 
pervisor counseled.W/890306 Itr. 

LOWERY.H.R., TUCKER.H.B. Duke Power Co. 89/03/06. 9pp. 48894:331-48894:339. 

8903210003 Special rept:on 890302,discovered postulated failure of single relay (86TX) 
or single relay contact of relay 86CT1 which could result in trip signal to breakers El 
& E2 w/c switching switchgear breakers.Unit 1 brought to shutdown. 

TUCKER.H.B. Duke Power Co. 89/03/06. Document Control Branch (Document Con- 
trol Desk). 3pp. 48982:323-48982:325. 
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8903170289 LER 89-003-00 on 890205.main turbine tripped resulting in anticipatory re- 
actor trip.Cause of event not determined because scenario was not repeatable. Unit 
stabilized at hot shutdown. W/890205 Itr. 

LOWERY, H.R., TUCKER.H.B. Duke Power Co. 89/03/07. 6pp. 48950:185-48950:190. 

8903230177 Informs that changes to emergency power switching logic Tech Spec 3.7,to 
resolve apparent conflicts identified in LER to be submitted by 890515. 

TUCKER.H.B. Duke Power Co. 89/03/15. Document Control Branch (Document Con- 
trol Desk). Ip. 49023:024-49023:024. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
* r ?.tcr 'icens^g f'at 1 exam schedule. Svc list end. 

*.-\ a S VS A nssc.-uv.-: 1 Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8903020405 Provides addl info re ISFSI in form of safety analyses to allow transfer cask 
be fabricated w/solid neutron shield matl filling neutron shield cavity. 

TUCKER.H.B. Duke Power Co. 89/02/10. Document Control Branch (Document Con- 
trol Desk). 13pp. 48669:282-48669:293. 

8902230681 Forwards request for addl info re 880331 submittal concerning ISFSI within 
45 days of Itr date. 

PASTIS.H.N. Project Directorate 11-3. 89/02/15. TUCKER.H.B. Duke Power Co. 3pp. 
48570:288-48570:290. 

8903070077 Confirms milestone schedule of remaining const activities required to sup- 
port spent fuel loading in Jan 1990.Requests continued advisement of status of NRC 
review of ISFSI application. 

TUCKER.H.B. Duke Power Co. 89/02/21. Document Control Branch (Document Con- 
trol Desk). 3pp. 48763:040-48763:042. 

8903210285 Requests review & approval of 890210 submittal as amend to forthcoming 
Oconee ISFSI license.Submittal contains supplemental safety analysis for ISFSI trans- 
fer cask incorporating alternative.solid neutron shield design. 

TUCKER.H.B. Duke Power Co. 89/03/08. Document Control Branch (Document Con- 
trol Desk). 2pp. 48984:234-48984:236. 
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F. Security, medical, emergency & fire protection plans 

8903080403 Forwards Rev 18 to plant physical security plan.Rev withheld. 
L'ESPERANCE.D. Vermont Yankee Nuclear Power Corp. 89/02/20. NRC - No De- 
tailed Affiliation Given. 2pp. 48767:232-48767:233. 

8903160278 Revised EPIPs, including Rev 7 to OP-3500, “Unusual Event," revised con- 
tact list & Rev 19 to OP-3504, “Emergency Communications." 

* Vermont Yankee Nuclear Power Corp. 89/03/02. 21pp. 48889:334-48889:354. 

8903140236 Final response to FOIA request for documents.Forwards App A 
documents. App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS, M. Impell Corp. 2pp. 48875:082-48875:083. 

-8810130013 Informs of headquarters participation in listed exercises w/ regions for 
1988-1989 

SPESSARD.R.L. Division of Operational Assessment (Post 870413). 88/09/23. 
ALLAN.J.M. Region 1. Ofc of the Director. 2pp. 48875:084-48875:085. 


G. Adjudicatory correspondence 

8903100218 Forwards f <y fil irq.b r ie* o* Vermont Yankee Nuclear Power Corp. 

GAD.R.K. Vermont v Anm-e Nucear Power Corp. GAD.R.K. Ropes & Gray. #189 

8219. 89/02/27. Office of the Secretary of the Commission. Ip. 48701:130- 
48701:160. 

-8903100227 Brief of licensee.Vermont Yankee Nuclear Power Corp.* LBP-89-06 
should be reversed.Certificate of Svc end. 

GAD.R.K. Vermont Yankee Nuclear Power Corp. GAD.R.K. Ropes & Gray. 89/02/27. 
Atomic Safety and Licensing Appeal Panel. 29pp. 48701:131-48701:160. 

8903100194 Memorandum of Vermont Yankee Nuclear Power Corp on existence of any 
genuine & substantial question of fact re Contention 1.* Facts established beyond any 
genuine & substantial dispute demonstrate that contention invalid. 

GAD.R.K. Vermont Yankee Nuclear Power Corp. GAD.R.K. Ropes & Gray. #189 

8220. 89/02/28. Atomic Safety and Licensing Appeal Panel. 9pp. 48701:100- 
48701:129. 

-8903100203 Sworn testimony of DA Reid.JT Herron.JK Thayer, CH Hansen & PA Ber- 
geron submitted by Vermont Yankee Nuclear Power Corp per 10CFR2.1 113(a).* Cer- 
tificate of Svc end. 

REID.D.A., HERRON, J.T. Vermont Yankee Nuclear Power Corp. THAYER, J.K. Yankee 
Atomic Electric Co. 89/02/28. 21pp, 48701:109-48701:129. 

8903100338 Memorandum & order.* Informs that though Commission accepts recent 
brief that does not comply w/Commission rules of practice, any future nonconforming 
documents will be rejectea.Served on 890301 .Certificate of Svc end. 

TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #189 8203. 89/02/28. 
Office of the General Counsel, 3pp. 48701:235-48701:237. 

8903100277 Forwards NRC testimony in form of unexecuted affidavit on which NRC will 
'elv in ora 1 argument o* New England Coalition on Nuclear Pollution contention 
scncauleo ic' 89C3?2-2 j Com k-a:e of Svc end. 

HODGDON A.n Assis:a«: Gene'al Counsel for Hearings. #189 8216. 89/03/01. 
3hCHHOEI-FR,C , CARPI- N1 E : l J.H., BRIGHT, G.O. Atomic Safety and Licensing 
Board Panel. 8pp. 48702:034-48702:041. 


8903170080 Forwards New England Coalition on Nuclear Pollution (NECNP) brief & 
summary of relevant facts on which NECNP intends to rely oral argument on Conten- 
tion 1 & D ‘? r d-'''ihr. , .:r: u 8 S Sholly affidavit. 

CURRAN, C \i..w ■ is iVw: Coalition on Nuclear Pollution. CURRAN, D. Harmon, Curran 
& Tousley ■■■!:>: .>243. 89/03/01. BECHHOEFER.C., LINENBERGER.G., 

CARPENTER, J.H. Atomic Safety and Licensing Board Panel. 3pp. 48811:238- 
48812:097. 

-8903170087 New England Coalition on Nuclear Pollution (NECNP) brief & summary of 
relevant fac'p K nrjumrnts -n which N ir CN r5 intends to rely at oral argument on Con- 
tention 1.* i-L.or.o'iin.i ,:c:. jir--;-' l;-: c-: i.-icl 

FERSTER.A C . i'.UP-.AN.:.) Oi.S.i. New England Coalition on Nuclear Pollu- 
tion. 89/03/01. Atomic Safety and Licensing Board Panel. 21pp. 48811:241- 
48811:261. 

-8903170095 Affidavit of DG Bridenbaugh & SC Sholly.* Discusses spent fuel pool 
expansion.Supporting documentation end. 

BRIDENBAUGH.D., SHOLLY.S.C. New England Coalition on Nuclear Pollution. 
BRIDENBAUGH, D. MHB Technical Associates. 89/03/01. 180pp. 48811:262- 
48812:097. 

8903170059 Forwards signature page to Bridenbaugh/Sholly affidavit served w/New 
England Coalition on Nuclear Pollution (NECNP) brie; & summary of relevant facts & 
arguments on which NECNP intends to rely at or3‘ argument on Detention 1. 
CURRAN.D. New England Coalition on Nuclear ~oiu:cn CURP'-N.D Harmon, Curran 
& Tousley. #189 8242. 89/03/02. JULIAN, E. Docketing & Services Branch. 2pp. 
48812:179-48812:180. 

8903220244 NRC Staff motion for extension of time in which to file brief on appeal & 
NRC Staff brief on reconsideration severe r.c.c. 1 lent '.j! ! -q.* Certificate of Svc end. 
HODGDON.A.P. Assistant General Couns-j! |~ : -^ar-.gs #189 8269. 89/03/08. 
Atomic Safety and Licensing Board Panel. 27pp. 48872:001-48872:027. 

8903170060 NRC Staff motion for extension of time in which to file brief on appeal.* 
Certificate of Svc encl.Granted for Appeal Board on 890309. 

* Assistant General Counsel for Hearings. #189 8250. 89/03/09. Atomic Safety and 
Licensing Appeal Panel. 3pp. 48811:099-48811:101. 

8903170108 Order.* NRC Staff 890309 motion for addl relief granted. Time for filing 
joint brief of New England Coalition on Nuclear Pollution & commonwealth extended 
to 890330. Certificate of Svc encl.Served on 890310. 

HAGINS.E.E. Atomic Safety and Licensing Appeal Panel. #189 8252. 89/03/09. 
Office of the General Counsel. 3pp. 48811:073-48811:075. 

8903220197 Motion for addl relief.* Due to oversight, NRC counsel failed to file brief so 
that other parties would receive brief on date filed.Requests that Appeal Board accept 
brief.Corrected brief, motion & Certificate of Svc end. 

HODGDON.A.P. Assistant General Counsel for Hearings. #189 8270. 89/03/09. 
Atomic Safety and Licensing Appeal Panel. 4pp. 48872:028-48872:058. 

-8903220206 NRC Staff motion for extension of time in which to file brief on appeal.* 
Requests that Appeal Board extend time for filing brief by 1 day until 890308 & accept 
brief filed herewith. 

HODGDON.A.P. Assistant Genera* Counsel fo' Hc-a'irgs 89/03/08. Atomic Safety 
and Licensing Appeal Panel. 2pp. 46-*, , >.v)r:?-r-R372:C:i3. 

-8903220219 NRC Staff brief on reconsideration of severe accident ruling.* Staff urges 
Appeal Board to take referral & to reverse LBP-89-06.Certificate of Svc end. 
HODGDON.A.P. Assistant General Counsel for Hearings. 89/03/08. Atomic Safety 
and Licensing Appeal Panel. 25pp. 48872:034-48872:058. 

8903290189 Forwards J Kudrick executed affidavit & prof qualifications. 

HODGDON.A.P. Assistant General Counsel for Hearings. #189 8348. 89/03/10. 
BECHHOEFER.C.. LINENBERGER.G., CARPENTER, J.H. Atomic Safety and Licensing 
Board Panel. Ip. 48999:137-48999:145. 

-8903290206 Affidavit of J Kudrick on behalf of NRC Staff re New England Coalition on 
Nuclear Pollution Contention 1.* W/Certificate of Svc. 

KUDRICK, J. Office of the General Counsel. KUDRICK, J. Plant Systems Branch. 89/ 
03/10. 8pp. 48999:138-48999:145. 

8903230061 NRC Staff response to New England Coalition on Nuclear Pollution third 
set of interrogatories & request for production of documents to NRC Staff on Staff 
environ assessment & finding of no....* Related correspondence. 

JEHLE.P. Assistant General Counsel for Hearings. #189 8311. 89/03/14. New Eng- 
land Coalition on Nuclear Pollution. 28pp. 48888:280-48888:314. 

-8903230069 Affidavit of FC Sturz.* Advises that affiant provided responses to Interrog- 
atories 2a-j & 15.Related correspondence. 

STURZ, F.C. Office of the General Counsel. STURZ.F.C. Fuel Cycle Safety Branch. 
89/03/14. Ip. 48888:308-48888:308. 

-8903230072 Affidavit of MB Fairtile.* Advises that affiant provided response to Inter- 
rogatory 5.W/prof qualifications & Certificate of Svc.Related correspondence. 
FAIRTILE, M.B. Office of the General Counsel. FAIRTILE, M.B. Project Directorate 1-3. 
89/03/14. 6pp. 48888:309-48888:314. 

8903290213 NRC Staff response to New England Coalition on Nuclear Pollution second 
set of interrogatories & request for production of documents to NRC Staff on NRC 
environ impact- spent fuel pool expansion.* Related correspondence. 

JEHLE.P.A. Assistant General Counsel for Hearings. #189 8349. 89/03/16. New Eng- 
land Coalition on Nuclear Pollution. 25pp. 48999:031-48999:064. 

-8903290219 Affidavit of MA Lamastra.* Advises that affiant provided responses to In- 
‘-■'■-ccato-’es i--4,17c,17d & 18.Related correspondence. 

..AMAST-A.M A Office of the General Counsel. LAMASTRA.M.A. Division of Industri- 
al & Medical Nuclear Safety (Post 870729). 89/03/08. Ip. 48999:056-48999:056. 

-8903290226 Affidavit of JL Minns.* Advises that affiant provided answers to listed 
^teTcqatories n e'a*ed correspondence. 

MI\nS....L. Ol'i-e c* the General Counsel. MINNS, J.L. Radiation Protection Branch. 
89/03/16. Ip. 48999:057-48999:057. 

-8903290230 Affidavit of MB Fairtile.* Advises that affiant provided response to Inter- 
rogafnrv ifi.W 'Orgeats of Svc.Related co^RSocrderce 

FAIP'li li.l/ H. c' the General Counsel. FA.HTll.E.M : 3. Project Directorate 1-3. 
89/03/16. 7pp. 48999:058-48999:064. 
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8903230247 State of VT brief & argument in responding & in opposition to memoran- 
dum of Vermont Yankee Nuclear Power Corp on existence of any genuine & substan- 
tial question of fact re Contention 1.* Certificate of Svc end. 

PRESS, S.H. Vermont, State of. #189 8302. 89/03/17. Atomic Safety and Licensing 
Board Panel. 14pp. 48888:072-48888:085. 

8903230145 New England Coalition on Nuclear Pollution (NECNP) motion to strike or, in 
alternative.NECNP reply to applicant & NRC Staff testimony re NECNP Contention 1.* 
Applicant 890228 direct testimony should be stricken.W /Certificate of Svc. 
FERSTER.A., TOUSLEY,D.R. New England Coalition on Nuclear Pollution. 
FERSTER.A. Harmon, Curran & Tousley. #189 8322. 89/03/20. Atomic Safety and 
Licensing Board Panel. 12pp. 48888:189-48888:200. 

8903230201 Forwards unexecuted responses by J Kudrick for NRC to Bridenbaugh/ 
Sholly 890301 affidavit upon which NRC will rely in oral argument on New England 
Coalition on Nuclear Pollution contention. W/Certificate of Svc. 

HODGDON.A.P. Assistant General Counsel for Hearings. #189 8325. 89/03/20. 
BECHHOEFER.C., CARPENTER, J.H., LINENBERGER.G. Atomic Safety and Licensing 
Board Panel. 6pp. 48888:109-48888:114. 

8903290131 Vermont Yankee Nuclear Power Corp motion to strike State of VT so- 
called rebuttal testimony.* Testimony of witness WK Sherman should be stricken for 
failure to comply w/Board 8901 12 order. 

GAD.R.K. Vermont Yankee Nuclear Power Corp. GAD.R.K. Ropes & Gray. #189 
8350. 89/03/20. Atomic Safety and Licensing Board Panel. 3pp. 49001:090- 
49001:114. 


-8903290138 Vermont Yankee Nuclear Power Corp requested findings of fact & rulings 
of taw.* Requests Board to dispose of contested proceeding re Contention 1. 
GAD.R.K. Vermont Yankee Nuclear Power Corp. GAD.R.K. Ropes & Gray. 89/03/20. 
8pp. 4900 1 :093-49001:1 1 4. 

-8903290154 Sworn written rebuttal testimony of DA Reid,JT Herron, JK Thayer.CH 
Hansen & PA Bergeron submitted by Vermont Yankee Nuclear Power Corp per 
10CFR2.1 1 13(a).* Board should approve license amend.Certificate of Svc end. 
REID.D.A., HERRON, J.T., THAYER, J.K. Vermont Yankee Nuclear Power Corp. 89/03/ 
20. 14pp. 49001:101-49001:114. 


H. General correspondence 


8903080252 Comment opposing proposed rule 10CFR50 re maint programs for nuclear 
power plants.Util endorses comments filed by NUMARC & Nuclear Util Backfitting & 
Reform Group.Rule falls to provide basis for doternr.hinc o'ibcta na^i pregrar 
EDWARDS, D.W. Yankee Atomic Electric Co. 9n.'C2'2,’ Dcckoir.g * So-vscss branch. 
3pp. 48745:320-48745:322. 


J. Insurance & indemnity information 


8903200192 Advises that util maintains listed nuclear property insurance, consistent w/ 
provisions of 10CFR50.54(w)(2). 

PEARSON, J.T. Vermont Yankee Nuclear Power Corp. 89/03/14. Document Control 
Branch (Document Control Desk). Ip. 48971:115-48971:115. 


P. Operating license stage documents & correspondence 

8903010160 Forwards response to Generic Ltr 88-14, "Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment." Weekly tests conducted to ensure that 
diesel generator compressors s 4 arf unon reduedon cf 3 : r pressure in tanks. 
MURPHY.W.P. Vermont Yankee Vjs oa- Pc*er Co'p. 89/02/16. Document Control 
Branch (Document Control Desk). 13pp. 48653:299-48653:311. 

8903060075 Forwards Amend 109 to License DPR-28 & safety evaluation. Amend 
changes Tech Specs to permit use of revised fuel cladding integrity safety limit for use 
in calculating critical power operating limits. 

FA1RTILE.M.B Project Directorate 1-3. 89/02/27. CAPSTICK.R.W. Vermont Yankee 
Nuclear Power Corp. 5pp. 48738:147-48738:159. 

-8903060079 Amend 109 to License DPR-28, changing Tech Specs to permit use of re- 
vised fuel cladding integrity safety limit for use in calculating critical power operating 
limits. 

WESSMAN.R.H. Project Directorate 1-3, 89/02/27. 5pp. 48738:152-48738:156. 

-8903060080 Safety evaluation supporting Amend 108 to License DPR-28. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/27. 3pp. 
48738:157-48738:159, 

8903090337 Informs of util plans to modify approved reload analysis methodology to 
make use of one-dimensional kinetics option in RETRAN-02 to analyze licensing basis 
pressurization transients. 

CAPSTICK.R.W, Vermont Yankee Nuclear Power Corp. 89/02/27. Document Control 
Branch (Document Control Desk). 4pp. 48800:21 1-48800:214. 

8903130444 Ack receipt of 890209 ltr commenting on util 890202 submittal proposing 
Tech Specs chance des^ng w 'tester. of orimary containment isolation valves.State of 
VT rummers w I fce cons de-co " rtwow of proposed change. 

FAIRTILE.M.B. Project Directorate 1-3. 89/03/01. STERZINGER.G. Vermont, State of. 
3pp. 48830:298-48830:300. 

8903220134 Grants relief from required NRC approval of cask lifting devices for 
plant,per Generic Ltr 85-1 1 & NUREG-0612. 

FAIRTILE.M.B. Project Directorate 1-3. 89/03/15. CAPSTICK,R.W. Vermont Yankee 
Nuclear Power Corp- 3pP- 49005:065-49005:067. 

8903160296 Generic Ltr 89-02 to ail holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed product$.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-46960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902170112 NRC Info Notice 89-020, "Weld Failures In Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903140583 Responds to Suppl 1 to NRC Bulletin 88-007 re requirement for licensees 
to take certain actions to ensure that safety limit for plant min critical power ratio not 
violated for BWRs. 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 89/03/06. Document Control 
Branch (Document Control Desk). 4pp. 48833:319-48833:322. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 


8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031 , "Swelling & Cracking of Hafnium Control Rods." 
Svc list enci. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903020422 "Vermont Yankee Nuclear Power Corp, Personnel & Man-Rem By Work & 
Duty Function Final End-of-Yr Rept for 1988.” W/890224 ltr. 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 88/12/31. 2pp. 48673:237- 
48673:238. 


8903030493 "Vermont Yankee Personnel Monitoring Rept - Final End of Year Rept for 
1988." W/890224 ltr. 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 88/12/31. 2pp. 48693:357- 
48693:358. 


8903090399 "Effluent & Waste Disposal Semiannual Rept for Third & Fourth Quar- 
ters, 1988." W/890301 ltr. 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 88/12/31, 30pp. 48799:001- 
48799:031. 


8903100419 "Vermont Yankee 1988 Annual Operating Rept." W/890301 ltr. 
CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 88/12/31. 16pp. 48803:241- 
48803:256. 


8903150258 Monthly operating rept for Feb 1988 for Vermont Yankee Nuclear Power 
Plant.W/890310 ltr. 

WALLIN, G.A., MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 89/02/28. 6pp. 
48871:257-48871:262. 
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S. Reportable occurrences, LERs & related correspondence 

8903200256 Part 21 rept re defect in motor mounting bolts on Limitorque operators & 
Reliance motors.Caused by loosening of motor end bell bolts.AII normally inaccessible 
operators w/susceptible bolting will be inspected. 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 89/02/14. RUSSELL, W. Region 
1, Ofc of the Director. 3pp. 48954:152-48954:154. 

8903060151 LER 89-003-00:on 890131 & 0213,initiations of primary containment isola- 
tion sys & standby gas treatment sys occurred.Caused by failure of sensor/convertor 
due to unknown causes.Sensor/converter replaced.W/890227 Itr. 

PELLETIER, J.P. Vermont Yankee Nuclear Power Corp. 89/02/27. 4pp. 48709:354- 
48709:357. 

8903080162 LER 88-01 5-01 :on 881 2 14, discovered that penetration of reactor bldg west 
wall vital fire barrier was not fire rated assembly 'nadequats analysis cause of 
eventContinuous fire watch immediately cstabi shoc.W 89C3C ; l:r. 

PELLETIER, J.P. Vermont Yankee Nuclear Power Corp. 89/03/01. 5pp. 48748:347- 
48748:351. 

8903170326 PNO-l-89-021:890310,unusual event declared due to loss of reactor water 
level beginning on 890309.Caused when RHR loop pump suction valve A stroked 
open for matat testine Level returned to normal using CRD sys pump. 

GRANT, G., Region 1, Ofc of the Director. 89/03/10. Ip. 48893:221- 

48893:221. 

8903240046 Special rept:U slab source found to be leaking contamination during semi- 
annual radioactive source leak test.Caused by break down of adhesive that hold mylar 
covering.Source removed from svc & deconned & resealed w/new covering. 
PELLETIER, J.P. Vermont Yankee Nuclear Power Corp. 89/03/14. Document Control 
Branch (Document Control Desk). 2pp. 49044:278-49044:279. 

8903230129 LER 89-007-00:on 890216 17 & 0305 & 07, while performima type c leak 
rate testing, several valves found to have seat leakage exceeding 10CFR50,App J 
requirements. Cause undetermined. Valves will be repaired & tested. W/ 89031 5 Itr. 
PELLETIER, J.P. Vermont Yankee Nuclear Power Corp. 89/03/15. 6pp. 49022:320- 
49022:325. 

8903230144 LER 89-004-00:on 89021 3, shock suppressor MS-35 on main steam piping 
found w/no visable fluid sig h t o'ass & fa»ed to 'ockup when tested.Caused by rod 
shaft seal leak. Snuoaor d.sasserrbled^ccu:.- £ reirstar.cc V. # 8903 1 5 Itr. 

PELLETIER, J.P. Vermont Yankee Nuclear Power Corp. 89/03/15. 3pp. 49032:074- 
49032:076. 

8903230151 LER 89-01 0-00:on 89021 7, discovered that previous month diesel fuel oil 
sample not sent offsite for addl analysis. Caused by inadequate interim controls & 
chemistry cersonnel training.Surveillance test list revised.W/890315 Itr. 

PEL ..ETi’EH J P. Vermont Yankee Nuclear Power Corp. 89/03/15. 4pp. 49032:059- 
49032:062. 

8903230372 LER 89-005-00:on 89021 4, Group III primary containment isolation sys & 
standby gas treatment sys initiation occurred.Caused by high radiation signal from re- 
fueling monitor when steam dryer moved.W/890315 Itr. 

PELLETIER, J.P. Vermont Yankee Nuclear Power Corp. 89/03/15. 4pp. 49029:054- 
49029:056. 

8903240041 LER 89-01 1-00:on 890223, Group III primary containment isolation sys & 
standby gas treatment sys initiation occurred.Caused by high radiation signal when 
local power range monitor came close to surface of water.W/890315 Itr. 
PELLETIER.J.P. Vermont Yankee Nuclear Power Corp. 89/03/15. 4pp. 49038:199- 
49038:202. 


T. Hearing transcripts on non-antitrust matters 

8903100194 Memorandum of Vermont Yankee Nuclear Power Corp on existence of any 
genuine & substantial question of fact re Contention 1.* Facts established beyond any 
genuine & substantial dispute demonstrate that contention invalid. 

GAD.R.K. Vermont Yankee Nuclear Power Corp. GAD.R.K. Ropes & Gray. #189 
8220. 89/02/28. Atomic Safety and Licensing Appeal Panel. 9pp. 48701:100- 
48701:129. 

-8903100203 Sworn testimony of DA Reid.JT Herron, JK Thayer.CH Hansen & PA Ber- 
geron submitted by Vermont Yankee Nuclear Power Corp per 10CFR2.1 113(a).* Cer- 
tificate of Svc end. 

REID.D.A., HERRON, J.T. Vermont Yankee Nuclear Power Corp. THAYER, J.K. Yankee 
Atomic Electric Co. 89/02/28. 21pp. 48701:109-48701:129. 

8903230271 Sworn testimony of WK Sherman, nuclear engineer.State of VT, in opposi- 
tion to testimony of DA Reid.et al, Vermont Yankee Nuclear Power Corp, submitted per 
10CFR2.11 13(a).* Certificate of Svc encI.Related correspondence. 

SHERMAN, W.K, Vermont, State of. #189 8304. 89/03/17. 20pp. 48888:022- 
48888:041. 

8903290131 Vermont Yankee Nuclear Power Corp motion to strike State of VT so- 
ca'led rebuttal testimony.* Testimony of witness WK Sherman should be stricken for 
fa .ure *o comc.y w ■ Beard 8901 1 2 order. 

GADR.K Vermont YarKce Nuclear Power Corp. GAD.R.K. Ropes & Gray. #189 
8350. 89/03/20. Atomic Safety and Licensing Board Panel. 3pp. 49001:090- 
49001:114. 

-8903290154 Sworn written rebuttal testimony of DA Reid.JT Herron, JK Thayer.CH 
Hansen 8 PA Bergeron submitted by Vermont Yankee Nuclear Power Corp per 
10CFR2.1 113(a).* Board should approve license amend.Certificate of Svc end. 
REID.D.A., HERRON, J.T., THAYER, J.K. Vermont Yankee Nuclear Power Corp. 89/03/ 
20. 14pp. 49001:101-49001:114.. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8902230432 Rev 4 to Artificial Island Emergency Plan Administrative Procedure EPIP- 
1006, Rev 9 to EPIP 1013 & Rev 13 to table of contents. 

BLAUER.M. Public Service Electric & Gas Co. of New Jersey. 89/02/17. 71pp. 
48578:260-48578:330. 

8903210265 Rev 7 to EPIP 204S, “Emergency Response Callout/Personnel Recall." 
THOMSON, G. Public Service Electric & Gas Co. of New Jersey. 89/03/06. 37pp. 
48982:326-48982:357. 


H. General correspondence 

8903080185 Comment supporting proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants, extension of NRC authority to BOP portion 
of plant & misapplication of adequate protection std of backfit rule. 

PRESTON, B.A. Public Sen/ice Electric & Gas Co. of New Jersey. 89/02/24. 
CHILK.S.J. Office of the Secretary of the Commission. 8pp. 48745:210-48745:217. 


I. Financial information 


8903210133 Forwards 1988 stockholders annual repts of each owner of facility & 1989 
projected cash flow statements, per 1975 amends to Price-Anderson Act. 
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89'03/14. Doc- 
ument Control Branch (Document Control Desk). 14pp. 490-3 ‘ ?4«. 4-:«:32.l 


J. Insurance & indemnity information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 


P. Operating license stage documents & correspondence 

8902280430 Forwards comments on specific questions re policy statement on exemp- 
tions from regulatory control published in FR on 881 21 2. Util believes sliding scale of 
benefit approach should be used re radiation exposure. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/02/09. 
Docketing & Services Branch. 4pp. 48633:170-48633:173. 

8903020136 Returns 880808 proposed Tech Specs Change LCR 88-06 because exten- 
sive mods necessary before approval can be granted. 

B-m.ER.A.R. P'cjoci Directorate 1-2. 89/02/15. MILTENBERGER.S. Public Service 
E'ecfic & Gas Co. c ; New Jersey. 3pp. 48674:170-48674:214. 

8902230441 Responds to J Stone 890202 request for addl info re 881231 License 
Change Request 88-15,cencom ! -.g redefinition of “fully withdrawn" from 228 steps 
withdrawn to range from 222 ic 223 stops withdrawn. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/02/16. Doc- 
ument Control Branch (Document Control Desk). 2pp. 48569:340-48569:341. 

8903270345 Notification of 890313 meeting w/C-E in Rockville, MD to discuss results of 
Salem project & licensing of future C-E projects. 

NEWBERRY, S. Instrumentation & Control Systems Branch. 89/02/23. THADANI.A.C. 
Assistant Director for Systems. 2pp. 49158:273-49158:274. 

8903130453 Summary of 890222 conference call w/util re NRC 890104 request for addl 
info concerning NU REG-0737, Item II.D.1. 

STONE, J.C. Project Directorate 1-2. 89/03/02. NRC - No Detailed Affiliation Given. 
3pp. 48950:087-48950:089. 

8903140493 Forwards revised Tech Spec pages for inclusion in License Change Re- 
quest 88-02,dtd 88091 2,per J Stone request. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/03. Doc- 
ument Control Branch (Document Control Desk). 2pp. 48857:087-48857:129. 

-8903140570 Proposed Tech Spec pages for inclusion in License Change Request 88- 
02,dtd 880912. 

* Public Service Electric & Gas Co. of New Jersey. 89/03/03. 41pp. 48857:089- 
48857:129. 

8903150214 Documents 890202 telcon re License Change Request 88-11 on RHR auto 
closure interlock deletion. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/03. Doc- 
ument Control Branch (Document Control Desk). 3pp. 48859:116-48859:118. 

8903140298 Discusses util 881230 application for amends to Licenses DPR-70 & DPR- 
75, incorporating new fuel design VANTAGE 5 Hybrid.Total Zircalloy-4 mass used in 
core grill warrants evaluation before NSHC determination rendered. 

TOSCH.K. New Jersey, State of. 89/03/06. Document Control Branch (Document 
Control Desk). Ip. 48834:056-48834:056. 

8903140102 Notification of 890314 meeting w/util in Rockville, MD to discuss application 
of Generic Ltr 87-09, “Sections 3.0 & 4.0 of STS on Applicability of Limiting Condi- 
tions for Operation & Surveillance Requirements." 

STONE, J.C. Project Directorate 1-2. 89/03/07. BUTLER, W.R. Project Directorate 1-2. 
3pp. 48858:180-48858:182. 

8903200368 Forwards safety evaluation supporting licensee response to Generic Ltr 83- 
28, Item 4.5.2, "Reactor Trip Sys Reliability, On-Line Testing.” 

STONE, J.C. Project Directorate 1-2. 89/03/10. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 48970:311-48970:314. 

-8903200373 Safety evaluation accenting uti 1 830722 response to Generic Ltr 83- 
28, Item 4.5.2 re reactor trip sys reliabi.ily cn-lric testing. 

* NRC - No Detailed Afflliatior Given 89 03; '3. Ip. 48970:314-48970:314. 
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8903160296 Gonoric t tr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products. Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411) 89/03/21. Consolidated 
Edison Co of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York. Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York. Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903140641 Responds to NRC 890118 Itr re concerns noted in Insp Repts 50-272/88- 
80 & 50-31 1/88-80. In-house INPO-type observation & engineering assurance process 
to irio‘s* ! 'v S evaluate patterns hd'ceting reed for addl mgl attention -nitiated. 

M ; L T : \:J"RGE = P S. Public Serv.cn Eocirc & Gas Co. of New Jersey. 89/03/03. Doc- 
ument Control Branch (Document Control Desk). 3pp. 48833:334-48833:336. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety : D cs* 370729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 252 -:>.”JC.34S. 

8903150231 Requests alternate schedule for responding to Action 1 .b of NRC Bulletin 
88-011 re pressurizer surge line thermal stratification. Westinghouse Owners Group 
effort to resolve issue from generic standpoint joined. 

LABRUNA.S. Public Sen/ice Electric & Gas Co. of New Jersey. 89/03/06. Document 
Control Branch (Document Control Desk). 6pp. 48871:346-48871:351. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVcS.J T. Division of Low Level Waste Ms-ngere-t 1 Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. o' Nsw ''~rk, Inc. 117pp. 48798:114- 
48798:231. 

8903210138 Responds to NRC 890208 Itr re violations noted in Insp Repts 50-272/88- 

24 & 50-31 1/88-27 .Corrective actions:spilled fuel oil cleaned.emergency diesel gener- 
ator returned to svc & individuals involved counseled. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 89/03/10. Document 
Control Branch (Document Control Desk). 5pp. 48985:043-48985:047. 

8903210178 Responds to NRC 890208 Itr re violations noted in Insp Repts 50-272/88- 

25 & 50-31 1/88-25.Corrective actions:radiation protection supervisors involved w/ 
steam generators counseled on strict compliance w/radiation permits & requirements. 
LABRL.-IA.S Pubi.c Service Electric & Gas Co. c* New Jersey. 09/03/10. Document 
Control Branch (Document Control Desk). 5pp. ^5965 :53-4f!«r::'):0S' 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Brc-ake-s During Seismic Event." Svc list end. 

ROSS:,C E. Divis-cn of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 89/03/15. 
Conso .da:ed Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

POSS'.CE. D'vis : c" of Operational Events Assessment (Post 870411). 89/03/23. 
Corse Ed wr. Cc of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8902270223 Monthly operating rept for Jan 1989 for Salem Generating Station Unit 
1.W/890211 Itr. 

ORTICELLE.A., WHITE, P. Public Service Electric & Gas Co. of New Jersey. 89/01/31 . 
11pp. 48586:029-48586:038. 

8903090252 "Ts-hs'co Mo-vtorirc Rept for Jan 1989." W/890224. 

TREJO.J. Pinii- Se-iw.* blodr s & Gas Co. of New Jersey. 89/01/31. CAPORALE.G. 
New Jersey, State of. 25pp. 48781 :200-48781 :224. 


8903220119 Monthly operating rept for Feb 1988 for Salem Unit 1.W/ 890315 Itr. 
ORTICELLE.A., MILLER.L.K. Public Service Electric & Gas Co. of New Jersey. 89/02/ 
28. 11pp. 49006:001-49006:011. 

8903140634 Forwards Tech Spec 6.9. 1.5 annual repts of personnel receiving exDosures 
in excess of 100 mrem/yr. Results of steam generator tube svc insps performed during 
rth c .‘rj:- in Nov 1988 for Salem LJnii 2 also end. 

V . TNrb-.ji'P.S :j ublic Service Electric & Gas Co. of New Jersey. 89/03/03 Doc- 
ument Control Branch (Document Control Desk). 2pp. 48834:071-48834:080. 

-8903140711 Tech Spec 6.9. 1.5 annual rept re personnel receiving exposures greater 
than 100 mrem/yr. 

* Public Service Electric & Gas Co. of New Jersey. 88/12/31. 4pp. 48834:073- 
48834:076. 

-8903140712 Tech Spec 6.9.1. 5 annual rept re personnel receiving exposures greater 
than 100 mrem/yr.Results of steam generator tube svc insps performed during fourth 
refueling outage of Salem Unit 2 in Nov 1988 end. 

* Public Service Electric & Gas Co. of New Jersey. 88/12/31. 4pp. 48834:077- 
48834:080. 

8903210316 Forwards SGS-RERR-25, "Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1988” & Rev 5 to ODCM. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/03. Doc- 
ument Control Branch (Document Control Desk). 2pp. 48981:1 17-48981:271. 

-8903210321 "Salem Generating Station Semiannual Radioactive Effluent Rept,Jul-Dec 
1 988 " 

* Public Service Electric & Gas Co. of New Jersey. SGS RERR-25. 88/12/31. 59pp. 
48981:119-48981:271, 

8903220435 Forwards amended discharge monitoring rept for plant containing info as 
required in Permit NJ0005622 for Jan 1989. 

TREJO.J. Public Service Electric & Gas Co. of New Jersey. 89/03/09. CAPORALE.G. 
New Jersey, State of. 7pp. 49008:328-49008:334. 

-8903220448 Amended "Discharge Monitoring Rept for Jan 1989." 

TREJO.J. Public Service Electric & Gas Co. of New Jersey. 89/01/31. 6pp. 
49008:335-49008:340. 


S. Reportable occurrences, LERs & related correspondence 

8903020619 LER 89-004-00:on 890120,Tech Spec Surveillance Table 4.3-1, Number 
20, “Reactor Coolant Pump Breaker Position Trip" not performed as required.Caused 
by inadequate administrative controls. Procedure "Reactor Coolant...” issued.W/ 
890216 Itr. 

POLLACK, M.J., MILLER, L.K. Public Service Electric & Gas Co. of New Jersey. 89/02/ 
16. 5pp. 48669:354-48669:358. 

8903100474 LER 89-005-00:on 8901 27, Tech Spec Action Statement 3.0.5 entered due 
to both trains of ECCS being inoperable. Caused by equipment problem.Blind flange 
installed on component cooling HX svc water inlet piping 12A.W/890224 Itr. 
POLLACK.M.J., MILLER, L.K. Public Service Electric & Gas Co. of New Jersey. 89/02/ 
24. 5pp. 48803:056-48803:060. 

8903130129 LER 89-008-00:on 890207, blackout loading on vital bus 1C 

occurred.Caused by personnel error. Personnel involved counseled. Lessons learned 
will be incorporated into appropriate training programs.W/890302 Itr. 

POLLACK.M.J., MILLER.L.K. Public Service Electric & Gas Co. of New Jersey. 89/03/ 
02. 4pp. 48818:142-48818:145. 

8903140533 LER 89-007-00:on 890206, reactor tripped on steam generator low level 
concurrent w/ steam flow/feed flow mismatch.Caused by nuclear control operator not 
selecting correct channel ±:ing pc-rfe^anrro ?,* Procedure 1PD-2.6.060.W/890302 Itr. 

POLLACK.M.J., Ml ER, K Pjs : 1 - Scn-ice fsec-c & Gas Co. of New Jersey. 89/03/ 

02. 4pp. 48854:171-48854:174. 

8903140538 LER 89-006-00:on 890204.1 R4 1C RMS channel began spiking high result- 
ing in actuation signal for containment purge/pressure vacuum relief sys 
isoIation.Caused by failed electrical components. Monitor replaced. W/890302 Itr. 
POLLACK.M.J., MILLER.L.K. Public Service Electric & Gas Co. of New Jersey. 89/03/ 
02. 4pp. 48853:250-48853:253. 

8903150468 Supplemental Special Rept 88-3-7:on 8807 13-890206, addl fire barrier pen- 
etration seal i moa i r m e".ts not restored within 7 days.Cause could not be positively 
.msonrines/ rowa , .r i .v continue until fire protection concerns resolved. 

V ■■’ur.n: S-.rvce Electric & Gas Co. of New Jersey. 89/03/02. Document 

Control Branch (Document Control Desk). 7pp. 48876:297-48876:303. 

8903210093 LER 89-009-00:on 890206, discovered inadequate sampling of plant vent 
effluent releases.Caused by inadequate procedures & personnel error.New composite 
sar'oi'nr; a'^nme-v ncmcleted & procedures modified.W/890308 Itr. 

PC. La£<,M— , Mi — LP,. .K Public Service Electric & Gas Co. of New Jersey. 89/03/ 
08. 6pp. 48992:287-48992:292. 

8903210096 LER 89-01 0-00:on 890209,two trains of ESF sys made inoperable by 
common mode.Caused by equipment problem.Air sample pump replaced, monitors de- 
clared operable on 89021 0 & event will be reviewed by nuclear training ctr.W/890308 
Itr. 

POLLACK,M J., MILLER, L.K. Public Service Electric & Gas Co. of New Jersey. 89/03/ 
08. 6pp. 48984:036-48984:041. 

8903210299 LER 88-0 17-01:88091 9, steam flow channels I & II for steam generators 12 
& 14 & channel li for steam generator 13 declared inoperable due to low 
•’oad^s.Ca js? not determined. Steam flow channel recalibr.W/89031 0 Itr. 
r OLL ACK L‘ - , MILLER.L.K. Public Service Electric & Gas Co. of New Jersey. 89/03/ 
10. 5pp. 48989:189-48989:193. 

8903240213 LER 89-01 2-00:on 89021B,reactor trip on turbine trip occurred w/power 
above permissive P-7 while work in progress on turbine impulse chamber pressure 
transmitter.Caused by personnel error.License change approved. W/8903 15 Itr. 
POLLACK, M.J., MILLER, L.K. P iblic Service Electric & Gas Co. of New Jersey. 89/03/ 
15. 4pp. 49040:023-49040:026. 



DOCKETED ITEMS 65 


8903240221 LLR 89-01 1-00.on fil 1 0?l7.p(‘fson:i.-l identified 24 impaired fire barrici pen- 
etration seals not reported to NRG Caused ny personnel error & not adhering lo pro- 
cedure re fire protection program. Fire watch established.W/890315 Itr. 

POLLACK. M.J., MILLER.L.K' Public Service Electric & Gas Co. of New Jersey. 83/03/ 
15. 5pp. 49040:034-49040:038. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York. Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-273 BEZNAU NUCLEAR STATION, UNIT 1 


H. General correspondence 


8903080427 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear^power plants. 
DAVID.S.A. Pacific Gas & Electric Co. 89/02/21. Docketing & Services Branch. 3pp. 
48744:167-48744:169. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8902230477 Revised EPIPs.including Rev 6 to EP M-5 & Rev 9 to EP G-2S1. W/890214 
Itr. 

KEYWORTH.W.J., FUJIMOTO.W.H. Pacific Gas & Electric Co. 89/02/14. 17pp. 
48571:014-48571:029. 

8902280200 Forwards Rev 16 to physical security plan, per NRC 880517 Itr.Rev withheld 
(ref 10CFR73.21). 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/02/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 48626:258-48626:258. 

8903140155 Forwards Insp Repts 50-275/89-04 & 50-323/89-04 on 890131-0203.No 
deficiencies or violations noted. 

YUHAS.G.P. Region E. C‘c o' the Sector. 89/02/24. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp '■'■BOW- -jc-ssfis*' 'Si 

-8903140158 Insp Repts 50-275/89-04 & 50-323/89-04 on 880120-31 & 0203. No defi- 
ciencies or violations noted.Major areas inspected: previous insp findings & operation- 
al status of emergency preparedness program (procedures, facilities & training). 
BROWN, G.A., FISH.R.F. Region 5, Ofc of the Director. 89/02/24. 6pp. 48854:156- 
48854:161. 

8903230010 Requests confirmation that 890913 date acceptable for emergency pre- 
paredness exercise. 

FISH.R. Pacific Gas & Electric Co. 89/02/27. MARTIN, J.B. Region 5, Ofc of the Direc- 
tor. 1 p. 49030:1 44-49030: 1 44. 

8903210065 Forwards public version of Rev 5 to EPIP EP R-3 & Rev 10 to EP G-4.W/ 
undtd release memo. 

FUJIMOTO.W.H. Pacific Gas & Electric Co. 89/03/02. Document Control Branch 
(Document Control Desk). 2pp. 48994:144-48994:158. 

-8903210067 Rev 5 to EPIP EP R-3 & Rev 10 to EP G-4. 

* Pacific Gas & Electric Co. 89/03/02. 13pp. 48994:146-48994:158. 


H. General correspondence 


8612170083 Informs of change of address for NRC svc list. 

SILVER.S.A. Friends Peace Exchange (formerly Mothers for Peace). 86/12/09. 
SCHIERLING.H. PWR Project Directorate 3. 2pp. 39020:343-39020:344. 

8903030190 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
RHODES, M. Affiliation Not Assigned. 89/02/21. Docketing & Services Branch. 6pp. 
48718:046-48718:051. 

8903080483 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control.Utii agrees w/Health Physics Society & recommends that 
below regulatory control dose value be in range of 10-20 mrem per yr. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/02/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48765:107-48765:108. 


I. Financial information 


8903230427 “Pacific Gas & Electric Co Annual Rept 1988." W/890308 Itr. 
CLARKE, R.A. Pacific Gas & Electric Co. 88/12/31. 53pp. 49029:159-49029:211. 


J. Insurance A indemnity information 


8902240213 Forwards endorsements, including Endorsement 3 to NELIA Certificate NW- 
132, Endorsement 3 to MAELU Certificate MW-73, Endorsement 4 to NELIA Certificate 
NW-51 & Endorsement 4 to MAELU Certificate MW-135. 

LOCKE.R.F. Pacific Gas & Electric Co. 89/02/17. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 49pp. 48579:190-48579:238. 

•903220397 Forwards Endorsement 4 to NELIA Certificate NW-132 & MAELU Certifi- 
cate MW-73,Endorsement 33 to MAELU Policy MF-103, Endorsement 34 to MAELU 
Policy MF-103 & Endorsement 63 to NELIA Policy NF-228. 

LOCKE.R.F. Pacific Gas & Electric Co. 89/03/15. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 9pp. 49007:181-49007:189. 


P. Operating license stage documents & correspondence 

8903070111 Forwards comments developed by consultants in reviews of final rept of 
long-term seismic program for plant.G Gazetas requested to complete review & 
submit formal comments as soon as possible. 

REICH, M. Brookhaven National Laboratoiy. 88/11/15. PICHUMANI.R. NRC - No De- 
tailed Affiliation Given. 18pp. 48762:353-48763:010 

8903010235 "Diablo Canyon Long Term Seismic Program Response to Questions 1,2a 
& 2b." 

* Pacific Gas & Electric Co. 89/01/31. 350pp. 48637:275-48639-346. 

8902230550 Responds to Generic Ltr 88-17, "Loss of DHR." Summary table of oregran 
enhancements for instrumentation level.temp.RHR performance & procedures end Li.i 
participated in Westingkousc Owners Group efforts tc t-o'vc *tr. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/02/06. Branch (Docu- 

ment Control Desk). 36pp. 48568:255-48568:290. 

8902230571 Forwards response to NRC questions P0?19C public meeting re 
VANTAGE 5 fuel & NRC-imposed limitations on use y .'44. "Ref Core Rept 

VANTAGE 5 Fuel Assembly." 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/02/17. Document Control Branch (Docu- 
ment Control Desk). 9pp. 48568:159-48568:167. 

8902270513 Notification of 890301-03 meeting w/util in Rockville, MD to discuss NRC 
questions & util responses re seismic ground & 'o"r-te ,, ' v * cosmic program. 

ROOD.H. Project Directorate V. 89/02/21. :c\ C. Directorate V. 

7pp. 48589:140-48589:146, 

8902280383 Forwards response to Generic Ltr 88-14, "Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment." Util in process of obtaining & reviewing 
mfg instrument air quality recommendations. 

SHIFFER.J.D., LOCKE.R.F. Pacific Gas & Electric Co. 89/02/21. Document Control 
Branch (Document Control Desk). 6pp. 48624:224-48624:229. 

8903030279 Advises that util 880523 response to Generic Ltr 88-03, “Steam Binding of 
Auxiliary Feedwater Pumps," acceptable. Satisfactory implementation of procedures 
verified by Insp Repts 50-275/88-13 & 50-323/88-12. 

ROOD.H. Project Directorate V. 89/02/23. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 48694:286-48694:289. 

8903150539 Ack util 880602 response to Generic Ltr 88-05, “Boric Acid Corrosion of 
Carbon Steel Reactor Boundary Components in BWR Plants." Response provides as- 
surance that program addressing detrimental boric acid leakage in place & accepta- 
ble. 

ROOD.H. Project Directorate V. 89/02/24. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 48860:225-48860:228. 

8903080423 Forwards response to NRC 881213 questions on plant long term siesmic 
program final rept.W/105 proprietary common depth point seismic records.interpreted 
migrated sections. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 152pp. 48786:280-48786:328. 

8903090405 Forwards application for amend to Licenses DPR-80 & DPR-82, consisting 
of Amend Request 89-01 .revising Tech Spec Section 6.0, “Administrative Controls.” 
Feepaid. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). Ip. 48799:063-48799:083. 

-•89030904 1 1 Apcfcation fo r amends to Licenses DPR-80 & DPR-82, consisting of 
Amend F.cqics 1 . 89 C ■ /ovis rc Tech Spec Section 6.0, "Administrative Controls." 
SHIFFEP..J.U. I-'&cm-c Gas & Eectric Co. 89/02/28. 6pp. 48799:064-48799:069. 

—8903090414 Proposed Tech Specs.revising administrative controls. 

* Pacific Gas & Electric Co. 89/02/28. 14pp. 48799:070-48799:083. 

8903200043 Discusses closeout of Generic Ltr 85-12, "Implementation of TMI Action 
Item II.K.3.5, "Automatic Trip of RCP." 

ROOD.H. Project Directorate V. 89/03/09. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 48964:101-48964:104. 

8903240061 Forwards viewgraphs presented at 890301-03 meetings w/NRC in San 
Francisco, CA re long term seismic program. 

BRADY, F.W. Pacific Gas & Electric Co. 89/03/13. NRC • No Detailed Affiliation 
Given. 300pp. 49045:078-49046:044. 

8903270002 Forwards environ assessment & finding of no significant impact for amends 
to Licenses DPR-80 & DPR-82. Amends would revise Teen Spec 2.2.1 & associated 
bases to reduce steam generator water level low & low low setpoint to 7.2%. 

ROOD.H. Project Directorate V. 89/03/15. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 49055:312-49055:319. 

-8903270005 Environ assessment & finding of no significant impact re amends to Li- 
censes DPR-80 & DPR-82.Amends would revise Teen Specs by revising steam gener- 
ator low & low low level setpoints for initiating reactor trip. 

KNIGHTON, G.W. Project Directorate V. 89/03/15. 4pp. 49055:316-49055:319. 

8903230311 Comments on draft NUREG-1335 re individual plant exams, per 890223- 
0302 meetings w/NRC.Addl time should be allowed for presentation of program plan 
following finalization of NUREG-1335. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49048:153-49048:154. 

8903230362 Summary of 890301-03 meetings w/util in San Francisco, CA to discuss re- 
sponse to seismic ground motion questions, per 881213 Itr. 

ROOD.H. Project Directorate V. 89/03/17. Project Directorate V. 12pp. 49037:176- 
49037:187. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 
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8903270218 Notification of 890331 meeting w/util in Rockville, MD to discuss two 
amend requests to be submitted by licensee re seismic trip sys & diesel generator 
allowed outage l .‘~r Awds orrl 

ROOD.H. Project IVedc'EK: V 89/03/22. KNIGHTON.G.W. Project Directorate V. 
7pp. 49049:160-49049:166. 


Q. Inspection reports, IE Bulletins & correspondence 

8902270459 Forwards Mgt Meeting Repts 50-275/89-06 & 50-323/89-06 on 
890126.Concern noted re large number of personnel errors continuing to exist at fa- 
cilities. 

FAULKENBERRY.B. »egior 5. Ok: of the Director. 89/02/08. SHIFFER.J.D. Pacific 
Gas & Electric Co. 2pp 'obed ld7-4SGfi&V*5" 

-8902270462 Mgt Meeting Repts 50-275/89-06 & 50-323/89-06 on 890126. Major 
areas inspectedxurrent Region V concerns, including operations & valve lineup 
errors, configuration mgt & sys engineering problems. 

NARBUT.P.P., JOHNSTON.K.E , MENDONCA.M.M. Region 5, Ofc of the Director. 89/ 
02/08. 3pp. 48589:149-48589:151. 

8902270468 Forwards Insp Repts 50-275/89-03 & 50-323/89-03 on 890117- 26.No 
nonccmoliance noted Weaknesses identified in implementation of ALARA program. 
SCARANC.F.A f-cc-c- 5. Ox of :he Director. 89/02/10. SHIFFER.J.D. Pacific Gas & 
-lec-.rc ::c 2pp.4Hb££23--:a=65:24S. 

-8902270469 Insp Repts 50-275/89-03 & 50-323/89-03 on 890117-26.No noncompli- 
ance noted.Major areas inspected:nonroutine events, followup of open items, radwaste 
sys & raritolegicai environ monitoring & transportation activities. 

=USS:=LL.J.E , NORTH.H.S. Region 5. Ofc of the Director. 89/02/08. 14pp. 
48586:233-48586:246. 

8902280381 Forwards Insp Repts 50-275/88-32 & 50-323/88-30 on 881204- 
6901 21. No violations noted.Attention needed in two areas which deserve increased 
mgt attention. 

ZIMMERMAN.R.P. Region 5, Ofc of the Director. 89/02/14. SHIFFER.J.D, Pacific Gas 
& Electric Co. 2pp. 48633:148-48633:169. 

-8902280385 Insp Repts 50-275/88-32 & 50-323/88-30 on 681204-890121.No viola- 
tions noted.Major areas inspectedrpiant operation, maint & surveillance 
activities, followup of onsite events, open items & LERs. 

JOHNSTON.K.E., NARBUT.P.P., MENDONCA.M.M. Region 5, Ofc of the Director. 89/ 
02/10. 20pp. 48633:150-48633:169. 

8902280302 Ack receipt of 890119 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-275/88-31 & 50-323/88-29. Addl info re averaging technique 
approach for csd’la^c rjages/nciurf-.g rreesu^ng technique, requested. 

ZIMMERMAN, R.F Region b. Ok: ol :"e D:rocicr 89/02/17. SHIFFER.J.D. Pacific Gas 
& Electric Co. 2pp. 4fi6£/:340^3G?7-34=. 

8903030279 Advises that util 880523 response to Generic Ur 88-03, “Steam Binding of 
Auxiliary Feedwater Pumps," acceptable. Satisfactory implementation of procedures 
verified by Insp Repts 50-275/88-13 & 50-323/88-12. 

ROOD.H. Project Directorate V. 89/02/23. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 48694:286-48694:289. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903140155 Forwards Insp Repts 50-275/89-04 & 50-323/89-04 on 890131-0203.No 
deficiencies or violations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/02/24. SHIFFER.J.D. Padfic Gas & 
Electric Co. 2pp. 48854:154-48854:161. 

-8903140158 Insp Repts 50-275/89-04 & 50-323/89-04 on 880120-31 & 0203. No defi- 
ciencies or violations notedMajor areas inspected: previous insp findings & operation- 
al status of emergency preparedness program (procedures, fadlities & training). 
BROWN.G.A., FISH.R.F. Region 5, Ofc of the Director. 89/02/24. 6pp. 48854:156- 
48854:161. 


8903270146 Forwards Meeting Repts 50-275/89-10 & 50-323/89-10 on 890224 re QA 
engineering insp efforts. 

CHAFFEE, A.E. Region 5, Ofc of the Director. 89/03/08. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 49055:265-49055:270. 

-8903270148 Meeting Repts 50-275/89-10 & 50-323/89-01 on 890224.Major areas 
d s sc , jssod:cnr. : ncor'r.c related insp actfv^ns. 

-TC-1ARL3S S A., VENLTON'CA.r/ W Pej-jn 5, Ofc of the Director. 89/03/08. 4pp. 
49055:267-49055:270. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants.’ 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/1". 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903270172 Summary of 890112 public meeting w/NSSS Owners Groups, EPRI 
NUMARC to discuss proposed NRC bulletin on cracked studs. Agenda & list of attw; 
dees end. 

ROOD.H. Project Directorate V. 89/03/17. KNIGHTON.G. Project Directorate V. bpp 
49054:070-49054:075. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods/ 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903130702 "Diablo Canyon Nuclear Power Plant Semiannual Radioactive Effluent Re- 
lease Rept, July-Dee 1988." W/890301 Itr. 

FUJIMOTO.W.H. Pacific Gas & Electric Co. 88/12/31. 180pp. 48870:170-48870:349. 

8902270184 Monthly operating repts for Jan 1989 for Diablo Canyon Units 1 & 2.W/ 
890214 Itr. 

BEDESEM.P., NOLAN.J., TOWNSEND, J.D. Padfic Gas & Electric Co. 89/01/31. 
10pp. 48586:009-48586:018. 

8903090368 "Rept on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of Jan 1 989." W/89021 7 Itr. 

TOWNSEND.J.D. Pacific Gas & Electric Co. 89/01/31. LEONARD.W. California, State 
of. 25pp. 48783:001-48783:025. 

8903220104 Monthly operating repts for Feb 1989 for Diablo Canyon Units 1 & 2.W/ 
890315 Itr. 

BEDESEM.P., TOWNSEND, J.D. Pacific Gas & Electric Co. 89/02/28. 11pp. 
48993:305-48993:315. 


S. Reportable occurrences, LERs & related correspondence 

8612170367 LER 85-041 -01 :on 86091 7,discovered that ref cable between sensing head 
& transmitter for emergency borate flow channel 113 had electrical leads that were 
miswired.Caused by procedural deficiency .Channel properly wired.W/861212 Itr. 
WILSON.S.D., SHIFFER.J.D. Pacific Gas & Electric Co. 86/12/12. 7pp. 39024:063- 
39024:069. 


8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 


8902210564 NRC Info Notice 89-021, "Changes in Performance Charaderistics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York. Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Utton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:036-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM,R.£. Division of industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consdidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:156. 


•903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GRE£VES,J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 


8903130507 Special Rept 89-01 :on 890201 .diesel generator 1-1 did not start during per- 
formance of surveillance testCaused by failure of air starting motor pinion gear retain- 
ers on both motors.Operator rounds sheets revised. 

SHIFFER.J.D. Padfic Gas & Electric Co. 89/03/03. Document Control Branch (Docu- 
ment Control Desk). 9pp. 48829:348-48829:356. 


8903170155 LER 88-004-00:on 880225, unexplained increase in containment airborne 
radiation observed.Caused by leak in canopy seal weld of CRD mechanism head 
adapter plug at Spare Location L-5.Caused by IGSCC.PIugs replaced.W/890310 Itr. 
GREBEL.T., SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/10. 8pp. 48894:250- 
48894:257. 


8903280207 LER 88-026-01 :on 880901 .unit trip/turbine trip initiated by anti-motoring 
relay & subsequent reactor trip.Caused by root isolation valve on low side of differen- 
tial pressure switch in dosed position.Personnel reinstructed. W/B90321 Itr. 
MARBURGER.D.C., SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/21. 8pp. 
49063:188-49063:195. 


T. Hearing transcripts on non-antitrust matters 
8903100562 Final response to FOIA r 


1903100562 Final response to FOIA request for transcripts re facility. Forwards App H 
pwSuSi^ct! documents a,so ava * ,abte in FDR App I documents partially withheld 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/01. SCHMIEGE.P.A. O’Melveny & Myers. 4pp. 48874:081-48875:042. 

-8903100569 Transcript of 840123 closed meeting in Washington.DC re discussion of 
pending investigations on facility .Pp 1-27. 

* Commissioners. 84/01/23. 28pp. 48874:125-48874:152. 


-8903100574 Transcript of 840319 closed session in Washington.DC re status of pend- 
ing investigation on planLPp 74-85. 

* Commissioners. 84/03/19. 14pp. 48874:153-48874:166. 
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-8903100577 Transcript of 840326 closed meeting in Washington, DC re status of pend- 
ing investigation on plant. Pp 1-27. 

* Commissioners. 84/03/26. 28pp. 48874:167-48874:194. 

-8903100580 Transcript of 840730 closed meeting in Washington.DC re status of pend- 
ing investigations on plant °d 1A-88. 

* Commissioners. 8'!/C'."20 90pp. 48874:195-48874:285. 

-8903100585 Transcript of 850108 closed meeting in Washington.DC re periodic brief- 
ing on near-term OLs.Pp 20-21 . 

* Commissioners. 85/01/08. 3pp. 48874:286-48874:288. 

-8903100587 Transcript of 850108 meeting in Washington.DC re periodic briefing on 
near-term OLs.Pp 3-4. 

* Commissioners. 85/01/08. 3pp. 48874:289-48874:291. 

-8903100590 Partially withheld transcript of 850423 closed meeting in Washington.DC 
re discussion of pending investigations. Pp 2-8. 

* Commissioners. 85/04/23. 8pp. 48874:318-48874:325. 

-8903100593 Partially withheld transcript of 841022 closed meeting in Washington.DC 
re status of near-term OLs.Pp 33-55: 

* Commissioners. 84/10/22. 23pp. 48875:028-48875:042. 


V. Operator Examinations 

8902270260 Discusses requalification program evaluation scheduled for wks of 890515- 
0602. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/02/07. SHIFFER.J.D. Pacific Gas & 
Electric Co. 9pp. 48644:224-48644:232, 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing riatl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24, Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


8903290164 Philadelphia Electric Co consented-to motion to stay responses to Com- 
monwealth of PA proposed contentions.* Requests that ASLB stay util obligation to 
respond to Commonwealth of PA 880824 contentions. W/Certificate of Svc. 

IRWIN.D.P. Philadelphia Electric Co. IRWIN, D.P. Hunton & Williams. #189 8359. 89/ 
03/24. Atomic Safety and Licensing Board Panel. 5pp. 49001:047-49001:051. 

8903290221 Memorandum & order.* Stays util cbi’gafion to resoond to contentions, per 
ongoing settlement discussions between util & Comrorwoaith of PA.Monthly status 
rept requested.W/ Certificate of Svc.Served on 890327. 

FRYE, J.H. Atomic Safety and Licensing Board Panel. #189 8355. 89/03/27. Office of 
the General Counsel. 4pp. 48999:065-48999:068. 


I. Financial information 

89Q3200032 Forwards util annual financial repts for 1988.Projected cash internal cash 
flow statement also end. 

BRADLEY, E.J. Philadelphia Electric Co. 89/03/14. DINITZ.I. NRC • No Detailed Affili- 
ation Given. 13pp. 48973:049-48973:271. 

-89032 00037 "Annual Rept 1988." 

PAQUETTE, J.F. Philadelphia Electric Co. 88/12/31. 52pp. 48973:062-48973:113. 
-8903200042 “Annual Rept for 1988." 

CURTIS, N, Delmarva Power 6 Light Co. 88/12/31. 54pp. 48973:114-48973:167. 
-8903200046 “Annual Rept for 1988." 

HUGGARD.E.D., FEEHAN.J.D. Atlantic Electric of New Jersey. 88/12/31. 48pp. 
48973:168*48973:215. 

-8903200050 “1988 Annual Rept." 

FERLAND,E.J. Public Service Enterprise Group. 88/12/31. 56pp. 48973:216- 
48973:271. 


J. Insurance 8k indemnity information 
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F. Security, medical, emergency & fire protection plans 

8902230457. Informs of listed changes to .plant emergency plan. 

' GALLAGHER, J.W. Philadelphia Electric Co. 89/02/16. Document Control Branch 
(Document Control Desk). 2pp. 48570:304-48570:305. 

8903030003 Advises that 880527 & 1208 changes to physical security plan consistent 
w/provisions of 1 0CFR50.54(p) &' acceptable. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/02/17. MCNEILL.C.A. Philadelphia 
Electric Co. 3pp. 48694:283-48694:285. 

8903220416. Forwards public version of Rev 5 to Emergency Respdnse Procedure ERP- 
140, App 2, “Technical Support Team." 

FOGARTY, E.P. Philadelphia Electric Co. 89/03/01. Document Control Branch (Docu- 
ment Control Desk), Ip. 49003:302-49003:307. 

-8903220431. Public version of Rev 12 td emergency response procedures index. 

* Philadelphia Electric Co. 89/01/25. 5pp, 49003:303-49003:307. 

8903150252 Forwards Integrated Assessment Team Insp Repts 50-277/89-81 & 50- 
278/89-81 on 890203-1 7.Team concluded w/high confidence that . util mgt 
controls, programs & personnel performing at lever to support safe startup & operation 
of plant 

KANE.W.F. Region 1. Ofc of the Director. 89/03/06. MCNEILL, C. A-. Philadelphia Elec- 
tric Cq. 3pp. 48861 :027-48861 :156. 

8903200148 Forwards util emergency response exercise objectives for 1989.Annyal 
emergency preparedness exercise scheduled for 89061 4.Exercise will not involve off- 
site participation. 

GALLAGHER.J.W. Philadelphia Electric Co. 89/03/09. Document Control Branch 
(Document Control Desk). 4pp. 48965:320-48965:323. 

8903210330 Forwards Security Team Insp Repts 50-277/89-80 6 50-278/89-80 on 
890 105-27. Significant improvement noted ip security program. 

BELLAMY, R.R. Region T, Ofc of the Director. 89/03/16. MCNEILL.CA Philadelphia 
Electric Co. 3pp. 48982:244-48982:264. 

-8903210336 Physical Security Insp Repts 50-277/89-80 & 50-278/89-80 on 890105- 
27.Major areas inspected:aecurity program mgt & effectiveness, personnel experience 
& qualifications,testing & maint & licensee self-assessments & audits. 

KEIMIG.R.R., BELLAMY.R.R., CAMERON, D.F. Region 1, Ofc of the Director. 89/03/ 
16. 18pp. 48982:247-48982:264. 

8903230049 Confirms deletion of PBAPS commitment to monitor security of 10 of 21 
shifts.lnforms that results of Nuclear' QA technical monitoring program analyzed & indi- 
cate that significant improvement achieved. 

SMITH, D.M. Philadelphia Electric Co. 89/03/16. Document ControT Branch (Document 
Control Desk). 2pp. 49022:355-49022:356. 


0, Adjudicatory corres pondence 

•903010128 Philadelphia Electric Co consented-to motion for 30-day extension to re- 
spond to Commonwealth of PA contentions.* Requests that deadline for response & 
NRC response to 880824 contentions be extended by 30 days.W/Certificate of Svc. 
IRWIN, D.P. Philadelphia Electric Co. IRWIN.D.P. Hunton & Williams. #189 8084. 89/ 
02/21. Atomic Safety and Licensing Board Panel. 6pp. 48566:006-48568:01 1 . 

8903170039 Discusses Commonwealth of PA 9 util jointly submitted documents to NRC 
Region I memorializing understandings reached.re issues concerning plant 8 expecta- 
tions aa to further events in proceeding. W/Certificate of Svc. 

BEISNERAH. Pennsylvania, Commonwealth of. BEISNER.J.H. O’Melvany 9 Myers. 
IRWIN.D.P. Philadelphia Electric Ca #189 8249. 89/03/07. FRYE.J.H., BRIGHT, G.O., 
COLE.R.F. Atomic Safety and Licensing Board Panel. 4pp. 48611:095-48811:098. 


8903080514 Forwards Endorsements 130 9 131 to NELIA Policy NF-164, Endorse- 
ments 1 07 & 108 to MAELU Policy MF-44,Endorsements 94 9 95 to NELIA Policy NF- 
107, Endorsements 110 9 111 to NELIA Policy NF-220 & Endorsements 97 & 98 to 
MAELU Policy MF-73. 

FARRELL, E. Marsh & McLennan, Inc. 89/01/18. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 23pp. 48743:197-48743:220. 

8902280330 Forwards Endorsements 126 9 127 to NELIA Policy NF-140, Endorse- 
ments 76 & 77 to MAELU Policy MF-67, Endorsement 9 to NELIA Policy N-9,Endorse- 
ment 9 to MAELU Policy M-9 & Endorsements 9 to Certificates NELIA N-8 9 MAELU 
M-8. 

CULLEN, E.J. Philadelphia Electric Co. 89/02/16. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 9pp. 48644:121-48644:129. 


O. Advisory Committee on Reactor Safeguards reports 9 correspondence 

8903210066 Transcript of ACRS GE Reactor Plants Subcommittee 890308 meeting in 
Bethesda.MD re plant restart. Pp 130-28Q. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/08. 325pp. 48975:272- 
48976:265. 

8903210227 Discusses review of plant restartper ACRS 347th meeting on 890309- 
1 1 .Staff plans to continue close monitoring & evaluation of managerial 9 operational 
team for appropriate period after operation at power has begun endorsed. 
REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/03/14. 
ZECH.LW. Commissioners. 2pp. 49048:226-49048:227. 


P. Operating license stage documents 9 correspondence 


8903100371 FOIA request for documents re allegations of improper control room con- 
duct at util. 

CLAIR.K.S. Schnader, Harrison, Segal 9 Lewis. 89/01/13. NRC • No Detailed Affili- 
ation Given. 2pp. 48801:226-48801:227. 

8902230610 Notification of 890228 Public Meeting 89-027 w/util in Quarryville.PA to dis- 
cuss plant shutdown status 9 to receive public comments re restart issues. 
LINVILLE.J.C. Region 1, Ofc of the Director. 89/02/15; Region 1. Ofc of the Director. 
2pp. 48622:152-48622:153. 

8902230815 Notification of Public Meeting 89-029 in Fawn Grove Borough, PA to dis- 
cuss plant shutdown status 9 receive public comments re restart issues. 
LINVILLE.J.C. Region 1. Ofc of the Director. 89/02/15. Region 1, Ofc of the Director. 
2pp. 48555:353-48555:354. 


8902230624 Notification of Public Meeting 89-028 in Bel Air.MD to discuss plant shut- 
down status 9 receive public comments re restart isaues. 

LINVlLLEJvC. Region 1, Ofc of the Director. 89/02/15. Region 1, Ofc of the Director. 
2pp. 48555:313-48655:314. 

9902240178 Staff requirements memo re 890206 briefing in Rockville, MD re status of 
plant.Licensee requested to discuss restart plan 9 mgt challenges for 1989 at future 

ChIlk&J. Office of the Secretary of the Commission. 89/02/16. STELLO.V. Ofc of 
the Executive Director for Operations. 2pp. 48583:320-48563:321. 

9903200184 Responds to NRC questions raised at 881019 meeting re util 880907 appli- 
cation for amends to Licenses DPR-44 9 DPR-56, addressing voltage 
regulation. Bechtel repts re verification of calculated auxiliary distribution sys end. 
KOWALSKI, SJ. Philadelphia Electric Co. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 5pp. 48966:020-48967:360. 

-6903200195 Rev 1 to “Peach Bottom Atomic Power Station Units 2 9 3, Verification of 
Calculated Auxiliary Distribution Sys Voltages by Test" 

* Bechtel Power Corp. 89/01/31. 300pp. 48966:025-48966:308. 
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-8903200191 "Peach Bottom Atomic Power Station Units 2 & 3 Voltago Regulation 
Study." 

* Bechtel Power Corp. 89/01/31. 305pp. 48966 309-.18067 360. 

8903200446 Forwards application for amends to Licenses DPR-44 & DPR-56, consisting 
of Tech Spec Change Request 88-15,duc to add! transformer installation. to clarify 
auxiliary electrical limiting conditions for operation. W/ one oversize drawing. 
HUNGER.G.A. Philadelphia Electric Co. 89/03/09 Document Control Branch (Docu- 
ment Control Desk). 4pp. 48956:221-48956:240. 

-8903200447 Application for amends to Licenses DPR-44 & DPR-56. consisting of Tech 
Spec Change Request 88- 15, revising Tech Spec Pages 217.219 & 222 as' result of 
addl transformer to supply offsite power to station. 

GALLAGHER.J.W. Philadelphia Electric Co. 89/03/09. 12pp. 48956:226-48956:237. 


8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 


Electrical Connectors." Svc list end. , 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 


8903140484 Responds to violations noted in Electrical Team Insp Repts 50-277/89-07 
& 50-278/89-07 on 8901 30-02 lO.Technical analysis of adequacy of size & type of 
fuses will be rppo«1«r1 in »Qn317 submittal. „ ^ 

KOWALSKI. 5 , : ‘i: p - ' * Electric Co. 89/03/03. Document Control Branch (Docu- 

ment Consol Desk). 3pp. 48858:067-48858:069. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 


-8903200448 Proposed Tech Specs re limiting condition for operation for auxiliary elec- 
trical equipment. 

* Philadelphia Electric Co. 89/03/09. 5pp. 48956:238-48956:240. 

8903210322 Confirms that Units 2 & 3 Containment Purge & Vent Valve AO-2519 mod 
complete. 

GALLAGHER.J.W. Philadelphia Electric Co. 89/03/09. Document Control Branch 
(Document Control Desk). 2pp. 48981:272-48981:273. 

8903170230 Advises that QA program description meets requirements of App B of 
10CFR50 & acceptable. 

MARTIN, R E P- ojeri DTcctC'ate 1-2. 89/03/10. HUNGER.G.A. Philadelphia Electric 
Co. 3pp. ‘C:> 

8903200009 Requests expedited review & issuance of 890310 Tech Spec Change Re- 
quest 89-02 re rev to calibr frequencies for source range monitor & detector not in 
startup position instrument channels for control rod block actuation. 

HUNGER, G.A. Philadelphia Electric Co. 89/03/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48959:346-48959:347. 

8903200364 Application for amends to Licenses DPR-44 & DPR-56, consisting of Tech 
Spec Oang-r. Roqjost 89-02 ‘c-mc. re surveillance requirement to calibr source-range 
-.cnr.y & T - e r nctf.a::> r-ng. M : nor. 

^mlaceiph s -Jeclr .: Cd. 89/03/10. Document Control Branch (Docu- 
ment Control Desk). 15pp. 48970:266-48970:285. 

-8903200494 Proposed Tech Specs re min test & calibr frequency for control rod block 
actuation & limit switch adjustment. 

* Philadelphia Electric Co. 89/03/10. 5pp. 48970:281-48970:285. 

8903220492 Forwards questions on util Rept PECo-FMS-0005, "Methods for Performing 
BWR Steady State Reactor Physics Analyses." Firm commitment to schedule for sub- 
mittal of response requested. 

MARTIN.R.E. Project Directorate 1-2. 89/03/13. HUNGER.G.A. Philadelphia Electric 
Co. 6pp. 49008:174-49008:179. 

8903230384 Forwards Amends 140 & 142 to Licenses DPR-44 & DPR-56, respectively 
& safety evaluation.Amends revise min count rate required on source range monitors 
for withdrawal of control rods for startup. 

MARTIN.R.E. Project Directorate 1-2. 89/03/15. HUNGER, G.A. Philadelphia Electric 
Co. 3pp. 49036:338-49036:357. 

-8903230386 Amends 140 & 142 to Licenses DPR-44 & DPR-56, respectively, revising 
min rate required on source rang-} renitc-s fo- withdrawal of control rods for startup. 
BUTLER, W.R. Project Directoraic I 2. 83/C 3/ li> 14pp. 49036:341-49036:354. 

-8903230391 Safety evaluation supporting Amends 140 & 142 to Licenses DPR-44 & 
DPR-55, respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/03/15. 3pp. 
49036:355-49036:357. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8903150252 Forwards •-‘-s-ctn.'f Assessment Team Insp Repts 50-277/89-81 & 50- 
278/89-81 on s-T./C.: ‘ concluded w/high confidence that util mgt 

controls.programs & personnel performing at level to support safe startup & operation 
of plant. 

KANE.W.F. Region 1, Ofc of the Director. 89/03/06. MCNEILL.C.A. Philadelphia Elec- 
tric Co. 3pp. 48861:027-48861:156. 


—8903150255 Integrated Assessment Team Insp Repts 50-277/89-81 & 50-278/89-81 
on 890203-1 7.Major areas inspected: effectiveness of restart plan corrective actions & 
degree of readiness of licensee mgt controls. 

LINVILLE.J.C. Region 1, Ofc of the Director. 89/03/06. 127pp. 48861:030-48861:156. 


8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 


8903200264 Responds to NRC Bulletin 88-007.Suppl 1, "Power Oscillations in BWRs." 
GE stability recommendations completed & implemented for Limerick Generating Sta- 
tion Units 1 & 2 on 890 131 .Clarification of util 880915 response provided. 
GALLAGHER, J.W. Philadelphia Electric Co. 89/03/07. Document Control Branch 
(Document Control Desk). 3pp. 48970:180-48970:182. 


8903220250 Forwards memo prepared for Secretary of Natural Resources re observa- 
tion of util operation of plant during integrated assessment team insp. 

MAGETTE.T.E. Maryland, State of. 89/03/07. KANE.W.F. Region 1, Ofc of the Direc- 
tor. 8pp. 49008:180-49008:187. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Ma-agcne-t & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. c 1 Now ro-i, Inc. 117pp. 48798:114- 
48798:231. 


8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

RCSSi.C.E. Qiv'sic'* o* Cpfi'clnra Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903210330 Forwards Security Team Insp Repts 50-277/89-80 & 50-278/89-80 on 
8PC 05-27 Sicn ; *ica-t irerevonant noted in security program. 

Br.LLAMY.R.P. Hogion G!c ct :he Director. 89/03/16. MCNEILL, C.A. Philadelphia 
Electric Co, 3pp. 48982:244-48982:264. 

-8903210336 Physical Security Insp Repts 50-277/89-80 & 50-278/89-80 on 890105- 
27.Major areas inspected:security program mgt & effectiveness, personnel experience 
& qualifications, testing & maint & licensee self-assessments & audits. 

KEIMIG.R.R., BELLAMY, R.R., CAMERON, D.F. Region 1, Ofc of the Director. 89/03/ 
1 6. 1 8pp. 48982:247-48982:264. 


8902280354 Ack receipt of 881221 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-277/88-38 & 50-278/88-38. 

MARTIN.T.T. Region 1, Ofc of the Director. 89/02/09. MCNEILL, GA. Philadelphia 
Electric Co. 2pp. 48633:016-48633:023. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903130134 Ack receipt of 881206 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-277/88-32 & 50-278/88-32 re licensed operator requalification 
program. 

MARTIN.T.T. Region 1, Ofc of the Director. 89/02/27. MCNEILL.C.A. Philadelphia 
Electric Co. 3pp. 48818:321-48818:345. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 


8903240268 Forwards advance response to potential restart issues identified by NRC 
during Spedal Electrical Team Insp 50-277/89-07 & 50-278/89-07 on 890130-0230. 
KOWALSKI, S.J. Philadelphia Electric Co. 89/03/17. Document Control Branch (Docu- 
ment Control Desk). 16pp. 49044:259-49044:274. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York. Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903060118 “Annual Occupational Exposure Tabulation 13,1988" W/ 890224 Itr. 
MCFADDEN.J.R., HUNGER, G.A. Philadelphia Electric Co. 88/12/31. 6pp. 48739:295- 


8903100479 “Semiannual Effluent Releases Rept 26,Jul-Dec 1988.” W/ 890224 Itr 
MCFADDEN.J.R., BURLY.W.C.. HUNGER, G^. Philadelphia Electric Co. 88/12/31 
80pp. 4881 5:282-4881 5:360. 


8902240236 Monthly operating repts for Jan 1989 for Peach Bottom Units 1 & 2 W/ 
89021 5 Itr. 

BARON.M.J., SMITH, D.M. Philadelphia Electric Co. 89/01/31. 14pp. 48579:155- 
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8903200102 Monthly operating repts for Feb 1989 for Peach Bottom Units 1 & 2.W / 
890314 Itr. 

BARON.M.J.. SMITH.D.M. Philadelphia Electric Co. 89/02/28. 14pp. 48964:034- 
48964:047. 

8903130208 Forwards plant status rept for 890130-0227. 

LINVILLE.J.C. Region 1, Ofc of the Director. 89/03/02. KANE.J.C. Region 1, Ofc of 
the Director. 5pp. 48830:287-48830:291. 


S. Reportable occurrences, LERs & related correspondence 

8903010122 LER 89-001 -00:on 8901 20, discovered that instrument calibr requirements 
associated w/ intermediate-range monitor input into rod block instrumentation not sat- 
isfied by existing procedures.Caused by personnel inadequacies.W/890222 Itr. 
CRIBBE.T.E., SMITH.D.M. Philadelphia Electric Co. 89/02/22. 6pp. 48659:351- 
48659:356. 

8903030432 PNO-l-89-014:on 890227 Commonwealth of PA & util announced agree- 
ment on proposed actions to address Commonwealth concerns re mgt & safety at 
plant & to provide exchange of info w/Commonwealth for next 8 yrs. 

LINVILLE.J., WEN2INGER.E. Region 1, Ofc of the Director. 89/02/27. Ip. 48739:151- 
48739:151. 

8903100382 NPDES noncompliance notification:on 890127,sample taken from storm 
drain 101 exceeded oil & grease monthly limit.Oil absorbent matl placed at discharge 
of storm drain inside oil retaining boom. 

SMITH.D.M. Philadelphia Electric Co. 89/02/27. Pennsylvania, Commonwealth of. 
2pp. 48803:239-48803:240. 

8903130551 LER 88-024-01 :on 881006,failure of two surveillance tests (ST) to verify 
pump operability per Tech Spec 4.14.A.1.a determined.Caused by inadequate controls 
governing generation/rev of STs.Program initiated.W/890303 Itr. 

CRIBBE.T.E., SMITH.D.M. Philadelphia Electric Co. 89/03/03. 6pp. 48821:179- 

48821:184. 

8903140483 LER 89-002-00:on 890202, determined that several conditions found during 
analysis of unsuccessful special test of emergency cooling sys may inhibit function of 
sys needed to maintain safe shutdown.W/890306 Itr. 

CRIBBE.T.E., SMITH.D.M. Philadelphia Electric Co. 89/03/06. 8pp. 48857:318- 

48857:325. 

8903140578 LER 89-003-00:on 890207, group 2C primary containment isolation sys 
valve isolation occurred resulting in motor- operated feedwater flush valves receiving 
signals to close. Caused by stated hadvertf-'t sicr.a's.W '8903C8 Itr. 

CRIBBE.T.E., SMITH.D.M. Philadelphia bo:::r's Co 83/03. OR. 6pp. 48837:223- 

48837:228. 


T. Hearing transcripts on non-antitrust matters 

8902240316 Transcript of 890206 briefing in Rockville, MD re status of plant.Pp 1- 
49.Supporting info end. 

* Commissioners. 89/02/06. 89pp. 48571:158-48571:247. 

8903210099 Transcript of ACRS GE Reactor Plants Subcommittee 890308 meeting in 
Bethesda,MD re Peach Bottom restart. Pp 1-129. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/08. 132pp. 48985:155- 
48985:286. 


U. Congressional/Executive Correspondence 

8812280136 Responds to 881021 & 1121 Itrs re opportunity for members of Peach 
Bottom community to express views on plant restart NRC would not authorize restart 
of plant if security problems endanger public health & safety. 

2ECH.L.W. Commissioners. 88/12/14. GRAY.W.H. House of Rep. 7pp. 47950:317- 
47951:062. 


V. Operator Examinations 

8903130134 Ack receipt of 881206 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-277/88-32 & 50-278/88-32 re licensed operator requalification 

Kitin', T.T. Region 1, Ofc of the Director. 89/02/27. MCNEILL, C.A. Philadelphia 
Electric Co. 3pp. 48818:321-48818:345. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8902230457 Informs of listed changes to plant emergency plan. 

GALLAGHER, J.W. Philadelphia Electric Co. 89/02/16. Document Control Branch 
(Document Control Desk). 2pp. 48570:304-48570:305. 

8903030003 Advises that 880527 & 1208 changes to physical security plan consistent 
w/provisions of 10CFR50.54(p) & acceptable. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/02/17. MCNEILUC.A. Philadelphia 
Electric Co. 3pp. 48694:283-48694:285. 

8903220416 Forwards public version of Rev 5 to Emergency Response Procedure ERP- 
140,App 2, “Technical Support Team.” 

FOGARTY, E.P. Philadelphia Electric Co. 89/03/01. Document Control Branch (Docu- 
ment Control Desk). Ip. 49003:302-49003:307. 

-8903220431 Public version of Rev 12 to emergency response procedures index. 

* Philadelphia Electric Co. 89/01/25. 5pp. 49003:303-49003:307. 


8903150252 Forwards Integrated Assessment Team Insp Repts 50-277/89-81 & 50- 
278/89-81 on 890203- 17.Team concluded w/high confidence that util mgt 
controls, programs & personnel performing at level to support safe startup & operation 
of plant. 

KANE.W.F. Region 1, Ofc of the Director. 89/03/06. MCNEILL.C.A. Philadelphia Elec- 
tric Co. 3pp. 48861:027-48861:156. 

8903200148 Forwards util emergency response exercise objectives for 1989. Annual 
emergency preparedness exercise scheduled for 89061 4.Exercise will not involve off- 
site participation. 

GALLAGHER, J.W. Philadelphia Electric Co. 89/03/09. Document Control Branch 
(Document Control Desk). 4pp. 48965:320-48965:323. 

8903210330 Forwards Security Team Insp Repts 50-277/89-80 & 50-278/89-80 on 
890105-27.Significant improvement noted in security rrogram 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/03-16. MCNE'.LL.CA Philadelphia 
Electric Co. 3pp. 48982:244-48982:264. 

-8903210336 Physical Security Insp Repts 50-277/89-80 & 50-278/89-80 on 890105- 
27.Major areas inspected:security program mgt & effectiveness, personnel experience 
& qualifications, testing & maint & licensee self-assessments & audits. 

KEIMIG.R.R., SKELTON.R.F., SMITH, G.C. Region 1, Ofc of the Director. 89/03/16. 
18pp. 48982:247-48982:264. 

8903230049 Confirms deletion of PBAPS commitment to monitor security of 10 of 21 
shifts. Informs that results of Nuclear QA technical monitoring program analyzed & indi- 
cate that significant improvement achieved. 

SMITH.D.M. Philadelphia Electric Co. 89/03/16. Document Control Branch (Document 
Control Desk). 2pp. 49022:355-49022:356. 


G. Adjudicatory correspondence 

8903010125 Philadelphia Electric Co consented-to motion for 30-day extension to re- 
spond to Commonwealth of PA contentions." Requests that deadline for response & 
NRC response to 880824 contentions be extended by 30 days.W/Certificate of Svc. 
IRWIN, D.P. Philadelphia Electric Co. IRWIN, D.P. Hunton & Williams. #189 8084. 89/ 
02/21. Atomic Safely and Licensing Board Panel. 6pp. 48566:006-48566:011. 

8903170039 Discusses Commonwealth of PA & util jointly submitted documents to NRC 
Region I memorializing understandings reached re issues concerning plant & expecta- 
tions as to further events in proceeding.W/Certificate of Svc. 

BEISNER.J.H. Pennsylvania, Commonwealth of. BEISNER.J.H. O’Melveny & Myers. 
IRWIN, D.P. Philadelphia Electric Co. #189 8249. 89/03/07. FRYE.J.H., BRIGHT, G.O.. 
COLE.R.F. Atomic Safety and Licensing Board Panel. 4pp. 48811:095-48811:098. 

8903290164 Philadelphia Electric Co consented-to motion to stay responses to Com- 
monwealth of PA proposed contentions." Requests that ASLB stay util obligation to 
respond to Commonwealth of PA 880824 contentions.W/Certificate of Svc. 

IRWIN, D.P. Philadelphia Electric Co. IRWIN,D.P. Hunton & Williams. #189 8359. 89/ 
03/24. Atomic Safety and Licensing Board Panel. 5pp. 49001:047-49001:051. 

8903290221 Memorandum & order." Stays util obligation to respond to contentions, per 
ongoing settlement discussions between util & Commonwealth of PA.Monthly status 
rept requested.W/ Certificate of Svc.Served on 890327. 

FRYE.J.H. Atomic Safety and Licensing Board Panel. #189 8355. 89/03/27. Office of 
the General Counsel. 4pp. 48999:065-48999:068. 


I. Financial information 

8903200032 Forwards util annual financial repts for 1988.Projected cash internal cash 
flow statement also end. 

BRADLEY, E.J. Philadelphia Electric Co. 89/03/14. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 13pp. 48973:049-48973:271. 

-8903200037 “Annual Rept 1988." 

PAQUETTE, J.F. Philadelphia Electric Co. 88/12/31. 52pp. 48973:062-48973:113. 
-8903200042 “Annual Rept for 1988." 

CURTIS, N. Delmarva Power & Light Co. 88/12/31. 54pp. 48973:114-48973:167. 
-8903200046 “Annual Rept for 1988." 

HUGGARD.E.D., FEEHAN,J.D. Atlantic Electric of New Jersey. 88/12/31. 48pp. 
48973:168-48973:215. 

-8903200050 “1988 Annual Rept" 

FERLAND.E.J. Public Service Enterprise Group. 88/12/31. 56pp. 48973:216- 
48973:271. 


J. Insurance & indemnity Information 

8903080514 Forwards Endorsements 130 & 131 to NELIA Policy NF-164, Endorse- 
ments 107 & 108 to MAELU Policy MF-44, Endorsements 94 & 95 to NELIA Policy NF- 
107, Endorsements 110 & 111 to NELIA Policy NF-220 & Endorsements 97 & 98 to 
MAELU Policy MF-73. 

FARRELL, E. Marsh & McLennan, Inc. 89/01/18. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 23pp. 48743:197-48743:220. 

8902280330 Forwards Endorsements 126 & 127 to NELIA Policy NF-140, Endorse- 
ments 76 & 77 to MAELU Policy MF-67,Endorsement 9 to NELIA Policy N-9,Endorse- 
ment 9 to MAELU Policy M-9 & Endorsements 9 to Certificates NELIA N-8 & MAELU 
M-8 

CULLEN, E.J. Philadelphia Electric Co. 89/02/16. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 9pp. 48644:121-48644:129. 


O. Advisory Committee on Reactor Safeguards rt ports A correspondence 

8903210066 Transcript of ACRS GE Reactor Plants Subcommittee 890308 meeting in 
Bethesda,MD re plant restart.Pp 130-280. Supporting documentation end. 

" ACRS - Advisory Committee on Reactor Safeguards. 89/03/08. 325pp. 48975:272- 
48976:265. 
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8903210227 Discusses review of plant restart, per ACRS 347th meeting on 890309- 
11. Staff plans to continue close monitoring & evaluation of managerial & operational 
team for appropriate period after operation at power has begun endorsed. 

REMICK.F.J. ACRS * Advisory Committee on Reactor Safeguards. 89/03/14. 
ZECH.L.W. Commissioners. 2pp. 49048:226-49048:227. 


P. Operating license stage documents & correspondence 


8903100371 FOIA request for documents re allegations of improper control room con- 
duct at util. 

CLAIR.K.S, Schnader, Harrison, Segal & Lewis. 89/01/13. NRC - No Detailed Affili- 
ation Given. 2pp. 48801:226-48801:227. 

8902230610 Notification of 89022= =lW:c Mating 39-C27 w/di: OLarry.ilfe.PA to dis- 
cuss plant shutdown status & to receive pjo'is comment re rssta-: issues. 
LINV1LLE.J.C. Region 1, Cifc of the Director. 89/02/15. Region 1, Ofc of the Director. 
2pp. 48622:1 52-48622:153. 

8902230615 Notification of Public Meeting 89-029 in Fawn Grove Borough, PA to dis- 
cuss plant shutdown status & receive public comments re restart issues. 

LINVILLE.J.C. Region 1, Ofc of the Director. 89/02/15. Region 1, Ofc of the Director. 
.2pp. 48555:353-48555:354. 

8902230624 Notification of Public Meeting 89-028 in Bel Air.MD to discuss plant shut- 
down status & receive public comments re restart issues. 

LINVILLE.J.C. Region 1, Ofc of the Director. 89/02/T5. Region 1, Ofc of the Director. 
2pp. 48555:3 1 3-48555:31 4. 

8902240178 Staff requirements memo re 890206 briefing in Rockville ,MD re status of 
planlLicertsee requested to discuss restart plan & mgt challenges for 1989 at future 
briefing. 

CHiLK,SJ. Office of the Secretary of the Commission. 89/02/16. STELLO.V. Ofc of 
the Executive Director for Operations. 2pp. 48583:320-48583:321. 

8903200164 Responds to NRC questions raised at 881019 meeting re util 880907 appli- 
cation for . amends to Licenses DPR-44 6 DPR-56, addressing voltage 
regulation.Bechtel repts re verification of calculated auxiliary distribution sys end. 
KOWALSKI, SJ. Philadelphia Electric Co. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 5pp. 48966:020-48967:360. 

2 & 3, Verification of 


-8903200191 "Peach Bottom Atomic Power Station Units 2 & 3 Voltage Regulation 
Study.” • 

' * Bechtel Power Corp. 89/01 /31 . 305pp. 48966:309-48967:360. 


-8903200185 Rev 1 to “Reach Bottom Atomic Power Station Unit 
^B^i^^Pov^1^p!^/^1/3'L^300pp a 489^:0^5-48966:308. 


8903200446 Forwards application for amends to Licenses DPR-44 & DPR-56, consisting 
of Tech Spec Change Request 88-15,due to addl transformer instaliation.to clarify 
auxiliary electrical limning conditions for opera tion.W/one oversize drawing. 
HUNGER.GA Philadelphia Electric Co. 89/03/09. Document Control Branch (Docu- 
• ment Control Desk). 4pp, 48956:221-48956:240. 

-8903200447 Application for amends to Licenses DPR-44 & DPR-56, consisting of Tech 
Spec Change Request 88-1 5, revising Tech Spec Pages 217,219 & 222 as result of 
addl transformer to supply offsite power to station. 

GALLAGHER, J.W. Philadelphia Electric Co. 89/03/09. 12pp. 48956:226-48956:237. 

■ -8903200448 Proposed Tech Specs re limiting condition for operation for auxiliary elec- 
trical equipment ■ 

* Philadelphia Electric Co. 89/03/09. 5pp. 48956:238-48956:240. 

8903210322 Confirms that Units 2 & 3 Containment Purge & Vent Valve AO-2519 mod 
complete. 

GALLAGHER.J.W. Philadelphia Electric Co. 89/03/09. Document Control Branch 
(Document Control Desk). 2pp. 48981 £72-48981 £73. 

6903170230' Advises that QA program description meets requirements of App B of 
10CFR50 & acceptable. 

MARTIN.R.E' Project Directorate 1-2. 89/03/10. HUNGER.GA Philadelphia Electric 
Co. 3pp. 48950:191-48950:193, 

89O32W0JW I Requests expedited, review 6 issuance of 890310 Tech Spec Change Re- 
quest 89-02 re rev to palibr frequencies for source range monitor & detector not In 
starts Portion instrument channels for control rod block actuation. 

HUNGER.GA Philadelphia Electric Co. 89/03/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48959:346-48959:347. 

8903200364 Application tor amends to Licenses DPR-44 & DPR-56, consisting of Tech 
n^OT^i^mS^-mi^’moIStor^ surve * ,lance fe 9 ‘ jiremen t to cafibr source-range 

H ^^‘5^ Phflade, P h,a Bec ^ c Co. 89/03/10! Document Control Branch (Docu- 
ment Control Desk). 15pp. 48970£66-48970:2&5. 

,?'2 pos ^J e £ h s P ecs » min test * cafibr frequency for control rod block 
actuation 6 mum switch ad j ust m ent 

* Philadelphia Electric Co. 89/03/10. 5pp. 48970:281-48970:285. 

R ®P‘ PeCo-FMS-0005, “Methods for Performing 
8WR Steady State Reactor Physics Analyses." Firm commitment to schedule for sub- 
mtttaf of response fBQuostodJ 

'■- 89/03i ' 13 - HU NGEH.OA. Philadelphia Electric 


MWHWIMFowjictAinenil. 140 & 142 to Ucenses DPR-M & DPR-56, respectively 

ral0 "*** ° n90Ureeranfle m0nit0re 
X ’ 2 ' 89/03/15 * HUNGERGA Philadelphia Electric 

"**>3 2 3 03 86 Amends 140 & 142 to Licenses DPR-44 6 DPR-56/espectively, revising 
^^2fg ir ®5^»ouK»iange monitors for withdrawal of control rods for startup. 
BUTLER,W.R. Project Directorate 1-2. 89/03/15. 14pp. 49036341-49036:354. 


-8903230391 Safety evaluation supporting Amends 140 & 142 to Licenses DPR-44 & 
DPR-55, respectively. „ 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/15. 3pp. 
49036:355-49036:357. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. _ 

VARGA, S.A. Associate Director for Projects (Post 87041 1). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902280354 Ack receipt of 881221 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-277/88-38 & 50-278/88-38. 

MARTIN, T.T. Region 1, Ofc of the Director. 89/02/09. MCNEILL.C.A. Philadelphia 
Electric Co. 2pp. 48633:016-48633:023. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSiSI,C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppt 1 to NRC info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-46589:110. 

8902210564 NRC Info Notice 89-021, “Change? in Performance Characteristics of 
MOIded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903130134 Ack receipt of 881206 itr informing NRC of steps taiken to correct violations 
noted in Insp Repts 50.-277/88-32 & 50-278/88-32 re licensed operator requalification 

MARTIN, T.T. Region 1, Ofc of the Director. 89/02/27; MCNEILL.C.A. Philadelphia 
Electric Co. 3pp. 4881 8:321 -4881 8:345. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001 -48732;1 06. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903140484 Responds to violations noted in Electrical Team Insp Repts 50-277/89-07 
& 50-278/89-07 on 8901 30-021 0.Technical analysis of adequacy of size & type of 
fuses will be reported in 890317 submittal. 

KOWALSKI.S.J. Philadelphia Electric Co. 89/03/03. Document Control Branch (Docu- 
ment Control Desk); 3pp. 48858:067-48858:069. 


8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGBAM.R.E. Division of Industrial & Medical Nuclear- Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 


8903150252 Forwards Integrated Assessment Team insp Repts 50-277/89-81 & 50- 
278/89-81 on 890203-1 7.Team concluded w/high confidence that util mgt 
conyols, programs & personnel. performing at level to support safe startup & operation 
of 

KANE.W.F. Region 1, Ofc of the Director. 89/03/06. MCNEILL, C.A. Philadelphia Elec- 
tric Co. 3pp. 48861 .027-48861 :1 56. 


—8903150255 Integrated Assessment Team Insp Repts 50-277/89-81 & 50-278/89-81 
on 890203-1 7.Major areas inspected: effectiveness of restart plan corrective actions & 
degree of readiness pf licensee mgt controls. 

UNVILLEJ.C. Region 1, Ofc of the. Director. 89/03/06. 127pp. 48861 :030-4886.1 : 1 56. 

89030 10207 NRC Info Notice 89-026, '‘Instrument Air Supply to Safety-Related Equip- 
ment. * Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 


890^00264 Responds to NRC Bulletin 88-007.Suppl 1, “Power Oscillations in BWRs." 
GE stability recommendations completed & implemented for Limerick Generating Sta- 
*>« yPRIS ?v2P ©SSi 1 3 1 -Oauificatton of util 880915 response provided. 9 

GALLAGHER J.W. Philadelphia Electric Co. 89/03/07. Document Control Branch 
(Document Control Desk). 3pp. 48970:180-48970:182. 


89p32202M Forwwds memo prepared for Secretary of Natural Resources re observa- 
PPP. °l, u ! 1 [ opefa . t !P n ? f Ptortftonna integrated assessment team insp. 
to! 8^T^:lS?49008^r • / ° 7 * **"***- Ofc of the Direc- 


890802018$ NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High >ln- 
tegrty Oxitainers^ for Disposal of Low Level. Radwaste." Svc list end. ^ 

GREEVESJ.T. Division of Low Level Waste Management & Decommissioning (Post 

48798£31 89/03/08 ‘ C0n80 “* t ® d Edl80n °* <* lnTll5^*^%!l?J 

8803080372 NRC Info Notice 89-028, “Weight A Ctr of Gravity Discrepancies for Cooes. 
Vulcan Air-Operated Valves." Svc list end u*crwpancie* tor copes- 

ssaa^sss&srssa^ 

«« « «EA Boerei Ore* 
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8903090133 NRC Into Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment {Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903210330 Forwards Security Team Insp Repts 50-277/89-80 & 50-278/89-80 on 
890105-27.Significant improvement noted in security program. 

BELLAMY, R.R. Region 1. Ofc o* the Director. 89/03/16. MCNEILL, C. A. Philadelphia 
Electric Co. 3pp. *898? 2^- 16982 2S\ 

-8903210336 Physical Security Insp Repts 50-277/89-80 & 50-278/89-80 on 890105- 
27.Major areas inspected:security program mgt & effectiveness, personnel experience 
& qua'ifkrations testing & maint & licensee self-assessments & audits. 

KEIMG.H R , bcl i A.VY.R.R., CAMERON, D.F. Region 1, Ofc of the Director. 89/03/ 
16. 18pp. 48982:247-48982:264. 

8903240268 Forwards advance response to potential restart issues identified by NRC 
during Spcda! Electrical Team Insp 50-277/89-07 & 50-278/89-07 on 890130-0230. 
KCViAlSKI.S*. Philadelphia Electric Co. 89/03/17. Document Control Branch (Docu- 
ment Control Desk). 16pp. 49044:259-49044:274. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903060118 "Annual Occupational Exposure Tabulation 13,1988." W/890224 Itr. 
MCFADDEN.J.R., HUNGER, G.A. Philadelphia Electric Co. 88/12/31. 6pp. 48739:295- 
48739:300. 

8903100479 “Semiannual Effluent Releases Rept 26,Jul-Dec 1988." W/ 890224 Itr. 
MCFADDEN.J.R., BURLY, W.C., HUNGER, G.A. Philadelphia Electric Co. 88/12/31. 
80pp. 48815:282-48815:360. 

8902240236 Monthly operating repts for Jan 1989 for Peach Bottom Units 1 & 2.W/ 
890215 Itr. 

BARON.M.J., SMITH.D.M. Philadelphia Electric Co. 89/01/31. 14pp. 48579:155- 
48579:168. 

8903200102 Monthly operating repts for Feb 1989 for Peach Bottom Units 1 & 2.W/ 
890314 Itr. 

BARON, M.J., SMITH.D.M. Philadelphia Electric Co. 89/02/28. 14pp. 48964:034- 
48964:047. 

8903130208 Forwards plant status rept for 890130-0227. 

LINVILLE.J.C. Region 1, Ofc of the Director. 89/03/02. KANE.J.C. Region 1, Ofc of 
the Director. 5pp. 48830:287-48830:291. 


S. Reportable occurrences, LERs & related correspondence 

8903030432 PNO-l-89-014:on 890227 Commonwealth of PA & util announced agree- 
ment on proposed actions to address Commonwealth concerns re mgt & safety at 
plant & to provide exchange of info w/Commonwealth for next 8 yrs. 

LINVILLE.J., WENZINGER.E. Region 1, Ofc of the Director. 89/02/27. Ip. 48739:151- 
48739:151. 

8903100382 NPDES noncompliance notification:on 8901 27, sample taken from storm 
drain 101 exceeded oil & grease monthly limit.OII absorbent matl placed at discharge 
of storm drain inside oil retaining boom. 

SMITH.D.M. Philadelphia Electric Co. 89/02/27. Pennsylvania, Commonwealth of. 
2pp. 48803:239-48803:240. 


T. Hearing transcripts on non-antitrust matters 

8902240316 Transcript of 890206 briefing in Rockville, MD re status of planLPp 1- 
49,Supporting info end. 

* Commissioners. 89/02/06. 89pp. 48571:158-48571:247. 

8903210099 Transcript of ACRS GE Reactor Plants Subcommittee 890308 meeting in 
Bethesda,MD re Peach Bottom restarLPp 1-129. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/08. 132pp. 48985:155- 
48985:286. 


U. Congressional/Executive Correspondence 

8812280136 Responds to 881021 & 1121 Itrs re opportunity for members of Peach 
Bottom community to express views on plant restart. NRC would not authorize restart 
of plant if security problems endanger public health & safety. 

ZECH.L.W. Commissioners. 88/12/14. GRAY.W.H. House of Rep. 7pp. 47950:317- 
47951:062. 


V. Operator Examinations 

8803130134 Ack receipt of 881206 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-277/88-32 & 50-278/88-32 re licensed operator requalification 

MARTIN, T.T. Region 1, Ofc of the Director. 89/02/27. MCNEILL, C.A. Philadelphia 
Electric Co. 3pp. 48818:321-48818:345. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8612230413 Forwards Rev 18 to security prograraRev withheld (ref 10CFR73.21). 
STEWART ,W.L. Virginia Power (Virginia Electric & Power Co.). 86/12/11. GRACE, J.N. 
Region 2, Ofc of the Director. 2pp. 39078:184-39078:185. 

8903030526 Ack receipt of 890125 Itr re scenario/controller package & 881205 itr w/ 
scope & objectives for plant emergency exerdse on 89021 6.Documents acceptable 
for demonstrating corrective actions to areas noted deficient in 1988 exercise. 
DECKER, T.R. Region 2, Ofc of the Director. 89/02/15. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.), ip. 48693:210-48693:210. 

8903010214 Revised emergency plan implementing procedures, including Rev 12 to 
EPIP-3.02,Rev 3 to EPlP-4.01,Rev 5 to EPIP-4.19,Rev 3 to EPIP-5.02,Rev 14 to EPIP- 
5.03 & Rev 6 to EPI P-5.05. W/ 890222 Itr. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/22. 83pp. 
48646:018-48646:101. 

8903210257 Advises that 890104 Rev 2 to security contingency plan consistent w/pro- 
visions of 10CFR50.54(p) & acceptable. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/01. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 48983:301-48983:303. 

8903210402 Requests two addl emergency notification sys extensions for technical sup- 
port ctr personnel.Extensions should be provided for emergency coordinator 8 emer- 
gency manager. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/14. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48993:113-48993:114. 


H. General correspondence 

8903020003 Comment supporting Chapter 1 re policy statement on exemptions below 
regulatory concern.Policy development for criteria for release of radioactive matl 
needed for development of consistent waste mgt practices. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/14. Docket- 
ing & Services Branch. 11pp. 48671:147-48671:157. 


P. Operating license stage documents & correspondence 

8902270251 Summary of 881208 meeting w/util in Rockviile.MD to discuss mod to 
emergency diesel generators & subsequent testing & short-term & long-term mods to 
control room & emergency switch/relay roomchiller air conditioning sys. 

BUCKELY.B.C. Project Directorate 11-2. 89/02/16. Project Directorate 11-2. 66pp. 
48587:332-48588:037. 

8903020463 Summary of 881222 meeting w/util in Rockviile.MD re restart issues for 
plant.Licensee presentation on status of restart issues & schedule & list of attendees 
end. 

BUCKLEY, B.C. Project Directorate 11-2. 89/02/16. Project Directorate 11-2. 41pp. 
48673:018-48673:058. 

8903010121 Application for amends to Licenses DPR-32 & DPR-37, revising heatup & 
cooldown curves. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/20. Docu- 
ment Control Branch (Document Control Desk). 3pp. 48645:001-48645:052. 

-8903010124 Proposed Tech Specs revising heatup & cooldown curves. 

* Virginia Power (Virginia Electric & Power Co.). 89/02/20. 16pp. 48645:004- 
48645:019. 

-8903010134 "Analysis of Capsule V From Virginia Power Co Surry Unit 1 Reactor 
Vessel Radiation Surveillance Program - Surry Unit 1 Reactor Vessel Heatup & Cool- 
down Limit Curves for Normal Operation." 

SCHMERTZ.J.C., RAY.N.K., MEYER, T.A. Westinghouse Electric Corp. WCAP-11492 
R01. 88/06/30. 34pp. 48645:020-48645:052. 

8903020671 Forwards response to Generic Ltr 88-14, “instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment." Util contacted selected mfgs of air operat- 
ed devices to establish air quality requirements but was unsuccessful. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/21. Docu- 
ment Control Branch (Document Control Desk). 15pp. 48674:144-48674:158. 

8903010071 Forwards revised Relief Request P-1 from ASME Section XI inservice 
pump testing vibration velodty ref values.Min value of 0.05 inches per second for vi- 
bration velocity ref values proposed. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/22. Docu- 
ment Control Branch (Document Control Desk). 5pp. 48648:149-48648:153. 

8903090087 Confirms mgt meeting at util on 890228, per 890217 telcon. Proposed 
meeting agenda end. 

ERNST.M.L. Region 2, Ofc of the Director. 89/02/24. CARTWRIGHT, R.W. Virginia 
Power (Virginia Electric & Power Co.). 3pp. 48801:093-48801:095. 

8903130176 Forwards safety evaluation supporting licensee 880208 & 0605 submittals 
re proposal to remove requirement of venting containment liner weld leak-chase chan- 
nels during Type A containment leak rate test 

BUCKLEY.B.C. Project Directorate 11-2. 89/03/06. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 48818:315-48618:320. 

-8903130181 Safety evaluation supporting licensee 880206 & 0805 submittals re con- 
tainment liner weld leak-chase channels. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/06. 4pp. 
48818:317-48818:320. 

8903220399 Forwards relief request 8 technical paper re ASME Section XI inservice 
pump testing vibration velocity ref values. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/08. Docu- 
ment Control Branch (Document Control Desk). 8pp. 49020:212-49020:219. 
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8903200441 Advises that 890106 response to Generic Ltr 88-17 on loss of OHR meets 
intent of itr re expeditious actions.Guidance to ensure that actions adequate 
listed.Calculations should be performed on RCS hot «irf^ opo-tc* 

BUCKLEY.B.C. Project Directorate 11-2. 89/03/10. -'-.r- : -v"! Cir.' ■■ Virginia Power 
(Virginia Electric & Power Co.). 3pp. 48959:339-48959:341. 

8903240341 Notification of 890330 meeting w/util in Rockville.MD to discuss util interim 
organizational changes & overall long- term improvement plan to enhance plant oper- 
ations. 

BUCKLEY.B.C. Project Directorate 11-2. 89/03/15. BERKOW.H.N. Project Directorate 
11-2. 3pp. 49040:016-49040:018. 

8903230401 Advises that issue of NUREG-0737,Action Plan Item II.K.3.5 satisfactorily 
resolved for plants.NRC genencally approved Westinghouse Owners Group methodol- 
ogy specified in Generic Ltr 85-12. 

ENGLE, L.B. Project Directorate 11-2. 89/03/20. CARTWRIGHT. W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 49029:260-49029:262. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903270378 Notification o f 890329 meeting w/uti‘ in Pockville.MO to discuss proposed 
Tech Specs amends on -sorv.co :n?p & ics-nq prcg-am 

BUCKLEY.B.C. Project Dir,?c!c;a:o -2 U9/33 //?. -VI-KCA'.-- \ Project Directorate 
11-2. 3pp. 49055:242-49055:244. 


Q. Inspection reports, IE Bulletins & correspondence 

8903090172 Summarizes 890126 enforcement conference re design control & correc- 
tive action problems affecting various plant sys.List of meeting attendees & view- 
graphs end. 

ERNST.M.L. Region 2. Ofc of the Director. 89/02/22. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 67pp. 48780:258-48780:324. 

8903130260 Forwards fnsp Repts 50-280/88-51 & 50-281/88-51 on 881218-890128 & 
notice of violation.Rept documents licensee commitment to restore instrument air sys 
to full operability prior to unit restart. 

REYES.IA Region 2 Ofc of the Director. 89/02/23. CARTWRIGHT, W.R. Virginia 
Power (vircj nia Elect':: 8 Power Co.). 2pp. 48810:338-48810:362. 

-8903130265 Notice of violation from insp on 881 21 8-890 128.Violation noted:on 
8901 11, containment isolation valve CC-TV-209A inadvertently operated in closed di- 
rection resulting in fc'eakage of mec K nnica! stop blocking device. 

REYES, LA. Region 2, Ofc o ; :hc Diicc:or. 89/02/23 2pp 48810:340-48810:341. 

-8903130270 Insp Repts 50-280/88-51 & 50-281/88-51 on 881218-890128. Violations 
noted.Major areas inspected:licensee action on previous enforcement matters.plant 
operations, plant maint, LER review & followup on inspector identified items. 
HOLLAND.W.E., YORK.J.W., NICHOLSON.LE. Region 2. Ofc of the Director. 89/02/ 
22. 21pp. 48810:342-48810:362. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSS1.C.E Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903060026 Responds to NRC 890127 Itr re violations noted in Insp Repts 50-280/88- 
49 & 50-281 /88-49.Corrective actionszimproperly attached red tape removed & shield- 
ing properly secured & red tape on stainless steel pipe determined unharmful. 
CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/27. Docu- 
ment Control Branch (Document Control Desk). 6pp. 48738:131-48738:136. 

8903080227 Withdraws Relief Request NDE-24 re inservice insp program plan for com- 
ponents & component supportsTime, manpower & personnel exposure required to 
mark subj welds does not commensurate w/gain in increased accuracy. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/28. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48767:050-48767:051. 

8903140073 Forwards Insp Repts 50-280/89-02 & 50-281/89-02 on 890123- 27.Viola- 
tion & unresolved item noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/28. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 48854:175-48854:196. 

-8903140079 Insp Repts 50-280/89-02 & 50-281/89-02 on 890123-27. Violation & un- 
resolved item noted.Major areas inspected: radiation protection program, including or- 
ganization & mgt control.training & qualifications & exposure control. 

BASSETT, C.H., POTTER.J. Region 2. Ofc of the Director. 89/02/2 2. 20pp. 
48854:177-48854:196. 

. 8903090151 Forwards "1988 Annual Steam Generator Inservice Insp Rept” 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/01. Docu- 
ment Control Branch (Document Control Desk), 2pp. 48783:077-48783:095. 

-8903090153 “1988 Annual Steam Generator Inservice Insp Rept" 

* Virginia Power (Virginia Electric & Power Co.). 89/03/01. 17pp. 48783:079- 
' 48783:095. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 


8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclei Sn'cV (Pcs* e??729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. ■■ v 'C< 1 :1 /C C 

8903220048 Forwards Exam Repts 50-280/OL-88-02 & 50-281 /OL-88-02 administered 
during wk of 881024-27. 

MICHAELS. Region 2, Ofc of the Director. 89/03/06. Document Control Branch (Doc- 
ument Control Desk). Ip. 48997:132-48997:134. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Mansgc-nont & Doco-.missioning (Post 
870413). 89/03/08. Consolidated Edison Co. o' Now v o'k. !-c " v pp. 4373S ‘ M- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list enct 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903220353 Forwards supplemental responses to NRC Bulletin 88-008, “Thermal 
Stresses in Piping Connected to RCS.” NDE of lines susceptible to high-cycle fatigue 
completed.No indications of adverse effects due to thermal stratification noted. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/15. Docu- 
ment Control Branch (Document Control Desk). 6pp. 49021:028-49021:033. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903270378 Notification of 890329 meeting w/util in Rockville.MD to discuss proposed 
Tech Specs amends on inservice insp & testing program. 

BUCKLEY.B.C. Project Directorate 11-2. 89/03/22. BERKOW.H.N. Project Directorate 
11-2. 3pp. 49055:242-49055:244. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903090333 “Semiannual Radioactive Effluent Release Rept,Jul-Dec 1988.” W/890302 
Itr. 

BLOUNT.P.F., CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 88/ 
12/31. 55pp. 48785:077-48785:1 32. 

8902270351 Monthly operating repts for Jan 1989 for Surry Power Plant Units 1 & 2.W/ 
890215 Itr. 

WARREN.L A.. CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/ 
01/31. 23pp. 48586:336-48586:358. 

8903220156 Monthly operating repts for Feb 1989 for Surry Power Station Units 1 & 
2.W/890315 Itr. 

WARREN, L.A., CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/ 
02/28. 23pp. 49003:3 1 7-49003:339. 


S. Reportable occurrences. LERs & related correspondence 

8903080144 LER 89-003-00:on 8901 20, during installation of inside recirculation spray 
pump B motor, damage to insulation of one of motor power feeder cables 
observed.Probably caused by handling of flex conduitW/890227 Itr. 

KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 89/02/27. 6pp. 
48741:325-48741:330. 

8903090182 LER 89-005-00:on 890204,auto start of emergency diesel generators 1 & 3 
occurred upon loss of transfer bus F.Caused by 4,160-volt supply circuit breaker 
failure.Circuit breaker cleaned & tested satisfactory.W/890303 Itr. 

KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 89/03/03. 7pp. 
48780:238-48780:244. 

8903090210 LER 89-006-00:on 890208,spurious train B safety injection occurred during 
Special Test 241. Caused by inadequate test procedure.Personnel performing special 
test terminated. Investigation conducted.W/890303 itr. 

KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 89/03/03. 5pp. 
48784:001-48784:005. 

8903270108 LER 89-004-00:on 89021 5, determined that cable tray covers did not 
comply w/App R commitments since min cable separation did not meet Reg Guide 
1.75 requirements.Caused by improper installation & reinstallation.W/890315 Itr. 
KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 89/03/15. 5pp. 
49049:178-49049:182. 
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V. Operator Examinations 

8903220048 Forwards Exam Repts 50-280/OL-88-02 & 50-281 /OL-88-02 administered 
during wk of 881024-27. 

MICHAEL.B. Region 2. Ofc of the Director. 89/03/06. Document Control Branch (Doc- 
ument Control Desk). Ip. 48997:132-48997:134. 

-8903220062 Comments on reactor operator & senior reactor operator written exams 
administered at plant on 881024. 

BENSON.D.L. Virginia Power (Virginia Electric & Power Co.). 88/10/28. Region 2, Ofc 
of the Director. 10pp. 48998:055-48998:064 

8903230435 Requests cancellation of Operator License SOP-20547 for JA Bailey. 
CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/15. Docu- 
ment Control Branch (Document Control Desk). Ip. 49024:278-49024:278. 

8903240181 Certifies that training programs for both initial licensing & requalification 
training of operators & senior operators at plants accredited by INPO & based on sys 
apples!" ts tra'rhq.pc' Generic Ltr 87-07. 

CA-t ■ ,\ r t:Gi 1 ' ,‘.V v rginia Power (Virginia Electric & Power Co.). 89/03/20. Office 

of Nuclear Reactor Regulation, Director (Post 870411). Ip. 49039:157-49039:157. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001 *49005:056. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8903130650 Forwards AH Wells 881222 ltr to DP Batalo providing info on surface fluxes 
& dose rates obtained to support inclusion of NAC-1 28 S/T cask in ISFSI SAR. 
WELLS, A.H. Nuclear Assurance Corp. 89/03/01 . ROBERTS, J. Office of Nuclear Ma- 
terial Safety & Safeguards, Director. 17pp. 48833:206-48833:221. 
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F. Security, medical, emergency & fire protection plans 

8612230413 Forwards Rev 18 to security nrccra t Pov withheld (ref 10CFR73.21). 
STEWART, W.L Virginia Power (V!rg«p'a Elc=:nc & -»r.wer Co.). 86/12/11. GRACE.J.N. 
Region 2, Ofc c‘ ine L' rw"::\ 2pp. ‘SiiC'fi a 54-3£rC7S 185. 

8903030526 Ack receipt of 890125 ltr re scenario/controller package & 881205 ltr w/ 
scope & objectives for plant eme-ge^cy exercise on 89021 6. Documents acceptable 
for domcrstrat'rq corrective actor's !c areas r.c:cc deficient in 1 988 exercise. 
DECK!" 3 . ’ 3 Poq-c: 2, Ofc of the Director. 89/02/15. CARTWRIGHT, W.R. Virginia 
Fo.vc -1 ulcc:nc & Power Co.). Ip. 48693:210-48693:210. 

8903010214 Revised emergency plan inp'omentipc crccoduras.ir.c'uriirc Rev 12 to 
EPIP-3.02,Rev 3 to EPIP-4.01 ,Rev 5 to zP !=> A :3.Hcv 3 :c r-P\-'-5.Z?,no\ 14 to EPIP- 
5.03 & Rev 6 to EPIP-5.05.W/ 890222 ltr. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/22. 83pp. 
48646:018-48646:101. 

8903210257 Advises that 890104 Rev 2 to security contingency plan consistent w/pro- 
visions of 10CFR50.54(p) & acceptable. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/01. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 48983:301-48983:303. 

8903210402 Requests two addl emergency notification sys extensions for technical sup- 
port ctr personnel.Extensions should be provided for emergency coordinator & emer- 
gency r-.a ,r ac,o' 

CAR'WR Gr-T.W it Virginia Power (Virginia Electric & Power Co.). 89/03/14. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48993:1 13-48993:114. 


H. General correspondence 

8903020003 Common* si incoming O nr tor i re policy statement on exemptions below 
regulatory corcen n z u .z\ ae-.o eern'in: for criteria for release of radioactive matl 
needed for development of consistent waste mgt practices. 

CARTWRIGHT.W.R. Virginia Power (Virginia Ficct-'c & Power Co.). 89/02/14. Docket- 
ing & Services Branch. 11pp. 4867*. 86 7 1 !5" 


P. Operating license stage documents & correspondence 

8902270251 Summary of 881208 meeting w/util in Rockville, MD to discuss mod to 
emergency diesel generators & subsequent testing & short-term & long-term mods to 
control room & emergency switch/relay roomchiller air conditioning sys. 

BUCKELY.B.C. Project Directorate 11-2. 89/02/16. Project Directorate 11-2. 66pp. 
48587:332-48588:037. 

8903020463 Summary of 881222 meeting w/util in Rockville.MD re restart issues for 
plant.Ucensee presentation on status of restart issues & schedule & list of attendees 
end. 

BUCKLEY.B.C. Project Directorate 11-2. 89/02/16. Project Directorate 11-2. 41pp. 
48673:018-48673:058. 

8903010121 Application for amends to Licenses DPR-32 & DPR -37, revising heatup & 
cooldown curves. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/20. Docu- 
ment Control Branch (Document Control Desk). 3pp. 48645:001-48645:052. 

-8903010124 Proposed Tech Specs revising heatup & cooldown curves. 

* Virginia Power (Virginia Electric & Power Co.). 89/02/20. 16pp. 48645:004- 
48645:019. 

8903020671 Forwards response to Generic Ltr 88-14, “Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment." Util contacted selected mfgs of air operat- 
ed devices to establish air quality requirements but was unsuccessful. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/21. Docu- 
ment Control Branch (Document Control Desk). 15pp. 48674:144-48674:158. 


8903010071 Forwards revised Relief Request P-1 from ASME Section XI inservice 
pump testing vibration velocity ref values. Min value of 0.05 inches per second for vi- 
bration velocity ref values proposed. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/22. Docu- 
ment Control Branch (Document Control Desk). 5pp. 48648:149-48648:153. 

8903090087 Confirms mgt meeting at util on 890228, per 890217 telcon. Proposed 
meeting agenda end. 

ERNST, M.L. Region 2, Ofc of the Director. 89/02/24. CARTWRIGHT, R.W. Virginia 
Power (Virginia Electric & Power Co.). 3pp. 48801:093-48801:095. 

8903130176 Forwards safety evaluation sunportmc Icensee 880208 & 0805 submittals 
re proposal to remove requirement ol vuntrg rc'-.ianrrr':! liner weld leak-chase chan- 
nc'r. during ^voe A containment leak rate test. 

3jCKl : Y.BC. Project Directorate 11-2. 89/03/06. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 48818:315-48818:320. 

-8903130181 Safety evaluation supporting licensee 880208 & 0805 submittals re con- 
tainment liner weld leak-chase channels. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/06. 4pp. 
48818:317-48818:320. 


8903220399 Forwards relief request & technical paper re ASME Section XI inservice 
pump testing vibration velocity ref values. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/08. Docu- 
ment Control Branch (Document Control Desk). 8pp. 49020:212-49020:219. 

8903200441 Advises that 890106 response to Generic Ltr 88-17 on loss of DHR meets 
intent of ltr re expeditious actions.Guidance to ensure that actions adequate 
listed.Calculations should be performed on RCS hot side onerir.qs 
BUCKLEY.B.C. Project Directorate 11-2. 89/03/10. CAR ‘ W r <:GHT,W =t Virginia Power 
(Virginia Electric & Power Co.). 3pp. 48959:339-48959:341. 

8903240341 Notification of 890330 meeting w/util in Rockville.MD to discuss util interim 
organizational changes & overall long- term improvement plan to enhance plant oper- 
ations. 

BUCKLEY.B.C. Project Directorate 11-2. 89/03/15. BERKOW.H.N. Project Directorate 
11-2. 3pp. 49040:01 6-49040:01 8. 

8903230401 Advises that issue of NUREG-0737, Action Plan Item II.K.3.5 satisfactorily 
resolved for plants.NRC generically approved Westinghouse Owners Group methodol- 

Anu cnooifioH in I ir 9 

ENGLE, L.B. Project Directorate 11-2. 89/03/20. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 49029:260-49029:262. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903270378 Notification of 890329 meeting w/util in Rockville.MD to discuss proposed 
Tech Specs amends on inservice insp & testing program. 

BUCKLE V B.C D rcject Directorate 11-2. 89/03/22. BERKOW.H.N. Project Directorate 
11-2. 3pp. 4«)0 dd: 242-4 30tiS:2'.4 


Q. Inspection reports, IE Bulletins 8i correspondence 

8903090172 Summarizes 890126 enforcement conference re design control & correc- 
tive action problems affecting various plant sys.List of meeting attendees & view- 
graphs end. 

ERNST, M.L. Region 2, Ofc of the Director. 89/02/22. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 67pp. 48780:258-48780:324. 

8903130260 Forwards Insp Repts 50-280/88-51 & 50-281/88-51 on 881218-890128 & 
notice of violation.Rept documents licensee commitment to restore instrument air sys 
to full operability prior to unit restart. 

REYES, L.A. Region 2, Ofc of the Director. 89/02/23. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 48810:338-48810:362. 

-8903130265 Notice of violation from insp on 88 121 8-8901 28. Violation noted:on 
8901 11, containment isolation valve CC-TV-209A inadvertently operated in closed di- 
rection resulting in breakage of mechanical stop blocking device. 

REYES, L.A. Region 2, Ofc of the Director. 89/02/23. 2pp. 48810:340-48810:341. 

-8903130270 Insp Repts 50-280/88-51 & 50-281/88-51 on 881218-890128. Violations 
noted.Major areas inspected:licensee action on previous enforcement matters, plant 
operations, plant maint, LER review & followup on inspector identified items. 

HOLLAND, W.E., YORK.J.W., NICHOLSON.L.E. Region 2, Ofc of the Director. 89/02/ 
22. 21pp. 48810:342-48810:362. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 46578:032-48578:137. 

8903060026 Responds to NRC 890127 ltr re violations noted in Insp Repts 50-280/88- 
49 & 50-281 /88-49.Corrective actions;improperly attached red tape removed & shield- 
ing properly secured & red tape on stainless steel pipe determined unharmful. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/27. Docu- 
ment Control Branch (Document Control Desk). 6pp. 48738:131-48738:136. 
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8903080227 Withdraws Relief Request NDE-24 re inservice insp program plan for com- 
ponents & component supports.Time,manpower & personnel exposure required to 
mark subj welds does not commensurate w/gain in increased accuracy. 
CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/28. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48767:050-48767:051. 

8903140073 Forwards Insp Repts 50-280/89-02 & 50-281/89-02 on 890123- 27.Viola- 
tion & unresolved item noted. 

DECKER, T.R. Region 2. Ofc of the Director. 89/02/28. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 48854:175-48854:196. 

-8903140079 Insp Repts 50-280/89-02 & 50-281/89-02 on 890123-27. Violation & un- 
resolved item noted.Major areas inspected: radiation protection program, including or- 
ganization & mgt control, training & qualifications & exposure control. 

BASSETT, C.H., POTTER, J. Region 2, Ofc of the Director. 89/02/22. 20pp. 
48854:177-48854:196. 

8903090151 Forwards “1988 Annual Steam Generator In service Insp Rept." 
CARTWRIGHT, W.R. Virginia Power (Virdnia F'cciric & Power Co.). 89/03/01. Docu- 
ment Control Branch (Document Contro.' Jcsk- 2pp 48783:077-48783:095. 

-8903090153 "1988 Annual Steam Generator Inservice Insp Rept.” 

* Virginia Power (Virginia Electric & Power Co.). 89/03/01. 17pp. 48783:079- 
48783:095. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York. Inc. 96pp. 48700:252-48700:346. 

8903220048 Forwards Exam Repts 50-280/OL-88-02 & 50-281 /OL-88-02 administered 
during wk of 881024-27. 

MICHAEL, B. Region 2, Ofc of the Director. 89/03/06. Document Control Branch (Doc- 
ument Control Desk). Ip. 48997:132-48997:134. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413) 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903220353 Forwards supplemental responses to NRC Bulletin 88-008, “Thermal 
Stresses in Piping Connected to RCS.” NDE of lines susceptible to high-cycle fatigue 
coroleted.Nc indications of adverse effects due to thermal stratification noted. 
CAR1WH 3l-r.A'=. Virginia Power (Virginia Electric & Power Co.). 89/03/15. Docu- 
rro-tCcr:ro« Brarc" (Document Control Desk). 6pp. 49021:028-49021:033. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903270378 Notification of 890329 meeting w/util in Rockville.MD to discuss proposed 
Tech Specs amends on insen/ice insp & testing program. 

BUCKLEY, B.C. Project Directorate 11-2. 89/03/22. BERKOW.H.N. Project Directorate 
11-2. 3pp. *9055:242-49055:244. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp, 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903090333 “Semiannual Radioactive Effluent Release Rept,Jul-Dec 1988." W/890302 

BLOUNT, P.F., CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 88/ 
12/31, 55pp. 48785:077-48785:132. 

8902270351 Monthly operating repts for Jan 1989 for Surry Power Plant Units 1 & 2.W/ 
890215 Itr. 

WARREN.L.A., CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.), 89/ 
01/31. 23pp. 48586:336-48586:358. 

8903220156 Monthly operating repts for Feb 1989 for Surry Power Station Units 1 & 
2.W/890315 Itr. 

WARREN, L.A., CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/ 
02/28. 23pp. 49003:317-49003:339. 


V. Operator Examinations 


8903220048 Forwards Exam Repts 50-280/OL-88-02 & 50-281 /OL-88-02 administered 
during wk of 881024-27. 

MICHAEL, B. Region 2, Ofc of the Director. 89/03/06. Document Control Branch (Doc- 
ument Control Desk). Ip. 48997:132-48997:134. 

-8903220062 Comments on reactor operator & senior reactor operator written exams 
administered at plant on 881024. 

BENSON, D.L. Virginia Power (Virginia Electric & Power Co.). 88/10/28. Region 2, Ofc 
of the Director. 10pp. 48998:055-48998:064. 

8903230435 Requests cancellation of Operator License SOP-20547 for JA Bailey. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/15. Docu- 
ment Control Branch (Document Control Desk). Ip. 49024:278-49024:278. 

8903240181 Certifies that training programs for both initial licensing & requalification 
training of operators & senior operators at plants accredited by INPO & based on sys 
approach to training, per Generic Ltr 87-07. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/20. Office 
of Nuclear Reactor Regulation, Director (Post 870411). ip. 49039:157-49039:157. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing nati exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


Y. Dry Cask independent Spent Fuel Storage Installations 


8903130650 Forwards AH Wells 881222 Itr to DP Bataio Dro''idlrc info on surface fluxes 
& dose rates obtained to support inclusion of NAG -‘26 R'T cas< in ISFSI SAR. 
WELLS.A.H. Nuclear Assurance Corp. 89/03/01. ROBERTS.J. Office of Nuclear Ma- 
terial Safety & Safeguards, Director. 17pp. 48833:206-48833:221. 


DOCKET 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency 8t fire protection plans 


8903240257 Advises that 890207 Rev 20 to physical security plan consistent w/ provi- 
sions of 1 0CFR50.54(p) & acceptable. 

GREGER.L.R. Region 3. Ofc of the Director. 89/03/01. MUSOLF.D.M. Northern 
States Power Co. 2pp. 49039:330-49039:331. 


H. General correspondence 


8903080450 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
LARSON.C.E. Northern States Power Co. 89/02/23. CHILK.SJ. Office of the Secre- 
tary of the Commission. 3pp. 48765:109-48765:111. 


I. Financial information 


8903130403 “1988 Annual Rept." W/890301 Itr. 

HOWARD, J.J., BRUSVEN.A.D. Northern States Power Co. 88/12/31. 48pp. 
48829:277-48829:326. 

8903200356 Suppl to Annual Rept, “Financial & Statistical Info." W/890313 Itr. 
ISADAHUJ. Northern States Power Co. 88/12/31. 22pp. 48971:023-48971:023. 


P. Operating license stage documents & correspondence 


8903010295 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment.” Verification of failure position of cooling water 
supply valves to emergency diesel generators will done during monthly tests. 
MUSOLF.D. Northern States Power Co. 89/02/20. Document Control Branch (Docu- 
ment Control Desk). 15pp. 48646:206-48646:227. 

8903230140 Forwards notice of consideration of issuance of amends to Licenses DPR- 
42 & DPR-60 & opportunity for hearing.Amends change OL to permit transfer of by- 
product matl to facility from other util job sites for vol reduction. 

DIIANNI.D.C. Project Directorate 111-1. 89/02/28. MUSOLF.D.M. Northern States 
Power Co. 3pp. 49028:341-49028:343. 

-8903230147 Notice of consideration of issuance of amends to Licenses DPR-42 & 
DPR-60 & opportunity for hearing.Amends change OL to permit transfer of byproduct 
matl to facility from other util job sites for vol reduction & decontamination. 

DE AGAZIO.A.W. Project Directorate lll-l. 89/02/28. 4pp. 49028:344-49028:347. 

8903210006 Submits addl info re wide-range steam generator level used in emergency 
operating procedures as criteria to control auxiliary feedwater flow to steam generator 
to avoid overfilling, per Reg Guide 1.97. 

MUSOLF.D. Northern States Power Co. 89/03/06. Office of Nuclear Reactor Regula- 
tion, Director (Post 87041 1 ). 2pp. 48982:1 96-48982:1 97. 

8903220398 Provides addl info re planned upgrade of feedwater control sys, per NRC 
request. Info suppls util 880718 license amend request re digital feedwater control sys. 
MUSOLF.D. Northern States Power Co. 89/03/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49008:238-49008:239. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products, Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 
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Q. Inspection reports, IE Bulletins & correspondence 

8903080178 Responds to NRC 881121 Itr re violations noted in Insp Repts 50-282/88- 
16 & 50-306/ 88- 16. Corrective actions:as-found calibr data required on purchase 
orders for calibr of flow meters used for local leakage rate tests. 

LARSON, C.E. Northern States Power Co. 88/12/21. WRIGHT, G.C. Region 3, Ofc of 
the Director. 7pp. 48743:221-48743:227, 

8903280121 Responds to NRC 881123 Itr re violations noted in Insp Repts 50-282/88- 
19 & 50-306/88-1 9.Corrective action:personnel airlock door seat test successfully per- 
formed on 880713 & airlock test procedures revised to prevent recurrence. 

LARSON, C.E. Northern States Power Co. 88/12/21. AXELSON.W.L. Region 3, Ofc of 
the Director. 2pp. 49074:048-49074:049. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903060111 Requests alternate schedule for evaluation of pressurizer surge line ther- 
mal stratification, per NRC Bulletin 88-011. Schedule of 2 yrs from receipt of bulletin 
enough time to collect data to ensure compliance w/requirement. 

LARSON.C.E. Northern States Power Co. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). 5pp. 48736:135-48736:139. 

8903090224 Forwards response to NRC 890201 Itr re violations noted in Insp Repts 50- 
282/88-23 & 50-306/88-23. Response withheld. 

LARSON, C.E. Northern States Power Co. 89/02/24. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). Ip. 48780:257-48780:257. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREtVES,J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of blew York, Inc. 117pp. 48798:114- 
48798:231. 

8903170051 Forwards TR-7049C, “Discussion of Torsion Effects on Limit Moment 
Theory & Piping Code Criteria," per IE Bulletin 79-14. 

MUSOLF.D. Northern States Power Co. 89/03/08. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48894:110-48894:172. 

—8903170058 “Discussion of Torsion Effects on Limit Moment Theory & Piping Code 
Criteria." technical rept 

* Teledyne Engineenng Services. TR-7049C. 89/01/19. 45pp. 48894:114-48894:172. 

8903160254 Forwards addl info re NRC Bulletin 79-14, “Torsional Moment Exclusion 
When Using USAS B31.1-1967 Power Piping Code.” Believes that no safety concerns 
w/continuing to perform stress analyses in piping sys employing current methodology. 
STEINHARDT.C.R. Wisconsin Public Service Corp. 89/03/10. Document Control 
Branch (Document Control Desk). 2pp. 48884:254-48884:313. 

-8903160281 “Summary Rept on Sampling Study to Evaluate Effect of Torsional 
Moment on Pipe Stress Qualification, Prairie Island & Kewaunee Nuclear Power 
Plants." 

PATELR.N. Fluor Daniel. Inc. R.834486-1. 89/03/03. 14pp. 48884:300-48884:313. 

8903210070 Forwards Insp Repts 50-282/88-201 & 50-306/88-201 on 881025-1104 & 
potential enforcement findings.Weaknesses exist in procurement & dedication of com- 
mercial-grade items & util/vendor interfaces. 

HOLAHAN.G.M. Division of Reactor Projects - lll,IV, V & Special Projects (Post 
870411). 89/03/10. LARSEN, C.E. Northern States Power Co. 5pp. 48980:294- 
48980:325. 

-8903210072 Insp Repts 50-282/88-201 & 50-306/88-201 on 881025-1104. Major 
areas inspected:licensee vendor interface program for procurement of items for use in 
safety-related applications at fadlities & 10CFR21 notifications. 

MCINTYRE.R.P., BRACH.E.W. Vendor Inspection Branch. 89/03/01. 27pp. 
48980:299-48980:325. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event" Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 


8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear -Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903200323 Monthly operating repts for Feb 1989 for Prairie Island Units 1 & 2.W/ 
890306 Itr. 

DUGSTAD.D., MUSOLF.D. Northern States Power Co. 89/02/28. 9pp. 48970:351- 
48970:359. 

8903200431 Forwards "Effluent & Waste Disposal Semiannual Rept for Jul-Dec 1988," 
"Rept for Jan-Dec 1988," “Amend to Prairie Island Effluent & Waste Disposal Semi- 
annual Rept for First Half Yr of 1988” & "Amend to Prairie Island Effluent & ...." 
FEY.F.L. Northern States Power Co. 89/02/28. Document Control Branch (Document 
Control Desk). 1 p. 491 58:352-491 59:01 8. 

-8903140074 “Effluent Semiannual Rept Jul-Dec 1988." 

* Northern States Power Co. 88/12/31. 16pp. 49158:353-49159:006. 

-8904060001 "Offsite Radiation Dose Assessment for Jan-Dec 1988." 

* Northern States Power Co. 88/12/31. 4pp. 49159:007-49159:010. 

-8903200442 "Amend to Prairie Island Effluent & Waste Disposal Semiannual Rept for 
First Half Yr of 1988." 

* Northern States Power Co. 88/06/30. 6pp. 49159:011-49159:015. 

-8904060003 "Amend to Prairie Island Effluent & Waste Disposal Semiannual Repts for 
Yr of 1987." 

* Northern States Power Co. 87/12/31. 4pp. 49159:016-49159:018. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to ail power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-284 IDAHO STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & tire protection plans 

8903160097 Forwards Rev 2 to physical security plan.Rev incorporates physical descrip- 
tion of controlled access areas.Encl withheld. 

WILSON, A.E. Idaho State Univ., Pocatello, ID. 89/03/03. MICHAELS, T. Standardiza- 
tion & Non-Power Reactor Project Directorate. Ip. 48885:117-48885:117. 


DOCKET 50-285 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergency 8c fire protection plans 

8903090404 Forwards comments resulting from review of util scenario for 880622 
exercise.No major deficiencies noted. 

JAMISON, J.D., STOETZEL.G.A. Battelle Memorial Institute, Pacific Northwest Labora- 
tory. 88/06/01. TERC,N.M. Region 4, Ofc of the Director. 3pp. 48799:143-48799:145. 

8903090039 Confirms 890119 telcon between J Everett, D Matthews & F Franco re re- 
scheduling of 1989 annual emergency exercise for facility.Exercise will be conducted 
during wk of 890716. 

MORRIS, K.J. Omaha Public Power District. 89/01/21. MARTIN, R.D. Region 4, Ofc of 
the Director. Ip. 48780:011-48780:011. 

8903090041 Discusses unescorted access authorization at facility for NRC personnel. 
YANDELL.L.A. Region 4, Ofc of the Director. 89/02/02. MORRIS.K.J. Omaha Public 
Power District. 2pp. 48801:090-48801:091. 

8903010310 Forwards Insp Rept 50-285/89-06 on 890116-31 & notice of 
violation.Notice of violation & rept details withheld (ref 10CFR73.21). 

CALLAN.L.J. Region 4, Ofc of the Director, 89/02/17. MORRIS.K.J. Omaha Public 
Power District. 2pp. 48637:257-48637:259. 

-8903010313 Partially withheld Insp Rept 50-285/89-06 on 890116-31 (ref 
10CFR73.21). Violation noted:failure to provide appropriate compensatory measures 
for degraded vital area banier.Major areas inspected;security activities. 
WESTERMAN.T.F. Region 4, Ofc of the Director. 89/02/16. Ip. 48637:259- 
48637:259. 

8903060092 Forwards Insp Rept 50-285/88-47 on 88 11 28-1 202. Violations noted.Notice 
of violation & details of insp withheld (ref 10CFR73.21). 

CALLAN.L.J. Region 4, Ofc of the Director. 89/02/22. MORRIS.K.J. Omaha Public 
Power District. 3pp. 48739:262-48739:265. 

-8903060096 Insp Rept 50-285/88-47 on 881 128- 1202. Violations noted. Major areas 
inspected-.licensee physical security program. 

CALDWELL.RA, KELLY.J.A., EVERETT, R.J. Region 4, Ofc of the Director. 89/01/20. 
Ip. 48739:265-48739:265. 
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8903090125 Advises that proposed revs to emergency plan submitted by 890203 Itr ac- 
ceptable. 

CALLAN.L.J. Region 4. Ofc of the Director. 89/03/01. MORRIS, K.J. Omaha Public 
Power District. 2pp. 48780:013-48780:014. 

8903090193 Forwards insp Rept 50-285/89-03 on 890101-31 & notice of violation.One 
unresolved item identified. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/01. MORRIS.K.J. Omaha Public 
Power District. 2pp. 48756:107-48756:161. 

-8903090199 Insp Rept 50-285/89-03 on 8901 01 -31 .Violation noted.Major areas 
inspected:previously identified items,LER followup, operational safety verification.plant 
tours, monthly maint observations & monthly surveillance observations. 
WESTERMAN.T.F. Region 4, Ofc of the Director. 89/02/27. 51pp. 48756:111- 
48756:161. 

8903230421 Forwards “Exercise Evaluation of Implementation of State & Local Radio- 
logical Emergency Response Plans for Fort Calhoun Nuclear Station," for 880622 full- 
participation exercise.Six deficiencies noted adequately corrected. 

KWIATKOWSKi.D. Federal Emergency Management Agency. 89/03/09. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
49028:044-49028:095. 

-8903230423 "Exercise Evaluation of Implementation of State & Local Radiological 
Emergency Response Plans for Fort Calhoun Nuclear Station." 
a Federal Emergency Management Agency. 88/09/22. 49pp. 49028:046-49028:095. 

8903160258 Forwards -cv to s*o security p'ar.mseti-g intent of NUREG-0908 & 
NUREG-1C45.r.cns:s:inc cl overs:: jpgraco.Ro.- »r.r.".ekT 

MORRIS,K.J. Onra-a Pu: s Fewer Disir::. 6s/33/*5 Document Control Branch 
(Document Control Desk). 2pp. 48884:342-48884:343. 

8903230249 Forwards response to violations noted in Insp Rept 50-285/89-06.Encl con- 
tains safeguards info. 

MORRIS.KJ. Omaha Public Power District. 89/03/17. Document Control Branch 
(Document Control Desk). Ip. 49037:173-49037:173. 

8903270269 Forwards response to NRC 890222 Itr re violations noted in Insp Rept 50- 
285/88-47.Response withheld (ref 10CFR73.21). 

MORRIS.KJ. Omaha Public Power District. 89/03/23. Document Control Branch 
(Document Control Desk). 2pp. 49110:075-49110:076. 


P. Operating license stage documents & correspondence 

8903020372 Provides summary of actions re response to Generic Ltr 87-12, "Loss of 
DHR" & description of util programmed enforcements. 

MORRIS, K.J. Omaha Public Power District. 89/02/10. Document Control Branch 
(Document Control Desk). 16pp. 48673:239-48673:254. 

8903030375 Grants 870819 request for relief from ASME Section XI re hydrostatic test- 
ing schedule requirements. 

CALVO.J.A. Project Directorate IV. 89/02/13. MORRIS.KJ. Omaha Public Power Dis- 
trict. 4pp. 48694:265-48694:268. 

8902270278 Forwards Amend 1 1 9 to License DPR-40 & safety evaluation. Amend modi- 
fies Tech Specs to change safety injection & refueling water tank min temp, title of 
senior vice president & corrects errors in refs & mailing address. 

MILANO.P.D. Project Directorate IV. 89/02/14. MORRIS.KJ. Omaha Public Power 
District 4pp. 48589:165-48589:182. 

-8902270283 Amend 119 to License DPR-40,deleting Paragraph 3.D & modifying Tech 
Specs to change safety injection & refueling water tank min temp.changing title of 
senior vice president & correcting errors in refs & mailing address. 

MILANO.P.D. Project Directorate IV. 89/02/14. 11pp. 48589:169-48589:179. 

-8902270288 Safety evaluation supporting Amend 119 to License DPR-40. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/14. 3pp. 
48589:180-48589:182. 

8902270519 Forwards safety evaluation accepting response to Generic Ltr 83-28, Item 
2.1 (Part) 2, “Vendor Interface for Reactor T rip Svs Components." 

MILANO.P.D, Project Directorate IV. 89/32. : 5 MDF.RIS.rfJ Omaha Public Power 
District. 3pp. 48584:247-48584:251. 

-8902270524 Safety evaluation accepting responses to Generic Ltr 83-28, Item 2.1 
(Part 2), "Vendor Interface Programs for Reactor Trip Sys Components." 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/15. 2pp. 
48584:250-48584:251. 

8903010192 Forwards Vols Mil of “Generation of In-Structure Response Spectra for 
Fort Calhoun Unit 1,” for review.Upon approval alternate seismic criteria for 1990 
outage mods currently in design will be considered. 

MORRIS, K.J. Omaha Public Power District 89/02/21. Document Control Branch 
(Document Control Desk). 2pp. 48640:001-48640:002. 

-8903010195 Vol l-lll “Generation of In-Structure Response Spectra for Fort Calhoun 
Unit 1." 

* Impell Corp. 89/01/31. 250pp. 48640:003-48641:083. 

8903020065 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment," dtd 880808. Instrument air corrective action pro- 
gram developed as result of water intrusion event. 

MORRIS.KJ. Omaha Public Power District, 89/02/21. Document Control Branch 
(Document Control Desk). 15pp. 48671:232-48671:361. 

8903090064 Advises that Itr supersedes attachments to NSHC analysis contained in util 
890106 Itr.Changes requested administrative clarifications. 

MORRIS, KJ. Omaha Public Power District. 89/02/28. Document Control Branch 
Pocument Control Desk). 4pp. 48780:234-48780:237. 

8903150317 Provides update on design engineer training.lmplementation of nuclear 
design engineer & designer training program will begin during first quarter of 1990 & 
complete tesson plan development by end of 1990. 

MORRIS.KJ. Omaha Public Power District 89/03/02. Document Control Branch 
(Document Control Desk). 2pp. 48876:278-48876:279. 


8903150331 Forwards discussion justification & NSHC analysis, superseding 890106 
submittal & notarized allidavit 

MORRIS.KJ. Omaha Public Power District. 89/03/06. Document Control Branch 
(Document Control Desk). 4pp. 48876:205-48876:208. 

8903220443 Forwards addl info on raw water pump facility license cSv'zo.o*" S^CPC-g 
telcon re util 881231 Itr including application for amend to License UP ft -40 .witing 
inconsistency between Section 2.4 & updated SAR. 

MORRIS.K.J. Omaha Public Power District. 89/03/15. Document Control Branch 
(Document Control Desk). 2pp. 48993:124-48993:277. 

-8903220445 Application for amend to License DPR-40,correcting inconsistency be- 
tween Section 2.4 & updated SAR. 

MORRIS.K.J. Omaha Public Power District. 89/03/15. 2pp. 48993:126-48993:126. 

-8903230012 "Unting R ! ver Water Temp Vs Raw Water Flow Requirements." 

* Omaha Public Few District. FC05021 R00. 89/03/15. 80pp. 48993:127-48993:208. 

-8903220449 Production Engineering Div Procedure QP-3, “Calculation 
Preparation.Review & Approval.” 

LIVINGSTON, B.R. Omaha Public Power District. 88/07/08. 4pp. 48993:209- 
48993:212. 

-8903220451 GSE Design Procedure B-9, "Technical Calculation Production Checking 
& Approval.” 

* Omaha Public Power District. 88/06/30. 7pp. 48993:213-48993:219. 

-8903220452 Generating Station Engineering Administrative Procedure A-1 1 , “Calcula- 
tion Ccrrple! c- & Coni-o!.” 

* Omaha Public Power District. 88/05/31. 15pp. 48993:220-48993:234. 

-8903220454 Generating Station Engineering Design Procedure B-10, "Multidisciplinary 
Design Review.” 

* Omaha Public Power District. 87/11/30. 41pp. 48993:235-48993:275. 

-8903220456 Proposed Tech Specs 'o lirrtlng conditions for operation. 

* Omaha Public Power District. 09/23 • 15. 2pp 48993:276-48993:277. 

8903160296 Generic Ltr 89-02 to alf holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902280006 Responds to NRC Bulletin 88-004, “Potential Safety-Related Pump Loss.” 
Pump mfgs could not provide sufficient flow info.Util calculated eight pump simultane- 
ous miniflow, as provided for in Item 3 of bulletin. 

MORRIS.K.J. Omaha Public Power District. 89/02/10. Document Control Branch 
(Document Control Desk). 12pp. 48627:165-48627:176. 

8903030375 Grants 87081 9 request for relief from ASME Section XI re hydrostatic test- 
ing schedule requirements. 

CALVO.J.A. Project Directorate IV. 89/02/13. MORRIS.KJ. Omaha Public Power Dis- 
trict. 4pp. 48694:265-48694:268. 

8902230465 Submits amend to 860515 & 870807 responses to IE Bulletin 85-003, 
“Motor-Operated Valve Common Mode Failures During Plant Transients Due to Im- 
proper Switch Settings.” Test demonstrated operability of valves at max expected 
pressure. 

MORRIS.KJ. Omaha Public Power District. 89/02/14. Document Control Branch 
(Document Control Desk). 3pp. 48570:332-48570:334. 

8902270007 Forwards Insp Rept 50-285/89-04 on 8901 17-20. Violations 

noted.Enforcement conference scheduled for 890224 to discuss violations. 
CALLAN.L.J. Region 4, Ofc of the Director. 89/02/15. MORRIS.KJ. Omaha Public 
Power District 2pp. 48586:321-48586:335. 

-8902270010 Insp Rept 50-285/89-04 on 8901 1 7-20.Four apparent violations 
noted.Major areas inspected:allegation re high radiation area incident on 890126. 
CHANEY, H., BAER.R. Region 4, Ofc of the Director. 89/02/14. 13pp. 48586:323- 
48586:335. 

8902280169 Advises that 880210 response to NRC Bulletin 88-004, “Potential Safety- 
Related Pump Loss” fulfills bulletin requirement.Evaluation of actions in response to 
bulletin should be documented & maintained for 2 yrs. 

MILANO.P.D. Project Directorate IV. 89/02/17. MORRIS.KJ. Omaha Public Power 
District. 3pp. 48644:134-48644:136. 

8902280279 Forwards Insp Rept 50-285/89-08 on 890206-10 & notice of violation. 
CALLAN.L.J. Region 4, Ofc of the Director. 89/02/17. MORRIS.KJ. Omaha Public 
Power District 2pp. 48633:174-48633:181. 

-8902280283 Notice of violation from insp on 890206-1 0.Violations noted: corrective 
actions not taken re radiographs of pressurizer spray piping welds & response to devi- 
ation re radiographs meeting code requirements for quality inaccurate. 

* Region 4, Ofc of the Director. 89/02/17. 2pp. 48633:176-48633:177. 

-8902280287 Insp Rept 50-285/69-08 on 890206-10. Violations noted.Major areas 
inspected:licensee actions on previous insp findings. 

GILBERT, L.D., BARNES, l. Region 4, Ofc of the Director. 89/02/17. 4pp. 48633:178- 
48633:181. 

8903010310 Forwards Insp Rept 50-285/89-06 on 890116-31 & notice of 
violation.Notice of violation & rept details withheld (ref 10CFR73.21). 

CALLAN.L.J. Region 4, Ofc of the Director. 89/02/17. MORRIS.KJ. Omaha Public 
Power District 2pp. 48637:257-48637:259. 

-8903010313 Partially withheld Insp Rept 50-285/89-06 on 890116-31 (ref 
10CFR73.21). Violation noted:failure to provide appropriate compensatory measures 
for degraded vital area barrier.Major areas inspected;security activities. 
WESTtRMAN.T.F. Region 4, Ofc of the Director. 89/02/16. Ip. 48637:259- 
48637:259. 
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8903060092 Forwards Insp Rept 50-285/88-47 on 881 128- 1202. Violations noted. Notice 
of violation & details of insp withheld (ref 10CFR73.21). 

CALLAN.L.J. Region 4, Ofc of the Director. 89/02/22. MORRIS, K.J. Omaha Public 
Power District 3pp. 48739:262-48739:265. 

-8903060096 Insp Rept 50-285/88-47 on 881 128-1 202.Violations noted. Major areas 
inspected:licensee physical sec::' : tv cvrrr.r- 

CALDWELL.RA, KELLY, J.A.. ■ : ' F .. Region 4, Ofc of the Director. 89/01/20. 

Ip. 48739:265-48739:265. 

8903070040 Notification of enforcement conference w/util on 890224 in Arlington, TX to 
discuss Insp Rept 50-188/89-04 findings involving high & very high radiation area con- 
trols & procedural compliance. 

CALL \K ! .■ Rn.Tor of the Director. 89/02/22. Region 4, Ofc of the Director. 

2pp. ■"!> ‘ ’n v.s "'.is 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903030462 Ack receipt of 881209 & 890213 Itrs informing NRC of steps taken to cor- 
rect violations noted in Insp 50-285/88-37. 

CALLAN.L.J. 4 C'.i ‘ho Proctor. 89/02/24. MORRIS.K.J. Omaha Public 

Power District 3:- ■ *■ Si- 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903060190 Forwards Insp Rept 50-285/89-02 on 890130-0203 & notice of violation. 
CALLAN.L.J. Region 4, Ofc of the Director. 89/02/27. MORRIS.K.J. Omaha Public 
Power District. 2pp. 48738:220-48738:230. 

-8903060193 Notice of violation from insp on 8901 30-0203. Violation noted:failure to 
perform sufficient test results evaluation & use of incorrect formula in comparing re- 
sults to review criteria. 

* Region 4, Ofc of the Director. 89/02/27. 2pp. 48738:222-48738:223. 

-8903060195 Insp Rept 50-285/89-02 on 8901 30-0203. Violations noted. Major areas 
inspected:low power physics testing, complex surveillance & reactor thermal shield 
sway test results. 

BUNDY, H.F., MCKERNON.T.O., SEIDLE.W.C. Region 4, Ofc of the Director. 89/02/ 
15. 7pp. 48738:224-48738:230. 

8903090193 Forwards Insp Rept 50-285/89-03 on 890101-31 & notice of violation.One 
unresolved item identified. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/01. MORRIS.K.J. Omaha Public 
Power District. 2pp. 48756:107-48756:161. 

-8903090197 Notice of violation from insp on 890101-31.Viotations noted: Procedure 
SO-0-25,Rev 26,does not assure transmittal of design changes to control room draw- 
ings utilized during interim time from submittal to issuance of drawing rev. 

* Region 4, Ofc of the Director. 89/03/01. 2pp. 48756:109-48756:110. 

-8903090199 Insp Rept 50-285/89-03 on 890101-31. Violation noted.Major areas 
inspected:previously identified items, LER followup, operational safety verification, plant 
tours, monthly maint observations & monthly surveillance observations. 
WESTERMAN.T.F. Region 4, Ofc of the Director. 89/02/27. 51pp. 48756:1 11- 
48756:161. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903140537 Forwards Insp Rept 50-285/89-05 on 890130-0203 & notice of violation. 
CALLAN.LJ. Region 4, Ofc of the Director. 89/03/03. MORRIS.K.J. Omaha Public 
Power District. 2pp. 48833:304-48833:317, 


8903200196 Ack receipt of 890109 Itr documenting 881221 telcon re util decision to 
defer plans to overhaul motors in containment cooling fans VA-3A,3B,7C & 7D,per 
Unresolved Item 285/87005- 13.Deferral based on new info from Joy Mfg. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/07. MORRIS.K.J. Omaha Public 
Power District. 2pp. 48964:074-48964:078. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Maroner"e"t & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. c \ ; jw Vrr-.. Inc. 117pp. 48798:114- 
48798:231. 

8903160435 Forwards insp Rept 50-285/89-12 on 890221 -24.No violations or devi- 
ations noted. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/09. MORRIS.K.J. Omaha Public 
Power District. 2pp. 48892:312-48892:317. 

-8903160438 Insp Rept 50-285/89-12 on 890221-24.No violations or deviations 
noted.Major areas inspected:post-mod testing & followup on main steam safety valve 

MURPHY.M.E., SEIDLE.W.C. Region 4, Ofc of the Director. 89/03/07. 4pp. 
48892:314-48892:317. 

8903200060 Ack .aceipt of 890127 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-285/88-35. Understands that corrective actions will apply to all 
appropriate groups. 

CALLAN L.J. Region 4, Ofc of the Director. 89/03/09. MORRIS.K.J. Omaha Public 
Power District. 2pp. 48959:019-48959:020. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903270233 Responds to NRC Info Notice 88-082, “Torus Shells W/ Corrosion & De- 
graded Coatings in BWR Containments." Summary of relevant projects for various 
utils successfully employing underwater alternative to draining vessel end. 

STUART, C.O. S.G. Pinney Co. 89/03/15. ROSSI, C.E. Division of Operational Events 
Assessment (Post 870411). 9pp. 49056:023-49056:031. 

8903230249 Forwards response to violations noted in Insp Rept 50-285/89-06.Encl con- 
tains safeguards info. 

MORRIS, K.J. Omaha Public Power District. 89/03/17. Document Control Branch 
(Document Control Desk). Ip. 49037:173-49037:173. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 

8903270269 Forwards response to NRC 890222 Itr re violations noted in Insp Rept 50- 
285/88-47.Response withheld (ref 10CFR73.21). 

MCRTSK.J. Omaha Public Power District. 89/03/23. Document Control Branch 
(Document Ccnlroi Desk). 2pp. 49110:075-49110:076. 


R. Periodic operating reports & related correspondence 

8903100285 “Annual Rept for Tech Spec Section 5.9. 1.b & App B.1988 & Semiannual 
Rept for Tech Spec Section 5.9.4, Jul-Dec 1988." W/890228 Itr. 

MORRIS, K.J. Omaha Public Power District. 88/12/31. 210pp. 48814:001-48814:210. 

8902270546 Monthly operating rept for Jan 1989 for Fort Calhoun Unit 1. W/890215 Itr. 
STANLEY, B.E., MORRIS, K.J, Omaha Public Power District. 89/01/31. 44pp. 
48584:252-48584:295. 


-8903140545 Notice of violation from insp on 8901 30-0303. Violation noted:design dis- 
crepancy involving use of incorrect dimension in Calculation FC 02923 re max 
moment for pipe support not identified due to inadequate design control. 

* Region 4, Ofc of the Director. 89/03/03. Ip. 48833:306-48833:306. 


-8903140551 Insp Rept 50-285/89-05 on 8901 30-0203. Violation noted.Major areas 
LER eCteC<:preVi0US>y identified insp implementation of ATWS requirements & 

SEIDLE.W.C. Region 4, Ofc of the Director. 89/03/03. 11pp. 48833:307-48833:317. 


8902270276 Provides plant radiation protection enhancement program bimonthly status 
rept,per RL Andrews 880603 commitment. Program scheduled for completion in Sept 

MORRIS, K.J. Omaha Public Power District. 89/02/10. Document Control Branch 
(Document Control Desk). 7pp. 48588:260-48588:266. 

8903210472 Monthly operating rept for Feb 1989 for Fort Calhoun Station Unit 1.W/ 
890315 Itr. 

STANLEY.B.E., MORRIS, KJ. Omaha Public Power District. 89/02/28. 19pp. 
48992:333-48992:351. 


8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903160010 Requests alternate schedule for completing remaining actions in NRC Bul- 
letin 88-011, “Pressurizer Surge Line Thermal Stratification." Preliminary bounding 
evaluation of surge lines using actual data from plants will be performed. 

MORRIS,K.J. Omaha Public Power District. 89/03/06. Document Control Branch 
(Document Control Desk). 3pp. 48878:149-48878:151. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 


8903090111 Forwards periodic status rept for 881 101 -8901 31. Region IV plans to dis- 
continue issuance of repts,per recipient 890214 memo. 

MARTIN.R.D. Region 4, Ofc of the Director. 89/03/02. MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 4pp. 48784:220-48784:224. 


S. Reportable occurrences, LERs & related correspondence 

8903030214 Special repton 890209, main steam line radiation monitor RM-064 & wide 
range noble gas stack monitors RM-063L & RM-063H for post-accident monitoring 
inoperable.Cause not stated.Planned method for monitoring parameter verified. 
MORRIS, K.J. Omaha Public Power District. 89/02/23. Document Control Branch 
(Document Control Desk). 2pp. 48802:001-48802:002. 
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8903090324 LER 89-005-00:on 890126.contract electrician performed maint inside 
posted high radiation area w/o radiation protection coverage.Caused by personnel 
error.Cross training arranged & procedure reviewed for upgrading. W/890227 Itr. 
PHILLIPS, W.C., MORRIS.KJ. Omaha Public Power District. 89/02/27. 6pp. 
48780:247-48780:252. 

8903090084 Forwards corrected LER 89-002 & LER 89-003. ^ 

NORRIS K.j. Omaha Public Power District 89/02/28. Document Control Branch 
(Document Control Desk). Ip. 48801:198-48801:205. 

-8903090089 Forwards LER 89-003. ^ ^ 

MORRIS.KJ. Omaha Public Power District. 89/02/02. Document Control Branch 
(Document Control Desk). Ip. 48801:203-48801:203. 


-8903090093 Corrected LER 89-003:on HEOICS ergi-.ccrrs determined that damper 
should have been included in surveillance ies: uper -sal a: or:. Cause 1 J by Procedure 
Change 26043 initiated to add damper to surveillance test & drawing rev submitted. 
ADAMS, J.C. Omaha Public Power District. 89/02/02. 2pp. 48801:204-48801:205. 


8903230081 LER 89-006-00:on 8901 31, testing interval for surveillance test ST-FD-2 not 
met per Tech Spec 3. 15 (9). Caused by mei"t personnel error ST-FD-P will be changed 
to SMC 1 *.* as semia^nua 1 test & rev of an:-...-* rests plamciiV '850313 It:. 

VO!-ZL':VJ S. MCRR'S K J Omaha Public Power District. 89/03/13. 4pp. 49028:241- 
49028:244. 


8902280011 Forwards interim response to Generic Ltr 88-14, "Instrument Air Supply 
Sys Problems Affecting Safety-Related Equipment." Instrument air sys verification ef- 
forts requiring access to containment for insp expected to be completed during 
outage. 

BRONSJ.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/02/17. Document Control Branch (Document Control Desk). 4pp. 
48627:316-48627:319. 

8902280317 Forwards SER sjpocriirg prcoosod ATWS design per 10CFR50.62. 
NEIGHBORS, J.D. Project Dirnc'.yatc US. 32/21. BRON.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 6pp. 48633:130- 
48633:147. 

-8902280319 SER supporting util actions to comply W/10CFR50.62 re ATWS. Licensee 
should continue w/scheduled installation & implementation of ATWS design until NRC 
review of Tech Specs completed. 

* NRC - No Detailed Affiliation Given. 89/02/21. 13pp. 48633:136-48633:147. 

8903080217 Forwards Amend 83 to License DPR-64 & safety evaluation. Amend re- 
vises Tech Specs to delete listing of safety-related snubbers, (Table 3.1 3-1), while 
maintaining operability & surveillance rquirements. 

NEIGHBORS J.D. Project Directorate 1-1. 89/03/01. BRONSJ.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 8pp. 48743:272- 
48743:315. 


8903240170 Followup special repfcon 890227,detector RE-063H & preamplifier RM- 
063H found defective.Replacement detector purchased & RM-063H will be fully oper- 
ational by 890515. 

MORRIS.KJ. Omaha Public Power District 89/03/17. Document Control Branch 
(Document Control Desk). 2pp. 49080:135-49080:136. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 


-8903080224 Amend 83 to License DPR-64, revising Tech Specs to delete Table 3.13- 
1 .listing of safety-related snubbers.while maintaining operability & surveillance require- 
ments. 

CAPRA, R. A. Project Directorate 1-1. 89/03/01. 32pp. 48743:280-48743:311. 

-8903080225 Safety evaluation supporting Amend 83 to License DPR-64. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/01. 4pp. 
48743:312-48743:315. 

8903080295 Notification of 890309-10 meeting w/util in Buchanan.NY to look at spent 
fuel pool & discuss rerack analyses. 

NEIGHBORS, J.D. Project Directorate 1-1. 89/03/01. CAPRA, R.A. Project Directorate I- 
1. 8pp. 48767:240-48767:247. 

8903150063 Withdraws 870306 application for amend to License DPR-64 & portion of 
871013 application for amend to License DPR-64 re Tech Specs Sections 3.3 & 
4.4.Reanalysis of containment integrity in progress. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/03/06. Document Control Branch (Document control Desk). 2pp. 
48860:289-48860:290. 


8902010021 Requests that end FEMA rept on 880322 exercise & 880329 remedial drill 
be sent to licensee. 

TRAVERS, W.D. Emergency Preparedness Branch. 89/01/19. EBNETER.S.D. Region 
1 , Ofc of the Director. 2pp. 4881 5:062-4881 5:208. 

8902280508 Responds to NRC 890203 Itr re violation noted in Insp Rept 50-286/88- 
22.Correcth/e actionsrsecurity officer retrained & disciplined, ail security personnel rein- 
structed re access control & memo issued to ail station personnel. 

JOSIGER.W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 89/02/21. WENZINGER.E.C. Region 1. Ofc of the Director. 3pp. 
48636:108-48636:110. 


8903170311 Forwards Amend 84 to License DPR-64 & safety evaluation. Amend re- 
vises Tech Specs to prohibit control bank withdrawal when T average greater than 
350 F unless four reactor coolant pumps operating. 

NEIGHBORS, J.D. Project Directorate 1-1. 89/03/08. BRONS.J.C. New York Power Au- 
thority ^{formerly power Authority of the State of New York). 5pp. 48893:226- 

—8903170322 Amend 84 to License DPR-64, revising Tech Specs to prohibit control 
bank withdrawal when T average greater than 350 F unless four reactor coolant 
pumps operating. 

CAPRA, R. A. Project Directorate 1-1. 89/03/08. 10pp. 48893:231-48893:240. 


8903100113 Forwards 881121 FEMA rept on remedial activities conducted 880329,indi- 
cating deficiency re emergency broadcast sys procedures. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/02/22. JOSIGER.W. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 48814:272- 
48815:059. 

8903080380 Advises that 880502 request for exception to protection factor requirement 
for primary ememency operations facility concerning expansion of facility (ref NUREG- 
0737,Suppl *) cc'.d.i'oral.-i accocuino. 

CAPRA, R.A. P'o;ec‘ 0;rec:orsU: !-: SS*3S/25. BRAM.S.B. Consolidated Edison Co. of 
New York, Inc. BRONS.J.C. New York D owo- Authority (formerly Power Authority of 
the State of New York). 4pp. * H b\134~*F. 7W:22 i 


8903280250 Informs that most recent rev to emergency plan sent to NRC Document 
Control Desk & Region I, per 10CFR50.54(q). 

JOSIGER.W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 89/03/20. RUSSELL.W.T. Region 1, Ofc of the Director. Ip. 49075:360- 

A OAT CtOCA 


H. General correspondence 

8903080245 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

BRONSJ.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/02/27. CHILK,S.J. Office of the Secretary of the Commission. 7pp. 
48745:181-48745:187. 

8903210225 Informs that W Greenman being replaced by P Saunders. 

SAUNDERS, P.D. New York Power Authority (formerly Power Authority of the State of 
New York). 89/03/20. NRC - No Detailed Affiliation Given. Ip. 48982:097-48982:097. 


J. Insurance & indemnity information 


-8903170327 Safety evaluation supporting Amend 84 to License DPR-64. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/08. 2pp. 
48893:241-48893:242. 

8903210203 Forwards application for amend to License DPR-64, reducing frequency of 
testing of turbine steam stop & control valves. Enel revised Figure 8.2-2, "Conditional 
Probability of Missile Ejection..." to WCAP-11525 withheld. 

BRONSJ.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/03/10. Document Control Branch (Document Control Desk). 4pp. 
48970:329-48970:329. 

—8903210209 Application for amend to License DPR-64,changing frequency for testing 
turbine steam stop control valves & eliminating limiting conditions for operation & sur- 
veillance requirement for independent electrical overspeed sys. 

BRONSJ.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/03/10. 2pp. 48970:331-48970:331. 

-8903210212 Proposed Tech Specs.reducing frequency of testing of turbine steam stop 
& control valves & eliminating limiting condition for operation & surveillance require- 
ments for turbine independent electrical overspeed protection sys. 

* New York Power Authority (formerly Power Authority of the State of New York). 89/ 
03/10. 18pp. 48994:117-48994:134. 

8903220535 Advises that proprietary WCAP-12009, “RTD Bypass Elimination Licensing 
Rept for Indian Point Unit 3 will be withheld from public disclosure (ref 
1 0CFR2.790),per 881229 request 

NEIGHBORS, J.D. Project Directorate 1-1. 89/03/13. WIESEMANN.R.A. Westinghouse 
Electric Corp. 10pp. 49004:094*49004:105. 

8903230233 Supports 890125 & 881116 applications for withholding WCAP-12003,Rev 
1, “Westinghouse Improved Thermal Design Procedure Instrument Uncertainty Meth- 
odology for Indian Point 2," (ref 10CFR2.790). 

BRINKMAN,D.S. Project Directorate 1-1. 89/03/13. WIESEMANN,R.A. Westinghouse 
Electric Corp. 10pp. 49029:08249029:091. a 


Forwards endorsements to listed NEUA & MAELU policies & certificates 
OCONNOR.D.J. Marsh & McLennan, Inc, 89/01/13, DINITZ.I. Office of Nuclear Reac 
tor Regulation, Director (Post 87041 1). 125pp. 48585:055-48585:1 79. 


P. Operating license stage documents & correspondence 
8903200434 Requests to be added to file as interested party & to receive ati info r 
wSitiSiLHf? Vo* Power Authority (fpmwrty Power Authority of the State of Ne 

ln,0,ma,i0n & Publications Se,vices I® 80511 


8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 



Q. Inspection reports, IE Bulletins & correspondence 

8902230462 Forwards Insp Rept 50-286/89-01 on 890123-27.No violations noted 
DURRJ.P. Region 1. Ofc of the Director. 89/02/15. JOSIGER.W. New York ’power 
Authority (formerly Power Authority of the State of New York). 2dd 48570-1 OS- 
48570: 11 8. 
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-8902230467 Insp Rept 50-286/89-01 on 890123-27.No violations, deviations or unre- 
solved items noted.Major areas inspected: program for replacing steam generators & 
observations of storage conditions for new steam generators & welding of test. 
KAPLAN.HJ., WINTERS, R.W., STROSNIDER.J.R. Region 1, Ofc of the Director. 89/ 
02/07. 9pp. 48570:110-48570:118. 

8902280508 Responds to NRC 890203 Itr re violation noted in Insp Rept 50-286/88- 
22.Corrective actions:security officer retrained & disciplined, all security personnel rein- 
structed re access control & memo issued to all station personnel. 

JOSIGER.W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 89/02/21. WENZINGER.E.C. Region 1, Ofc of the Director. 3pp. 
48636:108-48636:110. 

8903100072 Informs of NRC intent to perform maint program team insp on 890327- 
0407 & 0424-28.Provision of end listed ref matl requested. NRC Temporary Instruction 
2515/97, “Maint Insp" also end for info & preparation for insp. 

GALLO.R.M. Region 1, Ofc of the Diredor. 89/02/22. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 11pp. 48808:358- 
48809:007. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design/* Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Eledrical Connedors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York. Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903200149 Forwards Safety Insp Rept 50-286/89-03 on 880130-0203 & forwards 
notice of violation. 

BELLAMY.R.R. Region 1, Ofc of the Diredor. 89/03/07. JOSIGER.W. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 48963:332- 
48963:354. 

-8903200159 Notice of violation from insp on 8901 30-0203. Violation noted:svcs of 
vendor lab utilized for analysis of waste stream isotopic content for determination of 
scaling factors w/o evaluating lab capability to provide quality svc. 

* Region 1, Ofc of the Diredor. 89/03/07. Ip. 48963:335-48963:335. 

-8903200163 Insp Rept 50-286/89-03 on 8901 30-0203. Violations noted.Major areas 
inspected:nonradiological chemistry, confirmatory measurements, whole body 
counting,radioadive liquid & gaseous effluent & radiological environ monitoring pro- 

PuRIA,J., JANG.J., KOTTAN.J. Region 1, Ofc of the Diredor. 89/02/27. 19pp. 
48963:336-48963:354. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903210196 Proposes that meeting requested by NRC 881116 Itr be scheduled at least 
90 days after startup following Cycle 6/7 outage.Meeting to resolve questions & com- 
ments re plant pump & valve inservice testing program. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/03/10. Document Control Branch (Document Control Desk). 2pp. 
48993:091 -48993:092. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants.” 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903200268 “Effluent & Waste Disposal Semiannual Rept for Indian Point 3,Jul to 
Dec, 1988." W/890228 Itr. 

JOSIGER.W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 88/12/31. RUSSELL, W.T. Region 1, Ofc of the Director. 55pp. 48959:191- 
48959:245. 

8902240321 Monthly operating rept for Jan 1989 for Indian Point Unit 3. W/890201 Itr. 
KELLY.L., JOSIGER.W.A. New York Power Authority (formerly Power Authority of the 
State of New York). 89/01/31. 9pp. 48580:275-48580:283. 

8903210464 Monthly operating rept for Feb 1989 for Indian Point 3 Nuclear Power 
Plant. W/ 890307 Itr. 

KELLY.L., JOSIGER.W.A. New York Power Authority (formerly Power Authority of the 
State of New York). 89/02/28. 15pp. 48983:253-48983:267. 


S. Reportable occurrences, LERs & related correspondence 

8903100246 Special rept:during Cycle 6/7 refueling outage scheduled from Feb-May 
tOeR.operrcs will be made in plant penetration fire barriers in order to install various 
nocs. F-.rtv water as posted & fire detection tests completed. 

JOSIGER.W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 89/03/02. Document Control Branch (Document Control Desk). Ip. 
48810:023-48810:023. 

8903100379 LER 89-001 -00: on 890204, initiated safety injection via high steam flow 
safety injection logic.Caused by uneven refilling of steam flow instrumentation 
lines.Safety injecton terminated & plant cooldown proceeded.W/890303 Itr. 

DIAMOND, E., JOSIGER.W.A. New York Power Authority (formerly Power Authority of 
the State of New York). 89/03/03. 6pp. 48804:006-48804:01 1 . 

8903150500 LER 89-002-00:on 890204, MSIV MS-1 -34 failed to close from control room 
during hot shutdown in preparation for steam generator replacement 
outage.Preliminary investigation shows some mechanical binding.W/890303 Itr. 
COULEHAN.V.R., JOSIGER.W.A. New York Power Authority (formerly Power Authority 
of the State of New York). 89/03/03. 4pp. 48860:332-48860:335. 

8903150504 LER 89-004-00:on 890204,determined that instrumentation & control tech- 
nician removed instrument fuses for source range resulting in loss of voltage to high 
flux trip bistable. Caused by personnel error.Technician counseled.W/890306 Itr. 
COULEHAN.V.R., JOSIGER.W.A. New York Power Authority (formerly Power Authority 
of the State of New York). 89/03/06. 6pp, 48876:264-48876:269. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list encl. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 


8903060105 Forwards public version of Rev 28 to "Crisis Mgt Plan for Nuclear Sta- 
tions." 

TUCKER, H.B. Duke Power Co. 89/02/17. Document Control Branch (Document Con- 
trol Desk). 2pp. 48736:168-48738:130. 

-8903060120 “Crisis Mgt Plan For Nuclear Stations." 

* Duke Power Co. 88/12/01. 200pp. 48736:170-48738:130. 

8903140278 Forwards Insp Repts 50-269/89-04,50-270/89-04 & 50-287/89-04 on 
890123-27.No violations noted. 

BELISLE.A. Region 2, Ofc of the Director. 89/02/28. TUCKER, H.B. Duke Power Co. 
2pp. 48853:321-48853:336. 

-8903140286 Insp Repts 50-269/89-04,50-270/89-04 & 50-287/89-04 on 890123- 
27.No violations noted.Major areas inspected:fire protection/prevention program 
implementation.Weaknesses identified in implementation of fire protection program. 
WARD.D. Region 2, Ofc of the Director. 89/02/24. 14pp. 48853:323-48853:336. 

8903270070 Advises that 890126 Rev 7 to guard training & qualification plan consistent 
w/provisions of 1 0CFR50.54(p) & acceptable. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/10. TUCKER, H.B. Duke Power Co. 
2pp. 49059:089-49059:090. 

8903230183 Responds to violations noted in Insp Repts 50-269/89-02, 50-270/89-02 & 
50-289/89-02.Corrective actions:health physics procedures will be changed to allow 
hot spots to be identified by individual labels on hot spots. 

TUCKER, H.B. Duke Power Co. 89/03/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 49029:304-49029:306. 


J. Insurance & indemnity information 


8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 


P. Operating license stage documents & correspondence 

8902240184 Lists topical repts for Core T-H which are inter-related, including correlation 
for predicting critical heat flux In mixing vane grid fuel assemblies & thermal-hydraulic 
methodology using VIPRE-01. 

TUCKER, H.B, Duke Power Co. 89/02/10. Document Control Branch (Document Con- 
trol Desk). 2pp. 48571:262-48571:263. 
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8902270337 Application lor amends lo l u rtises MPH MH.OI’H 4/ A DPR fif». clarifying 
oporahility & surveillance requirements lor HIM A I PI sys 

RJCKFR.H B Duke Power Go H!»/o;V1/ Document Control Branch (Document Con 
troi Dusk). :tpp mo -iHfiHf. n:t;> 

-8902270341 Proposed loch Specs clarifying oporahility A surveillance requirements 
for HPI & l PI sys 

* Duke Power Co BH/02/1/ ?()pp 4H5H5 01 3 4H»>Hr..03? 

8903130248 Summarizes H90;M)2 meeting w/util in Region It ole to discuss plant tier 
(ormance & improvement tirorjrams l ist ol attendees & v .v ;"iph ' — I 
REYES.! A Reqmn Olr oithe Oirector. H!t/o:V?P i i . 'i k. Power Co. 

23pp. 4HHP1 :*H!i ■t.'lHl'i .«)/ 

8903030135 Advises that audits verifying impli 'mentation of programs licensees tiro 
posed in response lo Generic l tr H8-05 tiemq performed, Plant selected lor audit 
scheduled for Auq 198!) 

PASTIS.H.N. Protect Directorate 113 H9/0P/23 IllCkt R.H B fluke Power Go. 3pp. 
48716:004 48/16.006. 

8903240135 Advises of cfianqes in crisis mqt data transmittal sys dial in 
procedure.username remain h.i «-|* «: ■ s, e: ii. ■ t : 

HARRIS.RF. Duke Power Cr '. l * %.AMi.A I legion 2, Ofc ol the Director. 

2pp. 49040.211 49040 212. 

8903090474 Advises that audit to verify proper implementation of RAW Owners Group 
safety A performance improvement program recommendations planned lor wk ol 
890327.Major areas lo ho evaluated listed. 

MATTHEWS, D.B, Protect Directorate 11-3 89/03/03 TUCKER.H.B Duke Power Go 
4pp. 48784:225-48784 ?2B 

8903160074 Notification ot 890316 meeting w/util in Cornelius, NG lo discuss status of 
licensing activities A safety initiatives Meeting agenda end. 

HOOD.D.S Protect Directorate 11-3. 89/03/06. MATTHEWS.D.B. Proioct Directorate II- 
3. 7pp. 488 78:080-488 78088. 

8903200168 Forwards "Fm'vqenoy Dose Assessment Manual." effective on 890307. 
TUCKER.H.B. Duke Power Co 89/113/13. Document Control Branch (Document Con- 
trol Desk). Ip. 48957:25/ 48958.224. 

-8903200169 "Emergency Dose Assessment Manual." 

* Duke Power Co. B9/03/07. 300pp. 48957:258-48958:224. 

8903210434 Provides current QA program description required by 
10CFR50.54(a).Ouality program scope in FSAR Section 3.2 reviewed. 

GIBSON. A F. Region 2. Ofc of the Director. 89/03/14. TUCKER.H B Duke Power Co. 
2pp. 48989-354 48989 355 

8903160296 Generic Ltr 89-02 to all holders of OLs A CPs for nuclear power reactors ro 
actions to improve detection of counterfeit A fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:00 1-4R960:057. 


Q. Inspection reports, IE Bulletins A correspondence 

8902270266 Provides results ol insp of Unit 1 surge line prior to startup expected on 
890206,por NRC Bulletin 88-011, Item l.a. Looses bolts A/or pipe clamp movements 
discovered on throe pipe supports.Corrective actions taken on supports. 

TUCKER.H.B. Duke Power Co. 89/02/06. Document Control Branch (Document Con- 
trol Desk). 2pp. 48588:258-48588:259. 

8902270645 Confirms 890210 enforcement conference in Region II to discuss inoper- 
ability of reactor bldg cooling unit dropout plates. 

ERNST, M.L. Region 2, Ofc of the Director. 89/02/08. TUCKER.H.B. Duke Power Co. 
Ip. 48584:246-48584:246. 

8902270195 Forwards Augmented Insp Team Repts 50-269/89-03, 50-270/89-03 A 50- 
287/89-03 on 890104-l3.No violations or deviations noted. Unresolved item identified. 
ERNS T .fi i ! Frgicn 2. Ofc of the Director. 89/02/10. TUCKER.H.B. Duke Power Co. 
2pp. 4flufW ?:>')■ 48!: fir.. 333 

-8902270199 Augmented Insp Team Repts 50-269/89-03,50-270/89-03 A 50-287/89- 
03 on 890104-13.No violations or deviations noted. Major areas inspected:se!ective 
exams of procedures A representative records A interviews w/personnel. 

PEEBLES, T.A. Region 2, Ofc of the Director. 89/02/0 2. 52pp. 48588:282-48588:333. 

8902270376 Forwards Insp Repts 50-269/89-02,50-270/89-02 A 50-287/89-02 on 
890109-13 A notice of violation. 

DECKERJ.R. Region 2, Ofc of the Director. 89/02/16. TUCKER.H.B. Duke Power Co. 
2pp. 48588:242-48588:255. 

-8902270387 Notice of violation from insp on 890 109- 13. Violation noted: workers not 
sufficiently informed of radiation in restricted areas, including failing to affix hot spot 
labels on shielding stating radiation levels under shielding. 

DECKER, T.R. Region 2, Ofc of thn Director. 89/02/16. 2pp. 48588:244-48588:245. 

-8902270390 Insp Repts 50-269/89-02.50-270/8902 A 50-287/89-02 on 890109- 
13. Violation noted.Major areas inspected:occupational 

exposure, shipping, transportation & followup on previous inspector identified items. 
SHORTRIDGE.R.B., POTTER, J.P. Region 2, Ofc of the Director. 89/02/17. 10pp. 
48588:246-48588:255. 

8903130287 Summarizes 890210 enforcement conference re inoperability of reactor 
bldg cooling unit dropout plates, per Insp Repts 50-269/88-35,50-270/88-35 A 50-287/ 
88-35.Summary of enforcement conference, attendance list A handout end. 
ERNST.M.L. Region 2. Ofc of the Director. 89/02/22. TUCKER.H.B. Duke Power Co. 
19pp. 48810:319-48810:337. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of Now York, Inc. 106pp. 48572:043-48572:148. 

8903130210 Ack receipt of 800902 A 890131 Itrs informing NRC of steps taken to cor- 
rect violations noted in Insp Repts 50-269/88-13,50-270/88-13 A 50-287/88-13. 
PEEBLESJ.A. Region 2. Ofc of the Director. 89/02/24. TUCKER.H.B. Duko Power 
Co. Ip. 48830:301-48830:301. 


8903030142 Advises that incorporation of ASMF Code Case N-401-1 into inservice insp 
programs al plants accnptablo.pnr 880815 request. Code Case N-401, "Eddy Current 
I xam" A rov to code, (‘.ode Case N-401-1 found to be technically equivalent. 

MA1THI WS.I1R Project Directorate 11-3. 89/02/25. TUCKER.H.B. Duke Power Co. 
hpp 48/16 020 48 7 1 6 024 . 

8902210351 Suppl 1 to NRG Info Notice 88 073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

HOSSI.GF. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Fdison Go of Now York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRG Info Notices 80-021, "Changes in Performance Characteristics of 
Molded Ouse Circuit Breakers." Svc list end 

ROSSI, G.F Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Go. of Now York, Inc. 104pp. 48578:032-48578:137. 

8903140278 Forwards Insp Hopts 50-269/89-04.50-270/89-04 A 50-287/89-04 on 
800 123-27. No violations noted. 

Bi.l ISI.F .A . .JUl IAN.G.A. Region 2, Ofc of tho Director. 89/02/28. TUCKER.H.B. 
Duke Power Go 2pp. 48853:321-48853:336. 

-8903140286 Insp Repts 50-269/89-04,50-270/89-04 A 50-287/89-04 on 890123- 
2/.No violations noted.Major areas inspectodrfire protection /prevention program 
implementation Weaknesses identified in implementation of fire protection program. 
WARDA. GONION.T. Region 2. Ofc of the Diroctor. 89/02/24. 14pp. 48853:323- 
48853:336. 

8903200187 Discusses Insp Repts 50-269/88-34,50-270/88-34 A 50-287/88-34 on 
881 1 15-1216 A forwards notice of violation. W/o end. 

ERNST.M.L. Hogion 2, Ofc of the Director. 89/02/28. TUCKER.H.B. Duke Power Co. 
3pp, 48969:156-48969:158. 

8903160481 Forwards Insp Repts 50-269/89-06,50-270/89-06 A 50-287/89-06 on 
890130 0203.No violations or deviations noted. 

JUl lAN.C.A. Region 2, Ofc of the Diroctor. 89/03/02. TUCKER.H.B. Duke Power Co. 
2pp, 48884:198-48884:208. 

-8903160485 Insp Repts 50-269/89-06,50-270/89-06 A 50-287/89-06 on 890130- 
0203. No violations or deviations noted.Major areas inspected:inservice insp 
nctivit idi".:i review of NDE orgamzation.procedures A personnel records. 

CAI-i :'*N H ■ * . I . AKF ,J J. Region 2. Ofc of the Director. 89/02/27. 9pp. 48884:200- 
48884:208. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Eloctrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York. Inc. 106pp. 48723:038-48723:143. 

8903170276 Responds to deviations noted in Insp Repts 50-269/88-35, 50-270/88-35 & 
50-287/88-35.Corrective actions:adril equipment ordered for use during freeze plug 
operation. 

TUCKER.H.B. Duko Power Co. 89/03/03. Document Control Branch (Document Con- 
trol Desk). 2pp. 48894:329-48894:330. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial A Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety- Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms A High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management A Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 11 7pp. 48798:114- 
48798:231. 

8903220140 Documents BAW Owners Group 890224 ltr to CE Rossi re response to 
portion of Item l.b of NRC Bulletin 88-011. Results of bounding fatigue analysis ex- 
pected to become available by 891031 . 

TUCKER.H.B. Duke Power Co. 89/03/09. Document Control Branch (Document Con- 
trol Desk). 2pp. 49002:353-49002:354. 

8903220411 Advises that audit to resolve issues re IE Bulletin 79-27, "Loss of NonClass 
IE Instrumentation A Control Power Sys During Operation" will be held on 890508- 
12.Documents needed include, single line diagram of electric distribution sys. 

HOOD.D.S. Project Directorate 11-3. 89/03/09. TUCKER.H.B. Duke Power Co. 4pp. 
49007:190-49007:193. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

B 903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boverl Circuit 
Breakers During Seismic Event." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903230183 Responds to violations noted in Insp Repts 50-269/89-02, 50-270/89-02 & 
50-289/89-0?.Corrective actions:health physics procedures will be changed to allow 
hot spots to be identified by individual labels on hot spots. 

TUCKER.H.B. Duke Power Co. 89/03/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 49029:304-49029:306. 
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8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York. Inc. 102pp. 48986.001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903220057 "Semiannual Radioactive Effluent Release & Solid Waste Disposal Repts 
for Jan-Dec 1989." W/890301 Itr. 

TUCKER, H.B. Duke Power Co. 88/12/31. 49pp. 48994:001-48994:049. 

8902240369 Monthly operating repts for Jan 1989 for Oconee Nuclear Station Plant. W/ 
890215 Itr. 

WILLIAMS, R.A., TUCKER, H.B. Duke Power Co. 89/01/31. 17pp. 48580:001- 

48580:017. 

8903220110 Monthly operating repts for Feb 1989 for Oconee Nuclear Station Units 1,2 
& 3 W/890315 Itr 

WILLIAMS.R.A., TUCKER, H.B. Duke Power Co. 89/02/28. 17pp. 49007:141- 

49007:158. 


S. Reportable occurrences, LERs & related correspondence 

8903020537 LER 89-001 -00:on 8901 12, reactor bldg cooling units A & C declared inop- 
erable after data collected from test on 8901 10 indicated svc induced fouling of units 
reduced performance capabilities.Cooling units cleaned.W/890222 Itr. 

NORTH, P.J., TUCKER, H.B. Duke Power Co. 89/02/22. 10pp. 48674:122-48674:131. 

8903090382 Responds to 881215 Itr re LER 50-269/88-13 concerning emergency 
backup power.Hardware mod implementation currently planned for completion by end 
of next Unit 2 refueling outage. 

TUCKER.H.B. Duke Power Co. 89/03/01. Document Control Branch (Document Con- 
trol Desk). Ip. 48799:358-48799:358. 

8903210003 Special rept:on 890302, discovered postulated failure of single relay (86TX) 
or single relay contact of relay 86CT1 which could result in trip signal to breakers El 
& E2 w/o switching switchgear breakers.Unit 1 brought to shutdown. 

TUCKER.H.B. Duke Power Co. 89/03/06. Document Control Branch (Document Con- 
trol Desk). 3pp. 48982:323-48982:325. 

8903230177 Informs that changes to emergency power switching logic Tech Spec 3.7, to 
resolve apparent conflicts identified in LER to be submitted by 890515. 

TUCKER.H.B. Duke Power Co. 89/03/15. Document Control Branch (Document Con- 
trol Desk), ip. 49023:024-49023:024. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 87041 1 ). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8903020405 Provides addl info re iSFSI in form of safety analyses to allow transfer cask 
be fabricated w/solid neutron shield matl filling neutron shield cavity. 

TUCKER.H.B. Duke Power Co. 89/02/10. Document Control Branch (Document Con- 
trol Desk). 13pp. 48669:282-48669:293. 

8902230681 Forwards request for addl info re 880331 submittal concerning ISFSI within 
45 days of Itr date. 

PASTIS.H.N. Project Directorate 11-3. 89/02/15. TUCKER.H.B. Duke Power Co. 3pp. 
48570:288-48570:290. 

8903070077 Confirms milestone schedule of remaining const activities required to sup- 
port spent fuel loading in Jan 1990.Requests continued advisement of status of NRC 
review of ISFSI application. 

TUCKER.H.B. Duke Power Co. 89/02/21. Document Control Branch (Document Con- 
trol Desk). 3pp. 48763:040-48763:042. 

8903210285 Requests review & approval of 89021 0 submittal as amend to forthcoming 
Oconee ISFSI Ilcense.Submittal contains supplemental safety analysis for ISFSI trans- 
fer cask incorporating alternative, solid neutron shield design. 

TUCKER.H.B. Duke Power Co. 89/03/08. Document Control Branch (Document Con- 
trol Desk). 2pp. 48984:234-48984:236. 
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P. Operating license stage documents & correspondence 

8903080040 Forwards GA Co info memo on CRD switches. Preventive maint should be 
performed to avoid sluggish or sticking behavior of switches. Problem considered ge- 
neric & does not affect safety circuitry of console. 

MICHAELS.T.S. Standardization & Non-Power Reactor Project Directorate. 89/02/27. 
BERLINGER.C.H. Generic Communications Branch. 2pp. 48742:327-48742:336. 

-8903080043 Forwards matl & cover Itr mailed to 24 TRIGA facilities in US & foreign 
facilities re maint of control of CRD switches, per recent telcon. 

WHITTEMORE.W.L. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 89/02/17. MICHAELS, T.S. Standardization & Non-Power Reactor Project Direc- 
torate. 5pp. 48742:329-48742:336. 
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F. Security, medical, emergency & fire protection plans 

8902280067 Formalizes requests made during 890213 telcon re planned insp of emer- 
gency operating procedures during wks of 890306 & 13. Availability of plant ref simula- 
tor & plant procedures generation package requested. 

GALLO.R.M. Region 1, Ofc of the Director. 89/02/13. HUKILL.H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 48626:248-48626:249. 

8903100009 Forwards Safety Insp Rept 50-289/89-05 on 890214-15.No violations 
noted.Controls placed on grace period acceptable. 

MARTIN.T.T. Region 1, Ofc of the Director. 89/02/22. HUKILL.H.D. General Public 
Utilities Corp. ■ GPU Service Corp. 2pp. 48828:021-48828:026. 

-8903100011 Insp Rept 50-289/89-05 on 89021 4-1 5.No violations noted. Major areas 
inspected performance of visual fire damper surveillance test, surveillance test 
records, security records of personnel access & witnessing of surveillance test. 
DURR.J.P., MARTIN.T.T. Region 1, Ofc of the Director. 89/02/21. 4pp. 48828:023- 
48828:026. 

8903020396 Responds to NRC 8902*3 It' r rcixp*:n^ lorj^ents to support planned 
insp of TMI-1 emergency operating pi ere jut, s ritfOSOE- 17 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 89/02/23. Document 
Control Branch (Document Control Desk). 2pp. 48674:090-48674:091. 

8903140184 Summary of 890214 meeting w/util in Middletown, PA re status & future ac- 
tions of all active licensing issues. List of fitter does cf activities discussed & 

handout of draft NRC evaluation of remaining App n isr...-:-s 

HERNAN.R.W. Project Directorate !-'■•. 89/C2/24. Project Directorate 1-4. 28pp. 
48857:254-48857:281. 

8903140240 Informs that Temporary Change Notice 1-88-0120 to EPIP 9471 -ADM- 
1300.01 cancelled. 

NASH.B. General Public Utilities Corp. - GPU Service Corp. 89/03/03. Document Con- 
trol Branch (Document Control Desk). Ip. 48857:317-48857:317. 

8903210167 Temporary Change Notice 1-89-0016 to Rev 0 to TMI Emergency Pre- 
paredness Administrative Procedure 9471-ADM-1300.01, "Maintaining Emergency 
Preparedness 11 

* General Public Utilities Corp. - GPU Service Corp. 89/03/10. 6pp. 48980:110- 
48980:115. 

8903210410 Forwards Safety Insp Repts 50-289/89-02 & 50-320/89-01 on 890123- 
26.No violations noted. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/03/14. HUKILL.H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 48980:091-48980:103. 

-8903210418 Insp Repts 50-289/89-02 & 50-320/89-01 on 890123-26.No violations 
noted.Major areas inspected:licensee emergency preparedness p-ogran 
AMATO, C.G.. LAZARUS, W.J. Region 1. Ofc of the Directr ' SS/Cti '0. 11pp. 
48980:093-48980:103. 

8903280056 Forwards general status summary of consideration of PRA 
recommendations.Subjs covered include, control bldg ventilation sys, reactor coolant 
pump seals, fires, onsite electric power, offsite electric power & DHR & river water. 
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 89/03/17. Document 
Control Branch (Document Control Desk). 7pp. 49063:168-49063:174. 

8903270287 Rev 2 to EPIP 9471 -IMP-1 300.06, “Addl Assistance & Notification" & Rev 
1 to 9471 -IMP-1 300.04, “Contact/Callout of Emergency Personnel." 

* General Public Utilities Corp. - GPU Service Corp. 89/03/20. 57pp. 49053:277- 
49053:333. 


J. Insurance & indemnity information 

8903080514 Forwards Endorsements 130 & 131 to NELIA Policy NF-164. Endorse- 
ments 107 & 108 to MAELU Policy MF-44, Endorsements 94 & 95 to NELIA Policy NF- 
107, Endorsements 110 & ill to NELIA Policy NF-220 & Endorsements 97 & 98 to 
MAELU Policy MF-73. 

FARRELL.E. Marsh & McLennan, Inc. 89/01/18. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 87041 1). 23pp. 48743:197-48743:220. 


P. Operating license stage documents & correspondence 

8601280026 Notification of 860129 meeting w/util in Bethesda.MD to discuss proposed 
steam generator plugging criteria. 

THOMA.J. PWR Project Directorate 6. 86/01/22. DENTON, H.R., EISENHUT.D., 
LYONS, J. NRC - No Detailed Affiliation Given. 2pp. 34365:359-34365:361. 

8903220388 Proposed rule 10CFR2, “Statement of Policy on Litigation of TMI-Related 
Issues in Power Reactor Operating License Proceedings, Revocation of Superseded 
Policy Statement Concerning TMI-Related Procedures." 

CHILK.S.J. Commissioners. 89/02/16. 4pp. 48890:001-48890:004. 

8903100170 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment." Util determined that maint procedures, emergency 
procedures & training on subj adequate. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 89/02/24. Document 
Control Branch (Document Control Desk). 4pp. 48801:318-48801:321. 

8903140184 Summary of 890214 meeting w/util in Middletown.PA re status & future ac- 
tions of all active licensing issues.List of attendees, listing of activities discussed & 
handout of draft NRC evaluation of remaining App R issues end. 

HERNAN.R.W. Project Directorate 1-4. 89/02/24. Project Directorate 1-4. 28pp. 
48857:254-48857:281. 

8903140123 Summary of 890215 meeting w/util in Rockville, MD re ATWS 
implementation. List of attendees & post-meeting questions end. 

HERNAN.R.W. Project Directorate 1-4. 89/02/27. Project Directorate 1-4. 6pp. 
48855:080-48855:085. 
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8903070205 Notification of 890307 meeting w/BWR Owners Group in Rockville, MD to 
discuss items of current i rte r es t Acenda ©re! 

SHAO.L.C. Divisic- =: Lnair-:-;- nc & Svsnns Technology (Post 870411). 89/02/28. 
MIRAGLIA.F.J. Assor.i,-:!-.: Drf.c:cK inspection & Technical Assessment (Post 
870411). 8pp. 48763:023*48763:030. 

8903230098 Discusses safety & performance inprovement program programmatic audit 
at plant scheduled for 890731 .Purpose of audit is to evaluate adequacy of program to 
implement B&W Owners Group Safety & Performance Improvement Program. 
HERNAN.R.W. Project Directorate 1-4. 89/03/09. HUKILUH.D. General Public Utilities 
Corp. - GPU Service Corp. 4pp. 49022:326-49022:329. 

8903230358 Responds to 890221 request for info on status of TMI action plan 
requirements.Addl time needed to gather other noncomputerized data to fully respond 
to questions.Complete response will be provided by 890330. 

ZECH.LW. Commissioners. 89/03/10. MARKEY.E.J. House of Rep. Ip. 49023:025- 
49023:027. 

8903200061 Notification of 890317 meeting w/util in Middletown.PA to discuss status of 
current licensing issues. 

hFRNAN.R.W Prcjec: Directorate 1-4. 89/03/13. STOLZ.J.F. Project Directorate 1-4. 
3pp. 48055:28* *8959.256. 

8903230448 Requests that util withdraw Tech Spec Change Request 173 & submit new 
request that agrees w/Generic Ltr 89-01 & rev to TMI-1 offsite dose calculation 
manual which addresses comments in end rept. 

HERNAN.R.W. Project Directorate i-4. 89/03/15. HUKILL.H.D. General Public Utilities 
Corp. - GPU Service Corp. 4pp. 49028:249-49028:280. 

-8903230459 Forwards “Evaluation of Offsite Dose Calculation Manual (Updated 
Through Rev 8) TMI-1." Review completed under provisions of Project 5 of FIN D- 
6034, 'Review of Radiological Issues." 

SIMPSON.F.B. Idaho National Engineering Laboratory. FIN D-6034. 88/10/04. 
MEINKE.W.W. NRC - No Detailed Affiliation Given Ip. 49028:253-49028:253. 

-8903210273 “Evaluation of Offsite Dose Caicuation Manual (Updated through Rev 
8), TMI-1." 

YOUNG.T.E. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 88/09/30. NRC - No Detailed 
Affiliation Given. 27pp. 49028:254-49028:280. 

8903220147 Ack receipt of 880920 response to Generic Ltr 88-1 1 re radiation embrittle- 
ment of reactor vessel matls.Approved curves valid through 10 EFPY.Theref ore, until 
10 EFPY reached.no further action required in response to subj ltr. 

HERNAN.R.A. Project Directorate 1-4. 89/03/17. HUKILL.H.D. General Public Utilities 
Corp. • GPU Service Corp. 2pp. 49003:300-49003:301. 

8903280056 Forwards general status summary of consideration of PRA 
recommendations.Subjs covered include,corrtrol bldg ventilation sys, reactor coolant 
pump seals, %es,cns 5 te electric power offsite electric power & DHR & river water. 

HUKI: :.,KD General Puclic Utilises Ccrp. - GPU Sf.rvcc Corp. 89/03/17. Document 
Control Branch (Document Control Desk). 7pp. 49063: 1 68-49063: 1 74. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902240015 Notification of Significant Meeting 89-026 w/util on 890228 in King of 
Prussia, PA re SALP Board meeting. 

COWGILL.C.J. Region 1, Ofc of the Director. 89/02/10. Region 1, Ofc of the Director. 
2pp. 48583:156-48583:157. 

8902280067 Formalizes requests made during 890213 telcon re planned insp of emer- 
gency operating procedures during wks of 890306 & 13.Availability of plant ref simula- 
tor & plant procedures generation package requested. 

GALLO.R.M. Region 1, Ofc of the Director. 89/02/13. HUKILL.H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 48626:248-48626:249. 

8903070019 Ack receipt of 890127 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-289/88-30. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/02/16. HUKILUH.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 48741:049-48741:052. 

8903100009 Forwards Safety Insp Rept 50-289/89-05 on 890214-15.No violations 
noted.Controls placed on grace period acceptable. 

MARTIN, T.T. Region 1, Ofc of the Director. 89/02/22. HUKILUH.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 48828:021-48828:026. 

-8903100011 Insp Rept 50-289/89-05 on 89021 4-1 5.No violations noted. Major areas 
inspected:performance of visual fire damper surveillance testsurveillance test 
records,security records of personnel access & witnessing of surveillance test. 
DURR.J.P., MARTIN, T.T. Region 1, Ofc of the Director. 89/02/21. 4pp. 48828:023- 
48828:026. 

8903020396 Responds to NRC 890213 ltr requesting documents to support planned 
insp of TMI-1 emergency operating procedures on 890306-17. 

HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 89/02/23. Document 
Control Branch (Document Control Desk). 2pp. 48674:090-48674:091. 

8902170112 NRC Into Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903140184 Summary of 890214 meeting w/util in Middletown,PA re status & future ac- 
tions of all active licensing issues.List of attendees, listing of activities discussed & 
handout of draft NRC evaluation of remaining App R issues end. 

HERNAN.R.W. Project Directorate 1-4. 89/02/24. Project Directorate 1-4. 28pp. 
48857:254-48857:281 . 

8902210351 Suppl 1 to NRC Into Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 


8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903130186 Rev 1 to Notification of Significant Meeting 89-026 on 890302 w/licensee 
in King of Prussia, PA for SALP Board meeting. 

COWGILL.C.J. Region 1, Ofc of the Director. 89/02/27. Region 1, Ofc of the Director. 
2pp. 48820:008-48820:009. 

8903140675 Forwards Safety Insp Rept 50-289/88-29 on 881 203-8901 14.No conditions 
adverse to nuclear safety/safeguards or regulatory requirements noted. 
BETTENHAUSEN.L. Region 1. Ofc of the Director. 89/03/01. HUKILL.H.D. General 
Public Utilities Corp. - GPU Service Corp. 2pp. 48857:237-48857:249. 

-8903140679 Safety Insp Rept 50-289/88-29 on 881203-890114 & 18.No violations 
noted.Major areas inspected:plant operations, equipment operability (maint & surveil- 
lance) & engineering & technical support 

COWGILL.C. Region 1, Ofc of the Director. 89/02/27. 11pp. 48857:239-48857:249. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903200280 Ack receipt of 890127 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-289/87-01. 

DURR.J.P. Region 1, Ofc of the Director. 89/03/03. HUKILL.H.D. General Public Utili- 
ties Corp. - GPU Service Corp. 2pp. 48971:106-48971:113. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list enef. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903210410 Forwards Safety insp Repts 50-289/89-02 & 50-320/89-01 on 890123- 
26. No violations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/14. HUKILUH.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 48980:091-48980:103. 

-8903210418 Insp Repts 50-289/89-02 & 50-320/89-01 on 890123-26.No violations 
noted.Major areas inspected:licensee emergency preparedness program. 

AMATO, C.G., LAZARUS, W.J. Region 1, Ofc of the Director. 89/03/10. 11pp. 
48980:093-48980:103. 

8903220063 Forwards Safety Insp Repts 50-289/89-02 & 50-320/89-01 on 890123- 
26.No violations noted. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/03/14. ROCHE.M.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 49004:069-49004:081. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event" Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants," 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consdidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8902280278 "Personnel Exposure Rept - 1988." W/890222 ltr. 

HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 88/12/31. 3pp. 
48625:177-48625:179. 

8903060047 TMI-1 annual rept for 1988,including CY88 tabulation of personnel 
exposure,aircraft movement data from Harrisburg Tntl Airportjeak reduction program 
test info & pressurizer PORV & pressurizer safety valve challenges.W/890224 ltr. 
HUKILUH.D. General Public Utilities Corp. • GPU Service Corp. 88/12/31. 12pp. 
48734:186-48734:197. 
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8903130206 "Second Half 1988 Semiannual Effluent & Release Rept for TMi-1." W / 
890228 Itr. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 88/12/31. 19pp. 
48820:090-48820:108. 

8902240297 Monthly operating rept for Jan 1989 for TMI-1.W/890215 Itr. 

SMYTH, C.W., s IUK:-: I ,H D. General Public Utilities Corp. - GPU Service Corp. 89/01/ 
31. 6pp. 48571:099-48571 : 104. 

8903130162 Forwards TMI status rept for 8901 14-021 7, providing highlights of significant 
events at plant from NRC regulatory perspective. 

COWGILL.C.J. Region 1, Ofc of the Director. 89/02/23. BETTENHAUSEN.L. NRC - 
No Detailed Affiliation Given. 5pp. 48818:354-48818:358. 

8903200229 Monthly operating rept for Feb 1989 for TMI-1 .W/890314 Itr. 

SMYTH.C.W., HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 89/02/ 
28. 6pp. 48971:032-48971:037. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8707130388 Requests that end info re evacuation time estimate & beach population 
sheltering be forwarded to regional director of FEMA,Region 1 ,for review. 

BIRD.R.G. Boston Edison Co. #189 8147. 87/06/04. BELLAMY, R.R. Region 1, Ofc of 
the Director. 34pp. 48695:279-48695:31 2. 

8903080506 Draft Rev 6 to town of Plymouth radiological emergency response plan for 
Pilgrim nuclear power station.* 

* Plymouth, MA. #189 8157. 87/10/30. 200pp. 48658:230-48659:083. 

8903080513 Draft Rev 2 to town of Duxbury radiological emergency response plan for 
Pilgrim nuclear power station.* 

* Duxbury. MA. #189 8158. 87/10/30. 150pp. 48660:046-48663:227. 

8903080547 Rev 3 to town of Carver radiological emergency response plan for Pilgrim 
nuclear power station.* Related info end. 

* Carver, MA. #189 8171. 87/10/30. 1400pp. 48654:001-48658:229. 

8903090068 Rev 3 to Town of Kingston radiological emergency response plan for Pil- 
grim nuclear power station.* Related info end. 

* Kingston, MA. #189 8172. 87/10/30. 1,100pp. 48680:153-48684:080. 

8903080448 Forwards rept, “Reception Ctr Feasibility Analysis" addressing Subissue 
B.1 as identified in util action plan & schedule for providing assistance in addressing 
FEMA issues. 

VARLEY.R.A. Boston Edison Co. #189 8155. 87/12/23. AGNES, P. Massachusetts, 
Commonwealth of. 45pp. 48660:001-48660:045. 

8903080456 Rev 4 to town of Bridgewater radiological emergency response plan for Pil- 
grim nuclear power station.* Related info end. 

? Massachusetts. Commonwealth of. #189 8164. 88/03/09. 430pp. 48665:064- 
48666:249. 

8903080478 Advises that informal technical review of four draft plans for towns of 
Plymouth, Carver, Kingston & Taunton conducted, per 880318 request. 

THOMAS, E.A. Federal Emergency Management Agency. #189 8160. 88/03/30. 
BOULAY.R. Massachusetts, Commonwealth of. 2pp. 48659:342-48659:343. 

8903090051 Rev 2 to offsite emergency preparedness training for Pilgrim nuclear power 
station Module 12:transportation Lesson Plan 12-1 .introduction to transportation pro- 
viders.* 

* Boston Edison Co. #189 8185. 88/07/03. 250pp. 48698:089-48698:357. 

8903080524 Draft rev 5 to town of Marshfield radiological emergency response plan for 
Pilgrim nuclear power station.* Related documentation end. 

* Marshfield, MA. #189 8161. 88/07/11. 800pp. 48660:228-48663:107. 

8903080421 Rev 5 to City of Taunton radiological emergency response plan for Pilgrim 
Nuclear Power Station.* Related info end. 

* Massachusetts, Commonwealth of. #189 8162. 88/07/28. 500pp. 48667:089- 
48667:265. 

8903080445 Rev 4 to Massachussetts Civil Defense Agency Area II radiological emer- 
gency response plan for Pilgrim Nuclear Power Station.* 

? Massachusetts, Commonwealth of. #189 8163. 88/08/15. 203pp. 48666:250- 
48667:088. 

8903080468 Responds to 880527 & 0707 Itrs re offsite radiological emergency planning 
& preparedness for facility.FEMA encourages development of comprehensive sched- 
ule for completion of emergecy plans for facility. 

VICKERS, KG. Federal Emergency Management Agency. #189 8165. 88/08/22. 
BARRY, C.V. Massachusetts, Commonwealth of. 4pp. 48663:108-48663:111. 

8811210055 Provides most recent status of resolution of offsite emergency prepared- 
ness deficiencies in Commonwealth of MA & local plans for plant EPZ. 

LAZARUS, W. Region 1, Ofc of the Director. #189 8167. 88/09/09. RUSSELL, W. 
Region 1, Ofc of the Director. 25pp. 48859:313-48860:121. 

8903090115 Forwards draft Itr of agreement re transportation providers by companies 
indicating willingness to participate in emergency response for accident at Pilgrim Sta- 
tion. 

AGNES, P.W. Massachusetts, Commonwealth of. #189 8174. 88/10/10. VAR LEY, R. 
Boston Edison Co. 3pp. 48697:282-48697:284. 


8903090058 Submits feasibility study re suitability of State Dept of Public Works garage 
located in Wellesley, M A as potential reception/processing ctr for evacuees in event of 
accident at facility. 

LOVERING, J.L Massachusetts, Commonwealth of. #189 8186. 88/10/11. 
BARRY.C.V., AGNES, P. Massachusetts, Commonwealth of. 164pp. 48697:285- 
48698:088. 

8903090149 Discusses Commonwealth of MA 881006 public meeting on offsite emer- 
gency preparedness for plant. 

TRAVERS, W.D. Emergency Preparedness Branch. #189 8178. 88/11/09. 
CONGEL.F.J. Division of Radiation Protection & Emergency Preparedness (Post 
87041 1 ). 2pp. 48698:358-48698:359. 

8903090176 Forwards schedule for production of public info brochure on plant for 
review. 

VARLEY.R.A. Boston Edison Co. #189 8180. 88/12/08. BOULAY.R. Massachusetts, 
Commonwealth of. 2pp. 48697:280-48697:281. 


8903070029 Forwards Safety Insp Rept 50-293/88-34 on 881114-1226. 

COLLINS, S.J. Region 1, Ofc of the Director. 89/02/17. BIRD.R.G. Boston Edison Co. 
2pp. 48741:007-48741:025. 

-8903070032 Safety Insp Rept 50-293/88-34 on 881114-1226.No violations 
noted.Major areas inspected:plant operations, radiation protection, physical 

security, plant events.maint, surveillance, Part 21 repts & outage activities. 
BLOUGH.A.R. Region 1, Ofc of the Director. 89/02/14. 17pp. 48741:009-48741:025. 


8903100475 Forwards Meeting Rept 50-293/89-03 on 890131-0202. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/02/23. BIRD.R.G. Boston Edison 
Co. 2pp. 48809:093-48809:102. 

-8903100480 Meeting Rept 50-293/89-03 on 890131-0202.Major areas 
discussed:emergency operating conditions, training, staffing, emergency plan & imple- 
menting procedures & equipment. 

CONKLIN, C., LAZARUS, W.J. Region 1, Ofc of the Director. 89/02/21. 8pp. 
48809:095-48809:102. 


8903090201 Forwards Rev 8 to security plan & Rev 9 to quard training & qualification 
plan.Revs withheld (ref 10CFR73.21). 

BIRD.R.G. Boston Edison Co. 89/02/27. Document Control Branch (Document Con- 
trol Desk). 2pp. 48781:260-48781:261. 

8903200189 Approves reactor operation up to 25% of full power per util power ascen- 
sion test program & Confirmatory Action Ltr 86-10.Urges util to cooperate w/Common- 
woa :h of MA & local govts to further improve state of emergency preparedness. 
RUSSELL, W.T. Region 1, Ofc of the Director. 89/03/03. BIRD.R.G. Boston Edison 
Co. 12pp. 48965:047-48965:058. 


8903200301 Partial response to FOIA request for documents.Forwards App E/E & por- 
tions of App F/F documents.App D/D, E/E & portions of App F/F documents available 
in PDR.App G/G & portions of App F/F withheld (ref FOIA Exemption 5) 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/10. JOHNSON, G.E. Swidler & Berlin. 9pp. 48931:238-48934:061. 

-8309210496 Requests assistance w/response to emergency preparedness issues 
raised by Massachusetts PIRG re offsite emergency response plans & 
preparedness. Rept on adequacy of plans requested. 

JORDAN, E.L. Div of Emergency Preparedness & Engineering Response, IE(85021 2- 
870413). 83/09/06. KRIMM.R.W. Federal Emergency Management Agency. 87pp. 
48931:247-48931:330. 

-8903200322 Responds to 861222 Itr & rept re state of emergency preparedness at 
util.Emergency preparedness will be reviewed in coming months in preparation for de- 
cision on readiness of plant.Findings will be discussed w/recipient after review. 
MURLEY.T.E. Region 1, Ofc of the Director. 87/01/05. BARRY.C.V. Massachusetts, 
Commonwealth of. Ip. 48931:332-48931:332. 

-8903200332 Requests to appear before Commonwealth of MA special joint committee 
on investigation & study of plant on 870302 in Boston, MA during review of public 
safety, financing, supplies, equipment & plans for emergency preparedness. 

NORTON, T.C., FORMAN, P. Massachusetts, Commonwealth of. 87/02/10. 

PARLER.W. Office of the General Counsel. Ip. 48931:333-48931:333. 

-8903200352 Forwards licensee Itr to PW Agnes & attachments, "Emergency Pre- 
paredness Matls,” addressing outstanding issues re plant EPZ.Recommends to for- 
ward info to FEMA for use in FEMA assessment of plant offsite emergency plans. 
BELLAMY.R.R. Region 1, Ofc of the Director. 87/07/09. MATTHEWS, D.B. Emergency 
Preparedness Branch. 300pp. 48932:095-48933:096. 

-8903200359 Requests review of end Commonwealth of MA brief, “Petition for Review 
of Decision of NRC,” re mgt,emergency planning & containment issues at plant 
CROCKETTS. Office of the General Counsel. 88/01/14. WESSMAN.D. NRC - No De- 
tailed Affiliation Given. 44pp. 48933:097-48933:140. 

-8903200365 Forwards Commonwealth of MA brief seeking judicial review of decision 
denying Massachusetts PIRG 2.206 petition on mgt, emergency planning & contain- 
ment issues at plant. 

CROCKETT, S. Office of the General Counsel. 88/01/15. MURLEY.T. NRC - No De- 
tailed Affiliation Given. Ip. 48933:141-48933:141. 

-8903200369 Forwards Commonwealth of MA brief seeking judicial review of director 
detision denying Massachusetts PIRG 2.206 petition on mgtemergency planning & 
containment issues at plant & requests to look at argument on emergency planning. 
CROCKETTS. Office of the General Counsel. 88/01/15. VAN NIEL.D. NRC - No De- 
tailed Affiliation Given. Ip. 48933:142-48933:142. 

-8903200374 Forwards final NRC brief on director decision on Massachusetts PIRG 
2,206 re plant 

CROCKETTS. Office of the General Counsel. 88/03/01. VAN NIEL.D. Office of Nu- 
dear Reactor Regulation, Director (Post 870411). 54pp. 48933:143-48933:196. 
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G. Adjudicatory correspondence 

8903080510 Rev 0 to Pilgtim station evacuation time estimates & traffic mgt plan 
update.* Apps A,B & M end. 

* KLD Associates. Inc. #189 8166. 88/08/25. Boston Edison Co. 700pp. 48663:112- 
48665:063. 

8903090046 Summarizes demonstrations observed during 880107 hearing conducted by 
Senator E Kennedy in Commonwealth of MA re transportation provider training for 
plant. 

RUSSELL.W.T. Region 1. Ofc of the Director. #189 8184. 88/12/29. MURLEY.T.E. 
Office of Nuclear Reactor Regulation. Director (Post 870411). 12pp. 48699:001- 
48699:012. 


H. General correspondence 

8903010176 Provides rept re background & initial data gathered by Citizens Monitoring 
Network around plant for Dec 1988-Jan 1989. 

MUIRHEAD.D., BURROWS,B., QUAID.D. Affiliation Not Assigned. 89/02/14. DUNN.V, 
Massachusetts. Commonwealth of. 35pp. 48648:120-48648:141. 

8903240144 Discusses nuclear organization change & formation of new radwaste & 
chemistry section at facility which repts directly to plant manager.Tech Spec figure 
encl.License amend request will be submitted to update chart. 

BIRD.R.G. Boston Edison Co. 89/03/08. Document Control Branch (Document Con- 
trol Desk). 2pp. 49040:021-49040:022. 

8903200301 Partial response to FOIA request for documents.Forwards App E/E & por- 
tions of App F/F documents.App D/D, E/E & portions of App F/F documents available 
in PDR.App G/G & portions of App F/F withheld (ref FOIA Exemption 5) 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/10. JOHNSON.G.E. Swidler & Berlin. 9pp. 48931:238-48934:061. 

—8903200401 Forwards R Bird clarification re licensee offsite emergency planning proc- 
ess 'or piar.t.'nc' idin^ stupes conducted for sheltering beach /transient populations to 
.vo’. c_- .cwn o‘ LVixa rv.Vj. w/data to identify final usable shelters. 
l>E.. F Ofc of the Director. 87/11/17. DINAN.M.A. Affiliation Not 

Assignee '-P ggg>. i! .: a n934:061 . 

8903270154 Responds to 881110 Itr to Vice President Bush re persons: safe 4 ’, if fnciK*v 
permitted to restart. Resumption of power dependent on satisfactory :om:.Tai. r a , .r.::* c* 
required improvements ir cmnrcrrry p-eparedness. 

MURLEY.T.E. Office of Njf.ioar Roac:c' Regulation, Director (Post 870411). 89/03/ 
10. DUPUY.J. Affiliation Not Assigned. 17pp. 49110:244-49110:260. 

8903220415 Responds to 890209 Itr requesting answers to questions re emergency 
planning in EPZ & 890223 Itr re synopsis of visits to Taunton State Hosp, designated 
reception ctr for EPZ. 

BELLAMY.R.R. Pop's - 1 \ tha Director. 89/03/15. DINAN.M.R. Affiliation Not 

Assigned. 5pp. 43:oe.2-:6-'.3CCe ?u0 


P. Operating license stage documents & correspondence 

8903010165 FOIA request for records re NRC/util 861124 mgt meeting documented in 
W Kane 861231 Itr. 

CARREY-BEAVER Massachusetts. Commonwealth of. 88/05/23. GRIMSLEY.D.H. 
NRC - No Detailed Affiliation Given. 2pp. 48581:017-48581:018. 

8903010168 FOIA request for records re supplementary Confirmatory Action Ltr CAL- 
86-10 issued on 860827. 

CARREY-BEAVER Massachusetts, Commonwealth of. 88/05/23. GRIMSLEY.D.H. 
NRC - No Detailed Affiliation Given. 2pp. 48581:019-48581:020. 

8903030241 FOIA request for documents received by or generated by Pilgrim Restart 
Assessment Panel re Panel activities. 

CARREY, BEAVER Massachusetts, Commonwealth of. 88/10/11. GRIMSLEY.D.H. Di- 
vision of Freedom of Information & Publications Services (880515-890204). 2pp. 
69671:039-69671:044. 

8902230662 Forwards EG&G Idaho revised Ltr Evaluation SIM-16-89, "Review of Off- 
site Dose Calculation Yir ja!. D ov o Nuclear Prwnr Station." Review conclud- 
ed manual within gj.cs!.ro.s :■! NLFEC-'.J'M'J & adaptable. 

MCDONALD.D.G. Project Directorate 1-3. 89/02/13. BIRD.R.G. Boston Edison Co. 
2pp. 48568:181-48568:194. 

-8902230667 "Evaluation of Pilgrim Offsite Dose Calculation Manual Through Rev 2." 
SIMPSON, F.B. Idaho National Engineering Laboratory. SIM-16-89. 89/01/30. 
MEINKE.W. Radiation Protection Branch. 12pp. 48568:183-48568:194. 

8902230339 Forwards safety evaluation re util 831117 & 850628 responses to Generic 
Ltr 83-28, Item 2.1 (Parts 1 & 2), "Equipment Classification & Vendor Interface Pro- 
cram " Responses acceptable. 

MCLONALD.DG Prc.e:: J-rectorate 1-3. 89/02/15. BIRD.R.G. Boston Edison Co. 
3pp. 48568:217-48568:234. 

-8902230345 Safety evaluation supporting util 831117 & 850628 responses to Generic 
Ltr 83-28, Item 2.1 re equipment classification & vendor interface program for reactor 
trip sys. 

* Project Directorate 1-3. 89/02/15. 3pp. 48568:220-48568:234. 

8903010177 Final response to FOIA request for records,App F records available in 
PDR.App G documents end & available in PDR.App H records partially withheld & 
App I records completely withheld (ref FOIA Exemption 5). 

PHIL1PS.J. Division of Freedom of Information & Publications Services (Post 890205). 
89/02/22. CARREY-BEAVER Massachusetts, Commonwealth of. 13pp. 48581:021- 
48581:033. 

8903030254 Final response to FOIA request for records.App A records available in 
PDR.App B records end & available in PDR.App C & D records partially & completely 
withheid,respectively, (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/02/23. CARREY-BEAVER Massachusetts, Commonwealth of, 7pp. 
48722:144-48723:037. 


-8903030269 Advises that licensee power ascension program satisfies NRC request for 
formal restart program & schedule w/appropnate hold points. Further review of licens- 
ee technical justification for non-instrumented i p ansm tiers ongoing 
EVANS, M. Region 1, Ofc of the Director. 89/02. ?.'! DOEitr.FlN.i_ Region 1, Ofc of 
the Director. 2pp. 48722: 1 5 1 -48722: 1 52. 

-8903030273 Discusses review of current status of licensee power ascension test pro- 
gram & specific issues identified during 8804^ ~c 4 i-c 

EVANS M Pcrc- \ Ofc of the Director, r.'r .? -'■r.?- Not Assigned. 2pp. 

4.-. 1 ~ I::'- 

-8903030283 “Pilgrim Nuclear Power Station Special Post-Startup Training Program to 
Satisfy Requirements of NUREG-1 021 .Section ES-1 09, Parts B.2.e & B.2.f for Reactor 
Operator Licensed Personnel & Parts D.2.e & D.2.f for Senior Reactor ...." 

BALFOUR, H.R., MARTRANGL.P.E., GILLESPIE, D. Boston Edison Co. 88/08/09 
43pp. 48722:155-48722:197. 

-8903030303 “Independent Review of Adequacy of Power Ascension Program Test- 

HANLEY.D.W., FAIRBANK.R.V., ANTONOPOULOS.P. Boston Edison Co. 88/07/07. 
98pp. 48722:208-48722:305. 

-8903030314 Forwards rept of results of NRC review of licensee restart readiness seif- 
assessment rept & process conducted on site during 880620-24 visit.Licensee self- 
assessment process found thorough. 

DOERFLEIN.L.T. Region 3, Ofc of the Director. 88/08/05. COLLINS, S.J. Region 1, 
Ofc of the Director. 16pp. 48722:310-48722:325. 

-8903030320 Su — ny of Pilgrim Restart Assessment Panel 880811 telcon re status of 
NRC A liccrsc-c- ac:vities associated w/proposed plant restart.Next panel meeting will 
be held on 880825. 

COLLINS, S.J. Region 1, Ofc of the Director. 88/08/15. RUSSELL.W.T. Region 1, Ofc 
of the Director. 52pp. 48722:326-48723:017. 

-8903030324 Summary of Pilgrim Restart Assessment Panel 880825 meeting in 
Plymouth, MA re status of NRC & licensee activities associated w/proposed plant 
restart.Panel meeting by telcon planned for 880901. 

COLLINS, S.J. Region 1, Ofc of the Director. 88/08/31. RUSSELL.W.T. Region 1, Ofc 
of the Director. 6pp. 48723:01 8-48723:023. 

-8903030328 Summary of Pilgrim Restart Assessment Panel 880901 meeting by telcon 
re status of NRC & licensee activities associated w/proposed plant restart.Panel 
meeting by telcon planned for 880915. 

COLLINS.S.J. Region 1, Ofc of the Director. 88/09/13. RUSSELL.W.T. Region 1, Ofc 
of the Director. 6pp. 48723:024-48723:029. 

-8903030334 Summary of Pilgrim Restart Assessment Panel 880915 meeting by telcon 
re status of NRC & licensee activities associated w/proposed plant restart.Panel 
meeting in Plymouth.MA on 880929 planned.Partially deleted subj panel issues end. 
COLLINS, S.J. Region 1, Ofc of the Director. 88/09/28. RUSSELL, W.T. Region 1, Ofc 
of the Director. 8pp. 48723:030-48723:037. 

8903030257 Forwards Revs 25 & 26 to Procedure 8.7.3, "Secondary Containment Leak 
Rate Test." Test results indicated leakage in excess of Tech Spec acceptance crite- 
ria. 

HIGHFILL.K.L. Boston Edison Co. 89/02/23. Document Control Branch (Document 
Control Desk). Ip. 48690:206-48690:249. 

-8903030265 Rev 26 to, "Pilgrim Nuclear Power Station Secondary Containment Leak 
Rate Test." 

* Boston Edison Co. 88/12/28. 22pp. 48690:207-48690:228. 

-8903030315 Rev 25 to, "Pilgrim Nuclear Power Station Secondary Containment Leak 
Rate Test." 

* Boston Edison Co. 88/12/22. 21pp. 48690:229-48690:249. 

8903060138 Forwards record identified as App C/C-1 in 890207 response to FOIA 
request.per telcon.Record improperly withheld. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/01. JOHNSON.G.E. Swidler & Berlin. Ip. 48761:284-48761:289. 

-8903060142 "Preliminary Critical Path Projection for RF07." 

* Boston Edison Co. 86/04/25. 2pp. 48761:288-48761:289. 

8903100313 Forwards safety evaluation accepting revised temp profile, per GE EAS-98- 
0887, “Drywell Temp Analysis for Pilgrim Nuclear Power Station." Profile requested to 
be documented in next updated FSAR. 

MCDONALD.D.G. Project Directorate 1-3. 89/03/03. BIRD.R.G. Boston Edison Co. 
2pp. 48810:024-48810:029. 

-8903100314 Safety evaluat’cn accepting uti! .*ov ! sed temp profile, per GE EAS-98-0887, 
“Drywell Temp Analysis V Picj-m Ni.clo.v Pcwor Station.” 

* NRC - No Detailed Affiiiat.cn' « von. 33- C3. 03 App. 48810:026-48810:029. 

8903200189 Approves reactor operation up to 25% of full power per util power ascen- 
sion test program & Confirmatory Action Ltr 86-10.Urges util to cooperate w/Common- 
wealth of MA & local govts to further improve state of emergency preparedness. 
RUSSELL.W.T. Region 1, Ofc of the Director. 89.”.i3 02. BIRD.R.G. Boston Edison 
Co. 12pp. 48965:047-48965:058. 

8903200301 Partial response to FOIA request for documents.Forwards App E/E & por- 
tions of App F/F documents.App D/D.E/E & portions of App F/F documents available 
in PDR.App G/G & portions of App F/F withheld (ref FOIA Exemption 5) 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/10. JOHNSON.G.E. Swidler & Berlin. 9pp. 48931:238-48934:061. 

-8903200315 Partially deleted memo re licensee performance & plant shutdown. 
STELLO.V. Ofc of the Executive Director for Operations. 86/06/12. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 48931:331-48931:331. 

-8903200338 Forwards background info for Chairman Zech visit to plant on 870310-11. 
KANE.W.F. Region 1, Ofc of the Director. 87/02/27. BRACH.E.W, Region 1, Ofc of 
the Director. 12pp. 48931:334-48931:345. 

—8903200341 Forwards background info for Commissioner Carr visit to plant on 870522. 
KANE,W.F. Region 1, Ofc of the Director. 87/05/14. MARTIN.T.O. Region 1. Ofc of 
the Director. 1 1 7pp. 4893 1 :346-48932:094. 
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—8903200382 Forwards background info on plant for Commissioner Rogers visit to plant 
on 880506 

WIGGINS, J.T., KANE.W.F Region 1. Ofc of the Director. 88/04/29. MARTIN, T.O. 
Region 1. Ofc of the Director. 208pp. 48933:197-48934:044. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903230405 Final response to FOIA request for documents.Forwards App J & releas- 
able portions of App K documents.Subj documents also available in PDR.App L & por- 
tions of App K documents withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/21. CARREY-BEAVER Massachusetts, Commonwealth of. 5pp. 
49032:156-49032:166. 

-8810250001 Forwards viewgraphs & related info from 881005 meeting w/ util & Com- 
monwealth of MA re facility readiness as part of preparations for Commission meeting 
on 881014. 

STELLO.V. Ofc of the Executive Director for Operations. 88/10/07. 2ECH Commis- 
sioners. 29pp. 49032:167-49032:205. 

-8903230453 Partially withheld undated memorandum re BWR Mark-1 containments & 
plant proposal of safety enhancement program improvements.Staff approved seven of 
proposed mods, including containment spray nozzle mods. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/21. ZECH Commis- 
sioners. 2pp. 49032:225-49032:226. 


Q. Inspection reports, IE Bulletins & correspondence 

8903070029 Forwards Safety Insp Rept 50-293/88-34 on 881114-1226. 

COLLINS.S.J. Region ■*. 0*c of the Director. 89/02/17. BIRD.R.G. Boston Edison Co. 
2pp. -'-o'.- 4 1 - 037«:.‘J 74 ! .025 

-8903070032 Safety Insp Rept 50-293/88-34 on 8811 14-1 226.No violations 
noted.Major areas inspected:plant operations, radiation protection.physical 

secuntv.plant events, maint, surveillance, Part 21 repts & outage activities. 

=. OUCH,.-’ H. Region 1. Ofc of the Director. 89/02/14. 17pp. 48741:009-48741:025. 

8903010177 Final response to FOIA request for records.App F records available in 
PDR.App G documents end & available in PDR.App H records partially withheld & 
App I records completely withheld (ref FOIA Exemption 5). 

PHILIPS, J. Division of Freedom of Information & Publications Services (Post 890205). 
89/02/22. CARREY-BEAVER Massachusetts, Commonwealth of. 13pp. 48581:021- 
48581:033. 

-8903010186 Partially withheld memo forwarding operating plan for integrated assess- 
ment inso Related info also end. 

B-CUGli AR. Hoflior 1, Ofc of the Director. 89/03/01. COLLINS, S.J. Region 1, Ofc 
Of :he Diroc-or 250pp. 48581:034-48582:053. 

8903030254 Final response to FOIA request for records.App A records available in 
PDR.App B records end & available in PDR.App C & D records partially & completely 
withheld, respectively, (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/02/23. CARREY-BEAVER Massachusetts, Commonwealth of. 7pp. 
48722:144-48723:037. 

-8903030293 Provides preliminary info re util Integrated Assessment Team Insp 50- 
293/88-21 .Operational/lnsp plan providing primary administrative & technical guidance 
will be issued shortly.Current team roster & preliminary schedule end. 

BLOUGH D . Region \ Ofc of the Director. 88/05/06. Region 1, Ofc of the Diredor. 
10pp. 3722: 198 48722:207. 

-8903030306 Provides updated info re 880808-19 Pilgrim Integrated Team Insp 50-293/ 
88-21, w/onsite 880719-21 preparation.Revised operational/insp plan will be issued 
shortly.Current team roster & preliminary schedule end. 

BLOUGH, R. Region 1, Ofc of the Director. 88/07/14. Region 1, Ofc of the Director. 
4pp. 48722:306-48722:309. 

8903100475 Forwards Meeting Rept 50-293/89-03 on 890131-0202. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/02/23. BIRD.R.G. Boston Edison 
Co. 2pp. 48809:093-48809:102. 

-8903100480 Meeting Rept 50-293/89-03 on 890131-0202.Major areas 
discussed:emergency operating conditions, training, staffing, emergency plan & imple- 
menting procedures & equipment. 

CONKLIN, C., LAZARUS.W.J. Region 1, Ofc of the Director. 89/02/21. 8pp. 
48809:095-48809:102. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903090265 Responds to NRC Bulletin 88-007,Suppl 1 , "Power Oscillations in BWRs." 
Initial & requalification license training programs will be modified to reflect' revised pro- 
cedures. 

BIRD.R.G. Boston Edison Co. 89/03/02. Document Control Branch (Document Con- 
trol Desk). 4pp. 48781 -.029-48781 :032; 

8903090442 Ack receipt of 890203 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-293/88-35. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/02. BIRD.R.G. Boston Edison 
Co. 2pp. 48801:159-48801:165. 


-8903090447 Responds to NRC 890111 ltr re violations noted in Insp Rept 50-293/88- 
35.Corrective actions:radwaste processing formerly performed by contractor personnel 
under operations & radiological sections now performed by util personnel. 

BIRD.R.G. Boston Edison Co. 89/02/03. Document Control Branch (Document Con- 
trol Desk) . 6pp. 4880 1:161 -4880 1 : 1 65. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903200189 Approves reactor operation up to 25% of full power per util power ascen- 
sion test program & Confirmatory Action Ltr 86-lO.Urges util to cooperate w/Common- 
wealth of MA & local govts to further improve state of emergency preparedness. 
RUSSELL.W.T. Region 1, Ofc of the Director. 89/03/03. BIRD.R.G. Boston Edison 
Co. 12pp. 48965:047-48965:058. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSLC.E Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903070041 “Radioactive Effluent & Waste Disposal Rept Including Meteorological 
Data,Jul-Dec 1 988." W/890227 ltr. 

REILLY, S.M., CONALAS.R.A., HIGHFILL.K.L. Boston Edison Co. 88/12/31. 52pp. 
48778:020-48778:071. 

8903150174 "Number of Personnel & Man-Rem by Work & Job Function 1988." W/ 
890301 ltr. 

HIGHFILL.K.L Boston Edison Co. 88/12/31. 4pp. 48860:278-48860:281. 

8902270688 Monthly operating rept for Jan 1989 fc>' D:| qrm Urit 1.W/ 890214 ltr. 
MUNRO.W., HIGHFILL.K.L. Boston Edison Co. 3S C1/31 7pp. 48584:296-48584:302. 

8903060046 Forwards plant biweekly status rept for 890129-0210. 

BLOUGH, A.R. Rog 5 cr 1 Cf^ o' the Doctor. 89/02/21. WIGGINS, J.T. Region 1, Ofc 
of the Director, fipp. -'.9/36 Co! / , -6'3S 066. 

8903080543 Forwards plant biweekly status rept for 89021 1-24. 

BLOUGH, A.R. Region 1, Ofc of the Director. 89/02/28. WIGGINS, J.T. Region 1, Ofc 
of the Director. 7pp. 48767:113-48767:119. 

8903240069 Monthly operating rept for Feb 1989 for Pilgrim Nuclear Power Station.W/ 
890313 ltr 

MUNRO.W., HIGHFILL.K.L. Boston Edison Co. 89/02/28. 7pp. 49040:150-49040:156. 


S. Reportable occurrences, LERs & related correspondence 

8902280377 PNO-l-89-010:on 890221, startup transformer tripped & locked out on 
g-curd different^ 1 re-lay actuation, Licensee investigating cause.Decay heat minimal & 
'-.■actor wp.iiv tenp decrease:! about 1 F in first 3 h after loss of power. 

BLOUGH.R. Region 1, Ofc of the Director. 89/02/21. Ip. 48627:048-48627:048. 

8903070048 LER 89-004-00:on 890127,discovered two primary containment air operat- 
ed valves inoperable resulting In unit shutdown. Caused by pressure drop rate of 
stored air supply for valves.New tubing instailed.W/890227 ltr. 

ELLIS, D.W., BIRD.R.G. Boston Edison Co. 89/02/27. 6pp. 48763:279-48763:284. 

8903130388 LER 89-005-00:on 890203,locked high radiation area access door to rad- 
waste truck leek found unsecured during routine 8 h audit.Caused by malfunction of 
locking mechanism. Door secured & addl lock (padlock) attached.W/890303 ltr, 
LUNN.B.P., BIRD.R.G. Boston Edison Co. 89/03/03. 6pp. 48829:329-48829:334. 
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8903140661 PNO-l-69-016:on 890303.JM Allan approved NRC Restart Assessment 
Panel recommendation to release licensee from second approval point in power as- 
cension test program. Testing activities for next phase stated. 

WARREN, C., BLOUGH.R. Region 1, Ofc of the Director. 89/03/03. 3pp. 48833:331- 
48833:333. 

8903150526 LER 86-020-01 :on 860820, identified that south wait of switchgear room not 
listed in Procedure 8.8.16.1 3.Caused by failure to identify barrier required to meet 
10CFR50,App R, in site surveillance procedure$.Actions taken.W/890306 Itr. 

KELLY, J.L., BIRD.R.G. Boston Edison Co. 89/03/06. 5pp. 48876:097-48876:101. 

8903200333 Notification of 890309 Mgt Meeting 89-043 w/util in King of Prussia, PA to 
discuss licensee follow up to 890304 scram. 

LYASH.J.J. Region 1, Ofc of the Director. 89/03/07. Region 1, Ofc of the Director. 
2pp. 48970:017-48970:018. 

8903220205 LER 89-006-00:on 890210, automatic actuation of inboard RWCU sys por- 
tion of primary containment isolation control sys occurred.Caused by air in instrumen- 
tation sensing line of RWCU.Air vented from inboard & outboard RWCU.W/890310 Itr. 
ELLIS, D.W., BIRD.R.G. Boston Edison Co. 89/03/10. 6pp. 49007:281-49007:286. 

8903220269 LER 89-007-00:on 89021 1 .unexpected Group 1 isolation signal due to high 
reactor vessel water level during MSIV testing. Caused by inadequacy in development 
& review of test procedure.Procedure being revised.W/890313 Itr. 

ELLIS.D.W., BIRD.R.G. Boston Edison Co. 89/03/13. 6pp. 49004:292-49004:297. 


T. Hearing transcripts on non-antitrust matters 

8903080492 Testimony before Senate Labor & Human Resources Committee re Pilgrim 
nuclear power station.* 

* Plymouth, MA. #189 8156. 88/01/07. 200pp. 48659:084-48659:334. 

8903230405 Final response to FOIA request for documents.Forwards App J & releas- 
able portions of App K documents.Subj documents also available in PDR.App L & por- 
tions of App K documents withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/21. CARREY-BEAVER Massachusetts, Commonwealth of. 5pp. 
49032:156-49032:166. 

-8903230444 Statement by RW Krimm before Senate Committee on Labor & Human 
Resources in Plymouth,MA,880107. 

KRIMM.R.W. Federal Emergency Management Agency. 88/01/07. 19pp. 49032:206- 
49032:224. 


8902230641 Approves 890112 request for rescheduling start of current licensed opera- 
tor requalification training period which began on 890101 until 890501 .when comple- 
tion of power ascension program expected. 

MCDONALD, D.G. Project Directorate 1-3. 89/02/16. BIRD.R.G. Boston Edison Co. 
3pp. 48569:342-48569:344. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-294 MICHIGAN STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8903010311 Forwards FR notice of proposed issuance of orders authorizing disposition 
of component parts & terminating License R-114. 

MICHAELS, T.S. Standardization & Non-Power Reactor Project Directorate. 89/02/23. 
WILKINSON.R.E. Michigan State Univ., East Lansing, Ml. 3pp. 48648:039-48648:045. 

-8903010316 Notice of proposed issuance of orders authorizing disposition of compo- 
nent parts & terminating License R-1 14. 

MILLER, C.L Standardization & Non-Power Reactor Project Directorate. 89/02/23. 
4pp. 48648:042-48648:045. 


R. Periodic operating reports & related correspondence 
8903220196 "Annual Rept 1988.” 

WILKINSON.B.W. Michigan State Univ., East Unsing, Ml. 89/03/14. Document Con- 
trol Branch (Document Control Desk). 2pp. 49004:063-49004:064. 
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F. Security, medical, emergency & fire protection plans 

8903140027 Rev 5 to EPIP EG-10, "Offsite Personnel & Vehicle Contamination Monitor- 
ing at Relocation Ctrs for Nuclear Station Evacuees.” 

GOLDEN. J.C. Commonwealth Edison Co. 89/01/31. 9pp. 48857:282-48857:290. 


U. Congressional/Executive Correspondence 


8903090272 Responds to 881222 itr requesting inclusion of town of Bourne within 
plume exposure pathway EPZ for plantNRC determined that existing plume exposure 
pathway EPZ suffices for public safety. 

ZECH,LW. Commissioners. 89/03/01. KIRBY, E.P. Massachusetts, Commonwealth of. 
4pp. 48800:014-48800:018. 

-8903090278 Endorses request of Bourne Board of Selectmen that town be included in 
radiological emergency response plan. 

KIRBY.E.P. Massachusetts, Commonwealth of. 88/12/22. Commissioners. Ip. 
48800:01 8-48800:018. 


8903100554 Responds to 881222 itr requesting inclusion of town of Bourne within 
plume exposure pathway EPZ.Determindd that existing pathway at plant sufficient to 
provide reasonable assurance that public health & safety protected. 

ZECH.LW. Commissioners. 89/03/01. KERRY, J.F. Senate. 4pp. 48822:065- 
48822:070. 


-8903100558 Requests NRC designate town of Boume,MA as community within 10- 
mile EPZ surrounding planLFamilies & civil defense authorities deserve to be apprised 
of emergency info & receive support for planning efforts. 

KERRY.J.F. Senate. 88/12/22. ZECH.L Commissioners. 2pp. 48822:069-48822:070. 


8903170188 Urges NRC to designate town of Bourne as falling within 10-mile EPZ sur- 
rounding Pilgnm Plant 

KERRY.J.F. Senate. 88/12/22. ZECH.L Commissioners. 2pp. 48894:232-48894:233. 

8903210360 Responds to 881227 ltr requesting NRC to include town of Bourne within 
plume exposure pathway EPZ for planLExisting EPZ at plant considered sufficient to 
provide assurance that public health & safety will be protected. 

ZECH.LW. Commissioners. 89/03/01. CAHIR.T.S. Massachusetts. Commonwealth of. 
4pp. 48984:046-48984:050. 


-8903210366 Proposes that town of Bourne be designated as part of plant EPZ since 
part of town rests within 10 miles of facility. 

CAHIR.T.S. Massachusetts, Commonwealth of. 88/12/27. ZECH.LW. Commissioners. 
Ip. 48984:050-48984:050. 


8903140273 Responds to 890117 ltr ra offsite emergency planning status. Assures that 
views of state/local officials considered in 881221 Commission endowment of 
deliberate, phased start-up program over 4-6 month period w/augmented NRC over- 
sight. 

ZECH.LW. Commissioners. 89/03/08. DUKAKIS, M.S. Massachusetts, Commonwealth 
of. 6pp. 48853:258-48853:266. 


-8903140282 Discusses disappointment w/lack of Commission interest in views of 
state/local authorities re status of offsite emergency planning for plantLack of ade- 
quate reception ctrs for radiological monitoring & decontamination emphasized. 
DUKAKIS.M.S. Massachusetts, Commonwealth of. 89/01/17. ZECH,L. Commission- 
ers. 3pp. 48853:264-48853:266. 


V. Operator Examinations 

8903130278 Requests rescheduling of licensed operator requalification training period to 
following completion of power ascension program estimated in Apr 1989. 

BIRD.R.G. Boston Edison Co. 89/01/12. GALLO.R. Region 1, Ofc of the Director. 
3pp. 48821:324-48821:325. 


8902230493 Change Request TA-88-516 to Rev 4 to EPIP 130-1, "Technical Director 
EPIP.” Revised table of contents also present. 

* Commonwealth Edison Co. 89/02/05. 6pp. 48579:001-48579:006. 

8903080405 Forwards Enforcement Conference Repts 50-295/89-07 & 50-304/89-07 
on 890216 to discuss radioactive matt transport event & safeguards event identified in 
previous insp repts. 

NOREL1US.C.E Region 3, Ofc of the Director. 89/02/28. REED.C. Commonwealth 
Edison Co. 2pp. 48779:01 8-48779:023. 

-8903080408 Enforcement Conference Repts 50-295/89-07 & 50-304/89-07 on 
89021 6.Major areas discussed:radioactive mat! transport & safeguards 
events,apparent violations associated w/events & licensee perspective & corrective 
actions. 

SNELL, W., CREED.J.R. Region 3, Ofc of the Director. 89/02/24. 4pp. 48779:020- 
48779:023. 

8903280185 Revised EPIPs.including Rev 6 to ED-5,Rev 13 to ED-6,Rev 11 to ED- 
10, Rev 8a to ED-14 & Rev 6 to ED-26. 

MALKEWICZ.AJ. Commonwealth Edison Co. 89/02/28. 125pp. 49076:113- 
49076:240. 

8903240252 Advises of acceptability of proposed scope & objectives for plant emergen- 
cy preparedness exercise scheduled for 890503, per 890214 Itr. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/01. REED,C. Commonwealth 
Edison Co. Ip. 49038:327-49038:327. 

8903140485 Forwards Safety Insp Repts 50-295/89-06 & 50-304/89-06 on 890214- 
17.No violations noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/03/06. REED.C. Commonwealth 
Edison Co. 2pp. 48858:032-48858:046. 

-8903140489 Insp Repts 50-295/89-06 & 50-304/89-06 on 89021 4-1 7.Major areas 
inspected:emergency preparedness program, licensee action on previously identified 
items, emergency plan activations & operational status of program. 

PLOSKI.T., SMITH, M., SNELL, W. Region 3. Ofc of the Director. 89/03/03. 13pp. 
48858:034-48858:046 


H. General correspondence 

8903280124 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
MADDEN, J J. Affiliation Not Assigned. 89/03/17. NRC - No Detailed Affiliation Given. 
1 p. 491 44:039-491 44:039. 


J. Insurance A indemnity information 

8903150140 Informs of onsite property damage insurance in force at plants. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/09. Document Control Branch (Doc- 
ument Control Desk). 1 p. 48871 :345-48871 :345. 

8903280163 Forwards Endorsements 203 & 204 to NELIA Policy NF-43, Endorsements 
177 & 178 to MAELU Policy MF-22,Endorsements 115 & 116 to NELIA Policy NF-187 
& Endorsements 98 & 99 to MAELU Policy MF-54. 

OSTER,J. Commonwealth Edison Co. 89/03/20. DINITZ.I. Document Control Branch 
(Document Control Desk). 13pp. 49063:175-49063:187. 
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P. Operating license stage documents & correspondence 

8902280351 Advises of withdrawal of 881005 proposed amend to Tech Spec adminis- 
trative controls Section 6.Request being withdrawn due to finalization of major reorga- 
nization. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/21. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48633:227-48633:228. 

8902280088 Application for amends to Licenses DPR-39 & DPR-48,changing Tech Spec 
6.1 re administrative controls, per Generic Ltr 88-06. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/22. MULLER.D. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48626:064-48626:083. 

-8902280093 Proposed Tech Specs changing Section 6.1 re administrative controls. 

* Commonwealth Edison Co. 89/02/22. 18pp. 48626:066-48626:083. 

8903060179 Forwards EGG-NTA-8244, "Conformance to Generic Ltr.ltem 2.1 (Part 2) 
Reactor Trip Sys Vendor Interface, Zion Nuclear Generating Station Units 1 & 2," tech- 
nical evaluation rept. Response acceptable. 

PATEL, C.P. Project Directorate 111-2. 89/02/27. BLISS.H.E. Commonwealth Edison Co. 
4pp. 48740:031-48740:044. 

-8902130331 "Technical Evaluation Rept, Conformance to Generic Ltr 83-28, Item 2.1 
(Part 2) Reactor Trip Sys Vendor Interface, Zion Nuclear Generating Station, Units 1 & 
2 .” 

MCCORMICK, R.D. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA- 
8244. 88/12/31. Division of Engineering & Systems Technology (Post 870411). 10pp. 
48740:035-48740:044. 

8903100440 Forwards EGG-NTA-8326, “TMI Action, NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing,Zion Units 1 & 2," technical evaluation rept.Util provided accept- 
able response to requirements of Item II.D.1 w/exception of items noted. 

PATEL.C.P. Project Directorate 111-2. 89/02/28. BLISS.H.E. Commonwealth Edison Co. 
4pp. 48804:212-48804:247. 

-8902020412 "TMI Action, NUREG-0737 (II.D.1), Relief & Safety Valve Testing, Zion 
Units 1 & 2 ," technical evaluation rept. 

YUAN.C.Y., NALEZNY.C.L, FINEMAN.C.P. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN A-6492. EGG-NTA-8326. 88/12/31. NRC - No Detailed Affiliation Given. 32pp. 
48804:216-48804:247. 

8903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, "QA Program for Nu- 
clear Generating Stations," incorporating Pages 1-38 & 1-44. 

RICHTER.M.H. Commonwealth Edison Co. 89/03/01. Document Control Branch (Doc- 
ument Control Desk). Ip. 48808:252-48808:253. 

-8903100138 Corrected Rev 54 to “QA Program for Nuclear Generating Stations,” in- 
corporating Pages 1-38 & 1-44. 

SHEWSKLW.J. Commonwealth Edison Co. 89/01/27. 10pp. 48808:254-48808:263. 

8903080303 Forwards comments on licensee response to Generic Ltr 88-17 re expedi- 
tious actions taken for reducing risk from potential loss of DHR.Util response meets 
intent of subj generic ltr but due to brevity not reviewed in great detail. 

PATEL, C.P. Project Directorate 111-2. 89/03/02. BLISS.H.E. Commonwealth Edison Co. 
5pp. 48768:023-48768:027. 

8903240261 Confirms 890323 meeting in Glen Ellyn, IL to discuss util quality verification 
program, per 890210 ltr. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/03. REED.C. Commonwealth 
Edison Co. 3pp. 49039:043-49039:045. 

8903160058 Ack receipt of 890127 submittal of Rev 54 to QA Topical Rept CE-1- 
A.Program continues to satisfy requirements of 10CFR50,App B & acceptable. 
WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/07. REED.C. Commonwealth 
Edison Co. 2pp. 48893:108-48893:109. 

8903200351 Notice of consideration of issuance of amend to Licenses DPR-39 & DPR* 
48 & proposed NSHC determination & opportunity for hearing. Amend revises Tech 
Spec Section 6.0, "Administrative Control." 

SANDS, S.P., OLSHAN.LN., PATEL, C.P. Project Directorate 111-2. 89/03/09. 10pp. 
48983:137-48983:146. 

8903200451 Lists actions to be performed to address postulated loss of component 
cooling water.Util will provide backup water source to charging oil coolers to ensure 
that leakage through reactor coolant pump seals does not occur. 

REED.C. Commonwealth Edison Co. 89/03/13. MURLEY.T.E. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). ip. 48971:118-48971:118. 

8903280219 Forwards details of allegation re activities at plant (RIH-88-A-0162) for 
review & followup.Requests that results of review & disposition be submitted to 
Region III within 45 days.W/o end. 

NOREUUS.C.E. Region 3, Ofc of the Director. 89/03/17. REED.C. Commonwealth 
Edison Co. 2pp. 49075:096-49075:097. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8903910611 Discusses util 890126 ltr re BWR operating restrictions to preclude regional 
instabUitie8,per NRC Bulletin 88-001. Util cannot unilaterally take stated 
positionProvisions of Suppl 1 should be adopted w/o exception & interpretation. 
DAVIS, A.B. Region 3, Ofo of the Director. 89/02/15. REED.C. Commonwealth Edison 
Co. 2pp. 48659:357-48659:358. 


8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 


8902210564 NRC Info Notice 89-021, "Changes in Performance Charaderistics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080405 Forwards Enforcement Conference Repts 50-295/89-07 & 50-304/89-07 
on 890216 to discuss radioactive matl transport event & safeguards event identified in 
previous insp repts. 

NOREUUS.C.E. Region 3, Ofc of the Director. 89/02/28. REED.C. Commonwealth 
Edison Co. 2pp. 48779:018-48779:023. 

-8903080408 Enforcement Conference Repts 50-295/89-07 & 50-304/89-07 on 
89021 6.Major areas discussed:radioactive matl transport & safeguards 
events, apparent violations associated w/events & licensee perspective & corrective 
actions. 

SNELL, W., CREED, J.R. Region 3. Ofc of the Director. 89/02/24. 4pp. 48779:020- 
48779:023. 


8903240229 Forwards Safety Insp Repts 50-295/88-25 & 50-304/88-25 on 881215- 
890104.No violations noted.Weaknesses noted re access controls for high radiation 
areas & radiation occurrence rept program. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/01. REED.C. Commonwealth 
Edison Co. 2pp. 49040:215-49040:235. 

-8903240230 Insp Repts 50-295/88-25 & 50-304/88-25 on 881 21 5-8901 04.No viola- 
tions noted.Major areas inspected:radiation protection program, including organization 
& mgt controls, changes in organization.personnei.facilities, equipment & procedures. 
SLAWINSKI.WJ., PAUL.R.A., SNELL, W. Region 3, Ofc of the Director. 89/02/23. 
19pp. 49040:217-49040:235. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. . 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903140485 Forwards Safety Insp Repts 50-295/89-06 & 50-304/89-06 on 890214- 
17.No violations noted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/06. REED.C. Commonwealth 
Edison Co. 2pp. 48858:032-48858:046. 

-8903140489 Insp Repts 50-295/89-06 & 50-304/89-06 on 89021 4-1 7.Ma]or areas 
inspected-.emergency preparedness program.licensee action on previously identified 
items,emergency plan activations & operational status of program. 

PLOSKI.T., SMITH, M., SNELL, W. Region 3, Ofc of the Diredor. 89/03/03. 13pp. 
48858:034-48858:046. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903150478 Responds to NRC Bulletin 88-011 re pressurizer surge line thermal 
stratification.Util is participating in program for partial resolution of issue through Wes- 
tinghouse Owners Group (WOG).Objectives of WOG program listed. 

RICHTER.M.H. Commonwealth Edison Co. 89/03/07. Document Control Branch (Doc- 
ument Control Desk). 4pp. 48873:356-48873:359. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York. Inc. 117pp. 48798:114- 
48798:231. 


8903210259 Discusses Safety Insp Repts 50-295/89-04 & 50-304/89*04 on 890105 & 
forwards notice of violation. 

MILLER, H.J. Region 3, Ofc of the Director. 89/03/08. REED.C. Commonwealth 
Edison Co. 3pp. 48982:198-48982:202. 

-8903210261 Notice of violation from insp on 890l05.Violation noted: licensee failed to 
adequately test secondary undervoltage mod by testing actual secondary undervol- 
tage contacts that auto-close 480V transformer feeder breakers for both units. 
mUlER.HJ. Region 3, Ofc of the Director. 89/03/09. 2pp. 48982:201-48982:202. 


8903240159 Forwards Safety Insp Repts 50-295/89-02 & 50-304/89-02 on 890104- 
0217 & notice of violation.Concerned w/apparent lack of communications between 
plant mgt & plant staff, most notably station operators. 

GREENMAN.EG. Region 3, Ofc of the Director. 89/03/10. REED.C. Commonwealth 
Edison Co. 2pp. 49040:174-49040:198. 


-8903240162 Notice of violation from insp on 8901 04-021 0.Vfolation noted:Test Proce- 
dure PT-7B, "Auxiliary Feedwater Pump Svc Water Valves Operability Checks," on 
Units 1 & 2 failed as- found stroke time. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/10. Ip. 49040:176-49040:176. 


-8903240166 Insp Repts 50-295/89-02 & 50-304/89-02 on 890104-0217. Violations 
notedMajor areas inspected:insp of licensee action on previous insp findings, summary 
of operations & 890115 Unit 1 shutdown for steam generator tube leakage. 

HINDS, J.M. Region 3, Ofc of the Director. 89/03/08. 22pp. 49040:177-49040:198. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepandes for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 


8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 
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8903090133 NRC Info Notice 89*030. “High Temp Environs at Nuclear Power Plants.” 
Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 104pp. 48992:044-48992:147. 


8903090401 Informs of 890531 rescheduled date for radiological emergency plan exer- 
cise. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/02. Region 2, Ofc of the Director. 
2pp. 48800:158-48800:159. 

8903220006 Forwards Rev 10 to physical security & contingency pian.Rev withheld (ref 
10CFR73.21). 

GRIDLEY.R.L. Tennessee Val'c, Ad'-c'ify 89'?3'10. Document Control Branch 
(Document Control Desk). 2pp. 5 539 *3C::3 

8903270274 Rev 4 to EPIP-5, "General Emergency." Rev 3 to EPIP-17, "Emergency 
Equipment & Supplies” & Rev 1 to EPIP-18, “Tornado Emergency Procedure." 
GRIDLEY.R. Tennessee Valley Authority. 89/03/17. 38pp. 49054:083-49054:120. 


R. Periodic operating reports & related correspondence 


8903210287 Rev 11A to “Environ Radiological Monitcnc P r oqrarr " 

* Commonwealth Edison Co. 87/12/3*. . 6pp. 4898* ■■■"?-*■ 3 M-*. *5/ 

8903140023 “Effluent & Waste Disposal Semiannual Rept for Jul-Dec 1988." W/890224 
Itr. 

JOYCE.T.P. Commonwealth Edison Co. 88/12/31. 31pp. 48848:272-48848:302. 

8903140450 Forwards onc-mat^al radiation exposure portions of plants operating repts 
!o: igcapo-Peg Ou'lc *. t: 

RFSCrK, !r Ccrr.nc'.Aiia :h I cison Co. 89/02/22. DAVIS.A.B. Region 3, Ofc of the 
Director. Ip. 48853:218-48853:243. 


-8903140645 Forwards occupational radiation exposure rept for 1988,per Reg Guide 

PLIML.G.J. Commonwealth Edison Co. 89/02/02, DAVIS, B. Region 3. Ofc of the Di- 
rector. ip. 48853:232-48853:235. 


-8903140649 “Occupational Personnel Radiation Doses for 1988.” 

* Commonwealth Edison Co. 88/12/31. 3pp. 48853:233-48853:235. 

8903140029 Forwards errata to radioactive effluent rept for Oct 1987 through June 
1 988 

JOYCE.T.P. Commonwealth Edison Co. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48834:207-48834:215. 


-8903140168 Errata to “Effluent & Waste Semiannual Rept Oct-Dec 1987, Liquid Ef- 
fluents - Summation of All Releases." 

* Commonwealth Edison Co. 87/12/31. Ip. 48834:210-48834:210. 

-8903140173 Errata to "Effluent & Waste Disposal Semiannual Rept Jan-Mar 
1 988, Gaseous Effluents - Elevated Release." 

* Commonwealth Edison Co. 88/03/31. 5pp. 48834:211-48834:215. 


8903220019 Forwards monthly operating repts for Feb 1989 for Zion Units 1 & 2 & ad- 
dendum to Jan 1989 rept 

JOYCE.T.P. Commonwealth Edison Co. 89/03/07. Document Control Branch (Docu- 
ment Control Desk). Ip. 49021:001-49021:027. 


-8903220091 Monthly operating repts for Feb 1989 for Zion Units 1 & 2. 

AUSTIN, G. Commonwealth Edison Co. 89/02/28. 11pp. 49021:002-49021:012. 

-8903220096 Addendum to monthly operating repts for Zion Units 1 & 2 for Jan 1989. 
* Commonwealth Edison Co. 89/01/31. 15pp. 49021:013-49021:027. 


S. Reportable occurrences, LERs & related correspondence 

8903080477 LER 89-002*00:on 8901 27, turbine & reactor trip occurred while trouble- 
shooting failure of safeguard test light to lightCaused by technician placing test leads 
across incorrect terminal points.Bulb replaced. W/890227 Itr. 

SODEN.B., JOYCE, T.P. Commonwealth Edison Co. 89/02/27. 4pp. 48779:029- 
48779:032. 

8903230180 LER 89-003-00:on 89021 3, vent stack iodine sample not analyzed due to 
damaged sample cartridge.Caused by inadequate design.Auxiliary bldg vent paths 
evaluated for possible use in T ech Spec sann' ; nq requirementW/890315 Itr. 

DOIL,C., JOYCE.T.P. Comncnwralth i=d:so~. Co. 89/03/15. 5pp. 49038:061- 
49038:065. 


V. Operator Examinations 

8903220159 .Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.SA Assodate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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8902270149 Forwards Insp Repts 50-259/88-27,50-260/88-27 & 50-296/88-27 on 
880823-8901 06.No violations or deviations noted. 

MCCOY, F.R. Region 2, Ofc of the Director. 89/02/13. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48585:335-48585:353. 

-8902270154 Insp Repts 50-259/88-27,50-260/88-27 & 50-296/88-27 on 880823- 
890106.No violations or deviations noted.Major areas inspected:seismic 
qualmcationSjCleanliness controls,fire protection,surveillance testing & instrumentation. 
LONG.A.R. Region 2, Ofc of the Director. 89/02/13. 17pp. 48585:337-48585:353. 

8903090225 Advises that 881207 Rev 1 to radiological emergency plan consistent w/ 
provisions of 10CFR50.54(q) & acceptable. 

MCCOY, F.R Region 2, Ofc of the Director. 89/02/23. KINGSLEY.O.D. Tennessee 
Valley Authonty. 2pp. 48800:259-48800:260, 


P. Operating license stage documents & correspondence 


8902240029 Responds to 870831 request for exemption from criticality monitoring re- 
quirements of 10CFR70.24 to receive.possess & use SNM as reactor fuel.Exemption 
unnecessary since previous exemptions have not expired. 

HERMANN, R.A. Ofc of Special Projects (Pre 881231). 88/05/11. WHITE, S.A. Tennes- 
see Valley Authority. 2pp. 48583:317-48583:318. 

8902140261 Forwards complete listing of 107 updated employee concerns special pro- 
gram subcategory repts. 

GRIDLEY.R.L Tennessee Valley Authority. 89/02/06. Document Control Branch 
(Document Control Desk). 6pp. 48901:001-48931:045. 

-8902160161 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
50100, "Site-Specific Welding," consisting of Vol 5, "Welding Category." 

BROWN.W.R. Tennessee Valley Authority. 50100 V05 R04. 87/12/28. 55pp. 
48921:125-48921:179. 

8902270148 Informs of changes in util senior nuclear mgtPP Carier now site licensing 
manager, JL McAnally resigned from TVA, effective on 890127 & NC Kazanas now 
vice president. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/02/14. CRUTCHFIELD.D. NRC - No 
Detailed Affiliation Given. 2pp. 48588:256-48588:257. 

8902280005 Summary of 890201-03 & 06 meetings at site re electrical cable installation 
& ampacity issues & action plan for closure.Attendance rosters & list of major items 
which TVA is to accomplish as part of resolution of cable issue end. 

MORAN, D.H. TVA Projects Division. 89/02/15. TVA Projects Division. 28pp. 
48627:137-48627:164. 

8902280466 Responds to NRC 890122 safety evaluation of ATWS alternate rod injec- 
tion & recirculation pump trip sys.Util continues to endorse position that addl equip- 
ment &/or mfg diversity not needed. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48625:168-48625:169. 

8903020379 Forwards response to Generic Ltr 88-14, "Instrument Air Supply Sys Prob- 
lems Affecting Safety- Ro'atcrf Equipment." 

GRIDLEY.R, cmessco Valley Authority. 89/02/23. Document Control Branch (Docu- 
ment Control Desk). 27pp. 48673:268-48673:294. 

8903130660 Notification of 890307 meeting w/util in Rockviile.MD to discuss TVA pres- 
entation of cable separation issue resolution methodology. 

MORAN, D.H. TVA Projects Division. 89/02/28. BLACK, S. Assistant Director for 
Projects. 3pp. 48833:203-48833:205. 

8903100023 Summary of 890216 meeting w/util in Rockville, MD re TVA statistical meth- 
odology on electrical cable separation. Agenda & list of attendees end. 

MORAN, D.H. TVA Projects Division. 89/03/01. TVA Projects Division. 12pp. 
48804:082-48804:093. 


8903220520 Summary of 890307 meeting w/licensee in Rockviile.MD to discuss licens- 
ee proposed methodology for cable separation. Attendance roster listed in Enel 1 & 
licensee viewgraphs in Enel 2. 

MORAN, D.H. TVA Projects Division. 89/03/14. TVA Projects Division. 10pp. 
49005:076-49005:085. 

8903200118 Forwards "Maint Improvement Program," Books 1 & 2. Improvement pro- 
gram designed to evaluate existing activities,identify needed improvements & manage 
changes through implementation.Program 65% complete. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/15. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48954:328-48956:220. 

-8903200123 “Maint Improvement Program,” Books 1 & 2. 

SESSOMS.R.O., CAMPBELL, G. Tennessee Valley Authority. 89/02/01. 500pp. 
48954:331-48956:220. 


8903210300 Forwards Rev 1 to "Operability Criteria for Evaluation of Lower Drywelt 
Access Platforms." 

GRIDLEY.R. Tennessee Valley Authority. 89/03/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48994:204-48994:216. 

-8903280342 Rev 1 to Design Criteria BFN-50-C-7302, “Operation Criteria for Evalua- 
tion of Lower Drywell Access Platforms." 

GAINES.R.E., RUPERT, J.R., MCCALL, J.K. Tennessee Valley Authority. 89/02/22. 
12pp. 48994:206-48994:21 6. 


8903230106 Discusses NRC concerns re supplemental DCRDR summary rept, dtd 
881109.Determination of restart applicability of human engineering discrepancies per 
cal^Pd seems questionable.Meeting to discuss concerns will be 

BLACK, S. Assistant Director for Projects. 89/03/17. KINGSLEY.O.D. Tennessee 
Valley Authority. 4pp. 49022:351-49022:354. 


8903230112 Ack receipt of util 890214 Itr re notification of senior nuclear power mat 
changes within TVA.Rev to corporate nuclear performance plan should be submitted 
within 60 days to provide mechanism for NRC review of changes. 

LIAW.B.D. TVA Projects Division. 89/03/17. KINGSLEY.O.D. Tennessee Valley Au- 
thority, 6pp. 49048:192-49048:197. 
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8903240011 Responds to request for addl info on rust in lower containment spray 
header (LCSH) of Unit 2. Nozzles in LCSH removed & outboard isolation valve 
repaired.List of commitments end. 

GRIDLEY.R. Tennessee Var-v Authrnty HO '03/1 7. Document Control Branch (Docu- 
ment Control Desk). 4pp. '* 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects fPost 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902270130 Forwards Insp Repts 50-259/88-33.50-260/88-33 & 50-296/88-33 on 
881 101-30.Rept identifies activities that appeared to violate NRC requirements but are 
not cited. 

MCCOY, F.R. TVA Projects Division. 89/02/13. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 2pp. 48588:109-48588:138. 

-8902270138 Insp Repts 50-259/88-33,50-260/88-33 & 50-296/88-33 on 881101- 
30.Violation noted. Major areas inspected:operational safety 
verification, mods, surveillance observations, sys return to svc, status of 10CFR21 repts 
& ROs. 

CARPENTER, D.R., LITTLE, W.S. Region 2, Ofc of the Director. 89/02/13. 28pp. 
48588:111-48588:138. 

8902270149 Forwards Insp Repts 50-259/88-27.50-260/88 -27 & 50-296/88-27 on 
880823-8901 06. No violations or deviations noted. 

MCCOY, F.R. Region 2, Ofc of the Director. 89/02/13. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48585:335-48585:353. 

-8902270154 Insp Repts 50-259/88-27,50-260/88-27 & 50-296/88-27 on 880823- 
890106.No violations or deviations noted.Major areas inspected:seismic 
qjal^'cat'crs r'o£'' ,i ncss controls, fire protection, surveillance testing & instrumentation. 

I CNO A ?.. El! 5CC.S . GNATONIS.A. Region 2, Ofc of the Director. 89/02/13. 17pp. 
48585:337-48585:353. 

8902280500 Forwards safety evaluations supporting 880115 request for relief from 
ASME Boiler & Pressure Vessel Code Section XI re inservice insp of power plant 
components. 

BLACK.S. TVA Projects Division. 89/02/14. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 4pp. 48624:140-48624:151. 

-8902280511 Safety evaluation supporting Request H-3, relief from ASME Boiler & Pres- 
sure Vessel Code Section XI re inservice insp of nuclear power plant components 
including, hydrostatic testing requirements for Class 2 piping & components. 

* Ofc of Special Projects (Pre 881231). 89/02/14. 8pp. 48624:144-48624:147. 

-8903030419 Safety evaluation supporting Request H-12 re Class 2 piping & compo- 
nents of 185 hydraulic control units in CRD sys. 

* Ofc of Special Projects (Pre 881231). 89/02/14. 4pp. 48624:148-48624:151. 

8903060137 Forwards corrected Insp Repts 50-259/88-32,50-260/88-32 & 50-296/88- 
32 on 881001-31 & notice of violation. Response to notice of violation extended 30 
days. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/02/17. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 48739:349-48740:030. 

-8903060139 Corrected ltr forwarding Insp Repts 50-259/88-32, 50-260/88-32 & 50- 
296/88-32 on 881001-31 & notice of violation. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/02/02. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 48739:351-48739:352. 

-8903060144 Notice of violation from insp on 881 001 -31 .Violation noted: reactor bldg & 
refueling floor ventilation radiation monitor calibr & functional test not performed on 
881017. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/02/02. 2pp. 48739:353- 
48739:354. 

-8903060147 Corrected Insp Repts 50-259/88-32,50-260/88-32 & 50-296/88-32 on 
881 001 -31. Violations noted.Major areas inspectedioperational safety 
verification, surveillance observation .m.cds.sys return to svc & ROs. 

CARPENTER, D.R., L-TT, F.V.-.S. Region 2 Ofc of the Director. 89/02/01. 36pp. 
48739:355-48740:030. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp, 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903100269 Responds to NRC 890130 ltr re violations noted in Insp Repts 50-259/89- 
04,50-260/89-04 & 50-296/89-04.Corrective actions: new 10CFR50.59 instructions ini- 
tiated addressing administrative errors noted. 

FOX.C.H. Tennessee Valley Authority. 89/03/01. Document Control Branch (Docu- 
ment Control Desk). 32pp. 48806:111-48806:142. 

8903200343 Forwards Insp Repts 50-259/89-05,50-260/89-05 & 50-296/89-05 on 
8901304)202.No violations or deviations noted, 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/03/01. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 48971:064-48971:072. 

-8903200346 Insp Repts 50-259/89-05,50-260/89-05 & 50-296/89-05 on 890130- 
0202.No violations or deviations noted.Major areas inspected:Generic Ltr 88-01 & 
NUREG-0313,Rev 2 program implementation, procedure view 8 observation of work. 
COLEY, J.L., BLAKE, iJ. Region 2, Ofc of the Director. 89/02/21. 7pp. 48971:066- 
48971:072. 


8903220482 Advises that response to NRC Bulletin 88-004, “Potential Safety-Related 
Pump Loss" complete for Unit 2 only. Schedule for responses for Units 1 & 3 expect- 
ed within 30 days. 

BLACK.S C. Assistant Director for Projects. 89/03/01. KINGSLEY.O.D. Tennessee 
Valley Authority. 4pp. 49003:025-49003:028. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903100320 Confirms that util plans to implement GE interim stability recommendations 
before startup, per NRC Bulletin 88-007,Suppl 1. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). Ip. 48810:213-48810:213. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 


8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903270233 Responds to NRC Info Notice 88-082, “Torus Shells W/ Corrosion & De- 
graded Coatings in BWR Containments." Summary of relevant projects for various 
utils successfully employing underwater alternative to draining vessel end. 

STUART, C.O. S.G. Pinney Co. 89/03/15. ROSSI.C.E. Division of Operational Events 
Assessment (Post 87041 1). 9pp. 49056:023-49056:031. 

8903210367 Responds to NRC 890202 ltr re violations noted in Insp Repts 50-259/88- 
32,50-260/88-3 2 & 50-296/88-32.Util initiated detailed evaluation of surveillance 
program, including surveillance instruction scheduling, performance & adequacy. 
GRIDLEY.R. Tennessee Va!:c-. Ai/hcrity. 39/22/16. Document Control Branch (Docu- 
ment Control Desk). 6pp. -'.8983: :fcB-4 398,): ‘93 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903150190 Monthly operating repts for Jan 1989 for Browns Ferry Nuclear Plant W/ 
890302 ltr 

CAMPBELL, G.G., RATLIFF, S.A., CAMPBELL, G.G. Tennessee Valley Authority. 89/01/ 
31 . 72pp. 48860: 1 25-48860: 1 95. 

8903100142 Forwards "Semiannual Radioactive Effluent Release Rept Browns Ferry 
Nuclear Plant (BFN) Effluent & Waste Disposal Semiannual Rept,Jul-Dec 1988/’ 
“Semiannual Radioactive.., Changes to BFN ODCM” & rev of BFN process control 
program. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48828:071-48828:212. 

-8903100152 “Semiannual Radioactive Effluent Release Rept Browns Ferry Nuclear 
Plant Jul-Dec 1988.” 

LEE.B.E. Tennessee Valley Authority. 88/12/31. 74pp. 48828:073-48828:146, 

-8903100158 "Semiannual Radioactive Effluent Release Rept Browns Ferry Nuclear 
Plant, Changes to ODCM." 

* Tennessee Valley Authority. 88/07/20. 43pp. 48828:147-48828:189. 

-8903100160 “Radioactive Effluent Release Rept Browns Ferry Nuclear Plant Rev of 
Process Control Program." 

* Tennessee Valley Authority. 89/03/02. 8pp. 48828:190-48828:212. 
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S. Reportable occurrences, LERs & related correspondence 

8903090310 NPOES noncompliance notification: on 890117, discharge serial number 
107 for Unit 3 exceeded the daily maximum of 100 mg/I. 

SCHMIERBACH.M. Tennessee Valley Authority. 89/01/31. Alabama, State of. 12pp. 
48798:254-48798:265. 

8903060009 Summary of Operating Reactors Events Meeting 894)8 on 890222.Atten- 
dee list & events discussed & significant eiemorts of events end. 

LANNING.W.D. Events Assessment Branch. 98/C2/23 ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 13pp. 48735:230-48735:242. 

8903160011 LER 89-001 -00:on 890209, failure to provide required continuous fire watch 
on inoperable fire doors,per Tech Spec 3.11.E.Caused by insuffident training of fire 
protection personnel.Corrective maint initiated. W/8903 10 Itr. 

WILLARD.S.C., CAMPBELL, G.G. Tennessee Valley Authority. 89/03/10. 4pp. 
48885:022-48885:025. 


T. Hearing transcripts on non-antitrust matters 

8903030010 Forwards transcript of 890217 meeting between NRC & TVA re seismic 
issues at plant 

GEARS.G.E. TVA Projects Division. 89/02/23. TVA Projects Division. 3pp. 48691:181- 
48691:332. 

—8903030012 Transcript of 890217 public meeting w/util in Rockville.MD re open seis- 
mic criteria issues.Pp 1-147. 

* Commissioners. 89/02/17. 149pp. 48691:184-48691:332. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing nati exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8610270435 Forwards revs to physical security & contingency plans, to be incorporated 
as Rev 16 to safeguards plan.Encl withheld. 

KUNCL.LG. Nebraska Public Power District 86/10/13. MARTIN, R.D. Region 4, Ofc 
of the Director. 2pp. 38373:307-38373:308. 

8903090347 Requests notification within 30 days if util anticipates any problems in ac- 
commodating non-Region IV personnel in abbreviated site access program. 
YANDELL.LA. Region 4, Ofc of the Director. 89/02/02. TREVORS, G.A. Nebraska 
Public Power District 2pp. 48783:045-48783:046. 

8902280513 Forwards corrected 890202 FR notice of withdrawal of portion of 870710 & 
880304 applications for amends to License DPR-46. Amends would revise Tech Specs 
re fire area barrier & penetration fire seals limiting conditions for operation. 
O’CONNOR, P.W. Project Directorate IV. 89/02/15. TREVORS.GA Nebraska Public 
Power District 3pp. 48624:123-48624:126. 

8903080462 Advises that Rev 23 to safeguards plan consistent w/ provisions of 
10CFR50.54(p) & acceptable. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/02/27. TREVORS, G.A. Nebraska 
Public Power District. 2pp. 48779:349-48779:352. 

8903090112 Confirmation of Action Ltr CAL-89-08 re 890228 & 0301 conversations w/ 
util concerning actions taken in response to Insp Rept 50-298/89-06 including training 
of security personnel on 10CFR73.71 reporting requirements by 890315. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/03/02. PARRIS, H. Nebraska Public 
Power District 2pp. 48874:001-48874:002. 

8903200208 Forwards Insp Rept 50-298/89-06 on 890206-1 0.Violations noted. 
CALLAN.LJ. Region 4, Ofc of the Director. 89/03/06. TREVORS, G.A. Nebraska 
Public Power District 2pp. 48963:355-48963:357. 

-8903200210 Partially withheld Insp Rept 50-298/89-06 on 890206-10 (ref 
10CFR73J21 ). Violations noted.Major areas inspected:physical security program 
including,mgt support,security program plan & audits & protected area physical bar- 

EARNEST.A.B., EVERETT.R.J. Region 4, Ofc of the Director. 89/03/01. Ip. 
48963:357-48963:357. K 

8903200132 Forwards Insp Rept 50-298/89-08 on 89021 5-1 7.No violations or devi- 
ations noted. 

CALLAN,LJ. Region 4, Ofc of the Director. 89/03/07. TREVORS, G.A. Nebraska 
Public Power District 2pp. 48965:141-48965:146. 

-8903200136 Insp Rept 50-298/89-08 on 89021 5-1 7,No violations or deviations 
noted.Major areas inspected;operationa! status of emergency preparedness 
programjncluding changes to EPIPs & changes to emergency facilities,equipment & 
instrumentation. 

TERC,N.M., EVERETT.RJ. Region 4, Ofc of the Director. 89/02/28. 4pp. 48965:143- 

jlflOeRil AC ' 


8903200253 Revised emergency plan implementing procedures, including Rev 8 to 
5.7.1 1 ,5.7.13,5.7.19,5.7.23 & Rev 6 to 5.7.26.W/890308 ltr. 

MERRILL, C., HAYDEN, R., TREVORS, RA Nebraska Public Power District. 89/03/08. 
52pp. 48969:103-48969:155. 


H. General correspondence 

8903010285 Comment opposing proposed rule 10CFR50 & 55 re educational require- 
ments for operating personnel at nuclear power plants. 

BARUTH.W.L. Affiliation Not Assigned. 89/01/26. NRC - No Detailed Affiliation Given, 
ip. 48589:304-48589:304. 


8903100352 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Util continues to implement new programs & 
practices that enhance & improve maint. 

KUNCL.LG. Nebraska Public Power District. 89/02/27. CHILK.SJ. Office of the Sec- 
retary of the Commission. 3pp. 48806:309-48806:311. 


J. Insurance & indemnity information 

8903230047 Complies w/property insurance reporting requirement of 10CFR50.54(w)(2) 
on property insurance coverage.List provides required info detailing property insurance 
coverage carried by util for plant.Policy expires on 890501. 

TREVORS.GA Nebraska Public Power District. 89/03/17. Document Control Branch 
(Document Control Desk). Ip. 49030:142-49030:142. 


P. Operating license stage documents & correspondence 

8902280513 Forwards corrected 890202 FR notice of withdrawal of portion of 870710 & 
880304 applications for amends to License DPR-46.Amends would revise Tech Specs 
re fire area barrier & penetration fire seals limiting conditions for operation. 

O’CONNOR, P.W. Project Directorate IV. 89/02/15. TREVORS.GA. Nebraska Public 
Power District 3pp. 48624:123-48624:126. 

-8902280520 Corrected FR notice of withdrawal of applications for amends for License 
DPR-46, ref correct docket number. 

O’CONNOR.P.W. Project Directorate IV. 89/02/15. Ip. 48624:126-48624:126. 

8902280469 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment" Util performs quarterly dewpoint testing of instru- 
ment air sys which demonstrates consistent dewpoint below 32 F. 

KUNCL.L.G. Nebraska Public Power District. 89/02/20. Document Control Branch 
(Document Control Desk). 11pp. 48626:296-48626:306. 

8903010145 Forwards Amend 128 to License DPR-46 & safety evaluation. Amend 
changes implementation date for rev of source range & intermediate range monitor 
operability requirements from 890211 to before fuel loading during 1989 refueling 
outage. 

O’CONNOR.P.W. Project Directorate IV. 89/02/21. TREVORS.GA. Nebraska Public 
Power District. 4pp. 48645:203-48645:212. 

-8903010150 Amend 128 to License DPR-46,changing implementation date for rev of 
source range & intermediate range monitor operability requirements from 89021 1 to 
before fuel loading during 1989 refueling outage currently scheduled to begin in Apr 

RUBENSTEIN.L.S. Assistant Director for Region IV Reactors & Special Projects. 89/ 
02/21. 2pp. 48645:207-48645:208. 

-8903010152 Safety evaluation supporting Amend 128 to License DPR-46. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/21. 4pp. 
48645:209-48645:212. 

8903170190 Forwards summary of 890208 meeting in Region IV ofc re general issues 
of interest to licensee & NRC.Supporting info also end. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/07. TREVORS, G.A. Nebraska 
Public Power District. 64pp. 48893:110-48893:173. 

8903280071 Discusses TJ Oakes 890206 Itr re return of end plant spent fuel contingen- 
cy plan.W/o plan. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/14. LINDER, L.D. Nebraska Public 
Power District. 3pp. 49119:092-49119:094. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
encl. 

VARGAS A Assodate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903030408 Forwards Insp Rept 50-298/89-01 on 890101-0205 & notice of deviation. 
CALLAN.LJ. Region 4, Ofc of the Director. 89/02/27. TREVORS.G.A. Nebraska 
Public Power District 2pp. 48667:266-48667:280. 

-8903030411 Notice of deviation from insp on 890 1 01 -0205. Deviation notedrinstrument 
shutoff valves for sensing reactor pressure & reactor water level not sealed or locked 
as committed to in updated SAR. 

* Region 4, Ofc of the Director. 89/02/27. Ip. 48667:268-48667:268. 

-6903030414 Insp Rept 50-298/89-01 on 890101-0205.Deviation noted.Major areas 
inspected:plant status,operational safety verification, monthly surveillance & maint ob- 
servations & safe ty sy s walkdown. 

PICK,G.A. t BENNETT, W.R., CONSTABLE,G.L Region 4, Ofc of the Director. 89/02/ 
23. 12pp. 48667:269-48667:280. 

8903080536 Forwards insp Rept 50-298/89-04 on B90123-27.No violations noted. 
CALLAN.LJ, Region 4, Ofc of the Director. 89/02/28. TREVORS, G.A. Nebraska 
Public Power District 2pp. 48767:169-48767:181. 
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-8903080537 Insp Rept 50-298/89-04 on 890123-27.No violations or deviations 
noted.Major areas inspected:solid radwaste & radioactive matls transportation pro- 
grams. 

NICHOLAS. J.B., BAER.R.E. Region 4. Ofc of the Director. 89/02/23. 11pp. 
48767:171-48767:181. 

8903130566 Forwards response to Suppl 1 to NRC Bulletin 88-007, "Power Oscillations 
in BWRs.” Applicable GE interim stability recommendations described in Attachment 1 
incorporated into station procedures on 881 109. 

KUNCL.LG. Nebraska Public Power District. 89/02/28. Document Control Branch 
(Document Control Desk). 4pp. 48821:175-48821:178. 

8903080493 Forwards Insp Rept 50-298/89-02 on 890 123-27. Violations noted but cita- 
tion not being issued. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/01. TREVORS.G.A. Nebraska 
Public Power District. 2pp. 48767:060-48767:074. 

-8903080497 Insp Rept 50-298/89-02 on 8901 23-27. Violation noted.Major areas 
inspected:engineering & technical support capabilities & activities. 

BARNES.I. Region 4, Ofc of the Director. 89/02/27. 13pp. 48767:062-48767:074. 

8903090112 Confirmation of Action Ltr CAL-89-08 re 890228 & 0301 conversations w/ 
util concerning actions taken in response to Insp Rept 50-298/89-06 including training 
of security personnel on 10CFR73.71 reporting requirements by 890315. 

MARTIN, R.D. Region 4. Ofc of the Director. 89/03/02. PARRIS.H. Nebraska Public 
Power District. 2pp. 48874:001-48874:002. 

8903160233 Forwards Insp Rept 50-298/89-05 on 890123-27 & 0206-10 & notice of 
violation. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/02. TREVORS, G.A. Nebraska 
Public Power District. 2pp. 48877:238-48877:248. 

-8903160235 Notice of violation from insp on 890123-27 & 0206-10. Violation 
noted:failure to maintain training records. 

* Region 4, Ofc of the Director. 89/03/02. Ip. 48877:240-48877:240. 

-8903160237 Insp Rept 50-298/89-05 on 890123-27 & 0206-10. Violation noted.Major 
areas inspected:action on previously identified insp findings & licensee self-assess- 
ment capability. 

MCNEILL.W.M., BARNES.I. Region 4. Ofc of the Director. 89/03/01. 8pp. 48877:241- 
48877:248. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903140519 Forwards Insp Rept 50-298/89-09 on 89021 3-1 6. Violations 

noted.Enforcement conference scheduled for 890323. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/03. TREVORS.G.A. Nebraska 
Public Power District. 2pp. 48855:190-48855:196. 

-8903140529 Insp Rept 50-289/89-09 on 89021 3-1 6.Potential violation noted.Major 
areas inspected:# eael generator air sys failures. 

PICK.G.A. Region 4, Ofc of the Director. BENNETT.W.R., CONST ABLE, G.L. Region 2, 
Ofc Of the Director. 89/02/28. 5pp. 48855:192-48855:196. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903200208 Forwards Insp Rept 50-298/89-06 on 890206-10. Violations noted. 
CALLAN.LJ. Region 4, Ofc of the Director. 89/03/06. TREVORS.G.A. Nebraska 
Public Power District. 2pp. 48963:355-48963:357. 

-8903200210 Partially withheld Insp Rept 50-298/89-06 on 890206-10 (ref 
10CFR73.21).Violations noted.Major areas inspected:physical security program 
including, mgt support, security program plan & audits & protected area physical bar- 

EARNEST.A.B., EVERETT.R.J. Region 4, Ofc of the Director. 89/03/01. Ip. 
48963:357-48963:357. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903200132 Forwards Insp Rept 50-298/89-08 on 89021 5-1 7,No violations or devi- 
ations noted. 

CALLAN.LJ, Region 4, Ofc of the Director. 89/03/07. TREVORS.G.A. Nebraska 
Public Power District. 2pp. 48965:141-48965:146. 

-8903200136 Insp Rept 50-298/89-08 on 89021 5-1 7.No violations or deviations 
noted.Major areas inspected:operationa! status of emergency preparedness 
programjnduding changes to EPIPs & changes to emergency facilities, equipment & 
instrumentation. 

TERC.N.M., EVERETT, R.J. Region 4, Ofc of the Director. 89/02/28. 4pp. 48965:143- 
48965:146. 

8903200186 Informs that Insp Rept 50-298/88-32 cancelled, therefore no insp rept will 
be issued for rept. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/07. TREVORS, G.A. Nebraska 
Public Power District. 1 p. 48971 :056-48971 :056. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903170424 Notice of enforcement conference w/util on 890323 in Arlington, TX. 
CONSTABLE, G.L Region 4, Ofc of the Director. 89/03/08. Region 4, Ofc of the Di- 
rector. 2pp. 48953:232-48953:233. 


8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903280014 Forwards Exam Rept 50-298/OL-89-01 of exam administered during wk of 
890227. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/22. TREVORS, G.A. Nebraska 
Public Power District. 2pp. 49066:233-49066:336. 

-8903280018 Exam Rept 50-298/OL-89-01 on 890228-0302.Exam results:one senior 
reactor operator & four reactor operators passed all portions of exams.One reactor 
operator failed written exam. 

WHITTEMORE,J.E., PELLET J.L Region 4, Ofc of the Director. 89/03/20. 84pp. 
49066:235-49066:318. 

-8903280020 Forwards comments on questions & answers assodated w/NRC adminis- 
tered during on 890228-0302.Concems should be considered during grading of written 
exams. 

TREVORS, G.A. Nebraska Public Power District. 89/03/03. Region 4, Ofc of the Direc- 
tor. 18pp. 49066:319-49066:336. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903030505 "Cooper Nuclear Station Semiannual Operating Rept Radioactive Effluents 
for Jul-Dec 1 988.” W/89021 7 ltr. 

TREVORS, G. A. Nebraska Public Power District. 88/12/31. 305pp. 48702:141- 
48703:085. 

8903080248 "Annual Operating Rept for 1988.” W/890228 ltr. 

TREVORS, G.A. Nebraska Public Power District. 88/12/31. 38pp. 48767:187- 
48767:224. 

8903240173 Monthly operating rept for Cooper Nuclear Station for Feb 1989.W/890307 
ltr. 

SCHEUERMAN.J.T., HORN.G.R. Nebraska Public Power District. 89/02/28. 5pp. 
49039:283-49039:287. 


S. Reportable occurrences, LERs & related correspondence 

8903030463 LER 89-001 -00:on 8901 25, automatic reactor scram due to high neutron 
flux occurred.Caused by stem disc separation & seating of main disc resulting in pres- 
sure spike. Inboard & outboard MSI Vs refurbished. W/890224 ltr. 

REEVES, D.L., HORN.G.R. Nebraska Public Power District. 89/02/24. 6pp. 48692:162- 
48692:167. 

8903100251 LER 89-002-00:on 8901 31, unplanned actuation of reactor protection sys & 
Groups 2,3 & 6 isolations occurred.Caused by inadequate job planning & lack of con- 
centration on task. Plant sys restored to prior mode of operations.W/890302 ltr. 
REEVES.D.L., HORN.G.R. Nebraska Public Power District 89/03/02. 4pp. 48802:339- 
48802:342. 

8903220511 Advises that NRC received 10CFR21 notification from WPPSS, addressing 
discovery of unmonitored radiological release path at Washington Nuclear Plant linn 
2,that was caused by design error by Burns & Roe.Inc.Related LER end. 

O’CONNOR, P.W. Project Directorate IV. 89/03/08. TREVORS.G.A. Nebraska Public 
Power District. 3pp. 49005:057-49005:064. 

8903240058 LER 89-003-00:on 89021 3,emergency diesel generator manually shutdown 
& declared inoperable due to air leak in 30 psig control air header.Caused by inad- 
equate design control. Supports added & tubing rerouted to minimize cyclic stress. 
KRAUSE.R., HORN.G.R. Nebraska Public Power District. 89/03/15. 5pp. 49046:048- 
49046:052. 

8903280255 LER 89-01 1-00:on 890220, as-found differential pressure for RHR pumps A 
& C found above required action ievel.Caused by personnel error.On-duty shift super- 
visor counseled & shift supervisors required to review procedures.W/890322 ltr. 
KRAUSE,R.W., HORN.G.R. Nebraska Public Power DistricL 89/03/22. 4pp. 
49074:235-49074:238. 


V. Operator Examinations 

8903280014 Forwards Exam Rept 50-298/OL-89-01 of exam administered during wk of 
890227 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/22. TREVORS.G.A. Nebraska 
Public Power District. 2pp. 49066:233-49066:336. 

-8903280018 Exam Rept 50-298/OL-89-01 on 890228-0302.Exam results:one senior 
reactor operator & four reactor operators passed all portions of exams.One reactor 
operator failed written exam. 

WHITTEMOREJ.E., PELLET, J.L Region 4, Ofc of the Director. 89/03/20. 84pp. 
49066:235-49066:318. 
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-8903280020 Forwards comments on questions & answers associated w/NRC adminis- 
tered during on 890228-0302.Concerns should be considered during grading of written 
exams. 

TREVORS, G.A. Nebraska Public Power District. 89/03/03. Region 4, Ofc of the Direc- 
tor. 18pp. 49066:319-49066:336. 

8903220159 Generic Ur 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing nat! exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects {Post 870^11). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-^9005 056 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


8903160285 Forwards revised Tech Spec page to 890224 application for amends to Li- 
censes DPR-24 & DPR-27,consisting of Tech Spec Request 128,per NRC 890301 
request.Clarification of motor- driven auxiliary feedwater pump start provided. 

FAY.C.W. Wisconsin Electric Power Co. 89/03/03. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48893:049-48893:052. 

-8903160291 Revised Tech Spec Table 15.3.5-3 or cm o'cc-nv rr.c'rq 
* Wisconsin Electric Power Co. 89/03/03. Ip. 

8903170047 Forwards exemption from 10CFR50,App K re injection method of low pres- 
sure ECCS into upper plenum of reactor in event of LOCA. 

SWENSON.W.H. Project Directorate 111-3. 89/03/08. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 48893:199-48893:207. 


F. Security, medical, emergency & fire protection plans 

8903130010 Forwards public version of revised irHidirr R-v 15 to EPIP 1.3,Rev 

6 to EPIP 3.1 & Rev 13 to EPIP 4.1. W/ DH riir"* .r.:uc memo. 

FAY.C.W. Wisconsin Electric Power Co. 89/02/21 . Document Control Branch (Docu- 
ment Control Desk). 5pp. 48818:154-48818:314. 

-8903130022 Public version of Revised EPIPs.including Rev 15 to EPIP 1.3, Rev 6 To 
EPIP 3.1 .Rev 13 to EPIP 4.1 & Rev 3 to EPIP 4.2. 

• Wisconsin Electric Power Co. 89/02/21. 156pp. 48818:159-48818:314. 

8903240223 Advises of acceptability of proposed scope of participation & objectives for 
plant 890315 exercise. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/01. FAY.C.W. Wisconsin Electric 
Power Co. Ip. 49039:176-49039:176. 

8903140236 Final response to FOIA request for documents. Forwards App A 
documents. App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS, M. Impel! Corp. 2pp. 48875:082-48875:083. 

-8903140279 Informs that Region III required to participate in emergency response ex- 
orcises or q-.ir.rteT,* basis.Approved exercises for FY89 listed. 

\'J> C i" = , :gicn *! Ofc of the Director. 88/08/15. Region 3, Ofc of the Direc- 
tor. 5pp. *12. 

8903270281 Forwards Page 58 of plant security plan.W/o end. 

SCHIFF.L.C. Wisconsin Electric Power Co. 89/03/13. NRC - No Detailed Affiliation 
Given. Ip. 49055:073-49055:073. 

8903240290 Advises that Revs 29 & 31 to emergency plan consistent w/ provisions of 
10CFR50.54(q) & acceptable. 

GREGER.L.R. Reqtor ? 0*0 *he Director. 89/03/15. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. -13039.259 


H. General correspondence 

8903010429 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants. 

FAY.C.W. Wisconsin Electric Power Co. 89/02/17. Docketing & Services Branch. 3pp. 
48670:1 08-48670:1 1 0. 

8903080039 Comment opposing proposed rules 10CFR50 & 55 re degree requirement 
for senior reactor operator (SRO).Unless grandfathered in next 4-5 yrs author to be 
locked out of job & does not intend spending 20 plus yrs as reactor operator. 

VARGA, R. Affiliation Not Assigned. 89/02/22. Office of the Secretary of the Commis- 
sion. 2pp. 48745:222-48745:223. 


I. Financial information 

8902270244 Fcrwa-tfs v.T : ' ci.Tirantcc cf payment of retrospective premiums for Units 1 & 
2.Certified ul:. a-r^al -‘-ar-cia sla:oments for yr ending 881231 & certified cash flow 
projection for 1989 end. 

REMMEL.J.G. Wisconsin Electric Power Co. 89/02/15. VUPLEY.T.F. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 19pp. 48587: '59-46^7: 17J. 


P. Operating license stage documents & correspondence 


-8903170052 Exemption from 10CFR50,App K re injection of low pressure ECCS into 
upper plenum of reactor in event of LOCA. 

HOLAHAN.G.M. Division of Reactor Projects - III, IV, V & Special Projects (Post 
870411). 89/03/08. Wisconsin Electric Power Co. 7pp. 48893:201-48893:207. 

8903210022 Submits steam generator tube rupture analysis info, per Tech Spec Change 
Request 127, increasing allowable core power peaking factors. Justification for 30 
minute safety injection termination time used in analysis provided. 

FAY.C.W. Wisconsin Electric Power Co. 89/03/10. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48982:193-48982:195. 

8903280167 Application for amends to Licenses DPR-24 & DPR-27, consisting of Tech 
Spec Change Request 129 eliminating function from overpower Delta-T (OPDT) set- 
point to increase flexibility of operation at full power. 

FAY.C.W. Wisconsin Electric Power Co. 89/03/17. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49075:098-49075:104. 

-8903280169 Proposed Tech Specs, eliminating f(l) function from overpower Delta-T 
setpoint to increase flexibility of operation at full power by allowing use of full flux dif- 
ference operating envelope. 

* Wisconsin Electric Power Co. 89/03/17. 3pp. 49075:102-49075:104. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902280552 Discusses 890110-11 demonstration for insp of reactor vessels.Computer- 
based ultrasonic testing sys & new focused transducers have capability for more real- 
istic & accurate flow dimensioning than beam spread correction used in past. 
STAHLE.C. Project Directorate 1-3. 89/02/14. MECREDY.R.C. Rochester Gas & Elec- 
tric Corp. 3pp. 48624:155-48624:159. 

-8902280553 Discusses 890110-11 meetings re nozzle sizing study.Most accurate 
sizing obtained by collecting data of edge diffracted waves from geometric extremities 
of flaw. 

GIESKE.J.H. Sandia National Laboratories. 89/01/13. HUM.M.R. Materials Engineer- 
ing Branch. 2pp. 48624:158-48624:159. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 


8902240181 Forwards notice of consideration of issuance of amend to Licenses DPR- 
24 & DPR-27 under TACs 68862 & 68863 re nuclear fuel storage enrichments. 
SWENSON.W.H. Project Directorate 111-3. 89/02/15. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 48583:351-48583:357. 


-8902240187 Notice of consideration of issuance of amend to Licenses DPR-24 & 
DPR-27 & opportunity for hearing re changing Tech Specs to increase U-235 content 
per axial centimeter for OFA fuel assemblies & to permit use of axial fuel blankets. 
WAMBACH.T.V. Project Directorate (11-3. 89/02/15. 5pp. 48583:353-48583:357, 

8903010047 Advises that confirmation of environ qualification of neuton flux 
monitors,per Reg Guide 1.97,delayed until first refueling outage after Gamma-Metrics 
provides qualified items. 

FAY.C.W. Wisconsin Electric Power Co. 89/02/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48646:102-48646:103. 


8903130409 Forwards Safety Insp Repts 50-266/89-05 & 50-301/89-05 on 890130- 
0203.Violation of 10CFR50.59 re required safety evaluation noted.No notice of viola- 
tion will be issued based on action to improve implementation of regulation. 
WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/02. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 48819:260-48819:270. 

-8903130419 Insp Repts 50-266/89-05 & 50-301/89-05 on 890130-0203. Violations of 
10CFR50.59 noted.Major areas inspected:design changes & mods. 

HASSES.R.A., PHILLIPS, M.P., LOUGHEED.V.P. Region 3, Ofc of the Director. 89/03/ 
02. 9pp. 4881 9:262-4881 9:270. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 


8903010376 Responds to Generic Ltr 88-14, "Instrument Air Sys Problems Affecting 
Safety-Related Equipment" Discharge control valves for two electric-driven auxiliary 
feedwater pumps designed to fail open upon loss of instrument air. 

FAY.C.W; Wisconsin Electric Power Co. 89/02/20. Document Control Branch (Docu- 
ment Control Desk). 5pp. 48646:1 95-48646:1 99. 


8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:1^3. 


8903030037 Application for amends to Licenses DPR-24 & DPR-27, consisting of Tech 
Spec Change Request 128, revising Item 3,b, "Auxiliary Feedwater" of Tech Spec 
Table 1 5.3.S-3, "Emergency Cooling." 

FAY.C.W. Wisconsin Electric Power Co. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). 2pp. 4871 6:001 -4871 6:003. 


8903140347 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation." Util participating in program intended to resolve issue through Westinghouse 
Owners Group (WOG).WOG program objectives listed. 

FAY.C.W. Wisconsin Electric Power Co. 89/03/03. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48854:226-48854:229. V 


-8903030087 Proposed Tech Specs re Item 3.b, "Auxiliary Feedwater," & Table 15.3.5- 
3, "Emergency Cooling." 

* Wisconsin Electric Power Co. 89/02/24. Ip. 48716:003-48716:003. 


8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of industrial & Medical Nuclear Safety (Post 870729) 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 
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8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York. Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029. "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903030490 "Semiannual Monitoring Rept,Jul-Dec 1988." W/890227 Itr. 

FAY.C.W. Wisconsin Electric Power Co. 88/12/31. 18pp. 48691:001-48691:018. 

8903080089 "Personnel Exposure & Monitoring, CY 1988." W/890223 Itr. 

FAY.C.W. Wisconsin Electric Power Co. 88/12/31. 2pp. 48768:214-48768:215. 

8903080484 "Annual Results & Data Rept 1988 for Point Beach Nuclear Plant Units 1 & 
2." W/890227 Itr. 

FAY.C.W. Wisconsin Electric Power Co. 88/12/31. 126pp. 48766:105-48766:230. 

8903160042 Monthly operating repts for Feb 1989 for Point Beach Nuclear Plant, Units 1 
& 2.W/890309 Itr. 

KRAUSE, C.W., FAY.C.W. Wisconsin Eledric Power Co. 89/02/28. 9pp. 48885:003- 
48885:011. 


S. Reportable occurrences, LERs & related correspondence 

8903130398 LER 89-001 -00:on 890203, operator dicovered both supply breakers in open 
position due to simultaneous automatic turbine runback.Cause not positively 
identified.Efforts will be made to ease difficulty w/supply breakers.W/890303 Itr. 
FAY.C.W. Wisconsin Electric Power Co. 89/03/03. 5pp. 48820:085-48820:089. 


V. Operator Examinations 

8903080174 Advises that operator & senior licensing exams scheduled for wk of 
89061 2.Util requested to provide end approved ref matt at least 60 days prior to exam 
date. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/02/23. FAY.C.W. Wisconsin Electric 
Power Co. 12pp. 48767:101-48767:112. 

8903280193 Confirms 890323 mgt meeting in Glen Ellyn, I L to discuss plans to improve 
reactor operator requalification program. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/20. FAY.C.W. Wisconsin Elec- 
tric Power Co. Ip. 49075:210-49075:210. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8902230404 Rev 45 to Emergency Plan Implementing Procedure EM-206, “Emergency 
Plan Roster & Notification." 

STEPHENSON, J.D. Florida Power Corp. (subs, of Florida Progress Corp.). 89/02/15. 
23pp. 48569:174-48569:196. 

8903020074 Forwards Insp Rept 50-302/89-01 on 890101-27 & notice of violation. 
ERNST, M.L. Region 2, Ofc of the Director. 89/02/17, WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 48672:122-48672:136. 

-8903020085 Insp Rept 50-302/89-01 on 890101-27.Three violations noted. Major 
areas inspected:plant operations,security, radiological controls, LER & nonconforming 
operations repts.followup on onsite events & licensee action on previous insp items. 
HOLMES-RAY.P,, TEDROW.J., CRLENJAK.R. Region 2, Ofc of the Director. 89/02/ 
16. 11pp. 48672:126-48672:136. 

8903080301 Forwards Rev 4 to modified amended security plan. Rev withheld (ref 
10CFR73.21). 

WIDELL.R.C. Florida Power & Light Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). Ip. 48768:035-48768:035. 


8903140236 Final response to FOIA request for documents. Forwards App A 
docurn@nts.App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS, M. Impell Corp. 2pp. 48875:082-48875:083. 

-8810130013 Informs of headquarters participation in listed exercises w/ regions for 
1988-1989. 

SPESSARD.R.L. Division of Operational Assessment (Post 870413). 88/09/23. 
ALLAN, J.M. Region 1, Ofc of the Director. 2pp. 48875:084-48875:085. 


H. General correspondence 


8903160466 Requests changes to std distributions per corporate organizational 
changes.Std distribution changes end. 

WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 89/02/23. Docu- 
ment Control Branch (Document Control Desk). 3pp. 48878:175-48878:177. 

8903100236 Comment on proposed rule 10CFR50 re ensuring effectiveness of maint 
programs for nuclear power plants.lndustry actions in maint area effective w/continu- 
ing improvement across industry.Balance of plant equipment inappropriate. 
WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/02/28. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 48806:159-48806:160. 


J. Insurance & indemnity information 


8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 

8903240345 Forwards itemization of nuclear onsite property insurance currently in place 
for facility. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/03/17. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49040:019-49040:020. 


P. Operating license stage documents & correspondence 


8902280138 Responds to Generic Ltr 88-14, "Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment." Task force created to evaluate full range of ac- 
tions & plan instituted co^sFng o f listed elements. 

WIDELL.R.C. Fio'.da Powc.' Ccr;: (subs, of Florida Progress Corp.). 89/02/09. Docu- 
ment Control Branch (Document Control Desk). 5pp. 48633:229-48633:233. 

8902270438 Requests discretionary enforcement associated w/performance of surveil- 
lance required by Tech Spec 4.3. 1.1.1. Licensee proposes to delay performance of 
next monthly test until plant restarted following repair of reactor coolant pump. 
WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/02/14. Region 
2, Ofc of the Director. 3pp. 48586:059-48586:061. 

8902270293 Forwards Amend 110 to License DPR-72 & safety evaluation. Amend re- 
vises Tech Specs to modify surveillance requirements allowing testing of high & low 
pressure injection sys in Modes 3,4,5 or 6 rather than in Mode 6 only. 

SILVER, H. Project Directorate 11-2. 89/02/16. WILGUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 2pp. 48586:019-48586:028. 

-8902270296 Amend 110 to License DPR-72, revising Tech Specs surveillance require- 
ments to allow testing of high & low pressure injection sys in Modes 3, 4,5, or 6 rather 
than in Mode 6 only. 

BERKOW.H.N. Project Directorate 11-2. 89/02/16. 4pp. 48586:021-48586:024. 

-8902270302 Safety evaluation supporting Amend 1 10 to License DPR-72. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/16. 4pp. 
48586:025-48586:028. 


8903130160 Provides facility lab results on spiked liquid samples of NRC confirmatory 
measurements program. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida D 'ocre«s Corp.). 89/02/17. 
KAHLE.J.B. Region 2, Ofc of the Director. Ip. 4!>029:328-4h829::»28 

8903090150 Ack receipt of 890214 Itr requesting discretional cr'c-ccmont to allow 
continued operation w/reactor coolant pump power monitor crairai* Tech Spec sur- 
veillance not performed. Request granted in 890216 telcon. 

ERNST.M.L, Region 2, Ofc of the Director. 89/02/24, WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 48780:012-48780:012. 

8903200141 Discusses util resolution of TMI Action Item II.K.3.5, "Reactor Coolant 
Pump Trip." Issue resolved based on use of B&W Owners Group methodologies in 
response to Generic Ltr 86-05. 

SILVER, H. Project Directorate 11-2. 89/03/15. WILGUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 2pp. 48971:116-48971:117. 

8903220421 Forwards State of FL temporary operating permiLPermit consolidates state 
surface water discharge permits for Units 1,2 & 3 & allows continued plant operation 
while helper cooling towers under const at site. 

WILSON, K.R. Florida Power Corp. (subs, of Florida Progress Corp.). 89/03/16. Docu- 
ment Control Branch (Document Control Desk). 26pp. 49005:272-49005:319. 

8903230192 Corrects response to Question 4 in 881018 Itr re Suppl 1 to NUREG-0737, 
"DCRDR." Two of eight indicating lights on diesel generator A parallel block & diesel 
generator B parallel block identified w/o annunciator points. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/03/17. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49028:164-49028:165. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 
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Q. Inspection reports, IE Bulletins & correspondence 

8902230504 Forwards Rev 2 to. “Inservice Insp Repair & Replacement Program." 
Rev.which consists of minor housekeeping changes, updates & replaces earlier pro- 
gram submitted on 880209. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/02/09. Docu- 
ment Control Branch (Document Control Desk). Ip. 48555:315-48555:341. 

-8902230535 Rev 2 to “Inservice Insp Repair & Replacement Program." 

COOPER, J. Florida Power Corp. (subs, of Florida Progress Corp.). 89/02/09. 26pp. 
48555:316-48555:341. 

8903020074 Forwards Insp Rept 50-302/89-01 on 890101-27 & notice of violation. 
ERNST, M.L. Region 2, Ofc of the Director. 89/02/17. WILGUS.W.S. Florida Power 
Corp. (subs, of Rorida Progress Corp.). 2pp. 48672:122-48672:136. 

-8903020080 Notice of violation from insp on 890101-27.Violation noted: while perform- 
ing plant heatup.one main feedwater (FW) pump unlatched when reactor protection 
sys channels removed from shutdown bypass.resulting in emergency FW sys actu- 
ation. 

ERNST, M.L Region 2, Ofc of the Director. 89/02/17. 2pp. 48672:124-48672:125. 

-8903020085 Insp Rept 50-302/89-01 on 890101-27.Three violations noted. Major 
areas inspectedVpIant operations, security, radiological controls, LER & nonconforming 
operations repts.followup on onsite events & licensee action on previous insp items. 
HOLMES-RAY,P. f TEDROW.J., CRLENJAK.R. Region 2. Ofc of the Director. 89/02/ 
16. 11pp. 48672:126-48672:136. 

8902280286 Responds to violations noted in Insp Rept 50-302/88-34 Corrective 
actions:nonconforming rept written & surveillance re-performed to declare channel op- 
erable & technical review of procedures for reactor protection sys channels begun. 
WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/02/22. Docu- 
ment Control Branch (Document Control Desk). 3pp. 48624:251-48624:253. 

8903090031 Confirms telcon between W Rossfeld & K Poertner on 890206 re enforce- 
ment conference to be conducted on 890306 in Region II ofc for discussion of under- 
sized Asco solenoid valves as delineated in 50-302/89-01. 

ERNST,M.L Region 2, Ofc of the Director. 89/02/2 2. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 48780:010-48780:010. 

8903090167 Notification of significant licensee meeting w/util on 890306 to discuss un- 
dersized ASCO solenoid valves issue. 

L'R ENJ'-K a .Y. Roffon Die of the Director. 89/02/22. Region 2, Ofc of the Direc- 
Vjr. I 4i3 :-0:.W-:FrW.T6r. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903100073 Forwards Region II Itr to licensee authorizing discretionary enforcement & 
licensee requestBnsis far grsnti-g erYorcement is that plant will be shut down no 
later than 890228 repair ra.'lod "earner coolant pump. 

S T QHR.J. D . Region 3. Ofa of the Director. 89/02/24. TAYLOR, J.M. Office of Nuclear 
Pcacor r ie julninn D mcior (Post 870411). 2pp. 48804:024-48804:029. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903090430 Responds to Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifica- 
tion." No addl surge insps planned unless results of analyses programs warrant other 
or periodic dssessrnonta 

WIDDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/02/28. Doc- 
ument Control Branch (Document Control Desk). 3pp. 48801:100-48801:102. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, ‘‘Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp, 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES,J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903240300 Forwards Insp Rept 50-302/89-02 on 8901 30-0201. No violations or devi- 
ations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/09. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 49037:331-49037:349. 

-8903240303 Insp Rept 50-302/89-02 on 8901 30-31. No violations noted. Major areas 
. inspected:reactor coolant pump vibration monitoring sys data acquisition, interpretation 
& written instructions forprotective measures in event of failure. 

ECONOMOS.N., BLAKE, J.J. Region 2, Ofc of the Director. 89/02/27. 17pp. 
49037:333-49037:349. 


8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903230363 Responds to violations noted in Insp Rept 50-302/89-01. Corrective 
actions:required actions of AP-450, “Emergency Feedwater Actuation" performed. 
WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/03/14. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49023:021-49023:023. 

8903090021 NRC info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903230196 Responds to NRC Bulletin 88-010, “Noncomforming Molded-Case Circuit 
Breakers." All 94 molded-case circuit breakers pulled from util safety-related stock & 
traceable to original mfg.No breaker testing required. 

WIDELL.R.C. Florida Power Corp. (subs, of Rorida Progress Corp.). 89/03/17. Docu- 
ment Control Branch (Document Control Desk). 5pp. 49029:148-49029:152. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903060162 "Semiannual Radioactive Effluent Release Rept,Ju!-Dec 1988." W/890224 
Itr. 

JOHNSON.S.G. Florida Power Corp. (subs, of Florida Progress Corp.). 88/12/31. 
27pp. 48705:289-48705:315. 

8902230496 Monthly operating rept for Jan 1989 for Crystal River Unit 3.W/890214 Itr. 
STEWART, S.A., WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/01 /31 . 5pp. 48570:254-48570:258. 

8904060001 “Offsite Radiation Dose Assessment for Jan-Dee 1988." 

* Northern States Power Co. 88/12/31. 4pp. 49159:007-49159:010. 

—8904060003 "Amend to Prairie Island Effluent & Waste Disposal Semiannual Repts for 
Yr of 1987." 

* Northern States Power Co. 87/12/31. 4pp. 49159:016-49159:018. 

8903220228 Monthly ooeratinc rept for Feb 1989 for Crystal River Unit 3.W/890313 Itr. 
LANE.J.E., V,"CELL,4.3. El 'jnda Power Corp. (subs, of Florida Progress Corp.). 89/ 
02/28. 5pp. 49005:332-49005:336. 


S. Reportable occurrences, LERs & related correspondence 


8610220327 "Transient Assessment Program Rept for Rancho Seco Trip, Loss of Inte- 
grated Control Sys Power on 85 1226, Transient Assessment Program RS-86-01." 
SIMMONS.G. Sacramento Municipal Utility District. 75. 86/03/21. 160pp. 38328:013- 
38328:172. 

-8610220328 "Transient Assessment Program Rept on Crystal River Unit 3 Reactor 
Trip of 810616." 

* Florida Power Corp. (subs, of Florida Progress Corp.). CR-3-81-10. 86/09/26. 22pp. 

38328:173-38328:194. H 

-8610220335 "Transient Assessment Program Rept for Rancho Seco Reactor Trip on 
High Pressure.Followed by Cooldown Transient on 851 002, Transient Assessment Pro- 
gram RS-86-05.” 

DELRUE.J., FIELD, J. Sacramento Municipal Utility District. 73. 85/10/30. 136pp. 
38328:195-38328:330. 

-8610220338 "Transient Assessment Program Rept for Rancho Seco Reactor Trip on 
81 061 7, Transient Assessment Program RS-82-04." 

* Sacramento Municipal Utility District. 86/09/26. 24pp. 38328:331-38329:124. 

-8610220344 Unplanned Operating Event Rept 85-6, "Manual Reactor Trip Following 
MSIV Closure Due to Inadvertent Emergency Feedwater Actuation, 851 009. 

COLLINS, M.E. Florida Power Corp. (subs, of Florida Progress Corp.). 86/09/26. 23pp. 
38329:167-38329:189. w 

8902240254 LER 89-001 *00:on 8901 05, determined that two solenoid-operated 3-way air 
valves undersized for max operating pressure differential rating.Cause 
unknown. Valves replaced w/properly sized valves.W/890206 Itr. 

MOFFATT,L.W., WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp ). 
89/02/06. 6pp. 48583:311-48583:316. a P ) 

8903010133 LER 88-01 3-01 :on 88061 0.apparent subcontractor failure to develop & 
submit detailed design documents leads to HVAC control air tubing installation In ac- 
cordance w/seismic requirements-Temporary mod installed on damper.W/890210 Itr. 
MOFFATT.L.W., WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Coro ) 
89/02/20. 10pp. 48645:183-48645:192. a 

8903090460 RO:on 8901 18, reactor coolant pump 1A failed.Cause not 

discussed.Sequence of events end. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/03/01. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48801:206-48801:207. 
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8903090304 LER 89-004-00:on 890201, numerous cells in train A & B batteries found to 
have electrolyte level above max level allowed by Tech Specs resulting in batteries 
being declared >noperable.Caused by overfilling of cells. W/890303 Itr. 

MOFFAT" 7 ,: \\ . WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/03/03. 4pp. 48800:261-48800:264. 

8903140486 LER 89-001 -01 :on 8901 05, determined that two solenoid operated 3-way air 
valves were undersized w/respect to max ope r et i rg pressure differential 
rating.Caused by installation of improperly rated s.jo; va’vns \.V.'89C3C6 Itr. 
MOFFATT.L.W., WIDELL.R.C. Florida Power & Light Co. 89/03/06. 6pp. 48848:353- 
48848:358. 

8903140492 LER 89-005-00:on 8811 10, small cracks in masonry fire barrier identified.On 
890202,event determined to be design basis issue.Caused bv failure of const person- 
nel to build ref fire barriers in accordance w/all design specs.W/890306 Itr. 
MOFFATT.L.W., WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/03/06. 6pp. 48834:149-48834:154. 

8903220017 LER 89-006-00:on 8902 13, determined that plant operating outside design 
basis due to potential failure of circuit breakers supplying power to two decay heat 
closed cvclc cooling purrps.Oaused by lack of spring W/89031 5 Itr 
lYOr'-'AT' .LAV, Wil>Fl.L,R.C. Florida Power Corp isubs. o: Fonda Progress Corp.). 
89/03/15. 5pp. 48993:316-48993:320. 


V. Operator Examinations 

8903140572 Provides info re reactor operator & senior operator licensing exams sched- 
uled for wk of 89041 7.Listed approved ref matls should be furnished by 890217. 
JULIAN, C.A. Region 2, Ofc of the Director. 89/01/11. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 10pp. 48848:311-48848:320. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8903140027 Rev 5 to EPIP EG-10, “Offsite Personnel & Vehicle Contamination Monitor- 
ing at Relocation Ctrs for Nuclear Station Evacuees." 

GOLDEN.J.C. Commonwealth Edison Co. 89/01/31. 9pp. 48857:282-48857:290. 

8902230493 Change Request TA-88-516 to Rev 4 to EPIP 130-1, "Technical Director 
EPIP." Revised table of contents also present. 

* Commonwealth Edison Co. 89/02/05. 6pp. 48579:001-48579:006. 

8903080405 Forwards Enforcement Conference Repts 50-295/89-07 & 50-304/89-07 
on 890216 to discuss radioactive matl transport event & safeguards event identified in 
previous insp repts. 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/02/28. REED.C. Commonwealth 
Edison Co. 2pp. 48779:018-48779:023. 

-8903080408 Enforcement Conference Repts 50-295/89-07 & 50-304/89-07 on 
89021 6.Major areas discussed:radioactive matl transport & safeguards 
events, apparent violations associated w/events & licensee perspective & corrective 
actions. 

SNELL.W. Region 3, Ofc of the Director. 89/02/24. 4pp. 48779:020-48779:023. 

8903280185 Revised EPIPs, including Rev 6 to ED-5, Rev 13 to ED-6, Rev 11 to ED- 
10,Rev 8a to ED-14 & Rev 6 to ED-26. 

MALKEWICZ,A.J. Commonwealth Edison Co. 89/02/28. 125pp. 49076:113- 

49076:240. 

8903240252 Advises of acceptability of proposed scope & objectives for plant emergen- 
cy preparedness exercise scheduled for 890503, per 890214 Itr. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/01. REED.C. Commonwealth 
Edison Co. Ip. 49038:327-49038:327. 

8903140485 Forwards Safety Insp Repts 50-295/89-06 & 50-304/89-06 on 890214- 
17. No v ! o!a*icrs noted. 

G'TEGER L.R. Region 3. Ofc c 1 tn: Director. 89/03/06. REED.C. Commonwealth 
Edison Co. 2pp. .i88=8:C32-4865fJ:C^e 

-8903140489 Insp Repts 50-295/89-06 & 50-304/89-06 on 89021 4-1 7.Major areas 
inspected:emergency preparedness program, licensee action on previously identified 
items, emergency plan activations & operational status of program. 

PLOSKI.T. Region 3, Ofc of the Director. 89/03/03. 13pp. 48858:034-48858:046. 


H. General correspondence 

8903280124 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
MADDEN.J.J. Affiliation Not Assigned. 89/03/17. NRC - No Detailed Affiliation Given, 
ip. 49144:039-49144:039. 


J. Insurance & indemnity information 


8902280088 Application for amends to Licenses DPR-39 & DPR-48, changing Tech Spec 
6.1 re administrative controls, per Generic Ltr 88-06. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/22. MULLER, D. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48626:064-48626:083. 

-8902280093 Proposed Tech Specs changing Section 6.1 re administrative controls. 

* Commonwealth Edison Co. 89/02/22. 18pp. 48626:066-48626:083. 

8903060179 Forwards EGG-NTA-8244, "Conformance to Generic Ltr, Item 2.1 (Part 2) 
Reactor Trip Sys Vendor Interface, Zion Nuclear Generating Station Units 1 & 2," tech- 
nical evaluation rept. Response acceptable. 

PATEL.C.P. Project Directorate 111-2. 89/02/27. BLISS.H.E. Commonwealth Edison Co. 
4pp. 48740:031-48740:044. 


-8902130331 “Technical Evaluation Rept, Conformance to Generic Ltr 83-28, Item 2.1 
(Part 2) Reactor Trip Sys Vendor Interface, Zion Nuclear Generating Station, Units 1 & 
2 ." 


MCCORMICK, R.D. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA- 
8244. 88/12/31. Division of Engineering & Systems Technology (Post 870411). 10pp. 
48740:035-48740:044. 


8903100440 Forwards EGG-NTA-8326, “TMI Action, NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing, Zion Units 1 & 2,” technical evaluation rept.Util provided accept- 
able response to requirements of Item II.D.1 w/exception of items noted. 

PATEL, C.P. Project Directorate 111-2. 89/02/28. BLISS, H.E. Commonwealth Edison Co. 
4pp. 48804:212-48804:247. 

-8902020412 “TMI Action, NUREG-0737 (II.D.1), Relief & Safety Valve Testing, Zion 
Units 1 & 2," technical evaluation rept. 

YUAN.C.Y., NALEZNY.C.L., FINEMAN.C.P. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN A-6492. EGG-NTA-8326. 88/12/31. NRC - No Detailed Affiliation Given. 32pp. 
48304:216-48804:247. 


8903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, "QA Program for Nu- 
clear Generating Stations," incorporating Pages 1-38 & 1-44. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/01. Document Control Branch (Doc- 
ument Control Desk). 1 p. 48808:252-48808:253. 

-8903100138 Corrected Rev 54 to “QA Program for Nuclear Generating Stations," in- 
corporating Pages 1-38 & 1-44. 

SHEWSKI>.J. Commonwealth Edison Co. 89/01/27. 10pp. 48808:254-48808:263. 

8903080303 Forwards comments on licensee response to Generic Ltr 88-17 re expedi- 
tious actions taken for reducing risk from potential loss of DHR.Util response meets 
intent of subj generic Itr but due to brevity not reviewed in great detail. 

PATEL, C.P. Project Directorate 111-2. 89/03/02. BLISS.H.E. Commonwealth Edison Co. 
5pp. 48768:023-48768:027. 

8903100399 Forwards nonproprietary WCAP-12176 & proprietary WCAP-12175, “Eval- 
uation of Degraded R1C55 Tube Located in Steam Generator A of Zion Unit 2." Pro- 
prietary rept withheld (ref 10CFR2.790). 

TRZTNA.G.E. Commonwealth Edison Co. 89/03/02. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 12pp. 48803:133-48803:228. 

-8903100402 Nonproprietary “Evaluation of Degraded R1C55 Tube Located in Steam 
Generator A of Zion Unit 2." 

HOUTMAN.J.L. Westinghouse Electric Corp. WCAP-12176. 89/02/28. 84pp. 
48803:145-48803:228. 

8903240261 Confirms 890323 meeting in Glen Ellyn, IL to discuss util quality verification 
program.per 890210 Itr. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/03. REED.C. Commonwealth 
Edison Co. 3pp. 49039:043-49039:045. 

8903160058 Ack receipt of 890127 submittal of Rev 54 to QA Topical Rept CE-1- 
A. Program continues to satisfy requirements of 10CFR50,App B & acceptable. 
WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/07. REED.C. Commonwealth 
Edison Co. 2pp. 48893:108-48893:109. 

8903200351 Notice of consideration of issuance of amend to Licenses DPR-39 & DPR- 
48 & proposed NSHC determination & opportunity for hearing. Amend revises Tech 
Spec Section 6.0, “Administrative Control." 

SANDS, S.P., OLSHAN.LN., PATEL, C.P. Project Directorate 111-2. 89/03/09. 10pp. 
48983:137-48983:146. 


8903200451 Lists actions to be performed to address postulated loss of component 
cooling water.Util will provide backup water source to charging oil coolers to ensure 
that leakage through reactor coolant pump seals does not occur. 

REED.C. Commonwealth Edison Co. 89/03/13. MURLEY.T.E, Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). Ip. 48971:118-48971:118. 

8903280219 Forwards details of allegation re activities at plant (RIII-88-A-0162) for 
review & followup. Requests that results of review & disposition be submitted to 
Region III within 45 days.W/o end. 

NOhELIUS.C.E. Region 3, Ofc of the Director. 89/03/17. REED.C. Commonwealth 
Edison Co. 2pp. 49075:096-49075:097. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


8903150140 Informs of onsite property damage insurance in force at plants. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/09. Document Control Branch (Doc- 
ument Control Desk). Ip. 48871:345-48871:345. 


P. Operating license stage documents & correspondence 

8902280351 Advises of withdrawal of 881005 proposed amend to Tech Spec adminis- 
trative controls Section 6.Request being withdrawn due to finalization of major reorga- 
nization. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/21. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48633:227-48633:228. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010011 Discusses util 890126 ltr re BWR operating restrictions to preclude regional 
instabilities, per NRC Bulletin 88-001. Util cannot unilaterally take stated 
position. Provisions of Suppl 1 should be adopted w/o exception & interpretation. 
DAVIS, A. B. Region 3, Ofc of the Director. 89/02/15. REED.C. Commonwealth Edison 
Co. 2pp. 48659:357-48659:358. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 
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8902210351 Suppl 1 to NRC Into Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001*48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080405 Forwards Enforcement Conference Repts 50-295/89-07 & 50-304/89-07 
on 890216 to discuss radioactive matl transport event & safeguards event identified in 
previous insp repts. 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/02/28. REED.C. Commonwealth 
Edison Co. 2pp. 48779:018-48779:023. 

-8903080408 Enforcement Conference Repts 50-295/89-07 & 50-304/89-07 on 
890216.Major areas discussed:radioactive mat! transport & safeguards 
events, apparent violations associated w/events & licensee perspective & corrective 
actions. 

SNELL.W., CREED, J.R. Region 3. Ofc of the Director. 89/02/24. 4pp. 48779:020- 
48779:023. 

8903240229 Forwards Safety Insp Repts 50-295/88-25 & 50-304/88-25 on 881215- 
890l04.No violations noted.Weaknesses noted re access controls for high radiation 
areas & radirfor crcu'-crco rest c-cgram 

GREGLR.LR Fug:- 3. C'c c: iho Ciiector. 89/03/01. REED.C. Commonwealth 
Edison Cc . ■■ K * Z 2 1 :: r 3-iC 2. 35 

-8903240230 Insp Repts 50-295/88-25 & 50-304/88-25 on 881 21 5-8901 04.No viola- 
tions noted.Major areas inspected.radiation protection program.including organization 
& n ™gt control charces 5" nrnj?"izat i or,pe r scrne , . , aci!'ties,(?q*j , p'rent & procedures. 
S..-W!NSKi,V. .1 , S\r I _,'.Y Fc-j.O'i 3, 0 ! c ::l 'no Director. 89/02/23. 

19pp. 49040:217-49040:235. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Utton-Veam CIR Series 
Electrical Connectors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903140485 Forwards Safety Insp Repts 50-295/89-06 & 50-304/89-06 on 890214- 
1 7.No violations noted. 

GREGER.L.R. Roc : cr 3, Ofc o f the Director. 89/03/06. REED.C. Commonwealth 
Edison Co. 2pp. ^.e5fl.c:- , -*-4SShfi.-040. 

-8903140489 Insp Repts 50-295/89-06 & 50-304/89-06 on 89021 4-1 7.Major areas 
'-renctori’c—.c'garpy preparedness program.licensee action on previously identified 
JCTa.Gnmjor j’, :: an activations & operational status of program. 

■"‘LOSKI.T.. SM! SNELL, W. Region 3. Ofc of the Director. 89/03/03. 13pp. 
■1555c 1 ■:)34.40fl5fi-:i- , «. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903150478 Responds to NRC Bulletin 88-011 re pressurizer surge line thermal 
stratification.Util is participating in program for partial resolution of issue through Wes- 
tinghouse Owners Group (WOG).Objectives of WOG program listed. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/07. Document Control Branch (Doc- 
ument Control Desk). 4pp. 48873:356-48873:359. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list encl. 

G r; '_LVL.i:,v. T Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903210259 Discusses Safety Insp Repts 50-295/89-04 & 50-304/89-04 on 890105 & 
forwards notice of violation. 

MILLER, H.J. Regie- 3. Cfc c? the Director. 89/03/08. REED.C. Commonwealth 
Edison Co. 3pp 4'J9B2 tl'S a 39*1? 202 

-8903210261 Notice of violation from insp on 8901 05. Violation noted: licensee failed to 
adequately test secondary undervoltage mod by testing actual secondary undervol- 
tage contacts that auto-close 480V transformer feeder breakers for both units. 

MILLER, H.J. Region 3, Ofc of the Director. 89/03/09. 2pp. 48982:201-48982:202. 

8903240159 Forwards Safety Insp Repts 50-295/89-02 & 50-304/89-02 on 890104- 
0217 & notice of violation.Concerned w/apparent lack of communications between 
plant nngt & plant staff, most notably station operators. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/10. REED.C, Commonwealth 
Edison Co. 2pp. 49040:174-49040:198. 

-8903240162 Notice of violation from insp on 890 104-02 10. Violation noted:Test Proce- 
dure PT-7B, "Auxiliary Feedwater Pump Svc Water Valves Operability Checks," on 
Units 1 & 2 failed as- found stroke time. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/10. Ip. 49040:176-49040:176. 

-8903240166 Insp Repts 50-295/89-02 & 50-304/89-02 on 890104-0217. Violations 
noted.Major areas inspected:insp of licensee action on previous insp findings, summary 
of operations & 8901 15 Unit 1 shutdown for steam generator tube leakage. 

HINDS, J.M. Region 3, Ofc of the Director. 89/03/08. 22pp. 49040:177-49040:198. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 


8903220298 Summarizes work performed during refuel outage, per NRC Bulletin 88- 
008,Suppls 1 & 2.Alternate charging & auxiliary spray lines for plant to be installed 
during 1988 refueling outage. 

RICHTER, M.H Commonwealth Edison Co. 89/03/14. Document Control Branch (Doc- 
ument Control Desk). 3pp. 49005:105-49005:107. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903210287 Rev 1 1 A to "Environ Radiological Monitoring Program.” 

* Commonwealth Edison Co. 87/12/31. 6pp. '‘£934 ! 32-46384- 157 

8903140023 "Effluent & Waste Disposal Semiannual Rept for Jul-Dec 1988." W/890224 
Itr. 

JOYCEJ.P. Commonwealth Edison Co. 88/12/31. 31pp. 48848:272-48848:302. 

8903140450 Forwards occupational radiation exposure portions of plants operating repts 
for 1988, per Reg Guide 1.16. 

RESCEK.F. Commonwealth Edison Co. 89/02/22. DAVIS, A.B. Region 3, Ofc of the 
Director. Ip. 48853:218-48853:243. 

-8903140645 Forwards occupational radiation exposure rept for 1988, per Reg Guide 
1.16. 

PLIML.G.J. Commonwealth Edison Co. 89/02/02. DAVIS, B. Region 3. Ofc of the Di- 
rector. Ip. 48853:232-48853:235. 

-8903140649 "Occupational Personnel Radiation Doses for 1988." 

* Commonwealth Edison Co. 88/12/31. 3pp. 48853:233-48853:235. 

8903140029 Forwards errata to radioactive effluent rept for Oct 1987 through June 
1988. 

JOYCEJ.P. Commonwealth Edison Co. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48834:207-48834:215. 

-8903140168 Errata to "Effluent & Waste Semiannual Rept Oct-Dec 1987, Liquid Ef- 
fluents - Summation of All Releases." 

* Commonwealth Edison Co. 87/12/31. Ip. 48834:210-48834:210. 

-8903140173 Errata to “Effluent & Waste Disposal Semiannual Rept Jan-Mar 
1988,Gaseous Effluents - Elevated Release." 

* Commonwealth Edison Co. 88/03/31. 5pp. 48834:211-48834:215. 

8903220019 Forwards monthly operating repts for Feb 1989 for Zion Units 1 & 2 & ad- 
dendum to Jan 1989 rept. 

JOYCEJ.P. Commonwealth Edison Co. 89/03/07. Document Control Branch (Docu- 
ment Control Desk). Ip. 49021:001-49021:027. 

-8903220091 Monthly operating repts for Feb 1989 for Zion Units 1 & 2. 

AUSTIN, G. Commonwealth Edison Co. 89/02/28. 11pp. 49021:002-49021:012. 

-8903220096 Addendum to monthly operating repts for Zion Units 1 & 2 for Jan 1989. 

* Commonwealth Edison Co. 89/01/31. 15pp. 49021:013-49021:027. 


S. Reportable occurrences, LERs & related correspondence 

8903060009 Summary of Operating Reactors Events Meeting 89-08 on 890222.Atten- 
dee list & events discussed & significant elements of events encl. 

LANNING.W.D. Events Assessment Branch. 89/02/23. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 13pp. 48735:230-48735:242. 

8903010179 LER 89-002-00:on 8901 25, unauthorized open knife switch controlling load 
shedding relay 237 LSX occurred.Cause not readily determined.Corrective action will 
be reported in suppl response after root cause is identified.W/890224 Itr. 
KACZMAREK,H.J., JOYCE ,T. Commonwealth Edison Co. 89/02/24. 4pp. 48644:337- 
48644:340. 

8903080147 LER 89-003-00:on 890131 .operator received rod urgent failure alarms while 
attempting to withdraw control rod bank C. Caused by both cognitive & procedural 
personnel error.Card replaced & unit brought critical.W/890302 Itr. 

PARKER ,J., JOYCEJ.P. Commonwealth Edison Co. 89/03/02. 5pp. 48768:221- 
48768:225. 

8903200114 LER 89-004-00:on 890211, air ejector offgas radiation monitors inoperable 
due to blower installed on wrong unit. Caused by personnel error.Extensive labeling 
improvement program initiated & tailgate sessions held.W/890313 Itr. 

BLESS, A., JOYCEJ.P. Commonwealth Edison Co. 89/03/13. 4pp. 48965:028- 
48965:031. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list encl. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


Q. Inspection reports, IE Bulletins & correspondence 


F. Security, medical, emergency & fire protection plans 

8903270106 Responds to 881228 Itr re complete re-write of facility security 
manual. Proposed expansion of one vital area boundary to meet intent of requirements 
for adequate vital area barrier acceptable. 

HANNON, J.N. Project Directorate 111-3. 89/03/20. STEINHARDT,C.R. Wisconsin 
Public Service Corp. 2pp. 49056:001-49056:002. 


H. General correspondence 

8903010355 Comment opposing proposed rules 10CFR50 & 55 re proposed degree 
rcqui'emen* No sneeze data to indicate that rule will improve plant safety exists. 
PwRAC/httSM S Wsconsin Public Service Corp. 89/02/10. Docketing & Services 
L 5 '?n::t- :> :-?;>-48589:328. 

8903020109 Comment opposing proposed rules 10CFR50 & 55 re educational & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power plants. 
HOPPE.G.W. Wisconsin Public Service Corp. 89/02/13. Docketing & Services Branch. 
2pp. 48671 :1 74-48671 : 1 75. 

8903100327 Comment opposing pmposed rule 10CFR50 re maint at nuclear 
plants.Supports jcm-*on:s I ■:»:■:» unnecessary to improve maint at nuclear 

power plants & will be detrimental to plants w/effective maint programs. 
STEINHARDT.C.R. Wisconsin Public Service Corp. 89/02/27. Docketing & Services 
Branch. 27pp. 48806:181-48806:207. 

8903170367 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants. Recent improvements in qualifications & training adequately addresses safety. 
STEINHARDT.C.R. Wisconsin Public Service Corp. 89/03/09. Docketing & Services 
Branch. 8pp. 48878:213-48878:220. 


I. Financial information 

8903280120 Forwards 1988 annual financial repts for stated utils. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 89/03/22. Document Control 
Branch (Document Control Desk), ip. 49073:085-49073:215. 

-8903280125 "Wisconsin Power & Light r!n‘;i‘n|b.>s Ann«?il Root " 

UNDERKOFLER.J. Wisconsin Power & »ght Co. 86/12:3'. 48pp. 49073:086- 
49073:136. 

-8903280130 "Wisconsin Public Svc Corp 1988 Annual Rept." 

STOLL.L.M. Wisconsin Public Service Corp. 88/12/31. 40pp. 49073:137-49073:176. 

-8903280134 "Madison Gas & Electric Company Annual Rept." 

HELFRECHT.D.J. Madison Gas & Electric Co. 88/12/31. 36pp. 49073:177-49073:215. 


J. Insurance & indemnity information 

8903150369 Forwards Endorsements 67 & 68 to MAELU Policy MF-71 & Endorsements 
83 & 84 to NELIA Policy NF-204. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 89/03/07. Document Control 
Branch (Document Control Desk). 5pp. 48876:317-48876:321. 


8902270136 Advises that util 880708 & 890131 response to NRC Bulletin 88-004, "Po- 
tential Safety-Related Pump Loss," fulfills requirements. Maint of documentation & 
evaluation of actions for 2 yrs in responding to subject bulletin requested. 

GUTTER, J.G. Project Directorate 111-3. 89/02/10. STEINHARDT.C.R. Wisconsin Public 
Service Corp. 3pp. 48588:267-48588.269. 

8902170112 NRC Info Notice 89-020. “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York. Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903100286 Provides interpretations re NRC Bulletin 88-010, "Nonconforming Molded- 
Case Circuit Breakers," per 890110 telcon. Written required rept will be submitted by 
890401. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 89/03/01. Document Control 
Branch (Document Control Desk). 2pp. 48810:001-48810:002. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903140284 Requests alternative schedule for evaluation of pressurizer surge line ther- 
mal stratification, per Bulletin 88-011. 

HINTZ.D.C. Wisconsin Public Service Corp. 89/03/06. Document Control Branch 
(Document Control Desk). 4pp. 48858:089-48858:092. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York. Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Rad waste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 


P. Operating license stage documents & correspondence 

8902240207 Forwards WCAP-12020, "Analysis of Capsule P from Wisconsin Public Svc 
Corp Kewaunee Nuclear Power Plant Reactor Vessel Radiation Surveillance Pro- 
gram." Rept includes updated withdrawal schedule for capsule T. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 89/02/17. Document Control 
Branch (Document Control Desk). Ip. 48579:269-48579:359. 

-8902240208 "Analysis of Capsule P from Wisconsin Public Svc Corp Kewaunee Nucle- 
ar Plant Reactor Vessel Radiation Surveillance Program." 

YANICHKO.S.E., ANDERSON, S.L., ALBERTIN.L. Westinghouse Electric Corp. WCAP- 
12020. 88/1 1 /30. 86pp. 48579:270-48579:359. 

8903090011 Forwards updated control room habitability evaluation rept re NRC con- 
cerns over control room ventilation & response to results of survey. 

STEINHARDT.C.R, Wisconsin Public Service Corp. 89/02/28. Document Control 
Branch (Document Control Desk). 11pp. 48781:105-48781:196. 

-8903090012 "Updated Control Room Habitability Evaluation Rept." 

MEGAHED,E.Mm CULLOTTA.R.A., SCHWAB, G.V. Wisconsin Public Service Corp. 89/ 
02/22. 81pp. 48781:116-48781:196. 

8903100363 Informs that recently listed revised drawings being sent to Region III for 
filing, per JG Keppler 800320 request. 

STEINHARDT.C.R Wisconsin Public Service Corp. 89/03/01. Document Control 
Branch (Document Control Desk). Ip. 48804:102-48804:102. 

8903230130 Forwards Amend 81 to License DPR-43 & safety evaluation. Amend re- 
flects personnel changes, corrects typos 8 makes minor word changes to clarify intent 

Girn^R?Ia S Proiect Directorate ill-3. 89/03/13. STEINHARDT.C.R. Wisconsin Public 
Service Corp. 2pp. 49022:247-49022:277. 

-8903230138 Amend 81 to License DPR-43, reflecting personnel changes, corrects 
typos & makes minor word changes to clarify intent of Tech Specs. 

HANNON.J.N. Project Directorate 111-3. 89/03/13. 24pp. 49022:249-49022:272. 

-8903230142 Safety evaluation supporting Amend 81 to License DPR-43. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/13. 5pp. 
49022:273-49022:277. 

8903160296 Generic Ltr 89-02 to ail holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed productive list 
end, 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


8903160254 Forwards addl info re NRC Bulletin 79-14, "Torsional Moment Exclusion 
When Using USAS B31.1-1967 Power Piping Code." Believes that no safety concerns 
w/continuing to perform stress analyses in pipinqsys employing current methodology. 
STEINHARDT.C.R. Wisconsin Public Service corp. 89/03/10. Document Control 
Branch (Document Control Desk). 2pp. 48884:254-48884:313. 

-8903160263 "Discussion of Torsion Effects on Limit Moment Theory & Piping Code 
Criteria." 

* Teledyne Engineering Services. TR-7078. 89/03/07. 17pp. 48884:256-48884:272. 

-8903160272 "Documentation of Methodology Used for Combination of Moments for 
Piping Constructed to USAS B3 1.1 -1967 Power Piping Code." 

PETROKAS.R.F., SWAIN.E.O. S. Levy, Inc. SLI-8904. 89/02/28. 27pp. 48884:273- 
48884:299. 


-8903160281 "Summary Rept on Sampling Study to Evaluate Effect of Torsional 
Moment on Pipe Stress Quaiification.Prairie island & Kewaunee Nuclear Power 
Plants," 

PATEL, R.N. Fluor Daniel, Inc. R.834486-1. 89/03/03. 14pp. 48884:300-48884:313. 


8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list encT. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 


8903090021 NRC info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 


8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 


8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 


8903270261 Forwards safety evaluation accepting licensee responses to NRC Bulletin 
88-002, "Rapidly Propagating Fatigue Cracks in Steam Generator Tubes." 

GUTTER, J.G. Pro ect Directorate lil-3. 89/03/22. STEINHARDT.C.R. Wisconsin Public 
Service Corp. 2pp. 49110:108-49110:112. 
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-8903270265 Safety evaluation supporting util responses to NRC Bulletin 88-002, “Rap- 
idly Propagating Fatigue Clacks in Steam Generator Tubes.” 

‘ Office of Nucloa/ Feac*.or Regulation. Director (Post 870411). 89/03/22. 3pp. 
49110:110-49110:112. 


8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 

ROSSLC^^Divisfon *of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports A related correspondence 

8903060552 “Kewaunee Nuclear Power Plant Annual Operating Rept 1988." W/890228 

SrfEINHARDT,C.R. Wisconsin Public Service Corp. 88/12/31. 144pp. 48766:266- 
48767:049. 

8903090408 “Semiannual Effluent Release Rept,Jul-Dec 1988." W/890301 Itr. 
STEINHARDT.C.R. Wisconsin Public Service Corp. 88/12/31. 40pp. 48784:073- 
48784:113. 

8903230488 Monthly operating rept for Feb 1989 for Kewaunee Nuclear Power 
Plant.W/S9C3 4 0 Itr. 

Rii.TER.G. 1 -:.. STEINHARDT.C.R. Wisconsin Public Service Corp. 89/02/28. 5pp. 
49023:003-49023:007. 


S. Reportable occurrences, LERs & related correspondence 

8902280353 LER 89-001 -00:on 890202, three items of generic interest re single active 
failure of internal containment spray check valve, large break LOCA & containment 
analysis for large break LOCA noted during functional insp.W/890222 Itr. 

WEBB.T.J., BERNHOFT.S.L, STEINHARDT.C.R. Wisconsin Public Service Corp. 89/ 
02/22. 20pp. 48625:100-48625:119. 

8903210319 LER 89-002-00:on 890210, automatic isolation of steam generator blow- 
down occurred while performing preventive maint on motor-operated steam inlet 
valve.Caused by use of inadequate procedure.Procedure mil be revised.W/890313 Itr. 
BERGMANN.J.W., STEINHARDT.C.R. Wisconsin Public Service Corp. 89/03/13. 4pp. 
48998:352-48998:355. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8903240257 Advises that 890207 Rev 20 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

GREGER.LR. Region 3, Ofc of the Director. 89/03/01. MUSOLF.D.M. Northern 
States Power Co. 2pp. 49039:330-49039:331. 


8903160296 Generic Ltr 89-02 to ail holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8903080178 Responds to NRC 881121 Itr re violations noted in Insp Repts 50-282/88- 
16 & 50-306/88-1 6.Corrective actions:as-found calibr data required on purchase 
orders for calibr of flow meters used for local leakage rate tests. 

LARSON, C.E. Northern States Power Co. 88/12/21. WRIGHT, G.C. Region 3. Ofc of 
the Director. 7pp. 48743:221-48743:227. 

8903280121 Responds to NRC 881123 itr re violations noted in insp Repts 50-282/88- 
19 & 50-306/88-1 9.Corrective action:personnel airlock door seal test successfully per- 
formed on 880713 & airlock test procedures revised to prevent recurrence. _ , 

LARSON, C.E. Northern States Power Co. 88/12/21. AXELSON.W.L. Region 3. Ofc of 
the Director. 2pp. 49074:048-49074:049. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackscr 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/2*:. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903060111 Requests alternate schedule for evaluation of pressurizer surge line the. 
mal stratification.per NRC Bulletin 88-011. Schedule of 2 yrs from receipt of bulletr 
enough time to collect data to ensure compliance w/requirement. 

LARSON.C.E. Northern States Power Co. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). 5pp. 48736:135-48736:139. 

8903090224 Forwards response to NRC 890201 itr re violations noted in Insp Repts 50- 
282/88-23 & 50-306/88-23.Response withheld. 

LARSON, C.E. Northern States Power Co. 89/02/24. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). Ip. 48780:257-48780:257. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 


H. General correspondence 

8903080450 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators A supervisors at nuclear power plants. 
LARSON.C.E. Northern States Power Co. 89/02/23. CHILK.S.J. Office of the Secre- 
tary of the Commission. 3pp. 48765:109-48765:11 1. 


I. Financial information 


8903010207 NRC Info Notice 89-026, "instrument Air Supply to Safety-Related! Equip- 
ment" Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management A Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of l&w York, Inc. 117pp. 48798:114- 
48798:231. 


8903130403 “1988 Annual Rept.” W/890301 itr. 

HOWARD JJ., BRUSVEN.A.D. Northern States Power Co. 88/12/31. 48pp. 
48829:277-48829:326. 

8903200356 Suppl to Annual Rept, "Finandal & Statistical Info." W/890313 Itr. 
ISADAHU. Northern States Power Co. 88/12/31. 22pp. 48971:023-48971:023. 


P. operating license stage documents A correspondence 

8903010295 Responds to Generic Ltr 88-14, "instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment" Verification of failure position of cooling water 
supply valves to emergency diesel generators will done during monthly tests. 
MUSOLF.D. Northern States Power Co. 89/02/20. Document Control Branch (Docu- 
ment Control Desk). 15pp. 48646:206-48646:227. 

8903230140 Forwards notice of consideration of issuance of amends to Licenses DPR- 
42 A DPR-60 & opportunity for hearing.Amends change OL to permit transfer of by- 
product mall to facility from other util job sites for vol reduction. 

D1IANN1.D.C. Project Directorate 111-1. 89/02/28, MUSOLF.D.M. Northern States 
Power Co. 3pp. 49028:341-49028:343. 

-8903230147 Notice of consideration of issuance of amends to Licenses DPR-42 A 
DPR-60 A opportunity for hearing.Amends change OL to permit transfer of byproduct 
matt to facility from other util job sites for vol reduction A decontamination. 

DE AGAZIOAW. Project Directorate 111*1. 89/02/28. 4pp. 49028:344-49028^47. 


8903170051 Forwards TR-7049C, "Discussion of Torsion Effects on Limit Moment 
Theory A Piping Code Criteria," per IE Bulletin 79-14. 

MUSOLF.D. Northern States Power Co. 89/03/08. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48894:1 10-48894:172. 

-8903170058 “Discussion of Torsion Effects on Limit Moment Theory A Piping Code 
Criteria." technical rept 

* Teledyne Engineering Services. TR-7049C. 89/01/19. 45pp. 48894:114-48894:172. 

8903160254 Forwards addi info re NRC Bulletin 79-14, “Torsional Moment Exclusion 
When Using USAS B31.1-1967 Power Piping Code." Believes that no safety concerns 
w/continuing to perform stress analyses in piping sys employing current methodology. 
STEINHARDT.C.R. Wisconsin Public Service Corp. 89/03/10. Document Control 
Branch (Document Control Desk). 2pp. 48884:254-48884:313. 

-8903180281 “Summary Rept on Sampling Study to Evaluate Effect of Torsional 
Moment on Pipe Stress Qualification.Prairie Island A Kewaunee Nuclear Power 
Plants." 

PATEL, R.N. Fluor Daniel. Inc. R.834486-1. 89/03/03. 14pp. 48884:300-48884:313. 

8903210070 Forwards Insp Repts 50-282/88-201 A 50-306/88-201 on 881025-1104 A 
potential enforcement findings.Weaknesses exist in procurement A dedication of com- 
mercial-grade items A util/vendor interfaces. 

HOLAHAN.G.M. Division of Reactor Projects - IIUV.V A Special Projects (Post 
870411). 89/03/10. LARSEN.C.E. Northern States Power Co. 5pp. 48980:294- 
48980:325. 


8903210006 Submite add! info re wide-range steam generator level used in emergency 
operating procedures as criteria to contrail auxiliary feedwater flow to steam generator 
to avoid overfilling,per Reg Guide 1.97. 

MUSOLF.D. Northern States Power Co. 89/03/06. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 2pp. 48982:196-48982:197. 


-8903210072 Insp Repts 50-282/88-201 A 50-308/88-201 on 881025-1104. Major 
areas inspectecfclicensee vendor interface program for procurement of items for use in 
safety-related applications at facilities A 10CFR21 notifications. 

MCINTYRE.R.P., BRACH.E.W. Vendor Inspection Branch. 89/03/01. 27pp. 

48980:299-48980:325. 
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8903080372 NRC Info Notice 89-028, “Weight A Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers Dunng Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 


8903280234 Advises that work on new orifices on unit will not be completed until Aug 
1990 revising 881010 commitment to NRC Bulletin 88-004, “Potential Safety-Related 
Pump Loss. 

LARSON, C.E. Northern States Power Co. 89/03/20. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49075:356-49075:358. 


8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 


8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903200323 Monthly operating repts for Feb 1989 for Prairie Island Units 1 & 2.W/ 
890306 Itr. 

DUGSTAD.D., MUSOLF.D. Northern States Power Co. 89/02/28. 9pp. 48970:351- 
48970:359. 

8903200431 Forwards “Effluent & Waste Disposal Semiannual Rept for Jul-Dec 1988," 
“Rept for Jan-Dec 1988," “Amend to Praine Island Effluent & Waste Disposal Semi- 
annual Rept for First Half Yr of 1988" & "Amend to Prairie Island Effluent & 

FEY.F.L. Northern States Power Co. 89/02/28. Document Control Branch (Document 
Control Desk). Ip. 49158:352-49159:018. 

-8903140074 “Effluent Semiannual Rept Jul-Dec 1988." 

* Northern States Power Co. 88/12/31. 16pp. 49158:353-49159:006. 

-8903200442 “Amend to Prairie Island Effluent & Waste Disposal Semiannual Rept for 
First Half Yr of 1988." 

* Northern States Power Co. 88/06/30. 6pp. 49159:011-49159:015. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8902230640 Notification of Significant Licensee Meeting 89-031 w/util on 890306 in 
King of Prussia, PA to discuss security program enhancements. 

TRIPP,L.E. Region 1, Ofc of the Director. 89/02/16. Region 1, Ofc of the Director. 
2pp. 48555:351-48555:352. 

8903070035 Forwards Insp Rept 50-309/88-24 on 881 220-8901 30.No violations 
noted.Concems re inadvertent actuation of safety injection on 881222 discussed. 
WIGGINS.J.T. Region 1, Ofc of the Diredor. 89/02/17. FRIZZLE, C.D. Maine Yankee 
Atomic Power Co. 2pp. 48763:285-48763:297. 

-8903070039 Insp Rept 50-309/88-24 on 881 220-8901 30. No violations noted. Major 
areas inspected:prevk>us insp findings, licensee event followup, operational safety 
verification, maint.physical security, surveillance & radiation & fire protection. 

TRIPP, LW, Region 1, Ofc of the Director. 89/02/15. 11pp. 48763:287-48763:297. 

8903280049 Revised EPIPsjnduding Rev 26 to 2.50.6, Rev 8 to 2.50,7, Rev 8 to 
2.50.11, Rev 10 to 2.50.18 A Rev 11 to 2.50.19. 

* Maine Yankee Atomic Power Co. 89/03/06. 102pp. 49076:241-49076:342. 

8903200254 Responds to NRC 890213 notice of violation & proposed imposition of civil 
penalty in amount of $75,000.1161 has undergone comprehensive & aggressive pro- 
gram to upgrade security program.Physical security plan info withheld. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 89/03/15. Ofc of Enforcement 
(Post 870413). 2pp. 48964:083-48964:084. 


8903080262 Comment opposing proposed rule 10CFR50 re maint programs for nuclear 
power plants. Util endorses comments filed by NUMARC A Nuclear UtH BackfMing A 
Reform Group.Rule fails to provide basis for determining effective maint program. 
EDWARDS, D.W. Yankee Atomic Electric Co. 89/02/27. Docketing A Services Branch. 
3pp. 48745:320-48745:322, 

8903100175 Comment opposing proposed rules 10CFR50 A 55 re educ A experience 
requirements for senior reactor operators A supervisors at nuclear power 


pfahtsTraMna A educ are not mutually exclusive. 
WHITTIER, GX). k 


. Maine Yankee Atomic Power Co. 89/02/26, Docketing A Services 
Branch. 5pp. 48806:223-48806:227. 


J. Insurance A indemnity information 

8902270259 Forwards Endorsements 103,89,10 A 10 to NELIA A MAELU Policies NF- 
194 A MF-60 A Certificates N-34 A M-34, respectively. 

VIETEN.M.J. Marsh A McLennan, Inc. 89/02/14. DINITZ.I. Office of Nuclear Reactor 
Regulation. Director (Post 87041 1). 7pp. 48587:321-48587:327. 

8903220437 Repts nuclear property insurance in force to protect plant 
MAILLET..L. Maine Yankee Atomic Power Co. 89/03/13. Document Control Branch 
(Document Control Desk). Ip. 48993:278-48993:278. 


P. Operating license stage documents A correspondence 

8606260079 Forwards safety evaluation accepting 860520 proposed change to ap- 
proved calculational methodology for determination of fuel cycle. 

SEARS, P.M. PWR Project Directorate 8. 86/06/20. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 36880:018-36880:022. 

-8606260064 Safety evaluation accepting util 860520 proposed change re augmenta- 
tion factor removal from approved calculational methodology for determination of op- 
erating limits of fuel cycle. 

* Office of Nuclear Reactor Regulation, Director (851125-870411). 86/06/20. 3pp. 
36880:020-36880:022. 

8903200250 "Reactor Containment Bldg Integrated Leak Rate Test for Oct 1988." W/ 
890309 Itr. 

GIGGEY.CA, SPEED, L.J., HEBERT.J.R. Maine Yankee Atomic Power Co. 88/10/31. 
151pp. 48954:155-48954:305. 

®^3220221 Forwards Rev 4 to “Operational QA Program," for review & acceptance. 
WHITTIER, G.D. Maine Yankee Atomic Power Co. 88/12/15. WESSMAN.R.H. Project 
Directorate 1-3. Ip. 48996:322-48997:045. 

-8903220231 Rev 4 to "Operational QA Program." 

BOULETTE.E.T., GARRITY.J.H. Maine Yankee Atomic Power Co. 
88/10/03. 50pp. 48996:323-48997:045. 

8902270385 Responds to Generic Ltr 88-17 re loss of DHR.Primary inventory trend sys 
installed to provide reactor vessel level info for inadequate core cooling instrumenta- 
tion. 

FRIZZLE, C.D. Maine Yankee Atomic Power Co. 89/02/02. Document Control Branch 
(Document Control Desk). 8pp. 48586:001-48586:008. 

8902230683 Notification of cancellation of 890215 meeting w/util in Rockville, MD to dis- 
cuss 1 0CFR50.62 (ATWS) submittal. 

SEARS.P. Project Directorate 1-3. 89/02/03. WESSMAN.R.H. Project Directorate 1-3. 
2pp. 48569:246-48569:247. 

8902280349 Forwards responses to open items identified in NRC 881115 Itr re conform- 
ance to recommendations for instrumentation to monitor component cooling water 
flow, per Rea Guide 1 .97,Rev 3. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 89/02/10. Document Control 
Branch (Document Control Desk). 7pp. 48627:241-48627:247. 

8902230642 Application for amend to License DPR-36,consisting of Proposed Change 
146,amending Tech Spec Sections 3.9 A 4.1 to add primaiy inventory trend sys tor 
reactor vessel level indication & core exit thermocouples channel operability. 

FRIZZLE, C.D. Maine Yankee Atomic Power Co. 89/02/15. Document Control Branch 
(Document Control Desk). 5pp. 48569:051-48569:058. 

-8902230648 Proposed Tech Specs, adding primary inventory trend sys for reactor 
vessel level indication A core exit thermocouples channel operability A surveillance 
requirements to Sections 3.9 A 4.1. 

* Maine Yankee Atomic Power Co. 89/02/15. Document Control Branch (Document 
Control Desk). 3pp. 48569:056-48569:056. 

8903130203 Requests enforcement discretion to remain in hot shutdown until 890217 to 
complete repairs to electrical penetrations associated w/six open containment isola- 
tion sys valves. Repairs expected to take from 3 to 7 days. 

FRIZZLE, C.D. Maine Yankee Atomic Power Co. 89/02/15. RUSSELL.W.T. Region 1, 
Ofc of the Director. 3pp. 48819:274-48819:277. 

8903100081 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment." Sys at plant operated,maintained A periodically 
tested to provide assurance of performance as expected w/design basis events. 
FRIZZLE, C.D. Maine Yankee Atomic Power Co. 89/02/24. Document Control Branch 
(Document Control Desk). 5pp. 48806:091 -48806:095. 

6903080517 Informs that State of ME has no objections to proposed util Tech Spec 
mod re surveillance interval tor CEAPM test 

DOSTIE.P.J. Maine, State of. 89/03/01. Document Control Branch (Document Control 
Desk). Ip. 48742:355-48742:355. 

8903080554 Informs that State of ME has no objections to proposed Tech Spec 
changes re steam excess flow check valve surveillance testing intervals A deletion of 
organization charts from administrative control requirements. 

DOSTIE.PJ. Maine. State of. 89/03/01. Document Control Branch (Document Control 
Desk). 2pp. 48778:358-48778:359. 

8903130169 Returns proposed changed Tech Spec Page 3.10-3, inadvertently end w/ 
881228 submittal, per 890303 tefcon. 

SEARS, P.M. Project Directorate 1-3. 89/03/03. FRIZZLE.C.D. Maine Yankee Atomic 
Power Co. 3pp. 48819:159-48819:161. 


at review of proposed amend to License DPR-36 re spent fuel 
shipping casks will take approx 10 months for completion of review, per 890126 re- 


LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/03/03. STERN, P. 
Maine. State of. 2pp. 48958:380-48958:361. 

•903180298 Generic Ltr 89-02 to all holders of OLs A CPs for nuclear power reactors re 
actions to improve detection of counterfeit A fraudulently marketed products.Svc list 

VARGA.SA Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York. Inc. 57pp. 48960*001-48960:057. 
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Q. Inspection reports, IE Bulletins & correspondence 

8903070037 Ack receipt of 890119 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-309/88-22,Bast?d on 89020? telcon NRC understands that rele- 
vant procedures will be updated to describe administrative methods. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/02/14. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 2pp. 48763:222-48763:225. 

8902230652 Notification of Significant Licensee Meeting 89-038 w/util on 890329 in 
King of Prussia,PA for enforcement conference. 

TRIPP.', F Reg'm 1 . O f r of the Director. 89/02/16. Region 1, Ofc of the Director. 
2pp. *H55.V :>£ * 

8902240036 Advises that enforcement conference scheduled for 890329 to discuss ap- 
parent use of Procurement Level 2 pu'thasr? -* cc. — ror-v' 1 grade mc'szc-msnt items 
w/o documented evaluation & failure to vaiuuiK ccr- rales c 1 cor-to-xa-ee 
KANE.W.F. Region 1. Ofc of the Director. 89/02/16. FRIZZLE, C.D. Maine Yankee 
Atomic Fowor Co. 3pp. 48576:356-48576:358. 

8902280071 Confirms 890215 telcon granting request for one-time enforcement discre- 
tion re restoration to operable status containment isolation valves rendered inoperable 
due to environ qualification considerations.until 890217. 

RUSSELL, W.T. Region 1, Ofc of the Director. 89/02/16. FRIZZLE, C.D. Maine Yankee 
Atomic Power Co. 2pp. 48626:062-48626:063. 

8903070035 Forwards Insp Rept 50-309/88-24 on 881 220-8901 30.No violations 
noted.Concerns re inadvertent actuat::.- of sa'o*y irjoction on 881222 discussed. 
WIGGINS, J.T. Region 1, Ofc of the L'-ocx- !!!>.*:?.* *7. FRIZZLE, C.D. Maine Yankee 
Atomic Power Co. 2pp. 48763:285-48763:297. 

-8903070039 Insp Rept 50-309/88-24 on 881 220-8901 30.No violations noted. Major 
areas inspected:previous insp findings, licensee event fo!lowup,operational safety 
verification, maint, physical security, surveillance & radiation & fire protection. 

TRIPP.L.W. Region 1, Ofc of the Director. 89/02/15. 11pp. 48763:287-48763:297. 

8903100325 Responds to NRC 890120 Itr re violations noted in Insp Rept 50-309/88- 
21 .Corrective actions:conduit removed from support & re-analysis determined support 
not required to properly sunpert nord , .: i t.’ r, jhinq s*jpnort rcT.stalled & retorqued. 
WHITTIER, G.D. Maine v anko<: -Mom : Power Zu 89 '02/ 2* RUSSELL, W.T. Region 1, 
Ofc of the Director. 2pp. 48803:325-48803:326. 

8903090349 Responds to NRC 890124 Itr re violations noted in Insp Rept 50-309/88- 
23.Corrective actions:use of RADMAN software for performing manifest calculations 
implemented to reduce errors & Procedure 9.1.29 revised on 890130. 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 89/02/23. RUSSELL.W.T. Region 1, 
Ofc of the Director. 2pp. 48783:332-48783:333. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves," Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024. "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903170233 Forwards response to NRC Bulletin 88-011, “Pressurizer Surge Line Ther- 
mal Stratification." No evidence of permanent deformation or distress to either surge 
line or associated spring hangers noted. 

FRIZZLE.C.D. Maine Yankee Atomic Power Co. 89/03/06. Document Control Branch 
(Document Control Desk). 6pp. 48894:340-48894:345. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES,J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903210342 Ack receipt of 890223 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-309/88-23Actions will be examined during future insp of li- 
censed program. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/13. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 2pp. 48984:309-48984:312. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 


8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903200254 Responds to NRC 890213 notice of violation & proposed imposition of civil 
penalty in amount of $75,000.Util has undergone comprehensive & aggressive pro- 
rmr- to '..-o grade security program. Physical security plan info withheld. 
k'n ' l; Maine Yankee Atcirr. Po*cr Cc 89/03/15. Ofc of Enforcement 

(Post 870413). 2pp. 48964:083-48964:084. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903130221 "Maine Yankee Semiannual Effluent Release Rept for Jul-Dec 1988." W/ 
890228 Itr. 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 88/12/31. RUSSELL, W.T. Region 1, 
Ofc of the Director. 15pp. 48821:327-48821:341. 

8903210179 Forwards monthly statistical rept for Maine Yankee Atomic Power Station 
for Feb 1989.Revised shutdown power reduction sheet for Jan 1989 also encl. 
WHITTIER.G.D. Maine Yankee Atomic Power Co. 89/03/09. NRC - No Detailed Affili- 
ation Given. Ip. 48980:202-48980:208. 

-8903210181 Monthly statistical rept for Feb 1989 for Maine Yankee Atomic Power Sta- 
tion. 

RIVARD.D.A. Maine Yankee Atomic Power Co. 89/02/28. 5pp. 48980:203-48980:207. 

-8903210188 Revised unit shutdown & power reductions for Jan 1989. 

RIVARD.D.A. Maine Yankee Atomic Power Co. 89/01/31. Ip. 48980:208-48980:208. 


S. Reportable occurrences, LERs & related correspondence 

8903240036 LER 89-002-00:on 89021 4, environ qualification discrepancies identified in 
containment electrical cable connector seals in that heat shrinking not in conformance 
w/mfa usage range.Reactor shutdown & seals repaired.W/890316 Itr. 

NICHOLS.S., WHITTIER.G.D. Maine Yankee Atomic Power Co. 89/03/16. 3pp. 
49039:192-49039:194. 


V. Operator Examinations 


8902230680 Requests util provide ref matls listed in encl for requalification evaluation 
scheduled for wk of 890515. Participation of employee on exam team requested. 
ESELGROTH.P.W. Region 1, Ofc of the Director. 89/02/14. FRIZZLE.C.D. Maine 
Yankee Atomic Power Co. 7pp. 48555:342-48555:348. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list encl. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8902230432 Rev 4 to Artificial Island Emergency Plan Administrative Procedure EPIP- 
1006, Rev 9 to EPIP 1013 & Rev 13 to table of contents. 

BLAUER.M. Public Service Electric & Gas Co. of New Jersey. 89/02/17. 71pp. 
48578:260-48578:330. 

8903210265 Rev 7 to EPIP 204S, "Emergency Response Callout/Personnel Recall." 
THOMSON, G. Public Service Electric & Gas Co. of New Jersey. 89/03/06. 37pp. 
48982:326-48982:357. 


H. General correspondence 


6903080185 Comment supporting proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants, extension of NRC authority to BOP portion 
of plant & misapplication of adequate protection std of backfit rule. 

PRESTON, B.A. Public Service Electric & Gas Co. of New Jersey. 89/02/24. 
CHILK.S.J. Office of the Secretary of the Commission. 8pp. 48745:210-48745:217. 


I. Financial Information 


8903210133 Forwards 1988 stockholders annual repts of each owner of facility & 1989 
projected cash flow statements, per 1975 amends to Price-Anderson Act. 
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/14. Doc- 
ument Control Branch (Document Control Desk). 14pp. 49001:246-49002:110. 


J. Insurance & Indemnity information 


12 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 
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p. Operating license stage documents & correspondence 

8902280430 Forwards comments on specific questions re policy statement on exemp- 
tions from regulatory control published in FR on 881212.Util believes sliding scale of 
benefit approach should be used re radiation exposure. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/02/09. 
Docketing & Services Branch. 4pp. 48633:170-48633:173. 

8903020136 Returns 880808 proposed Tech Specs Change LCR 88-06 because exten- 
sive mods necessary before approval can be granted. 

BUTLER.W.R. Project Directorate 1-2. 89/02/15. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 48674:170-48674:214. 

8902230441 Responds to J Stone 890202 request for addl info re 881231 License 
Change Request 88-lS.concorning redefinition of “fully withdrawn" from 228 steps 
withdrawn to range from 22? to ??8 steps withdrawn. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/02/16. Doc- 
ument Control Branch (Document Control Desk). 2pp. 48569:340-48569:341. 

8903270345 Notification of 890313 meeting w/C-E in Rockville.MD to discuss results of 
Salem project & licensing of future C-E projects. 

NEWBERRY, S. Instrumentation & Control Systems Branch. 89/02/23. THADANI.A.C. 
Assistant Director for Systems. 2pp. 49158:273-49158:274. 

8903130453 Summary of 890222 conference call w/util re NRC 890104 request for addl 
info concerning NUREG-0737.ltem II.D.1. 

STONE, J.C. Project Directorate 1-2. 89/03/02. NRC - No Detailed Affiliation Given. 
3pp. 48950:087-48950:089. 

8903140310 Requests discretionary enforcement re action statement for Limiting Condi- 
tion for Operation 3.6.2. 1. “Containment Spray Sy9," to provide addl 4-day period 
beyond expiration of current action statement to restore sys to operability. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 89/03/03. 
RUSSELL, W.T. Region 1, Ofc of the Director. 11pp. 48858:073-48858:082. 

8903140493 Forwards revised Tech Spec pages for inclusion in License Change Re- 
quest 88-02,dtd 88091 2, per J Stone request 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/03. Doc- 
ument Control Branch (Document Control Desk). 2pp. 48857:087-48857:129. 

—8903140570 Proposed Tech Spec pages for inclusion in License Change Request 88- 
02,dtd 880912. 

* Public Service Electric & Gas Co. of New Jersey. 89/03/03. 41pp. 48857:089- 
48857:129. 


-8903100294 Vols I & II of “Fall 1988 NDEs of Selected Class 1 & 2 Components of 
Salem Generating Station, Unit 2." 

INGAMELLS.J.R. Southwest Research Institute. 88/11/30. 350pp. 48816:020- 
48818:141. 

8903140634 Forwards Tech Spec 6.9.1. 5 annual repts of personnel receiving exposures 
in excess of 100 mrem/yr.Results of steam generator tube svc insps performed during 
fourth refueling outage in Nov 1988 for Salem Unit 2 also end. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/03. Doc- 
ument Control Branch (Document Control Desk). 2pp. 48834:071-48834:080. 

-8903140712 Tech Spec 6.9.1. 5 annual rept re personnel receiving exposures greater 
than 100 mrem/yr.Results of steam generator tube svc insps performed during fourth 
refueling outage of Salem Unit 2 in Nov 1988 end. 

* Public Service Electric & Gas Co. of New Jersey. 88/12/31. 4pp. 48834:077- 
48834:080. 

8903140641 Responds to NRC 890118 Itr re concerns noted in Insp Repts 50-272/88- 
80 & 50-31 1/88-SO.In-house INPO-type observation & engineering assurance process 
to Identify & evaluate patterns indicating need for addl mgt attention initiated. 
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/03. Doc- 
ument Control Branch (Document Control Desk). 3pp. 48833:334-48833:336. 

8903200044 Responds to 890303 request for discretionary enforcement in case of con- 
tainment spray header 21 at plant.Addl 96 h period granted for Tech Spec 3.6.2.1 for 
specific case of repairs to spray header. 

ALLAN, J.M. Region 1. Ofc of the Director. 89/03/04. MILTENBERGER.S. Public Serv- 
ice Electric & Gas Co. of New Jersey. 2pp. 48970:231 -48970:242. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903150231 Requests alternate schedule for responding to Action l.b of NRC Bulletin 
88-011 re pressurizer surge line thermal stratification. Westinghouse Owners Group 
effort to resolve issue from generic standpoint joined. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 89/03/06. Document 
Control Branch (Document Control Desk). 6pp. 48871:346-48871:351. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 


8903150214 Documents 890202 telcon re License Change Request 88-11 on RHR auto 
closure interlock deletion. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/03. Doc- 
ument Control Branch (Document Control Desk). 3pp. 48859:116-48859:118. 

8903140298 Discusses util 881230 application for amends to Licenses DPR-70 & DPR- 
75, incorporating new fuel design VANTAGE 5 Hybrid.Total Zircalloy-4 mass used in 
core grill warrants evaluation before NSHC determination rendered. 

TOSCH.K. New Jersey, State of. 89/03/06. Document Control Branch (Document 
Control Desk). Ip. 48834:056-48834:056. 

8903140102 Notification of 890314 meeting w/util in Rockville.MD to discuss application 
of Generic Ltr 87-09, “Sections 3.0 & 4.0 of STS on Applicability of Limiting Condi- 
tions for Operation & Surveillance Requirements.” 

STONE, J.C. Project Directorate 1-2. 89/03/07. BUTLER, W.R. Project Directorate 1-2. 
3pp. 48858:180-48858:182. 


licensee response to Generic Ltr 83- 


STONE.J.C. Project Directorate 1-2. 89/03/10. MILTENBERGER.S, Public Service 
Electric & Gas Co. of New Jersey. 3pp. 48970:311-48970:314. 


8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit ft fraudulently marketed products.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21, Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms ft High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903210138 Responds to NRC 890208 Itr re violations noted in Insp Repts 50-272/88- 

24 & 50-31 1/88-27.Corrective actions:spilled fuel oil cleaned, emergency diesel gener- 
ator returned to svc & individuals involved counseled. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 89/03/10. Document 
Control Branch (Document Control Desk). 5pp. 48985:043-48985:047. 

8903210178 Responds to NRC 890208 Itr re violations noted in Insp Repts 50-272/88- 

25 & 50-31 1/88-25.Corrective actions:radiation protection supervisors involved w/ 
steam generators counseled on strict compliance w/radiation permits & requirements. 
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 89/03/10. Document 
Control Branch (Document Control Desk). 5pp. 48985:063-48985:067. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 


Q. Inspection reports, IE Bulletins ft correspondence 


8902170112 NRC Info Notice 89-020, '‘Weld Failures in Pump of Byron-Jackson 


Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 


8902210351 Suppl 1 to NRC Info Notice 86-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consdidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 


8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578.*032-48578:137. 


8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 


8902280104 NRC Info Notice 89-023, "Environ Qualification of Utton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consdidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 


8903100292 Forwards Vds I ft II to “Fall 1988 NDEs of Selected Class 1 ft Class 2 


Components of Salem Generating Station Unit 2.” 

MILTENBERGER.S. Public Service Electric ft Gas Co. of New Jersey, 
ument Control Branch (Document Control Desk). 19pp. 48816:001-488 


89/03/03. Doc- 
18:141. 


8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C,E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling ft Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports ft related correspondence 


8902270396 Monthly operating rept for Jan 1989 for Salem Generating Station Unit 
2 W/89021 1 Itr 

ORTICELLEA, WHITE, P., MILLER, L.K. Public Service Electric & Gas Co. of New 
Jersey. 89/01/31. 11pp. 48585:324-48585:334. 


8903090252 "Discharge Monitoring Rept for Jan 1989." W/890224. _ _ 

TREJO, J. Public Service Electric ft Gas Co. of New Jersey. 89/01/31. CAPORALE.G. 
New Jersey, State of. 25pp. 48781 :20<M8781 :224. 


8903220120 Monthly operating rept for Feb 1988 for Salem Unit 2.W/ 890315 Itr. 
ORTICELLEA, MILLER, LX Public Service Electric ft Gas Co. of New Jersey. 89/02/ 
28. 12pp. 49005:086-49005:097. 
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8903140634 Forwards Tech Spec 6.9.1. 5 annual repts of personnel receiving exposures 
in excess of 100 mrem/yr.Results of steam generator tube svc insps performed during 
fourth refueling outage in Nov 1 988 for Salem Unit 2 also end. 

M1LTENEERGEF.S. Public Service Electric 8 Gas Co. of New Jersey. 89/03/03. Doc- 
ument Cor.rcl Branch (Cccumen: Control Desk) 2pp 48834:071-48834:080. 

-8903140711 Tech Spec 6.9.1. 5 annual rept re personnel receiving exposures greater 
than 100 mrem/yr. 

• Public Service Electric & Gas Co. of New Jersey. 88/12/31. 4pp. 48834:073- 
48834:076. 

8903210316 Forwards SGS-RERR-25, “Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1988" & Rev 5 to ODCM. ki , ^ 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/03. Doc- 
ument Control Branch (Document Control Desk). 2pp. 48981:117-48981:271. 

-8903210321 “Salem Generating Station Semiannual Radioactive Effluent Rept.Jul-Dec 
1988." 

* Public Service Electric & Gas Co. of New Jersey. SGS RERR-25. 88/12/31. 59pp. 
48981:119-48981:271. 


8903220435 Forwards amended discharge monitoring rept for plant containing info as 
required in Permit NJ0005622 for Jan 1989. 

TREJO, J. Public Service Electric & Gas Co. of New Jersey. 89/03/09. CAPORALE.G. 
New Jersey, State of. 7pp. 49008:328-49008:334. 

-8903220448 Amended "Discharge Monitoring Rept for Jan 1989." 

TREJO.J. Public Service Electric & Gas Co. of New Jersey. 89/01/31. 6pp. 
49008:335-49008:340. 


S. Reportable occurrences, LERs & related correspondence 

8903140524 LER 89-003-00:on 890205, unit experienced Rx trip on steam generator 23 
low level concurrent w/steam flow/feed flow mismatch.Caused by inadequate proce- 
dures associated w/ operating plantProcedure AOP-COND-2 revised. W/890302 Itr. 
POLLACK.M.J., MILLER, LK. Public Service Electric & Gas Co. of New Jersey. 89/03/ 
02. 5pp. 48833:256-48833:260. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.SA Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 


8903030075 Forwards rept of 1988 annual emergency exercise conducted on 
881003.Exerdse induded util & offsite agency partidpation & was evaluated by NRC 
& FEMA. 

CRUNK, S.L. Sacramento Munidpal Utility District 89/01/23. FISH.R. Region 5, Ofc of 
the Director. 48pp. 48694:008-48694:055. 


8902280549 Forwards Insp Rept 50-312/88-40 on 881 208-8901 13.No violations 
notedManual reactor trip on 881212 largely attributed to willingness of plant staff to 
operate balance- of-plant equipment in degraded state. 

ZIMMERMAN.R. Region 5, Ofc of the Director. 89/02/06. FIRLIT.J.F. Sacramento 
Munidpal Utility District 2pp. 48633:278-48633:290. 

-8902280550 Insp Rept 50-312/88-40 on 881208-8901 13.No violations or deviations 
noted.Major areas inspected:operational safety verification, health physics & security 
observations,ESF sys walkdown.maint.QA & surveillance & testing. 

D’ANGELO, A.. MYERS, C.J., QUALLS, P.M. Region 5. Ofc of the Director. 89/02/06. 
11pp. 48633:280-48633:290. 


8903130091 Forwards Amend 5 to security training & qualification plan. Amend withheld 
(ref 10CFR2.790). 

SHETLER.J.R. Sacramento Municipal Utility District 89/03/03. Document Control 
Branch (Document Control Desk). Ip. 48819:256-48819:256. 

8903160029 Informs that util plans to modify reactor bldg fire hose standpipe sys In 
continuing effort to upgrade fire protection at piantMod will greatly enhance manual 
fire fighting capabilities in reactor blda. 

CROLEYjB.G. Sacramento Municipal Utility District 89/03/06. Document Control 
Branch (Document Control Desk). Ip. 48877:220-48877:220. 


8903080523 Comment on proposed rules 10CFR50 & 55 re educ & experience require- 
msnts of senior reactor operators A supervisors. Requirement for educ from source 
probably cut into time allotted for training now received. 
COOreR,M.D, Professional Reactor Operator Society. 89/02/19. NRC - No Detailed 
Affifiabon Given. 4pp. 48744:121-48744:124. 

8902270430 Responds to 890201 Itr re continued operation of plant due to problems & 
shut down from Dec 1985 to Mar 1988. During shutdown, major plant sys reevaluated 
from design tasis.NRC evaluation described in end NUREG-1286 & Suppi 1. 

t1r^*^S® am k . Dir ? !U ? r ,or Re 9* on ■ * Region V Reactors. 89/02/21. 
T,BJ. Affiliation Not Assigned. 7pp. 48586:172-48586:179. 

-M22704M Cbmmento on continued operation of plant in view of problems assodat- 

•» Sw»"»nto & 

Ghmn! M/W/01 - NBC ' No 0— Affiliation 


I. Financial information 

8903010190 Advises of intent to use general funds in event of retrospective premium 
assessment.Official statement, dtd 881 027, which Includes projection of District fi- 
nances on Page A-7 end. , ki , 

BOGGS, D. A. Sacramento Municipal Utility District. 89/02/24. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 103pp. 48645:053-48645:157. 


P. Operating license stage documents & correspondence 


8903090226 Public version of summary of 890201 meeting w/util in Region V re licens- 
ee action on potential release of contaminated resin in liquid effluent waste stream 
during 890115-19. Agenda & outline of events end. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/02/06. Region 5. Ofc of the Director. 
12pp. 48801:186-48801:197. 


8902230471 Responds to Generic Ltr 88-14, "Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment" Instrment air sys dewpoint monitored continuously 
at output of air dryers & filters via digital readout meter. 

KEUTER.D.R. Sacramento Municipal Utility District. 89/02/15. Document Control 
Branch (Document Control Desk). 11pp. 48569:059-48569:069. 


8902240057 Requests temporary exemption from two testing requirements of 
10CFR5O,App J, Section lli.D.3 re reactor bldg penetrations.Exemption would permit 
operation until next refueling outage to complete all surveillances.Fee paid. 
KEUTER.D.R. Sacramento Municipal Utility District. 89/02/15. KNIGHTON, G. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48583:293-48583:294. 

8903060073 Rev 1 to proposed Amend 130 to License DPR-54,adding operating re- 
quirements to Tech Specs designed to provide proper limitations & conditions on re- 
actor bldg pressure equalization operations during power operation. 

KEUTER,D.R. Sacramento Municipal Utility District. 89/02/28. KNIGHTON.G. Docu- 
ment Control Branch (Document Control Desk). 12pp. 48736:067-48736:086. 

-8903060078 Revised proposed Tech Specs,including Pages 3-30a,3-30b, 3-40a,3- 
45,3-46,4-1 8a & 4-75 re addition of operating requirements designed to provide proper 
limitations & conditions on reactor bldg pressure equalization operations. 

* Sacramento Municipal Utility District. 89/02/28. 8pp. 48736:079-48736:086. 

8903140409 Application for amend to License DPR-54, consisting of Suppi 1 to Pro- 

? osed Amend 175, Rev 0,for one-time extension for certain surveillances required by 
ech Specs to be performed beginning 890329. 

KEUTER.D.R. Sacramento Municipal Utility District 89/03/06. KNIGHTON.G. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48854:231-48854:233. 

-8903140413 Proposed Tech Spec Page 4-1 7, including one-time extension for certain 
surveillances required to be performed by 890329. 

* Sacramento Municipal Utility District. 89/03/06. Ip. 48854:233-48854:233. 

8903200440 Suppls 890131 response to Generic Ltr 88-17, "Loss of DHR.” Administra- 
tive controls will be provided to ensure containment closure achieved prior to core un- 
covery, 

CROLEY.B.G. Sacramento Municipal Utility District. 89/03/09. KNIGHTON.G. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48959:085-48959:086. 

8903230037 Lists actions completed per 890201 confirmatory action Itr to enable restart 
from 890131 plant shutdown.Sys design operating pressure of 1,325 psi established 
for auxiliary feedwater, based on max pump speed when motor driver used. 

FIRLIT.J.F. Sacramento Municipal Utility District 89/03/11. MARTIN, J.B. Region 5. 
Ofc of the Director. 3pp. 49029:352-49029:354. 

8903220181 Advises that in effort to improve reliability of DHR, installation of motor- 
driven feedwater pump being evaluated. Mod of auxiliary feedwater pump cage to pro- 
vide improved access for operations & maint also under evaluation. 

CROLEY.B.G. Sacramento Municipal Utility District 89/03/13. KNIGHTON.G. Docu- 
ment Control Branch (Document Control Desk). Ip. 49004:093-49004:093. 

8903240182 Advises that util will install motor driven feedwater pump to augment feed- 
water sys no later than refueling outage following operating Cycle 8. 

CROLE-Y.B.G. Sacramento Munidpal Utility District. 89/03/16. KNIGHTON.G. Docu- 
ment Control Branch (Document Control Desk). Ip. 49040:206-49040:206. 

8903160296 Generic Ltr 89-02 to ail holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York. Inc. 57pp. 48960001 -48960:057. 

8903270304 Discusses possible loss of absolute control rod position indication.lf abso- 
lute position indication tor control rod positions inoperable, util will restore rod to oper- 
able status in 12 h. 

FIRLITJ.F. Sacramento Municipal Utility District 89/03/22. KNIGHTON.G. Document 
Control Branch (Document Control Desk). 2pp. 49055:068-49055:069. 


8902290549 Forwards Insp Rept 50-312/88-40 on 881208-8901 13. No violations 
noted. Manual reactor trip on 881212 largely attributed to willingness of plant staff to 
operate balance- of-plant equipment in degraded state. 

ZIMMERMAN.R. Reaion 5, Ofc of the Director. 89/02/06. FIRLIT.J.F. 

Munidpal Utility District 2pp. 48633:278-48633:290. 


-8902280550 Insp Rept 50-312/88-40 on 881208-8901 13. No violations or deviations 
noted.Major areas inspected:operat»onal safety verification, health physics A security 
observations,ESF sys walkdown,maint 1 QA A surveillance A testing. 

P ANGBJO.A, MYERS.CJ., QUALLS, P.M. Region 5. Ofc of the Director. 89/02/06. 
11pp. 48633:280-48633:290. 

8902240300 Responds to NF^90113 notice of violation A proposed imposition of civil 

ESStfiS AR305 - 13 ' "* 

RRUTJ.F. fKrarmnto M^itibal UHj t> r O j t Mct 69/02/13. UEBERMANJ. DivWon of 
Information Support Services (Post 890205). 17pp. 48580:155-48580:171. 
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8903060068 Forwards Insp Rept 50-312/88-42 on 881227-30 & 890125-27.No viola- 
tions noted. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/02/13. FIRLIT.J. Sacramento Munici- 
pal Utility District. 2pp. 48739:175-48739:190. 

-8903060072 Insp Rept 50-312/88-42 on 881227-30 & 890125-27.No violations 
noted.Major areas inspected:followup items, Part 21 repts,LERs & licensee program to 
maintain quality of diesel generator fuel oil. 

MELFI.J.F., RICHARDS, S.A, Region 5, Ofc of the Director. 89/02/13. 14pp. 
48739:177-48739:190. 

8903080188 Forwards Exam Rept 50-312/OL-88-02 administered on 881206- 13. 
KIRSCH.D.F. Region 5, Ofc of the Director. 89/02/15. FIRLIT.J.F. Sacramento Munici- 
pal Utility District. 2pp. 48768:063-48768:153. 

-8903080198 Exam Rept 50-312/OL-88-02 on 881 206-1 3.Exam resultsrall seven senior 
reactor operator candidates passed written & oral exams. 

JOHNSTON, G.W., ELIN.J.O. Region 5, Ofc of the Director. 89/02/06. 89pp. 
48768:065-48768:153. 


8903080202 Forwards Insp Rept 50-312/88-41 on 881 21 4-8901 03.No violations noted. 
ZIMMERMAN, R.P. Region 5, Ofc of the Director. 89/02/15. FIRLIT.J.F. Sacramento 
Municipal Utility District. 2pp. 48767:268-48767:355. 

-8903080207 Insp Rept 50-312/88-41 on 88121 4-8901 03.No violations noted. Major 
areas inspected:onsite followup of event of 881212 & associated mgt meetings on 
881219 & 8901 03. Weaknesses observed re decision to operate plant in degraded 
state. 

MILLER, LF., JOHNSTON.G., JENSEN.W. Region 5, Ofc of the Director. 89/02/13. 
86pp. 48767:270-48767:355. 

8902270503 Ack receipt of 890127 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-312/88-33. 

ZIMMERMAN, R.P. Region 5, Ofc of the Director. 89/02/17. FIRLIT.J.F. Sacramento 
Municipal Utility District. Ip. 48587:185-48587:191. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 


8903090392 Ack receipt of 890213 Itr & payment of civil penalty in amount of $100,000. 
LIEBERMAN.J. Region 1, Ofc of the Director. 89/03/01. FIRllT,J.F. Sacramento Mu- 
nldpal Utility District. Ip. 48799:355-48799:355. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 


8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York. Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 


8903150035 Responds to NRC Bulletin 88-011, “Presaurizer Surge Line Thermal Stratifi- 
cation." VT-3 visual exam of pressurizer surge line & bounding analysis performed w/ 
o considering effects of thermal striping. 

CROLEY.B.G. Sacramento Munidpal Utility District 89/03/06. Document Control 
Branch (Document Control Desk). 2pp. 48870:355-48870:360. 

-8903150039 Advises of alternate schedule for investigations & analyses In response to 
NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratification," on behalf of 
owners group members. Thermal striping evaluation will be submitted by 891031. 
SPOND.D.F. Babcock & Wilcox Operating Plants Owners Group. 89/02/24. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 4pp. 
48870:357-48870:360. 


8903210117 Discusses plans to replace GE HFA latching relays during refueling outage 
scheduled for Aug 1989, per NRC Bulletin 88-003.Twelve latching relays mfg by GE 
jctentifiod 

CROLEY.B.G. Sacramento Munidpal Utility District 89/03/06. MARTIN.J.B. Region 5. 
Ofc of the Director. 2pp. 48983:175-48983:176. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment" Svc list encL 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020188 NRC Info Notice 894)27, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
487963231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. _ 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. ofNew York, Inc. 107pp. 48896:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. ofNew York, Inc. 106pp. 48870:053-48870:169. 


8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903200053 Forwards monthly performance data for May 1988. 

KEUTER.D.R. Sacramento Munidpal Utility District. 88/06/28. Document Control 
Branch (Document Control Desk). 45pp. 48958:225-48958:269. 

8903090372 “Semiannual Radioactive Effluent Release Rept,Jul-Dec 1988." W/890301 

KEUTER.D.R. Sacramento Municipal Utility District. 88/12/31. MARTIN, J.B. Region 5, 
Ofc of the Director. 191pp. 48856:265-48857:063. 

8902240172 Forwards SPDS quarterly performance rept for Oct-Dec 1988, per NUREG- 
1 286, “SER on Rancho Seco Restart." 

CRUNK, S.L. Sacramento Municipal Utility District. 89/02/14. KNIGHTON, G. Docu- 
ment Control Branch (Document Control Desk). 4pp. 48580:208-48580:211. 

8902240328 Forwards monthly operating rept for Jan 1989 & corrected Dec 1988 rept 
for Rancho Seco. 

CRUNK, S.L. Sacramento Munidpal Utility District. 89/02/15. KNIGHTON, G. Docu- 
ment Control Branch (Document Control Desk). Ip. 48571:254-48571:261. 

-8902240331 Monthly operating rept for Jan 1989 for Rancho Seco. 

MUELLA.M. Sacramento Municipal Utility District 89/01/31. 6pp. 48571:255- 
48571:260. 

-8902240332 Corrected monthly operating rept for Dec 1 988 for Rancho Seco. 
MUELLA.M. Sacramento Municipal Utility District 88/12/31. Ip. 48571:261- 
48571:261. 

8903230094 Monthly operating rept for Feb 1989 for Rancho Seco Nuclear Generating 
Station.W/890315 Itr. 

MUELLER. M., CRUNK, S.L. Sacramento Municipal Utility District 89/02/28. 9pp. 
49031:349-49031:357. 

8903100384 Forwards monthly performance data for Dec 1988 re plant expanded PI 
programmer NRC request 

KEUTER.D.R. Sacramento Municipal Utility District 89/03/03. KNIGHTON.G. Docu- 
ment Control Branch (Document Control Desk). 43pp. 48804:169-48804:211. 


S. Reportable occurrences, LERs & related correspondence 

8610220327 “Transient Assessment Program Rept for Rancho Seco Trip, Loss of Inte- 
grated Control Sys Power on 851 226, Transient Assessment Program RS-86-01 ” 
SIMMONS, G. Sacramento Munidpal Utility District 75. 86/03/21. 160pp. 38328:013- 
38328:172. 

-8610220335 “Transient Assessment Program Rept for Rancho Seco Reactor Trip on 
High Pressure,Followed by Cooldown Transient on 851002,Transient Assessment Pro- 
gram RS-86-05." 

DELRUE.J.. FIELD, J. Sacramento Municipal Utility District. 73. 85/10/30. 136pp. 
38328:195-38328:330. 


-6810220338 “Transient Assessment Program Rept for Rancho Seco Reactor Trip on 
81 061 7, Transient Assessment Program RS-82-04.” 

* Sacramento Munidpal Utility District 86/09/26. 24pp. 38328:331-38329:124. 

8902280146 Summary of Operating Reactors Events Meeting 89-07 on 890215.List of 
attendeesjist of events discussed, summary of events for long term followup or input 
to NRC performance indicator program & summary of reactor scrams end. 
LANNING.W.D. Events Assessment Branch. 89/02/17. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 25pp. 48633:054-48633:078. 

8903080473 Special Rept 89-02 on 890125riire barrier mechanical penetration 2233 not 
restored to operable status within 7 days per Tech Specs & rubber boot seal removed 

from penetration.Hourly firewatch posted & penetration restored. . _ 

KEUTER.D.R. Sacramento Municipal Utility District 89/02/23. MARTIN, J.B. Region 5, 
Ofc of the Director. 2pp. 48779:027-48779:028. 

8903060045 LER 88-020-00:on 861215 & 16.discovered core flooding tank daily pres- 
sure below Tech Spec limitCaused by personnel error.Pressure restored to within 
Tech Spec lintits.Procedure LDAP-0012 will be revised.W/890224 Itr. 

RUTTERS., FIRLIT.J.F. Sacramento Municipal Utility District 89/02/24. 5pp. 
48759:002-48759:006. 

8903030474 Special Rept 89-003:on 890201 -02, RCS sample data indicated specific ac- 
tivity exceeded 0.8 ud/ml 1-131 limitCaused by normal increase in iodine activity after 
power reduction. Isotopic analysis continued until restorarion complete^ 0 . . e 
KEUTER.D.R. Sacramento Municipal Utility District 89/02/27. MARTIN.J.B. Region 5, 
Ofc of the Director. 6pp. 48692:154-48692:159. 

8903090463 LER 89-001 -00:on 890131, auxiliary feedwater (AFW) a pump reached over- 
I condition resulting In overpreasurization of both AFW trdns.Reactor manually 
„d on 890201 .Caused by failure to estabtish decay heat %)W890228 Itr. _ 
__fiUMANN,D.. FIRUTJ.F, Sacramento Municipal Utility District 89/02/28. 6pp. 
48798:330-48798:335. 
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8903170146 Forwards "Auxiliary Feedwater Sys Overpressurization Event Engineering 
Evaluation Rept,Feb 1989," of 890131 event. 

CROLEY.B.G. Sacramento Municipal Utility District. 89/03/01. Document Control 
Branch (Document Control Desk). Ip. 48953:032-48953:106. 

-8903170153 "Auxiliary Feedwater Sys Overpressurization Event Engineering Evalua- 
tion Rept,Feb 1989." 

ATWELL.J.K., KHAN.T.M., PEABODY ,W.F. Sacramento Municipal Utility District. 89/ 
02/28. 73pp. 48953:033-48953:106. 

8903220395 LER 88-017-01 :on 881206,discovered that diesel fuel oil storage tank A in- 
s'aarl of lark ■■ sari-led Ca..fv*.d by use of informal method of communication & fail- 
...r.v of trar ir.:-. D'Lvjra-n r.jtcntia. deviation rept prepared.W/890313 Itr. 

3DWSER.R.V* f-'svT.j ? Si^ramento Municipal Utility District. 89/03/13. 6pp. 
49003:058-49003:063. 


V. Operator Examinations 

8903080188 Forwards Exam Rept 50-31 2/OL-88-02 administered on 881206- 13. 
KIRSCH.D.F. Region 5, Ofc of the Director. 89/02/15. FIRUT.J.F. Sacramento Munici- 
pal Utility District. 2pp. 48768:063-48768:153. 

—8903080198 Exam Rept 50-31 2/OL-88-02 on 881206-13.Exam results:all seven senior 
reactor operator candidates passed written & oral exams. 

JOHNSTON, G.W., ELIN.J.O. Region 5. Ofc of the Director. 89/02/06. 89pp. 
48768:065-48768:153. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8903240091 Forwards “Emergency Preparedness Exercise REX-89,Exercise Scenario.” 
BOYD.D.W. Arkansas Power & Light Co. 88/12/30. MARTIN, R.D. Region 4, Ofc of 
the Director. 10pp. 49032:227-49033:131. 

-8903240097 “Emergency Preparedness Exercise REX-89,Exerdse Scenario.” 

* Arkansas Power & Ught Co. 89/03/15. 250pp. 49032:237-49033:131. 

8903270036 Public version of “Emergency Preparedness Exercise Scenario for Mar 
1989 ” 

* Arkansas Power & Ught Co. 89/01/20. 200pp. 49049:223-49050:1 16. 

8902230463 Revised EPIPs, consisting of Rev 8 to 1903.13 & Rev 13 to 1903.42. 

* Arkansas Power & Ught Co. 89/02/07. 9pp. 48570:323-48570:331. 

8903020321 EPIPs, consisting of Rev 16 to 1903.61 & Rev 5 to 1903.62. 

* Arkansas Power & Ught Co. 89/02/17. 51pp. 48738:329-48739:020. 

8902280269 Advises that 881025 Rev 14 to security plan consistent w/ provisions of 
l0CFR50.54(p) & acceptable. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/02/22. CAMPBELL.G. Arkansas Power 
& Ught Co. 2pp. 48627:238-48627:240. 

8903130228 Forwards request for addl info re fire barrier penetration seal testing.lnfo 
requested by 890324. 

HARBUCK.C.C., POSLUSNY.C. Project Directorate IV. 89/02/23. CAMPBELL, T.G. Ar- 
kansas Power & Ught Co. 4pp. 48821:342-48821:345. 

8903230465 Rev 5 to Emergency Plan Implementing Procedure 1903.63, "Emergency 
Response Ctrs” 

* Arkansas Power & Ught Co. 89/02/28. 5pp. 49030:1 1 1-49030:1 1 5. 

8903230228 Rev 7 to Emergency Plan Implementing Procedure 1904.001, “Offsite Dose 
Projections - Gaseous Effluent Monitoring Sys Computer Graphics Method." 

* Arkansas Power & Light Co. 89/03/06. 77pp. 49026:150-49026:226. 

8903150578 Responds to 890223 request for addl info re util 881221 submittal of re- 
sults of latest fire barrier penetration seal testing.Response to request will be submit- 
ted by 890424. Delay due to workload of fire protection group. 

HOWARD.D.R. Arkansas Power & Ught Co. 89/03/08. HARBUCK.C., POSLUSNY.C. 
Office of Nudear Reactor Regulation, Director (Post 870411). Ip. 48871:322- 
48871:322. 

8903140236 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY,D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS.M. tmpell Corp. 2pp. 48875:082-48875:083. 

—8810130013 Informs of headquarters partidpation in listed exercises w/ regions for 
1988-1989. 

SPESSARD.R.L Division of Operational Assessment (Post 870413). 88/09/23. 
ALLAN, J.M. Region 1, Ofc of the Director. 2pp. 48875:084-48875:085. 

8903220488 Rev 7 to EPtP 1905.002, “Offsite Emergency Monitoring.” 

* Arkansas Power & Light Co. 89/03/09. 4pp, 49002:310-49002:313. 

8903220413 Revised EPIPs,induding Rev 9 to 1903.13, “Notification of Corporate Offi- 
cial” & Rev 16 to 1903.030, “Evacuation.” 

* Arkansas Power & Light Co. 89/03/10. 79pp. 48997:050-48997:131. 


H. General correspondence 

8903080274 Comment supporting proposed rule 10CFR50 re ensuring effectiveness of 
tnaint programs for nudear power plants. 

CAMPBELL.T.G. Arkansas. Power & Ught Co. 89/02/24. CHILK.S.J. Office of the Sec- 
retary of the Commission. 4pp. 48745:170-48745:173. 


P. Operating license stage documents & correspondence 


8903090295 Requests notification within 30 days of anticipation of any problems in ac- 
commodating non-Region IV personnel. 

YANDELL.L.A. Region 4, Ofc of the Director. 89/02/02. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 48781:262-48781:263. 

8903010303 Forwards "Summary of Engineering Evaluation of ANO-1 High Pressure In- 
jection Sys Backflow Condition," for review. 

HOWARD.D.R. Arkansas Power & Light Co. 89/02/14. CALVO.J.A. Project Director- 
ate IV. Ip. 48670:074-48670:095. 

-8903010304 “Summary of Engineering Evaluation of ANO-1 High Pressure Injection 
Sys Backflow Condition." 

* Arkansas Power & Light Co. 89/02/14. 21pp. 48670:075-48670:095. 

8903100044 Forwards request for addl info re proposed plant mods to meet require- 
ments of 1 0CFR50.62 in order to complete review. 

HARBUCK.C.C. Project Directorate IV. 89/02/23. CAMPBELL.T.G. Arkansas Power & 
Light Co. 15pp. 48810:278-48810:292. 

8903090280 Forwards response to 890216 request for addl info on high pressure inter- 
face (HPI) backflow event.New design using redundant check valves as supplemented 
by testing & maint considered adequate to preclude any future HPI conditions. 
HOWARD.D.R. Arkansas Power & Light Co. 89/02/24. CALVO.J.A. Project Director- 
ate IV. 9pp. 48801:146-48801:154. 

8903090431 Application for amend to License DPR-51, revising Tech Specs re snubber 
visual insp interval to allow delay of snubber insp due between 890321 & 89061 9 to 
next refueling outage scheduled for Mar 1990.Fee paid. 

CAMPBELL.T.G. Arkansas Power & Light Co. 89/02/27. Document Control Branch 
(Document Control Desk). 3pp. 48784:044-48784:052. 

-8903090436 Proposed Tech Specs.allowing delay of snubber insp due between 
890321 & 890619 until next refueling outage scheduled for Mar 1990. 

* Arkansas Power & Light Co. 89/02/27. 6pp. 48784:047-48784:052. 

8903100525 Forwards summary of SPDS isolation device test results. 

HOWARD.D.R. Arkansas Power & Light Co. 89/02/28. HARBUCK.C. Project Director- 
ate IV. 3pp. 48803:017-48803:019. 

8903220461 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation." Extensive data collection program undertaken at facility to provide detailed 
understanding of thermal stratification phenomenon to support analysis. 

HOWARD.D.R. Arkansas Power & Light Co. 89/03/03. Document Control Branch 
(Document Control Desk). 3pp. 49003:310-49003:312. 

8903150574 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment" Specific actions requested to be taken listed. 
HOWARD.D.R. Arkansas Power & Light Co. 89/03/07. MIRAGLIA.F.J. Associate Di- 
rector for Projects (Post 870411). 7pp. 48858:212-48858:218. 

8903230354 Forwards Amends 116 & 89 to Ucenses DPR-51 & NPF-6, respectively & 
safety evaluation.Amends add operability & surveillance requirements for core exit 
thermocouples. 

HARBUCK.C.C., POSLUSNY.C. Project Directorate IV. 89/03/08. CAMPBELL, T.G. Ar- 
kansas Power & Light Co. 4pp. 49022:283-49022:301. 

-8903230356 Amends 116 & 89 to Licenses DPR-51 & NPF-6, respectively, adding 
operability & surveillance requirements for core exit thermocouples to plant Tech 
Specs per NUREG-0737 & Generic Ltr 83-37. 

CALVO.J.A. Project Directorate IV. 89/03/08. 14pp. 49022:287-49022:299. 

-8903230357 Safety evaluation supporting Amends 116 & 89 to Licenses DPR-51 & 
NPF-6, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/08. 2pp. 
49022:300-49022:301. 

8903240225 Discusses procedural guidance for conducting gross leak testing of valves 
in HPI sys discharge piping.Util proposes to amend procedure to instruct operator to 
observe gauge pressure reading for 1 minute while conducting test. 

HOWARD.D.R. Arkansas Power & Ught Co. 89/03/09. CALVO.J.A. Project Director- 
ate IV. 2pp. 49040:043-49040:044. 

8903220329 Concludes that B&W methodology significantly improved safety of B&W-de- 
signed reactors permitting closure of TMI Action Plan Item II.K.3.5 re reactor coolant 
pump trip issue (Multi-Plant Action G-01). 

HARBUCK.C.C. Project Directorate IV. 89/03/10. CAMPBELL.T.G. Arkansas Power & 
Ught Co. 3pp. 49005:068-49005:070. 

8903230027 Forwards Amend 117 to License DPR-51 & safety evaluation. Amend modi- 
fies Tech Specs by adding surveillance requirements for automatic actuation of shunt 
trip attachments of reactor trip breakers & trip relays. 

HARBUCK.C.C. Project Directorate IV. 89/03/10. CAMPBELL, T.G. Arkansas Power & 
Ught Co. 3pp. 49028:195-49028:206. 

-8903230038 Amend 117 to License DPR-51, modifying Tech Specs by adding surveil- 
lance requirements for automatic actuation of shunt trip attachments of reactor trip 
breakers & for silicon controlled rectifier trip relays used to interrupt power. 

CALVO.JA Project Directorate IV. 89/03/10. 7pp. 49028:198-49028:204. 

-8903230042 Safety evaluation supporting Amend 117 to Ucense DPR-51. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/10. 2pp. 
49028:205-49028:206. 


8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
encl. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 
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Q. Inspection reports, IE Bulletins & correspondence 

8902280358 Forwards Insp Repts 50-313/89-03 & 50-368/89-03 on 8901 24-25. Insp 
conducted to review circumstances following 890120 reactor trip which led to reactor 
coolant backleakage through HPSI check valve. 

CALLAN.L.J. redo- -1 Ofc of ‘he Director. 89/02/17. CAMPBELL, G. Arkansas Power 
& Light Co. 2pp '.W. :>!>■■■ ‘i‘&S \:276. 

—8902280360 Insp Repts 50-313/89-03 & 50-368/89-03 on 8901 24 -25. Major areas 
inspectod*ci r currstances following 890120 reactor trip leading to reactor coolant back- 
i- .voq« - !r.r'*u'jh : iPS; check valve which failed to seat. 

r-hAM-iE-P* AiN T Region 4, Ofc of the Director. 89/02/15. 21pp. 48624:256- 
48624:276. 

8902280357 Ack receipt of 881230 Itr informing NRC of steps taken to correct violations 
noted Insp Repts 50-313/88-25 & 50-368/88-25.Response not submitted within 30 
days of 881014,as required. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/02/21. CAMPNELL.G. Arkansas Power 
& Light Co. 2pp. 48624:189-48624:194. 

-8902280364 Responds to violations noted in Insp Repts 50-313/88-25 & 50-368/88- 

25. Corrective actions:operations will review control of locked valves for cold shutdown 
& refueling modes of operation & studs on check valve loosened. 

LEVINE.J.M. Arkansas Power & Light Co. 88/12/30. CALLAN.L.J. Region 4. Ofc of 
the Director. 4pp. 48624:1 91 -48624:1 94. 

8903030272 Ack receipt of 890104 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/88-20 & 50-368/88-20. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/02/23. CAMPBELL.G. Arkansas Power 
& Light Co. 2pp. 48692:262-48692:268. 

-8903030281 Responds to violations noted in Insp Repts 50-313/88-20 & 50-368/88- 
20.Corrective actions:engineering calculation performed to determine acceptability of 
installed hinge pin. Breaker handle shafts installed. 

LEVINE, J.M. Arkansas Power & Light Co. 89/01/04. CALLAN.L.J. Region 4, Ofc of 
the Director. 5pp. 48692:264-48692:268. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903090431 Application for amend to License DPR-51, revising Tech Specs re snubber 
visual insp interval to allow delay of snubber insp due between 890321 & 890619 to 
next refueling outage scheduled for Mar 1990.Fee paid. 

CAMPBELL, T.G. Arkansas Power & Light Co. 89/02/27. Document Control Branch 
(Document Control Desk). 3pp. 48784:044-48784:052. 

-8903090436 Proposed Tech Specs, allowing delay of snubber insp due between 
890321 & 890619 until next refueling outage scheduled for Mar 1990. 

* Arkansas Power & Light Co. 89/02/27. 6pp. 48784:047-48784:052. 

8903100224 EN-89-021:on 890302, notice of violation & proposed imposition of civil pen- 
alty in amount of $25,000 issued based on failure to control occupational exposure to 
less than 3 rems per calendar quarter & perform adequate surveys. 

JOHANSEN, J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/02/27. Ip. 
48808:291-48808:291. 

8903090283 Forwards SALP for util for period Jan 1987 - June 1988, consisting of origi- 
nal SALP, summary of 881021 meeting & 881220 response to SALP board rept. 
MARTIN.R.D. Region 4, Ofc of the Director. 89/03/01. CAMPBELL.G. Arkansas 
Power & Light Co. 22pp. 48782:102-48782:178. 

-8903090286 Informs that util has reviewed NRC rept of SALP of 880916, Repts 50- 
313/87-41 & 50-368/87-41 for facility.Mgt meeting held on 881021 to review results 
of SALP rept w/NRC & util providing comments. 

CAMPBELL, T.G. Arkansas Power & Light Co. 88/12/20. MARTIN.R.D. Region 4, Ofc 
of the Director. 21pp. 48782:158-48782:178. 

8903090350 Ack receipt of 8901 10 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/88-26 & 50-368/88-26. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/02. CAMPBELL, G. Arkansas Power 
& Light Co. 2pp. 48783:026-48783:036. 

-8903090355 Responds to violations noted in Insp Repts 50-313/88-26 & 50-368/88- 

26. Corrective actions:procedure rev effort initiated in Mar 1 988 to consolidate proce- 
dures associated w/design control process & will address reorganization. 

LEVINE, J.M. Arkansas Power & Light Co. 89/01/10. CALLAN.L.J. Region 4, Ofc of 
the Director. 9pp. 48783:028-48783:036. 

8903090376 Forwards notice of violation & proposed imposition of civil penalty in 
amount of $25, 000. Violations based on overexposure to individual in excess of NRC 
quarterly limits for radiation exposures to whole body. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/03/02. CAMPBELL.G. Arkansas 
Power & Light Co. 5pp. 48783:047-48783:054. 

-8903090377 Notice of violation & proposed imposition of civil penalty in amount of 
$25,000.Noncompliance noted:individual working in Unit 1 restricted area received 
whole body dose of 3.216 rems w/cumulative whole body dose for quarter of 4.546 
rems. 

MARTIN.R.D. Region 4, Ofc of the Director. 89/03/02. 3pp. 48783:052-48783:054, 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 


8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903140502 Ack receipt of 881228 & 890127 Itrs informing NRC of steps taken to cor- 
rect violations noted in Insp Repts 50-313/88-29 & 50-368/88-29. Violation A reviewed 
& determined to have occurred as stated. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/03. CAMPBELL, G. Arkansas Power 
& Light Co. 2pp. 48858:056-48858:066. 

8902280162 NRC Info Notice 89-024. “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903200133 Forwards Page 2 of notice of violation,inadvertently left out, re Insp Repts 
50-313/88-36 & 50-368/88-36. W/o end. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/07. CAMPBELL, G. Arkansas Power 
& Light Co. Ip. 48964:089-48964:089. 

8903230389 Requests that violation noted in Insp Repts 50-313/88-47 & 50-368/88-47 
be clarified or rescinded. 

LEVINE, J.M. Arkansas Power & Light Co. 89/03/07. CALLAN.LJ. Region 4, Ofc of 
the Director. 4pp. 4903 1 :338-4903 1:341. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903170395 Forwards Insp Repts 50-313/89-02 & 50-368/89-02 on 890101-31 & notice 
of violation.lncreased mgt attention required re number of util failures to rept events in 
times allotted by NRC requirements. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/09. CAMPBELL, G. Arkansas Power 
& Ught Co. 2pp. 48953:201-48953:216. 

-8903170396 Notice of violation from insp on 890 101 -31. Violations noted: failure to pro- 
vide response to notice of violation within required time & failure to comply w/LER & 
emergency diesel generator failure reporting requirements. 

* Region 4, Ofc of the Director. 89/03/09. 2pp. 48953:203-48953:204. 

-8903170399 Insp Repts 50-313/89-02 & 50-368/89-02 on 890101-31. Violations 
noted.Major areas inspected:piant status.followup on previously identified items,LERs 
& events & operational safety & monthly maint/surveillance observations. 

JOHNSON, W.D., HAAG.R.C., CHAMBERLAIN.D. Region 4, Ofc of the Director. 89/ 
02/27. 12pp. 48953:205-48953:216. 

8903230118 Forwards Insp Repts 50-313/89-06 & 50-368/89-06 on 890221 -24.No vio- 
lations or deviations noted.Two unresolved items identified. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/09. CAMPBELL, T.G. Arkansas 
Power & Light Co. 2pp. 49028:130-49028:136. 

-8903230124 Insp Repts 50-313/89-06 & 50-368/89-06 on 890221-24.No violations 
noted.Unresolved items re radiographic exam procedures for penetrameters 
noted.Major areas inspected: mods to Unit 1 HPIS & repair of Unit 2 refueling water 
tank. 

GILBERT, L.D., BARNES.I. Region 4, Ofc of the Director. 89/03/09. 5pp. 49028:132- 
49028:136. 


8903220222 Responds to NRC Itr re violations noted in Insp Repts 50-313/88-36 & 50- 
368/88-36.Corrective actions:radwaste supervisor reprimanded & counseled re failure 
to assure proper securing of radioactive matl package. 

LEVINE, J.M. Arkansas Power & Light Co. 89/03/10. CALLAN.LJ. Region 4, Ofc of 
the Director. 4pp. 48994:263-48994:266. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants.” 
Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co, of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903240210 Semiannual radiological effluent release rept for Third & Fourth Quarters 
1988.W/890301 Itr. 

HOWARD, D.R. Arkansas Power & Ught Co. 88/12/31. 38pp. 49038:123-49038:160. 
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S. Reportable occurrences, LERs & related correspondence 

8902240105 LER 88*01 7-00:on 881112,discovered svc water pump suction bay lake 
side gate leaking.Caused by adjustment gate seating surfaces & loosening of frame to 
wail mounting bolts.Gates repaired & procedure prepared. W/8902 10 Itr. 

TAYLOR, L. A., LEVINE, J.M. Arkansas Power & Light Co. 89/02/10. 6pp. 48579:031- 
48579:036. 

8902270300 Requests add) info re 890120 HPI backflow event within 7 days of Itr 
receipt.Markup of Figure 2 from 890214 submittal w/location of RCS pressure bound- 
ary for HPI lines & valves in HPI lines considered pressure isolation valves requested. 
POSLUSNY.C. Project Directorate IV. 89/02/16. CAMPBELL.T.G. Arkansas Power & 
Light Co. 5pp. 48588:091-48588:095. 

8903070080 LER 88-018-00:on 881208,subcritical automatic reactor trip occurred during 
heatup & pressurization. Caused by operator failure & procedure inadequacy.Procedure 
A//84022 1 I** 

JACKS JC . IeV'NFIjIV Arkansas Power & Light Co. 89/02/21. 5pp. 48763:175- 
48/63:179. 

8903070069 LER 88*031 -01 :on 880924,wire discovered terminated incorrectly in 4,160- 
volt ac vital power supply breaker which affected automatic starting circuitry for HPI 
pump. Cause unknown.Wiring error corrected. W/890228 Itr. 

JACKS, J.D., LEVINE, J.M. Arkansas Power & Light Co. 89/02/22. 6pp. 48741:026- 
48741:031. 

8903090184 LER 88-01 5-01 :on 880928,increased support loads identified on two hy- 
draulic snubbers HS-101 & HS-102 attached to RCS pressurizer surge line.Caused by 
failure of NSSS vendor to include appropriate mass of RCS fluid.W/890228 Itr. 
TAYLOR.L.A., LEVINE.J.M. Arkansas Power & Light Co. 89/02/28. 5pp. 48781:264- 
48781:268. 

8903090360 LER 88-009-01 :on 880922, three inoperable snubbers discovered on safety- 
related piping sys.One snubber failed due to spec of undersized snubber & other two 
found w/inadequate travel remaining for thermal growth.W/890228 Itr. 

TAYLOR.L., LEVINE, J.M. Arkansas Power & Light Co. 89/02/28. 5pp. 48783:293- 
48783:297. 

8903130678 PNO-IV-89-012:on 890204, licensee issued condition rept re DHR suction 
line pipe support damage.Damage involves obvious unexpected movement at pipe 
support which caused damage to lugs.Conference call to review scheduled for 
890301. 

CHAMBERLAIN.D. Region 4, Ofc of the Director. 89/03/01. Ip. 48821:170- 
48821:170. 

8903200385 LER 89-001 -00:on 88121 7, RCS hot leg resistance temp detector calibr 
using wrong calibr data since installation in May 1982.Caused by procedural 
inadequacy.Calibr procedure for TE-1041/1042 revised to reflect correct calibr. W/ 
890308 Itr. 

TAYLOR.L.A., LEVINE.J.M. Arkansas Power & Light Co. 89/03/08. 4pp. 48983:151- 
48983:154. 

8903200443 LER 88-024-00:on 881 2 19, DHR sys inboard suction valve closed, resulting 
in loss of DHR sys flow.Caused by inadvertent jarring of panel housing control relays 
for suction Caitior label r.bcol r.n Oe-ic-l W.'BOffol 0 Itr. 

TAYLOR, L., LEVIN:-, J f.V Ari^riSuS :: owt-r a 1 . ghl Co 89/03/10. 5pp. 48959:080- 
48959:084. 


-8903230179 Amends 122 & 109 to Licenses DPR-58 & DPR-74, respectively, modifying 
Paragraph 2.D of license to require compliance w/ amended physical security plan per 
10CFR73.55 requirements. Plan must be implemented within 180 days. 

QUAY.T.R. Project Directorate 111-1. 89/03/15. 4pp. 49030:183-49030:186. 

-8903230181 SER supporting Amends 122 & 109 to Licenses DPR-58 & DPR-74, re- 
spectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/15. 3pp. 
49030:187-49030:189. 


H. General correspondence 


8903020213 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Rules 
provide ncc-dicss dc-r*c'a! : zing effect on reactor operators. 

BAKER/. H '•"fialcn Nr.: Assigned. 89/02/09. Docketing & Services Branch. 2pp. 
48671:201-48671:202. 

8903010375 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants. Util shares Commissioner Robert concerns on exist- 
ence of rule. 

ALEX1CH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/02/17. CHILK.S.J. Office of the Secretary of the Commission. 3pp. 48589:340- 
48589:342. 

8903080204 Comment opposing proposed rules 10CFR50 & 55 re degreed status for 
senior operating license holders.Proposal both unneeded, unwarranted & issue should 
be put to rest. Pursuit of proposal will deter valuable employees from industry. 

MUTZ.B. Affiliation Not Assigned. 89/02/27. NRC - No Detailed Affiliation Given. 5pp. 
48745:271-48745:275. 


J. Insurance & indemnity information 


8903280143 Forwards details of present levels of property insurance maintained & 
source of insurance, per 10CFR50.54(w)(2). 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/21. MURLEY.T.E. NRC - No Detailed Affiliation Given. 2pp. 49074:115- 
49074:116. 


P. Operating license stage documents & correspondence 

8611180250 Application for amends to Licenses DPR-58 & DPR-74,changing Tech Spec 
3/4.4. 5, "Steam Generators," to clarify requirements for steam generator tube 
integrity.Fee paid. 

ALEXICH.M.P. Indiana Michigan Powe' Co (forrreriy Indiana & Michigan Electric Co.). 
86/11/13 ~FNTC\ H m rffficc o f Nuclaar Fsacicr Regulation, Director (851 1 2S- 
870411). 6pp ::«r>?.'-3:4i-ri!Vi2' 3-.:: 

-8611180253 Proposed Tech Spec 3/4. 4. 5, “Steam Generators," clarifying require- 
ments for steam generator tube integrity. 

‘ Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.), 86/11/13. 
8pp. 38627:312-38627:319. 


8903280098 LER 89-003-00:on 880907, determined that floor penetration located in fire 
barrier at Elevation 335 of auxiliary bldg sealed using unqualified styrofoam-type 
matl.Caused by personnel error. Penetration seals repaired.W/890317 Itr. 

TAYLOR, L. A., LEVINE, J.M. Arkansas Power & Light Co. 89/03/17. 4pp. 49074:103- 
49074:106. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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P. Security, medical, emergency & fire protection plans 

8903070042 Forwards Safeguards Insp Repts 50-315/89-05 & 50-316/89-05 on 
890113-23.No vio!at : cns r.:tc± 

GREGER,L.R. noc.cn 3. Cfc ol the Director. 89/02/23. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (lonrt'ly "anna & Michigan Electric Co.). 2pp. 48741:003-48741:006. 

-8903070043 Insp Repts 50-315/89-05 & 50-316/89-05 on 890113-23.No violations 
noted Major areas inspecteri-rngt supccrt security program plans, audits, protected & 
vital area physical oar ers & ueUscibn & assossmer. aids. 

FUNK.D.F., MADEDA.f.,1 Di'FEJ... R. Rc-eior 3 0 ! c of the Director. 89/02/22. 2pp. 
48741:005-48741:006. 

8903090419 Forwards Safety Insp Repts 50-315/89-02 & 50-316/89-02 on 881228- 
890207 & notice of violation. 

AXELSON.W.L Region 3, Ofc of the Director. 89/02/28. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 48807:225-48807:270. 


8903010087 Forwards Amend 121 to License DPR-58 & safety evaluation. Amend pro- 
vides surveillance interval extensions for ice basket weighing & resistance temp de- 
tector calibrs to permit operation until Cycle 10/11 refueling outage. 

STANG.J.F. Project Directorate ill-1. 89/02/23. ALEXICH.M.P. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). ALEXICH.M.P. American Electric 
Power Service Corp. 3pp. 48645:213-48645:231. 

-8903010093 Amend 121 to License DPR-58, extending surveillance intervals for ice 
basket weighing & resistance temp detector calibrs to permit continuation of operation 
until Cycle 10/11 refueling outage scheduled for Mar 1989. 

QUAY.T. Project Directorate 111-1. 89/02/23. 12pp. 48645:216-48645:227. 

-8903010096 Safety evaluation supporting Amend 121 to License DPR-58. 

* Office.- of Nuclear Reactor Regulation, Director (Post 870411). 89/02/23. 4pp. 
48645:228-48645:231. 

8903090088 Responds to recommendations made in 880808 Generic Ltr 88-14 re in- 
strument air supply sys problems. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/02/24. MURLEY.T.E. Document Control Branch (Document Control Desk). 30pp. 
48785:001-48785:030. 


8903220446 Forwards revised piping sys acceptance criteria & list of installed Copes- 
Vulcan valves.per 881220 telcon w/NRC re discrepancy in weight & ctr of gravity in 
valves. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/13. DAVIS, A.B. Document Control Branch (Document Control Desk). 8pp. 
49020:318-49020:325. KH 


8903220176 Application for amends to Licenses DPR-58 & DPR-74, allowing posting of 
designated individuals to substitute for locked doors for high radiation areas required 
by Tech Spec 6.12.2. Justification & analysis end. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/14. MURLEY.T.E. Document Control Branch (Document Control Desk). 5 dd. 
49020:307-49020:314. 


-8903090427 Insp Repts 50-315/89-02 & 50-316/89-02 on 881228-890207. Violations 
noted.Major areas inspected:actions on previously identified items, plant 
operations t reactor trips.fire protection, emergency preparedness & outages. 

BURGESS, B.L. Region 3, Ofc of the Director. 89/02/27. 22pp. 48807:229-48807:250. 


-8903220177 Proposed Tech Spec 6. 12.2, allowing posting of designated individuals to 
substitute for locked doors for high radiation areas. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/03/14 
3pp. 49020:312-49020:314, 


8903230174 Forwards Amends 122 & 109 to Ucenses DPR-58 & DPR-74, respectively 
& SER.Amends modify Paragraph 2.D of license to require compliance w/amended 
physical security plan, per 10CFR73.55 search requirements. 

STANG.J. Project Directorate ill-1. 89/03/15. ALEXICH.M.P. Indiana Michigan Power 
Co. (formerly Indiana & Michigan Electric Co.). ALEXICH t M:P. American Electric Power 
Service Corp. 4pp. 49030:179-49030:189. 


8903220188 Application for amends to Licenses DPR-58 & DPR-74, modifying Tech 
Spec 3.3.2. 1 Tables 3.3-3, 3.3-4, 3.3-5 & 4.3-2 to accurately reflect design of ESF 
manual actuation functions. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.) 
89/03/14. MURLEY.T.E. Document Control Branch (Document Control Desk). lOpp 
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—8903220192 Proposed Tech Specs 3.3.2. 1 Tables 3.3-3, 3.3-4, 3.3-5 & 4.3-2 reflecting 
design of ESF manual actuation functions & ref more appropriate surveillance & 
action requirements for manual actuation re Westinghouse std Tech Spec pages. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/03/14. 
38pp. 49003:077-49003: 114. 

8903230074 Provides addl info on reduced temp & pressure program.per 890303 
request.Analyses completed & confirmed adequacy of containment subcompartment 
structural elements subj to reduced temp & pressure conditions in updated FSAR. 
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/14. MURLEY.T.E. Document Control Branch (Document Control Desk). 2pp. 
49036:318-49036:319. 

8903230174 Forwards Amends 122 & 109 to Licenses DPR-58 & DPR-74, respectively 
& SER.Amends modify Paragraph 2.D of license to require compliance w/amended 
physical security plan, per 10CFR73.55 search requirements. 

STANG.J. Project Directorate ill-1. 89/03/15. ALEXICH.M.P. Indiana Michigan Power 
Co. (formerly Indiana & Michigan Electric Co.). ALEXICH.M.P. American Electric Power 
Service Corp. 4pp. 49030: 1 79-49030: 189. 

-8903230179 Amends 122 & 109 to Licenses DPR-58 & DPR-74, respectively, modifying 
Paragraph 2.D of license to require compliance w/ amended physical security plan per 
1QCFR73.55 requirements. Plan must be implemented within 180 days. 

QUAY.T.R. Project Directorate 111-1. 89/03/15. 4pp. 49030:183-49030:186. 

-8903230181 SER supporting Amends 122 & 109 to Licenses DPR-58 & DPR-74, re- 
spectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/15. 3pp. 
49030:187-49030:189. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York. Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010126 Forwards Insp Repts 50-315/89-06 & 50-316/89-06 on 890130- 0202.No 
violations noted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/02/15. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 48644:341-48644:347. 

-8903010147 Insp Repts 50-315/89-06 & 50-316/89-06 on 8901 30-0202. No violations 
noted.Major areas inspected:action on previously identified items.emergency plan acti- 
vations & operational status of emergency preparedness program. 

SMITH.M., SNELL, W. Region 3. Ofc of the Director. 89/02/15. 5pp. 48644:343- 
48644:347. 

8903070042 Forwards Safeguards Insp Repts 50-315/89-05 & 50-316/89-05 on 
8901 13-23.No violations noted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/02/23. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 48741:003-48741:006. 

-8903070043 insp Repts 50-315/89-05 & 50-316/89-05 on 890113-23.No violations 
noted.Major areas inspected:mgt support, security program plans, audits, protected & 
vital area physical barriers & detection & assessment aids. 

FUNK.D.E., MADEDA.T.J., CREED, J.R. Region 3, Ofc of the Director. 89/02/22. 2pp. 
48741:005-48741:006. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSi, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080074 Forwards Safety insp Repts 50-315/89-03 & 50-316/89-03 on 890112- 
1020.No violations noted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/02/27. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 48742:238-48742:263. 

-8903080078 Insp Repts 50-315/89-03 & 50-316/89-03 on 8901 12-021 0.No violations 
noted.Major areas inspected:confirmatory measurements, including QA, plant chemistry 
organization.mgt controls, training & qualifications. 

JANUSKA.A.G., BOCANEGRA.R,, SCHUMACHER, M.C. Region 3, Ofc of the Director. 
89/02/24. 1 1 pp. 48742:242-48742:263. 

8903090419 Forwards Safety Insp Repts 50-315/89-02 & 50-316/89-02 on 881228- 
890207 & notice of violation. 

AXELSON.W.L. Region 3, Ofc of the Director. 89/02/28. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 48807:225-48807:270. 

-8903090426 Notice of violation from insp on 881228-890207.Violation 
noted:emergency diesel generator CD was declared inoperable on 881229 following 
maint & replacement grommet not within scope of work indicated on either job order 
form. 

AXELSON.W.L Region 3, Ofc of the Director, 89/02/28. Ip. 48807:228-48807:228. 

-8903090427 Insp Repts 50-315/89-02 & 50-316/89-02 on 881228-890207. Violations 
noted.Major areas inspected:actions on previously identified items,plant 
operations, reactor trips, fire protection, emergency preparedness & outages. 

BURGESS, B.L. Region 3, Ofc of the Director. 89/02/27. 22pp. 48807:229-48807:250. 

-8903090432 Requests results of reviews & dispositions re end allegations from former 
maint worker within 30 days of ltr date. 

GREEENMAN.E.G. Region 3, Ofc of the Director. 88/08/10. ALEXICH.M.P, Indiana 
Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 48807:251* 
48807:253. 


-8903090434 Forwards results of investigation concerning allegations from former maint 
worker.NRC inspector advised WG Smith on 880824 that third item in allegation could 
be ignored. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
88/09/09. DAVIS, A.B. Document Control Branch (Document Control Desk). 17pp. 
48807:254-48807:270. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903100373 Informs of completion of long-term resolution action for NRC Bulletin 88* 
004, "Potential Safety-Related Pump Loss." Proposed long-term corrective action to 
normally operate w/RHR cross-tie valves closed. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/03. MURLEY.T.E. Document Control Branch (Document Control Desk). 3pp. 
48804:248-48804:250. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903140427 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation." Util participating in program for partial resolution of issue through Westing- 
house Owners Group w/listed objectives. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/06. Document Control Branch (Document Control Desk). 5pp. 48855:167* 
48855:171. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903240143 Forwards Safety Insp Repts 50-315/89-07 & 50-316/89-07 on 890209-15 
& notice of violation. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/13. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 49082:301-49082:332. 

-8903240147 Notice of violation from insp on 890209-1 5. Violation noted: failure to 
adhere to Procedure 2-THP-4030 STP.202 re control of test configuration of weld 
channel pressurization sys & four valves mispositioned during temp stabilization 
period. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/13. 2pp. 49082:303-49082:304. 

-8903240149 Insp Repts 50-315/89-07 & 50-316/89-07 on 890209-15. Violations 
noted.Major areas inspected:integrated leak rate test procedure, test performance wit- 
nessing & App J Type B & C testing results. 

MAURA, F.A., BONGIOVANNI.A., PHILLIPS, M.P. Region 3, Ofc of the Director. 89/03/ 
10. 28pp. 49082:305-49082:332. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vuican Air-Operated Valves." Svc list encT. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co, of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903270172 Summary of 890112 public meeting w/NSSS Owners Groups, EPRI & 
NUMARC to discuss proposed NRC bulletin on cracked studs. Agenda & list of atten- 
dees end. 

ROOD.H. Project Directorate V. 89/03/17. KNIGHTON, G. Project Directorate V. 6pp. 
49054:070-49054:075. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903080525 “Semiannual Radioactive Effluent Release Rept,Jul-Dec 1988." 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 88/12/31. 
1 1 0pp. 48779:21 5-48779:323. 

8903100329 "Annual Operating Rept,1988." W/890228 ltr. 

SVENSSON.B.A., GIBSON, L.S, SMITH, W.G. Indiana Michigan Power Co. (formerly In- 
diana & Michigan Electric Co.). 88/12/31. 20pp. 48803:257-48803:276. 
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8903090400 Forwards radioactive effluent release rept for plant for Jul-Dec 1988.W/0 
end. 

ALEXICH.M.P. Indiana Michigan Power Co. (formeriy Indiana & Michigan Electric Co.). 
89/02/28. MURLEY.T.E. Document Control Branch (Document Control Desk). 2pp. 
48798:252-48798:253. 


$. Reportable occurrences* LERs & related correspondence 

8903010306 LER 88-012-01 :on 881 1 1 1 .identified turbine room sump not sampled & 
analyzed, per Tech Spec 4.1l.1.1.1,Table 4.11.1. Caused by failure f? dispute tur- 
bine room sump liquid effluent as release pathway.Procedures i-pnate*: '.\.'0GC?n Itr. 
WOJCIK.J.T., SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 89/02/10. 5pp. 48642:352-48642:356. 

8903010413 LER 89-001-00:on 890116,erroneous operation of control switch for con- 
denser air off takes to startup air ejectors occurred.Caused by inadequate self- 
checkinaSwitches labeled & operator training emphasis made.W/890215 Itr. 
BAKER.K.R., SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 89/02/15. 7pp. 48642:345-48642:351. 

8903090013 RO:on 8901 18, Tech Spec 3.7.9.2 violatedCaused by fire door 391 separat- 
ing fire zones 43 & 44N being inoperable for more than 14 days due to broken latch- 
ing hardware.Door expected to return to sve by 890331. 

SMITH, W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/02/23. DAVIS, A.B. Document Control Branch (Document Control Desk). 2pp. 
48801:040-48801:041. 

8903100446 Followup Part 21 rept re failures of closing mechanisms in two BBC Brown 
Boveri,lnc,Type 5HJK250 circuit breakers installed in safety sys at plant.lnitially report- 
ed on 890301. Maint procedure will be revised. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/03. MURLEY.T.E. Document Control Branch (Document Control Desk). 3pp. 
48804:119-48804:121. 

8903240288 NPDES noncompliance notification:prefilter backwash limitations exceeded 
for Feb 1989.Plan to ensure future compliance w/NPDES permit requirements will be 
submitted to Plainwell district ofc. 

FITZGERALD, D.M. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 89/03/09. ZUGGER.P.D. Michigan, State of. Ip. 49039:106-49039:106. 

8903270066 Part 21 rept re contaminated lubricant on operating mechanisms of two 
5HK250 circuit breakers resulting in failure to close on command & to perform safety- 
related function.lnitially reported by util on 890303. 

RHOADS.E.W. ABB Power Distribution. Inc. 89/03/21. BERLINGER.C. NRC - No De- 
tailed Affiliation Given. 9pp. 49119:001-49119:033. 

—8903270072 Procedure MS-3.2.1. 9-1 B, “Maint & Surveillance ITE Medium Voltage 
Switchgear Equipment” 

* ABB Power Distribution, Inc. 89/03/21. 12pp. 49119:010-49119:021. 

—8903270075 Procedure MS-3.1. 1.9-2B, “Maint & Surveillance ITE Low Voltage Switch- 
gear Equipment.” 

? ABB Power Distribution, Inc. 89/03/21. 12pp. 49119:022-491 19:033. 


V. Operator Examinations 


8903220502 Advises that written & oral exams scheduled for wks of 890710 & ^.Ap- 
proved ref matl listed in Enel 1 should be furnished at least 60 days prior to exam 
date. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/15. ALEXICH.M.P. Indiana Michi- 
49007 312 r Co ' ( forrner, y lndiana & Michigan Electric Co.). 13pp. 49007:300- 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.SA Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York. Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8903070042 Forwards Safeguards Insp Repts 50-315/89-05 & 50-316/89-05 on 
890113-23.No violations noted. 

GREGER.L.R. Region 3. Ofc of the Director. 89/02/23. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 48741:003-48741:006. 

-8903070043 Insp Repts 50-315/89-05 & 50-316/89-05 on 890113-23.No violations 
noted. Major areas inspected:mgt support,security program plans,audits,protected & 
vital areaphysical barriers 6 detection & assessment aids. 

FUNK.D.E. Region 3. Ofc of the Director. 89/02/22. 2pp. 48741:005-48741:006. 

8903090419 Forwards Safety Insp Repts 50-315/89-02 & 50-316/89-02 on 881228- 
890207 & notice of violation. 

AXELSON.W.L Region 3, Ofc of the Director. 89/02/28. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 48607:225-48807:270. 

-8903090427 Insp Repts 50-315/89-02 & 50-316/89-02 on 881228-890207. Violations 
noted.Major areas inspected:actions on previously identified items, plant 

operations, reactor trips,fire protection, emergency preparedness & outages. 
BURGESS.B.L Region 3, Ofc of the Director. 89/02/2 7. 22pp. 48807:229-48807:250. 

8903230174 Forwards Amends 122 & 109 to Licenses DPR-58 & DPR-74, respectively 
& SERAmends modify Paragraph 2.D of license to require compliance w/amended 
physical security plan, per 10CFR73.55 search requirements. 

STANG.J. Project Directorate ill-1. 89/03/15. ALEXICH.M.P. Indiana Michigan Power 
Co. (formeriy Indiana & Michigan Electric Co,). 4pp. 49030:179-49030:189. 

-8903230179 Amends 122 & 109 to Licenses DPR-58 & DPR-74, respectively, modifying 
Paragraph 2.D of license to require compliance w/ amended physical security plan per 
10CFR73.55 requirements. Plan must be implemented within 180 days. 

QUAY.T.R. Project Directorate 1 1 1-1. 89/03/15. 4pp. 49030:183-49030:186. 


-8903230181 SER supporting Amends 122 & 109 to Licenses DPR-58 & DPR-74, re- 
spectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/15. 3pp. 
49030:187-49030:189. 


H. General correspondence 

8903020213 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Rules 
provide needless demoralizing effect on reactor operators. 

BAKER.K.R. Affiliation Not Assigned. 89/02/09. Docketing & Services Branch. 2pp. 
48671:201-48671:202. 

8903010375 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants. Util shares Commissioner Robert concerns on exist- 
ence of rule. 

ALEXICH.M.P. Indiana Michigan Power Co. (formeriy Indiana & Michigan Electric Co.). 
89/02/17. CHILK.S.J. Office of the Secretary of the Commission. 3pp. 48589:340- 
48589:342. 

8903080204 Comment opposing proposed rules 10CFR50 & 55 re degreed status for 
senior operating license holders.Proposal both unneeded, unwarranted & issue should 
be put to resLPursuit of proposal will deter valuable employees from industry. 

MUTZ.B. Affiliation Not Assigned. 89/02/27. NRC - No Detailed Affiliation Given. 5pp. 
48745:271-48745:275. 


J. Insurance & indemnity information 

8903280143 Forwards details of present levels of property insurance maintained & 
source of insurance, per 10CFR50.54(w)(2). 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/21. MURLEY.T.E. NRC - No Detailed Affiliation Given. 2pp. 49074:115- 
49074:1 16. 


P. Operating license stage documents & correspondence 

8611180250 Application for amends to Licenses DPR-58 & DPR-74, changing Tech Spec 
3/4.4.5, “Steam Generators," to clarify requirements for steam generator tube 
integrity. Fee paid. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
86/11/13. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (851125- 
87041 1). 6pp. 38627:306-38627:31 9. 

-8611180253 Proposed Tech Spec 3/4.4.5, “Steam Generators,” clarifying require- 
ments for steam generator tube integrity. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 86/11/13. 
8pp. 38627:312-38627:319. 

8902230287 Forwards environ assessment & finding of no significant impact re 880815 
amend application to change Tech Specs to revise moderator temp 
coefficient, shutdown margin & engineering safeguards actuation requirements. 
STANG.J.F. Project Directorate 111-1. 89/02/10. ALEXICH.M. Indiana Michigan Power 
Co. (formerly Indiana & Michigan Electric Co.). 3pp. 48570:312-48570:317. 

-8902230273 Environ assessment & finding of no significant impact re 880815 applica- 
tion revising Tech Specs re moderator temp coefficient, shutdown margin & engineer- 
ing safeguards actuation requirements 

QUAY.T.R. Project Directc-ate nil. 59/02/ ■(). 3pp. 48570:315-48570:317. 

8903090088 Responds to recommendations made in 880808 Generic Ltr 88-14 re in- 
strument air supply sys problems. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/02/24. MURLEY.T.E. Document Control Branch (Document Control Desk). 30pp. 
48785:001-48785:030. 

8903220446 Forwards revised piping sys acceptance criteria & list of installed Copes- 
Vulcan valves,per 881220 telcon w/NRC re discrepancy in weight & ctr of gravity in 
valves. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/13. DAVIS,A.B. Document Control Branch (Document Control Desk). 8pp. 
49020:318-49020:325. 

8903220176 Application for amends to Licenses DPR-58 & DPR-74, allowing posting of 
designated individuals to substitute for locked doors for high radiation areas required 
by Tech Spec 6.12.2. Justification & analysis end. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/14. MURLEY.T.E. Document Control Branch (Document Control Desk). 5pp. 
49020:307-49020:314. 

-8903220177 Proposed Tech Spec 6.12.2,allowing posting of designated individuals to 
substitute for locked doors for high radiation areas. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/03/14. 
3pp. 49020:312-49020:314. 

8903220188 Application for amends to Licenses DPR-58 & DPR-74, modifying Tech 
Spec 3.3.2.1 Tables 3.3-3, 3.3-4, 3.3-5 & 4.3-2 to accurately reflect design of ESF 
manual actuation functions. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/14, MURLEY.T.E. Document Control Branch (Document Control Desk). 10pp. 
49003:067-49003:114. 

-8903220192 Proposed Tech Specs 3.3.2.1 Tables 3.3-3,3.3-4, 3.3-5 & 4.3-2 reflecting 
design of ESF manual actuation functions & ref more appropriate surveillance & 
action requirements for manual actuation re Westinghouse std Tech Spec pages. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/93/14. 
38pp. 49003:077-49003:114, 

8903230174 Forwards Amends 122 & 109 to Licenses DPR-58 & DPR-74, respectively 
& SER.Amends modify Paragraph 2.D of license to require compliance w/amended 
physical security plan,per 10CFR73.55 search requirements. 

STANG.J. Project Directorate 111-1. 89/03/15. ALEXICH.M.P. Indiana Michigan Power 
Co. (formerly Indiana & Michigan Electric Co.). ALEXICH.M.P. American Electric Power 
Service Corp, 4pp. 49030:179-49030:189. 
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-8903230179 Amends 122 & 109 to Licenses DPR-58 & DPR-74, respectively, modifying 
Paragraph 2.D of license to require compliance w/ amended physical security plan per 
10CFR73.55 requirements. Plan must be implemented within 180 days. 

QUAY.T.R. Project Directorate 111-1. 89/03/15. 4pp. 49030:183-49030:186. 

-8903230181 SER supporting Amends 122 & 109 to Licenses DPR-58 & DPR-74, re- 
spectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/15. 3pp. 
49030:187-49030:189. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010126 Forwards Insp Repts 50-315/89-06 & 50-316/89-06 on 890130- 0202.No 
violations noted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/02/15. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 48644:341-48644:347. 

-8903010147 Insp Repts 50-315/89-06 & 50-316/89-06 on 890130-0202.No violations 
noted.Major areas inspected:action on previously identified items, emergency plan acti- 
vations & operational status of emergency preparedness program. 

SMITH, M.. SNELL, W. Region 3, Ofc of the Director. 89/02/15. 5pp. 48644:343- 
48644:347. 

8903070042 Forwards Safeguards Insp Repts 50-315/89-05 & 50-316/89-05 on 
8901 13-23.No violations noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/02/23. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 48741:003-48741:006. 

-8903070043 Insp Repts 50-315/89-05 & 50-316/89-05 on 890113-23.No violations 
noted.Major areas i n srjected*mnt support, security program plans.audits, protected & 
■/In' aroa ■■ r:er & assessment aids. 

• m JNK C f , :.'■/■ ' j CREED, J.R. Region 3, Ofc of the Director. 89/02/22. 2pp. 

48741:005-48741:006. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080074 Forwards Safety Insp Repts 50-315/89-03 & 50-316/89-03 on 890112- 
1020.No violations noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/02/27. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 48742:238-48742:263. 

-8903080078 Insp Repts 50-315/89-03 & 50-316/89-03 on 89011 2-021 0.No violations 
noted.Major areas 'nsnrctori-ccnfTr-nto'v ncasurc-'rnts.induding QA, plant chemistry 
crgarizatbr nrgt 25ni:ol , J. ,, .T'W , :j 4 cual 1- califs 

JAKUSKA.A.G , ROCANLoRA.R . SC- h. , i.i#\C-!|--,V.. .) Region 3, Ofc of the Director. 
89/02/24. 1 1 pp. 48742:242-48742:263. 

8903090419 Forwards Safety Insp Repts 50-315/89-02 & 50-316/89-02 on 881228- 
890207 & notice of violation. 

AXELSON.W.L. Region 3. Ofc of the Director. 89/02/28. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 48807:225-48807:270. 

-8903090426 Notice of violation from insp on 881 228*890207.Violation 
noted:emergency diesel generator CD was declared inoperable on 881229 following 
maint & replacement grommet not within scope of work indicated on either job order 
form. 

AXELSON.W.L. Region 3, Ofc of the Director. 89/02/28. Ip. 48807:228-48807:228. 

-8903090427 Insp Repts 50-315/89-02 & 50-316/89-02 on 881228-890207. Violations 
noted.Major areas inspected:actions on previously identified items, plant 
operations,reactor trips, fire protection, emergency preparedness & outages. 

BURGESS, B.L. Region 3, Ofc of the Director. 89/02/27. 22pp. 48807:229-48807:250. 

-8903090432 Requests results of reviews & dispositions re end allegations from former 
maint worker within 30 days of ltr date. 

GREEENMAN.E.G. Region 3, Ofc of the Director. 88/08/10. ALEXICH.M.P. Indiana 
Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 48807:251* 
48807:253. 

-8903090434 Forwards results of investigation concerning allegations from former maint 
worker.NRC inspector advised WG Smith on 880824 that third item in allegation could 
be ignored. 

ALExlCH,M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
88/09/09. DAVIS, A.B. Document Control Branch (Document Control Desk). 17pp. 
48807:254-48807:270. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03, 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 


8903100373 Infcrms of completion of long-term resolution action for NRC Bulletin 88- 
004, "Potential Safety-Related Pump Loss." Proposed long-term corrective action to 
normally operate w/Rt-R cross-tie valves closed. 

ALEXICH.M.P. Ind : nrr. vt -h;;-;" ”r.jver Co. (formerly Indiana & Michigan Electric Co.). 
89/03/03. MURLI r.i i r. -n Control Branch (Document Control Desk). 3pp. 

48804:248-48804:250. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903140427 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation." Util '*• program for partial resolution of issue through Westing- 

house Owner:- : :ro jp !i’..":.l objectives. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/06. Document Control Branch (Document Control Desk). 5pp. 48855:167- 
48855:171. 

8903010207 NRC Info Notice 89-026, “'nstrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Container for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T, Division of Low Level Waste Virngorc-'t & Deco m r v,i s < iicrhg /D ost 
870413). 89/03/08. Consolidated Edison Co. e: V>« v jrk. : 1 'pp 
48798:231. 

8903240143 Forwards Safety Insp Repts 50-315/89-07 & 50-316/89-07 on 890209-15 
& notice of violation. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/13. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 49082:301-49082:332. 

-8903240147 Notice of violation from insp on 890209- 15. Violation noted: failure to 
adhere to Procedure 2-THP-4030 STP.202 re control of test configuration of weld 
channel pressurization sys & four valves mispositioned during temp stabilization 
period. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/13. 2pp. 49082:303-49082:304. 

-8903240149 Insp Repts 50-315/89-07 & 50-316/89-07 on 890209-15. Violations 
noted.Major areas inspected:integrated leak rate test procedure.test performance wit- 
nessing & App J Tvpe B & C tester] r es'.jlts. 

MAURA, F.A., "jONGIO'.AW . T ! . : l D S,M.P. Region 3, Ofc of the Director. 89/03/ 

10. 28pp. 49082:305-49082:332. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Dnakors Di:' ! "c S-Vsmic Event." Svc list encl. 

■■iCSS’.C.C E.vsrn o' Operational Events Assessment (Post 870411), 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903270172 Summary of 890112 public meeting w/NSSS Owners Groups, EPRI & 
NUMARC to discuss proposed NRC bulletin on cracked studs. Agenda & list of atten- 
dees encl 

ROOD.H. Project Directorate V. 89/03/17. KNIGHTON, G. Project Directorate V. 8pp. 
49054:070-49054:075. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903080525 "Sonian^ual Ra Jica::l^e Effijent Release Rept,Jul-Dec 1988." 

* Indiana Mim-car Power Cc. (fernery Indiana & Michigan Electric Co.). 88/12/31. 
110pp. 48773 2: 5-^8 '/ 3:323 

8903100329 "Annual Operating Rept.1988." W/890228 ltr. 

SVENSSON.B.A., GIBSON, L.S, SMITH, W.G. Indiana Michigan Power Co. (formerly In- 
diana & Michigan Electric Co.). 88/12/31. 20pp. 48803:257-48803:276. 

8903090400 Forwards radioactive effluent release rept for plant for Jul-Dec 1988.W/0 
encl. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/02/28. MURLEY.T.E. Document Control Branch (Document Control Desk). 2pp. 
48798:252-48798:253. 


S. Reportable occurrences, LERs & related correspondence 

8903010288 LER 89-001-00:on 8901 25, discovered controls to limit access to extreme 
high radiation area not implemented.Caused by poor communication between radi- 
ation protection & security. Design change approved by plant mgt.W/890210 ltr. 
WOJCIK.J.T., SMITH, W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 89/02/10. 4pp. 48644:045-48644:048. 
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8903030264 LER 89-002-00:on 8808 1 7,seismic restraint identified to have significant 
deformation & on 890116 subsequent evaluation determined that suction line stresses 
would have exceeded FSAR criteria.Cause urkrow" Oes'on revised W'890?1 5 Itr. 
POSTLEWAIT.T.K., SMITH.W.G. Indiana Micmgar "c wn- Co. no-rror. Indiana & 
Michigan Electric Co.). 89/02/15. 6pp. 48690:339-48690:344. 

8902280456 LER 89-003-00:on 890ll9,valve stem seal leak allows air into sensor capil- 
lary tubing causing reactor vessel level indication sys calibr shift.Caused by leakage of 
high point fill valve stem seals.W/890217 Itr. 

BEILMAN.T.P., SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 89/02/ 1 7. 5pp. 48625:001 -48625:005. 

8903090013 RO:on 8901 18, Tech Spec 3.7.9.2 violated.Caused by fire door 391 separat- 
ing fire zones 43 & 44N being inoperable for more than 14 days due to broken latch- 
ing hardware.Ooor expected to return to svc by 890331. 

SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michrcn Electric Co.). 
89/02/23. DAVIS.A.B. Document Control Branch {Zrumoni Cc-.::c Desk). 2pp. 
48801:040-48801:041. 

8903100446 Followup Part 21 rept re failures of closing mechanisms in two BBC Brown 
Boveri.Inc.Type 5HJK250 circuit breakers installed in safety sys at plant.lnitially report- 
ed on 89030V Maim procedure will be revised. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/03. MURLEY.T.E. Document Control Branch (Document Control Desk). 3pp. 
48804:119-48804:121. 

8903210327 NPDES noncompliance notification:on 890224,leak found in main turbine 
lubricating oil coolers.Cause not stated. Leaking cooler isolated & tube plugged & 
eddy current testing performed to determine integrity of remaining tubes. 

BAKER.D.L. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/06. KILMER, G. Michigan, State of. 2pp. 48981:274-48981:275. 

8903230351 LER 86-023-03:on 86071 5-1 8, problems encountered w/process instrumen- 
tation monitoring vol within accumulator 2. Instrument components determined 
defective.Components replaced & instrumentation functioned normally.W/890309 Itr. 
BEILMAN.T.P., SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 89/03/09. 8pp. 49022:118-49022:125. 

8903240288 NPDES noncompliance notification:prefilter backwash limitations exceeded 
for Feb 1989.Plan to ensure future compliance w/NPDES permit requirements will be 
submitted to Plainwell district ofc. 

FITZGERALD, D.M. Indiana Michigan Power Co. (former 1 -/ lrri : a-a & Vch'rrs". Electric 
Co.). 89/03/09. ZUGGER.P.D. Michigan, State of. Ip. *S.rj3:1C?-49CS3.ld&. 

8903230349 LER 89-004-00:on 890210, leakage through pressurizer safety valves (EIIS/ 
AB-RV) detected via temp & acoustic monitor indications.Caused attributed to setpoint 
drift. Valve inspected & disc & seat polished & lapped.W/890310 itr. 

POSTLEWAIT.T.K., SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & 
Michigan Electric Co.). 89/03/10. 5pp. 49031:342-^.9031:3^6. 

8903270066 Part 21 rept re contaminated lubricant on operating mechanisms of two 
5HK250 circuit breakers resulting in failure to close on command & to perform safety- 
related function.lnitially reported by util on 890303. 

RHOADS.E.W. ABB Power Distribution, Inc. 89/03/21. BERLINGER.C. NRC - No De- 
tailed Affiliation Given. 9pp. 49119:001-49119:033. 


V. Operator Examinations 

8903220502 Advises that written & oral exams scheduled for wk$ of 890710 & 1 /.Ap- 
proved ref matl listed in Enel 1 should be furnished at least 60 days prior to exam 
date. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/15. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 13pp. 49007:300- 
49007:312. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing rat' oxam schedule. Svc list end. 

VARGA.S.A. Assc:a:o D'oclcr :c- Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-317 CALVERT CUFFS NUCLEAR POWER PLANT, UNIT 1 


8903160228 Forwards response to Exam Repts 50-317/88-26OL & 50-318/88- 
260L.Corrective actions:flowcharts for EOP-O, "Post Trip Immediate Actions” revised 
w /add 1 guidance for entering recovery procedure based on plant conditions. 

CPELL.u C Baii more Gas & Electric Co. 89/03/10. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48885:001-48885:002. 

8903160260 Forwards Rev 4 to security training & qualification plan. Rev withheld (ref 
10CFR 73.21). 

COSS.H.D. Baltimore Gas & Electric Co. 89/03/13. Document Control Branch (Docu- 
ment Control Desk). 1 p. 48879:356-48879:356. 

8903160264 Forwards Rev 9 to safeguards contingency plan.Rev withheld (ref 
10CFR73.21). 

COSS,H.D. Baltimore Gas & Electric Co. 89/03/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 48884:209-48884:209. 

8903160267 Forwards Rev 24 to security plan.Rev withheld (ref 10CFR73.21). 
COSS.H.D. Baltimore Gas & Electric Co. 89/03/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 48885:130-48885:130. 

8903230348 Rev 10 to Emergency Response Plan Implementation Procedure ERPIP 
4.1.14, "Dosimetry." 

* Baltimore Gas & Electric Co. 89/03/15. 8pp. 49037:165-49037:172. 


H. General correspondence 

8902280126 Responds to 890- -7 Itr --o dodir'rg po^ormance at plant. NRC has in- 
creased overall insp effou plsn-iec.indijr.g speca team insp on 890227-0331. Util 
has committed to submit ccroctsve actio.'* p'ar \z NRC 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/02/21. 
MIDDLETON, T.M. Charles County, MD. 3pp. 48633:024-48633:029. 

-8902280135 Discusses concerns over change in operation of plant re util 881221 
press release & fine levied by NRC.Concerns involve operating companies falling from 
model operator status to being closely monitored due to declining performance. 
MIDDLETON, T.M., LEVY.M.D., SEFTON.N.J. Charles County, MD. 89/01/17. NRC - 
No Detailed Affiliation Given. 3pp. 48633:027-48633:029. 


J. Insurance & Indemnity Information 

8903280177 Informs that utii in compliance w/insurance requirements per 
10CFR50.54(w). 

POWELL, G.W. Baltimore Gas & Electric Co. 89/03/22. DINITZ.I.P. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 49075:057-49075:057. 


P. Operating license stage documents & correspondence 

8902280478 Provides addl info re proposed extension to Tech Spec 4.6.1. 2d re Type B 
& C local leak rate tests for 4 wks to avoid premature reactor shutdown. 

LIPPOLD.W.J. Baltimore Gas & Electric Co. 89/02/17. Document Control Branch 
(Document Control Desk). 5pp. 48625:152-48625:156. 

8903020632 Responds to Generic Ltr 88-14, "Instrument Air Supply Problems Affecting 
Safety-Related Equipment." Program for maintaining instrument air quality per 
NUREG-1275,Vol 2, "Operating Experience Feedback Rept..." discussed. 

CREEL.G.C. Baltimore Gas & Electric Co. 89/02/17. Document Control Branch (Doc- 
ument Control Desk). 8pp. 48669:343-48669:350. 

8903060007 Forwards GV McGowan 890221 Itr notifying of intention to submit plan of 
action to address declining performance at plant by 890407.No objection to revised 
submission date raised. 

STELLO.V. Ofc of the Executive Director for Operations. 89/02/23. DYSON, R. House 
of Rep. Ip. 48736:140-48736:140. 

8903160364 Forwards CEN-382(B)-NP, “Verification of Acceptability of 1-Pin Burnup 
Limit of 30 MWD/Kg for Calvert Cliffs Units 1 & 2," per request.Rept supports Unit 2 
Cycle 9 reload analysis. 

LIPPOLD.W.J. Baltimore Gas & Electric Co. 89/03/03. Document Control Branch 
(Document Control Desk). Ip. 48885:036-48885:114. 

-8903160369 “Verification of Acceptability of 1-Pin Burnup Limit of 60 MWD/Kg for Cal- 
vert Cliffs Units 1 & 2." 

* Combustion Engineering, Inc. CEN-382(B)-NP. 89/01/31. 76pp. 48885:037- 
48885:114. 

8903150401 Forwards Amends 136 & 117 to Licenses DPR-53 & DPR-69, 
respectively.modifying Tech Spec 5.6.1 to increase U-235 enrichment limit for unirra- 
diated fuel stored in spent fuel storage racks.Safety evaluation & notice of issuance 
end. 

MCNEIL.S.A. Project Directorate 1-1. 89/03/07. CREEL.G.C. Baltimore Gas & Electric 
Co. 3pp. 48873:095-48873:128. 

-8903150405 Amends 136 & 117 to Licenses DPR-53 & DPR-69, respectively, modifying 
Tech Spec 5.6.1, "Criticality - Spent Fuel," to increase U-235 enrichment limit for unir- 
radiated fuel stored in spent fuel storage racks to 5.0 weight % U-235. 

CAPRA, R.A. Project Directorate 1-1. 89/03/07. 9pp. 48873:098-48873:106. 

-8903150408 Safety evaluation supporting Amends 136 & 117 to Licenses DPR-53 & 
DPR-69, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/07. 3pp. 
48873:107-48873:109. 

-8903150413 Notice of issuance of Amends 136 & 117 to Licenses DPR-53 & DPR- 
69, respectively. 

MCNEIL, S.A. Division of Reactor Projects - I/ll (Post 870411). 89/03/07. 2pp. 
48873:110-48873:128. 

8903160220 Responds to Generic Ltr 88-14, "Instrument Air Supply Problems Affecting 
Safety-Related Equipment" Purchase of equipment to test instrument air onsite to 
provide faster turnaround time in progress. 

CREEL.G.C. Baltimore Gas & Electric Co. 89/03/10. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48878:092-48878:093. 
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8903220029 Confirms 890308 info re loss of shutdown cooling (LOSDC) implication for 
low temp overpressure protection. Until investigation complete, util will maintain two 
diesel generators operable & two HPSI pu^ns during Mode 5. 

RUSSELL, LB. Baltimore Gas & Electric Co 69/03 :■>. Document Control Branch 
(Document Control Desk). 2pp. 49020:175-49020:176. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


8903230297 Responds to NRC 890215 ltr re violations noted in Insp Repts 50-317/89- 
01 & 50-31 8/89-01. Corrective actions:slightly contaminated, large metal calibr block 
shipped offsite by user who failed to contact matls processing unit. 

CREEL, G.C. Baltimore Gas & Electric Co. 89/03/16. Document Control Branch (Doc- 
ument Control Desk). 3pp. 49030:076-49030:078. 

8903230325 Forwards order imposing civil monetary penalty in amount of $300,000 re 
violation of equipment qualification requirements. 

THOMPSON, H.L. Dep Exec Dir for Nuc Matls Safety.Safeguards & Operations Sup- 
port (Post 890205). 89/03/20. CREEL, G.C. Baltimore Gas & Electric Co. 2pp. 
49030:056-49030:068. 


Q. Inspection reports, IE Bulletins & correspondence 

8903080530 “Calvert Cliffs Unit 1 Steam Generators 11 & 12 Eddy Current Testing Final 
Rept Apr/June 1988." W/890224 ltr. 

CREEL, G.C. Baltimore Gas & Electric Co. 88/06/30. 152pp. 48743:316-48744:108. 

8902230514 Responds to deviations noted in Insp Repts 50-317/88-25 & 50-318/88- 
25.Corrective actions:formal guidance provided to delineate duties & responsibilities of 
test equipment cage attendant. 

CREEL, G.C. Baltimore Gas & Electric Co. 89/02/10. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48568:251-48568:252. 

8902230257 Ack receipt of 890120 ltr informing NPC of steps taken to correct violations 
noted in Insp Repts 50-317/88-28 & 50-313 88-23. 

DURR.J.P. Region 1, Ofc of the Director. 89/02/14. CREEL, G.C. Baltimore Gas & 
Electric Co. 2pp. 48569:025-48569:029. 

8902230586 Notification of Significant Licensee Meeting 89-032 on 890224 w/util in 
Lusby,MD to discuss SALP rept. 

TRIPP.L.E. Region 1, Ofc of the Director. 89/02/14. Region 1, Ofc of the Director. 
2pp. 48570:228-48570:229. 

8903070046 Ack receipt of 881019 response to violations noted in Insp Repts 50-317/ 
88-20 & 50-318/88-20 on 880909.Util request for retraction of notice of violation per 
10CFR2,App C denied due to lack of prompt actions to mitigate violation. 
EBNETER.S.D. Region 1, Ofc of the Director. 89/02/16. TIERNAN.J.A. Baltimore Gas 
& Electric Co. 2pp. 48763:317-48763:322. 


-8903230329 Order imposing civil monetary penalty in amount of $300,000 for viola- 
tions re equipment qualification requirements. 

THOMPSON, H.L. Dep Exec Dir for Nuc Matls Safety.Safeguards & Operations Sup- 
port (Post 890205). 89/03/02. Baltimore Gas & Electric Co. 11pp. 49030:058- 
49030:068. 

8903240133 EN-88-031 A:on 890320, order imposing civil penalty in amount of $300,000 
issued to licensee.Action based on violations involving equipment qualification require- 
ments of 10CFR50.49. 

WONG.H., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/20. Ip. 
49039:001-49039:001. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903010015 “Number of Personnel & Man-Rem by Work & Job Function, Calvert Cliffs 
Nuclear Plant - 1988." W/890227 ltr. 

CREEL, G.C. Baltimore Gas & Electric Co. 88/12/31. 3pp. 48637:141-48637:143. 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903130170 Rev 1 to Notification of Significant Licensee Meeting 89-032 on 890303 w/ 
util in Lusby.MD for mgt meeting to discuss SALP rept. 

TRIPP, L.E. Region 1, Ofc of the Director. 89/02/27. Region 1, Ofc of the Director. 
2pp. 48820:006-48820:007. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903140338 Justifies alternative schedule for actions requested in NRC Bulletin 88-011, 
"Pressurizer Surge Line Thermal Stratification." Response to Item Action 1,b will be 
submitted by 890717. 

CREEL, G.C. Baltimore Gas & Electric Co. 89/03/03. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48854:234-48854:236. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 


8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 


8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Rad waste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 


8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/03/14. 
Consolidated Edison Co. of New York, Inc, 107pp. 48895:001-48895:109, 


8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event" Svc list encl, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 


8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 


8903150228 "Personnel Whole Body Exposures for CY88." W/890302 ltr. 

CREEL, G.C. Baltimore Gas & Electric Co. 88/12/31. 3pp. 48859:092-48859:094. 

8903220436 "10CFR50.59 Annual Rept of Changes,Tests & Experiments for 1988." W/ 
890314 ltr. 

CREEL.G.C. Baltimore Gas & Electric Co. 88/12/31. 12pp. 49003:342-49003:353. 

8902240340 Monthly operating repts for Jan 1989 for Calvert Cliffs Units 1 & 2.W/ 
890213 ltr. 

BEHNKE.C., RUSSELL, L.B. Baltimore Gas & Electric Co. 89/01/31. 11pp. 48572:03 2- 
48572:042. 

8902280082 Forwards “Semiannual Effluent Release Rept for Calvert Cliffs Nuclear 
Power Plant Second Half 1988." Analytical results for strontium for fourth quarter not 
end. 

CREEL.G.C. Baltimore Gas & Electric Co. 89/02/14. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48625:208-48625:228. 

-8902270627 "Semiannual Effluent Release Rept for Calvert Cliffs Nuclear Power Plant 
Second Half 1988.” 

* Baltimore Gas & Electric Co. 88/12/31. 19pp. 48625:210-48625:228. 

8903080058 Submits annual rept of failures & challenges to PORVs & safety valves for 
1988. 

RUSSELL.L.B. Baltimore Gas & Electric Co. 89/02/28. Document Control Branch 
(Document Control Desk). 2pp. 48765:029-48765:030. 

8903240113 Monthly operating repts for Feb 1989 for Calvert Cliffs Units 1 & 2.W/ 
890310 ltr. 

BEHNKE.C., RUSSELL, L.B. Baltimore Gas & Electric Co. 89/02/28. 11pp. 49039:158- 
49039:168. 


S. Reportable occurrences, LERs & related correspondence 

8903090346 LER 89-001 -00: on 890208, coordinator discovered that since 880825 three 
startups occurred w/o operability of manual trip channels due to missing page from 
Procedure S T P-0-6-l. Caused by lack of administrative steps.W/890307 ltr. 

Si ‘At*. ,D.l. , RLSSELI : .3. Baltimore Gas & Electric Co. 89/03/07. 9pp. 48780:038- 
48780:046. 

8903200227 Part 21 rept re emergency diesel generator fuel supply crossover line mfg 
by Fairbanks MorseJnitially reported on 890303.Fuel leaking from line could come in 
contact w/hot engine parts.Crossover pipe will be replaced. 

CRUSE.C.H. Baltimore Gas & Electric Co. 89/03/07. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48983:123-48983:124. 

8903220051 Part 21 rept re nuclear fuel-potential loss of shutdown margin.C-E issuing 
info bulletin re shutdown margin during refueling. 

CREEL.G.C. Baltimore Gas & Electric Co. 89/03/15. Document Control Branch (Doc- 
ument Control Desk). 3pp. 49004:090-49004:092. 

8903230191 LER 89-002-00;on 89021 4, Tech Spec violations discovered due to entry 
into Mode 4 w/o containment purge exhaust isolation valves & air supply solenoid 
valves in denenergized state. W/890316 ltr. 

RUSSELL.L.B. Baltimore Gas & Electric Co. 89/03/16. 9pp. 49030:083-49030:091. 


U. Congressional/Executive Correspondence 

8901260129 Responds to 881229 ltr re plant declining performance & util weaknesses 
warranting NRC attentlon.Util committed to submit corrective action plan in early Mar 
1989.NRC increasing overall insp coverage & planning to conduct special Insp, 
STELLO.V. Ofc of the Executive Director for Operations. 89/01/17. DYSON,R. House 
of Rep. 6pp. 48269: 1 65*48269:1 72. 



112 DOCKETED ITEMS 


-8901260132 Expresses concerns re plant poor safety record over past 18 
months. Requests updates from NRC re plant performance & whether util can be 
relied upon to improve w/o aid of objective outside met audit. 

DYSON.R. House of Rep., Armed Services 36; 1 2.29. STELLO.V. Ofc of the Execu- 
tive Director for Operations. 2pp. 48269:171-48269:172. 

8903060007 Forwards GV McGowan 890221 Itr ‘.-Mention to submit plan of 

action to address declining performance at pi?.' . . / i ' No objection to revised 
submission date raised. 

STELLO.V. Ofc of the Executive Director for Operations. 89/02/23. DYSON.R. House 
Of Rep. Ip. 48736:140-48736:140. 

-8903060010 Discusses status of plan of action for improvement of plant 
performance, per 881221 meeting.Effort to assess root causes of & develop compre- 
hensive corrective actions for declining performance assessed. Plan will be submitted 
by 890407. 

MCGOWAN.G.V. Baltimore Gas & Electric Co. 89/02/21. STELLO.V. Ofc of the Exec- 
utive Director for Operations. Ip. 48735:230-48735:242. 


V. Operator Examinations 

8903160228 Forwards response to Exam Repts 50-31 7/88-260L & 50-318/88- 
26OL.0orrective action$:flowcharts for EOP-0, “Post Trip Immediate Actions” revised 
w/addl guidance for procedure based on plant conditions. 

CREEL.G.C. Baltimore- "i-:*.- £ ' \\ *. Co. 89/03/10. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48885:001-48885:002. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8903030006 Advises that 880920 temporary change to security plan consistent w/provi 
sions of lOCFR50.54(p) & acceptable. 

BELLAMY.R.R. R-:rVr 1 Cf c :f Fo Director. 89/02/17. COSS.H.D. Baltimore Gas & 
Electric Co. 3pp. -“iMV 2 7 4 

8903090373 Advises that Revs 21,22 & 23 to plant security plan consistent w/ 
10CFR50,54(p) & acceptable.Text omitted in Rev 23 expected to be included in next 
plan rev. 

BELLAMY.R.R. Poq : o- 1 Ofc tho Director. 89/02/27. COSS.H.D. Baltimore Gas & 
Electric Co. 3pp ;F5-1S yy 

8903140214 Change 1 to Rev 34 to ERPIP A.1, “Em-rcorwy Onaii73t : cn Personnel." 
Rev 4 to ERPIP 4.1.28, “Recovery Organization \y :ica: , :>r 2 to ERPIP 

4.1.29, "Emergency Operations Fsc '-tv Director.” W/890301 Itr. 

USI.A.A., FORGETTE.T.E. Gas & Electric Co. 89/03/01. 22pp. 48854:20 2- 

48854:224. 

8903240132 Forwards public version of revised ERPIPs.including Rev 2 to ERPIP 
4.1.29, “Emergency Operations Facility Director” & Rev 4 to ERPIP 4.1.28, “Recovery 
Organization Notification.” W/ undated release memo. 

FORGETTE.T.E. Baltimore Gas & Electric Co. 89/03/01. Document Control Branch 
(Document Control Desk). 2pp. 49038:345-49038:359. 

-8903240138 Public version of revised EP.r Rev 2 to ERPIP 4.1.29, "Emer- 
gency Operations Facility Director" & Fev -■ ic '* “ “Recovery Organization Notifi- 
cation.” 

* Baltimore Gas & Electric Co. 89/02/22. 1 1pp. 49038:347-49038:359. 

8903230467 Change 1 to Rev 13 to ERPIP 3.0, “Pc'sonncl !r|-v " 

* Baltimore Gas & Electric Co. 89/03/06. 17pp. *SC ■31-''i-022:K-7 

8903160260 Forwards Rev 4 to security training & qualification plan.Rev withheld (ref 
10CFR73.21). 

COSS.H.D. Baltimore Gas & Electric Co, 89/03/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 48879:356-48879:356. 

8903160264 Forwards Rev 9 to safeguards contingency plan.Rev withheld (ref 
10CFR73.21). 

COSS.H.D. Baltimore Gas & Electric Co. 89/03/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 48884:209-48884:209. 

8903160267 Forwards Rev 24 to security plan.Rev withheld (ref 10CFR73.21). 
COSS.H.D. Baltimore Gas & Electric Co. 89/03/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 48885:130-48885:130. 

8903230348 Rev 10 to Emergency Response Plan Implementation Procedure ERPIP 
4.1.14, "Dosimetry." 

* Baltimore Gas & Electric Co. 89/03/15. 8pp. 49037:165-49037:172. 

8903160228 Forwards response to Exam Repts 50-31 7/88-260L & 50-318/88- 
260LCorrective actions:flowcharts for EOP-0, “Post Trip Immediate Actions" revised 
w/addl guidance for entering recovery procedure based on plant conditions. 
CREEL.G.C. Baltimore Gas & Electric Co. 89/03/10. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48885:001-48885:002. 


H. General correspondence 

8902280126 Responds to 990'"' 7 Itr r e dncFn'ng performance at plant. NRC has in- 
creased overall rsp eilon pla.-rea.'rc..:c -g szoS-p.' !eam insp on 890227-0331. Util 
has committed to suorn! ccrrec: vc action piar tc NRC. 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/02/21. 
MIDDLETON ,T.M. Charles County, MD. 3pp. 48633:024-48633:029. 

-8902280135 Discusses concerns ove r change in operation of plant r o u*i' 881221 
press release & ' "o It?- oc hy NRC Concerns" involve epora'.-ng comoanios fa : ng from 
model operator s:='.is :o oomg closciy rrcnitoroc cuo lo deckn ng performance. 
MIDDLETON, T.M. LF.WV..D. SEF rC\,N... Snares Ccun:y, MD. 89/Of/ '-7. NRC - 
No Detailed Affiliation Given. 3pp. 48633:027-48633:029. 


J. Insurance & indemnity information 

8903280177 Informs that util in compliance w/insurance requirements per 
10CFR50.54(w). 

POWELL, G.W. Baltimore Gas & Electric Co. 89/03/22. DINIT2.I.P. Office of Nuclear 
Reactor Regulation. Director (Post 870411). Ip. 49075:057-49075:057. 


P. Operating license stage documents & correspondence 

8902230294 Forwards notice of consideration of issuance of amend to License DPR-69 
re util 881014 request for one time extension for conducting snubber functional tests 
specified in Tech Spec 4.7.8.I.C. 

MCNEIL, S.A. Project Directorate 1-1. 89/02/14. CREEL.G.C. Baltimore Gas & Electric 
Co. 2pp. 48569:095-48569:114. 

-8902230298 Notice of consideration of issuance of amend to License DPR-69 & pro- 
posed NSHC determination & opportunity *c- u oarirn i*nro r d modifies Tech Spec 
4.7.8.1.C to extend snubber functional tests s.r.o: wcr. r::c >a:. 

MCNEIL.S.A. Project Directorate 1-1. 89/02/14. 8pp. 48569:097-48569:114. 

8902280478 Provides addl info re proposed extension to Tech Spec 4.6.1. 2d re Type B 
& C local leak rate tests for 4 wks to avoid premature reactor shutdown. 

LIPPOLD.W.J. Baltimore Gas & Electric Co. 89/02/17. Document Control Branch 
(Document Control Desk). 5pp. 48625:152-48625:156. 

8903020632 Responds to Generic Ltr 88-14, “Instrument Air Supply Problems Affecting 
Safety-Related Equipment." Program for ■**ain‘3 ! rir-g instrument air quality per 
NUREG-1275,Vol 2, "Operating Experience F.iUK.ac<i Pnp: .." discussed. 

CREEL.G.C. Baltimore Gas & Electric Co. 89/02/17. Document Control Branch (Doc- 
ument Control Desk). 8pp. 48669:343-48669:350. 

8903060007 Forwards GV McGowan 890221 Itr notifying of intention to submit plan of 
action to address declining performance at plant by 890407.No objection to revised 
submission date raised. 

STELLO.V. Ofc of the Executive Director for Operations. 89/02/23. DYSON.R. House 
of Rep. Ip. 48736:140-48736:140. 

-8903060010 Discusses status of plan of action for improvement of plant 
performance, per 881221 meeting.Effort to assess root causes of & develop compre- 
hensive corrective actions for declining performance assessed.Plan will be submitted 
by 890407. 

MCGOWAN.G.V. Baltimore Gas & Electric Co. 89/02/21. STELLO.V. Ofc of the Exec- 
utive Director for Operations. Ip. 48735:230-48735:242. 

8903160364 Forwards CEN-382(B)-NP, "Verification of Acceptability of 1-Pin Burnup 
Limit of 30 MWD/Kg for Calvert Cliffs Units 1 & 2,” per request.Rept supports Unit 2 
Cycle 9 reload analysis. 

LIPPOLD.W.J. Baltimore Gas & Electric Co. 89/03/03. Document Control Branch 
(Document Control Desk). Ip. 48885:036-48885:114. 

-8903160369 "Verification of Acceptability of 1-Pin Burnup Limit of 60 MWD/Kg for Cal- 
vert Cliffs Units 1 & 2." 

* Combustion Engineering, Inc. CEN-382(B)-NP. 89/01/31. 76pp. 48885:037- 
48885:114. 

8903150401 Forwards Amends 136 & 117 to Licenses DPR-53 & DPR-69. 
respectively, modifying Tech Spec 5.6.1 to increase U-235 enrichment limit for unirra- 
diated fuel stored in spent fuel storage racks.Safety evaluation & notice of issuance 
end. 

MCNEIL.S.A. Project Directorate 1-1. 89/03/07. CREEL.G.C. Baltimore Gas & Electric 
Co. 3pp. 48873:095-48873:128. 

-8903150405 Amends 136 & 117 to Licenses DPR-53 & DPR-69, respectively, modifying 
Tech Spec 5.6.1, "Criticality - Spent Fuel," to increase U-235 enrichment limit for unir- 
radiated fuel stored in spent fuel storage racks to 5.0 weight % U-235. 

CAPRA, R.A. Project Directorate 1-1. 89/03/07. 9pp. 48873:098-48873:106. 

-8903150408 Safety evaluation supporting Amends 136 & 117 to Licenses DPR-53 & 
DPR-69, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/07. 3pp. 
48873:107-48873:109. 

-8903150413 Notice of issuance of Amends 136 & 117 to Licenses DPR-53 & DPR- 
69,respectively. 

MCNEIL, S.A. Division of Reactor Projects - I/ll (Post 870411). 89/03/07. 2pp. 
48873:110-48873:128. 

8903200030 Fowards environ assessment & finding of no signifeant imDact re 881214 
& 21 applications for exemption from requirements of' i0CrR5’.J,App J, Sections 
111.0.2(a) & II.D.3 & temporary amend of Tech Spec 3/4.6.1. 

MCNEIL, S.A. Project Directorate 1-1. 89/03/09. CREEL, G.C. Baltimore Gas & Electric 
Co. 2pp. 48959:290-48959:303. 

-8903200034 Environ assessment & finding of no significant impact re one-time exemp- 
tion from requirements of Sections III.D.2 & III.D.3 c* 10CFR50 & temporary amend to 
Tech Spec 3/4.6. 1, "Containment Sys." 

CAPRA, R. A. Project Directorate 1-1. 89/03/09. 5pp. 48959:292-48959:303. 

8903160220 Responds to Generic Ltr 88-14, "Instrument Air Supply Problems Affecting 
Safety-Related Equipment" Purchase of equipment to test instrument air onsite to 
provide faster turnaround time in progress. 

CREEUG.C. Baltimore Gas & Electric Co. 89/03/10. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48878:092-48878:093. 

8903230282 Requests relief from ASME Code Section XI requirements to defer repair- 
ing or replacing steam generator blowdown line elbow until next refueling outage 
scheduled to commence on 890325 so unit will not have unscheduled shutdown. 
RUSSELL, L.B. Baltimore Gas & Electric Co. 89/03/13. Document Control Branch 
(Document Control Desk). 4pp. 49036:307-49036:310. 

8903220029 Confirms 890308 info re loss of shutdown cooling (LOSDC) implication for 
low temp overpressure protection.Until investigation complete, util will maintain two 
diesel generators operable & two HPSI pumps during Mode 5. 

RUSSELL, LB. Baltimore Gas & Electric Co. 89/03/15. Document Control Branch 
(Document Control Desk). 2pp. 49020:175-49020:176. 
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8903220138 Forwards Amend 118 to License DPR-69,safety evaluation & 
exemption.Amend provides Jorrcsra.-'oro-tino 28 rfny extension to surveillance inter- 
val for performance of Type :i c' C -s.# fi leak rate test. 

MCNEIL, S. A. Project Directorate 1-1. 89/03/15. CREEL, G.C. Baltimore Gas & Electric 
Co. 4pp. 49020:235-49020:255. 

-8903220142 Amend 118 to License DPR-69,providing temporary, one-time 28-day ex- 
tension to surveillance interval for performance of Type B or C containment local leak 
rate test. 

CAPRA, R.A. Project Directorate 1-1. 89/03/15. 7pp. 49020:239-49020:245. 

-8903220144 Safety evaluation supporting Amend 118 to License DPR-69. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/15. 4pp. 
49020:246-49020:249. 

-8903220150 Temporary exemption from retest scheduler requirements of App J to 
10CFR50 for Types B & C local leak rate tests. 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/03/15. Baltimore 
Gas & Electric Co. 6pp. 49020:250-49020:255. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902230514 Responds to deviations noted in Insp Repts 50-317/88-25 & 50-318/88- 
25.Corrective actions:formal guidance provided to delineate duties & responsibilities of 
test equipment cage attendant. 

CREEL.G.C. Baltimore Gas & Electric Co. 89/02/10. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48568:251-48568:252. 


8902230257 Ack receipt of 890120 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-317/88-28 & 50-318/88-28. 

DURR,J.P. Region 1, Ofc of the Director. 89/02/14. CREEL.G.C. Baltimore Gas & 
Electric Co. 2pp. 48569:025-48569:029. 

8902230586 Notification of Significant Licensee Meeting 89-032 on 890224 w/util in 
Lusby.MD to discuss SALP rept. 

TRIPP.L.F Region 1 . O?o of the Director. 89/02/14. Region 1, Ofc of the Director. 
2pp. ^fi‘:7Z:?.2b ‘Q5' : '0-22M 

8903070046 Ack receipt of 881019 response to violations noted in Insp Repts 50-317/ 
88-20 & 50-318/88-20 on 880909.Util request for retraction of notice of violation per 
10CFR2,App C denied due to lack of prompt actions to mitigate violation. 
EBNETER.S.D. Region 1, Ofc of the Director. 89/02/16. TIERNAN.J.A. Baltimore Gas 
& Electric Co. 2pp. 48763:317-48763:322. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903130170 Rev 1 to Notification of Significant Licensee Meeting 89-032 on 890303 w/ 
util in Lusby.MD for mgt meeting to discuss SALP rept. 

TRIPP, L.E. Region 1, Ofc of the Director. 89/02/27. Region 1, Ofc of the Director. 
2pp. 48820:006-48820:007. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903140338 Justifies alternative schedule for actions requested in NRC Bulletin 88-011, 
“Pressurizer Surge Line Thermal Stratification." Response to Item Action l.b will be 
submitted by 890717. 

CREEL, G.C. Baltimore Gas 8 Electric Co. 89/03/03. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48854:234-48854:236. 


8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 


8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 


8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 


8903080372 NRC Info Notice 89-028. “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 


8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
G'cnkors R? : smic Event." Svc list end. 

FCSSI.C I- Di.:>s!{'n of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903230297 Responds to NRC 890215 ltr re violations noted in Insp Repts 50-317/89- 
01 & 50-3 18/89-01. Corrective actions: slightly contaminated, large metal calibr block 
shipped offsite by user who failed to contact nn“ r - o'o.Tc.ss'rr: .nit. 

CREEL.G.C. Baltimore Gas & Electric Co. 89 f.3. lt : r.3::..i-cri Control Branch (Doc- 
ument Control Desk). 3pp. 49030:076-49030:078. 

8903230325 Forwards order imposing civil monetary penalty in amount of $300,000 re 
violation of equipment qualification requirements. 

THOMPSON, H.L. Dep Exec Dir for Nuc Matis Sr/etv. Sa'cc .. r> & Operations Sup- 
port (Post 890205). 89/03/20. CREEL.G.C. :»aln.:'e 'i-is & Electric Co. 2pp. 
49030:056-49030:068. 

-8903230329 Order imposing civil monetary penalty in amount of $300,000 for viola- 
tions re equipment qualification requirements. 

THOMPSON, H.L. Dep Exec Dir for Nuc Matis SsfoVSaV.-juardF & Operations Sup- 
port (Post 890205). 89/03/02. Baltimore Gas & C: 11pp. 49030:058- 

49030:068. 

8903240 133 EN-88-031A:on 890320, order imposing civil penalty in amount of $300,000 
issued to licensee.Action based on violations involving equipment qualification require- 
ments of 10CFR50.49. 

WONG.H., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/20. Ip. 
49039:001-49039:001. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSS1.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103, 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903010015 “Number of Personnel & Man-Rem by Work & Job Function, Calvert Cliffs 
Nuclear Plant - 1988." W/890227 ltr. 

CREEL.G.C. Baltimore Gas & Electric Co. 88/12/31. 3pp. 48637:141-48637:143. 

8903150228 "Personnel Whole Body Exposures for CY88." W/890302 ltr. 

CREEL.G.C. Baltimore Gas & Electric Co. 88/12/31. 3pp. 48859:092-48859:094. 

8903220436 “10CFR50.59 Annual Rept of Changes, Tests & Experiments for 1988." W/ 
890314 ltr. 

CREEL.G.C. Baltimore Gas & Electric Co. 88/12/31. 12pp. 49003:342-49003:353. 

8902240340 Monthly operating repts for Jan 1989 for Calvert Cliffs Units 1 & 2.W/ 
890213 ltr. 

BEHNKE.C., RUSSELL.L.B. Baltimore Gas & Electric Co. 89/01/31. 11pp. 48572:032- 
48572:042. 

8902280082 Forwards “Semiannual Effluent Release Rept for Calvert Cliffs Nuclear 
Power Plant Second Half 1988." Analytical results for strontium for fourth quarter not 
end. 

CREEL.G.C. Baltimore Gas & Electric Co. 89/02/14. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48625:208-48625:228. 

-8902270627 "Semiannual Effluent Release Rept for Calvert Cliffs Nuclear Power Plant 
Second Half 1988." 

* Baltimore Gas & Electric Co. 88/12/31. 19pp. 48625:210-48625:228. 

8903080058 Submits annual rept of failures & challenges to PORVs & safety valves for 
1988. 

RUSSELL.L.B. Baltimore Gas & Electric Co. 89/02/28. Document Control Branch 
(Document Control Desk). 2pp. 48765:029-48765:030. 

8903240113 Monthly operating repts for Feb 1989 for Calvert Cliffs Units 1 & 2.W/ 
890310 ltr. 

BEHNKE.C., RUSSELL, LB. Baltimore Gas & Electric Co. 89/02/28. 11pp. 49039:158- 
49039:168. 


S. Reportable occurrences, LERs & related correspondence 

8903200227 Part 21 rept re emergency diesel generator fuel supply crossover line mfg 
by Fairbanks Morse.lnitially reported on 890303.Fuel leaking from line could come in 
contact w/hot engine parts.Crossover pipe will be replaced. 

CRUSE, C.H. Baltimore Gas & Electric Co. 89/03/07. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48983:123-48983:124. 

B903220051 Part 21 rept re nuclear fuel-potential loss of shutdown margin.C-E issuing 
info bulletin re shutdown margin during refueling. 

CREEL.G.C. Baltimore Gas & Electric Co. 89/03/15. Document Control Branch (Doc- 
ument Control Desk). 3pp. 49004:090-49004:092. 


U. Congressional/Executive Correspondence 

8901260129 Responds to 861229 ltr re plant declining performance & util weaknesses 
warranting NRC attention.Util committed to submit corrective action plan in early Mar 
1989, NRC increasing overall insp coverage & planning to conduct special insp. 
STELLO,V. Ofc of the Executive Director for Operations. 89/01/17. DYSON, R. House 
Of Rep. 6pp. 48269:165-48269:172. 
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-8901260132 Expresses concerns re plant poor safety record over past 18 
months.Requests updates from NRC re plant performance & whether util can be 
relied upon to improve w/o aid of objective outside mgt audit. 

DYSON, R. House of Rep., Armed Services. 88/12/29. STELLO.V. Ofc of the Execu- 
tive Director for Operations. 2pp. 48269:171-48269:172. 

8903060007 Forwards GV McGowan 890221 Itr n-tiV"" of irtontion to submit plan of 
action to address declining performance at plar: \* } AscO’No objection to revised 
submission date raised. 

STELLO.V. Ofc of the Executive Director for Operations. 89/02/23. DYSON, R. House 
Of Rep. Ip. 48736:140-48736:140. 


V. Operator Examinations 

8903160228 Forwards response to Exam Repts 50-31 7/88-260L & 50-318/88- 
260L. Corrective action&flowcharts for EOP-0, “Post Trip Immediate Actions” revised 
w/addl guidance *er e"t e^n -ecovery procedure based on plant conditions. 
CREEL.G.C. Ealt-.o's Gas'S r'leclnc Co. 89/03/10. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48885:001-48885:002. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 


8610220118 Forwards description of action taken by util to address concern re adequa- 
cy of certain aspects of security sys.lnfo withheld (ref 10CFR73.21). 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 86/10/10. 
MURLEY.T.E. Region 1. Ofc of the Director. Ip. 38322:053-38322:053. 

8903210410 Forwards Safety Insp Repts 50-289/89-02 & 50-320/89-01 on 890123- 
26.No violations noted 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/03/14. HUKILL.H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 48980:091-48980:103. 

-8903210418 Insp Repts 50-289/89-02 & 50-320/89-01 on 890123-26.No violations 
noted.Major areas inspectedrlicensee emergency preparedness program. 

AMATO, C.G. Region 1, Ofc of the Director. 89/03/10. 11pp. 48980:093-48980:103. 

8903270287 Rev 2 to EPIP 9471 -IMP-1 300.06, “Addl Assistance & Notification” & Rev 
1 to 9471 -IMP-1300.04, "Contact/Callout of Emergency Personnel." 

* General Public Utilities Corp. - GPU Service Corp. 89/03/20. 57pp. 49053:277- 
49053:333. 


G. Adjudicatory correspondence 


8903100237 Requests addition of LH Thonus to & deletion of WD Travers from svc list 
for disposal accident generated water proceeding.W/Certificate of Svc. 

LEWIS.S.H. Assistant General Counsel for Hearings. #189 8197. 89/02/10. Docketing 
& Services Branch. 3pp. 48699:169-48699:171. 

8903010053 Notice to appeal final initial decision concerning request for amend to dis- 
pose of accident generated water by GPU.* Notice will be followed by brief supporting 
Joint Intervenor position on appeal.Notification of address change end. 

SKOLNICK.F. Susquehanna Valley Alliance, Lancaster, PA. SKOLNICK.F. Three Mile 
Island Alert #189 8085. 89/02/20. 2pp. 48565:183-48565:271. 

-8903010061 Susquehanna Valley Alliance/Three Mile Island Alert comments to Com- 
mission re whether decision of 890203 should await administrative appellate review.* 
Motion for stay permitting appeal to be heard prior to amend being granted end. 
SKOLN!CK,F. Susquehanna Valley Alliance, Lancaster, PA. SKOLNICK.F. Three Mile 
Island Alert 89/02/20. 2pp. 48565:185-48565:209. 

-8903010070 Application for stay of effectiveness of final initial Decision LBP-89-07 dtd 
890202.* Licensee would not be harmed by granting of stay. 

* Susquehanna Valley Alliance, Lancaster, PA. * Three Mile Island Alert 89/02/20. 
Commissioners. 23pp. 48565:187-48565:209. 

-8903010091 Response of CW Huver to final initial decision of ASLB in matter of dis- 
posal of accident generated water from TMI-2 on behalf of Susquehanna Valley Alli- 
ance.* 

HUVER, C.W. Susquehanna Valley Alliance, Lancaster, PA. 89/02/20. 5pp. 48565:210- 
48565:214. 

-8903010107 Follow-up testimony clarifying position on question of disposition of over 2 
million gallons of accident generated water.Related documentation & Certificate of 
Svc end. 

PICCIONI.R. Accord Research & Educational Associates, Inc. PICCIONI.R. Three Mile 
Island Alert PICCIONI.R. Susquehanna Valley Alliance, Lancaster, PA. 89/02/17. 
57pp. 48565:215-48565:271. 

8903010109 Licensee comments on immediate effectiveness.* Requests that Commis- 
sion speak & approve proposed accident-generated water disposal method by making 
Licensing Board dedsion effective immediatety.Certificate of Svc end. 

BAXTER, T.A. General Public Utilities Corp. - GPU Service Corp. BAXTER, TA Shaw, 
Pittman, Potts & Trowbridge. #189 8083. 89/02/21. 13pp. 48565:338-48565:350. 

8903100087 Changes & corrections to Susquehanna Valley Alliance/Three Mile Island 
Alert documents submitted on 890221.* Certificate of svc end. 

SKOLNICK.F. Susquehanna Valley Alliance, Lancaster, PA. SKOLNICK.F. Three Mile 
Island Alert #189 8211. 89/02/25. 5pp. 48700:181-48700:185. 

8903100003 Advises that ASLAB reconstituted for OL amend proceeding & will consist 
of listed ASLAP members, including TS Moore, CN Kohl & HA Wilber.Related corre- 
spondence. 

KOHL.ON. Atomic Safety and Licensing Appeal Panel. #189 8212. 89/03/02. Atomic 
Safety and Licensing Appeal PaneL ip. 48700:1 80-48700:1 80. 


8903100112 Notice of ASLAB reconstitution.* TS Moore, chairman, CN Kohl & HA 
Wilber, members.Served on 890303. W/Certificate of Svc. 

TOM p K!NS.R A Atomic Safetv and Licensing Appeal Panel. #189 8207. 89/03/02. 
3pp. 05 1-4570" 053 

8903170133 Licensee answer opposing Joint Intervenors motion for stay.* Stay of Li- 
cc"sirc] Bcn-rt decision co^dnc aoooal unwarranted under NRC stds.Stay could delay 
sa r.nxpod lous c car.L.n o ; *ac i:,- Cen.-carc of Svc end. 

BAXTER, V.A. Gerera. n Jh«.c fjlros Corp - GPU Service Corp. BAXTER, T.A. Shaw, 
Pittman, Potts & Trcwfcridgo. #189 8255. 89/03/08. Atomic Safety and Licensing 
Appeal Panel. 13pp /•38;i:0.>3- a -S8 11:050. 

8903220041 NRC Staff response in opposition to application for stay filed by Joint Inter- 
venors.* Application for stay of effectiveness of Final Initial Decision LBP-89-07,dtd 
890202 should be denied. W/Certificate of Svc. 

LEWIS.S.H., WOODHEAD.C.P. Assistant General Counsel for Hearings. #189 8276. 
89/03/08. Atomic Safety and Licensing Appeal Panel. 14pp. 48872:223-48872:236. 

8903230040 Susquehanna Valley Alliance/TMI Alert motion for extension of time to file 
brief in support of request for appeal in matter of disposal of 2.3 million gallons of 
radioactive water at TMI.Unit 2.* Svc list end. 

SKOLNICK.F. Susquehanna Valley Alliance, Lancaster, PA. SKOLNICK.F. Three Mile 
Island Alert. #189 8287. 89/03/11. Atomic Safety and Licensing Appeal Panel. 4pp. 
48889:053-48889:056. 

8903230051 Licensee answer to Joint Intervenors motion for extension of time to file 
brief on appeal.* Motion opposed based on failure to demonstrate good cause. W/Cer- 
tificate of Svc. 

BAXTER, T.A. General Public Utilities Corp. - GPU Service Corp. BAXTER, T.A. Shaw, 
Pittman, Potts & Trowbridge. #189 8310. 89/03/15. Atomic Safety and Licensing 
Appeal Panel. 6pp. 48888:315-48888:320. 

8903230077 Susquehanna Valley Alliance & TMI Alert motion for extension of time to 
file brief in support of request for appeal in matter of 2.3 million gallons of....* Certifi- 
cate of Svc encl.Served on 890316.Granted for ASLAB on 890316. 

* Susquehanna Valley Alliance, Lancaster, PA. * Three Mile Island Alert #189 8291. 
89/03/16. Atomic Safety and Licensing Board Panel. 3pp. 48888:277-48888:279. 

8903270084 Order.* Advises that Commission currently considering question of 
effectiveness, pending appellate review of final initial decision in case issued by ASLB 
in LBP-89-07. Certificate of Svc encl.Served on 890322. 

CHILK.S.J. Office of the Secretary of the Commission. #189 8336. 89/03/22. 3pp. 
48968:005-48968:007. 

8903290129 Correction notice.* Advises that date of 891203 appearing in text of Com- 
mission 890322 order incorrect.Date should be 871203.Certificate of Svc encl.Served 
on 890323. 

CHILK.S.J. Office of the Secretary of the Commission. #189 8344. 89/03/23. 3pp. 
49001:115-49001:117. 


H. General correspondence 


8903080291 Approves end Rev 20 to TMI-2 organization plan, per util 890213 submittal. 
STOLZ.J.F. Project Directorate 1-4. 89/03/01. ROCHE, M.B. General Public Utilities 
Corp. - GPU Service Corp. 3pp. 48742:199-48742:202. 

-8903130654 "Organization Plan for TMI-2." 

* General Public Utilities Corp. - GPU Service Corp. 89/03/01. Ip. 48742:202- 
48742:202. 


J. Insurance 8i Indemnity Information 

8903080514 Forwards Endorsements 130 & 131 to NELIA Policy NF-164, Endorse- 
ments 107 & 108 to MAELU Policy MF-44, Endorsements 94 & 95 to NELIA Policy NF- 
107, Endorsements 110 & 111 to NELIA Policy NF-220 & Endorsements 97 & 98 to 
MAELU Policy MF-73. 

FARRELL.E. Marsh & McLennan, Inc. 89/01/18. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 23pp. 48743:197-48743:220. 


P. Operating license stage documents & correspondence 

8903010081 FOIA request for "Easter Sunday Dosimetry Rept,” ref in HA Falk 790426 
memo. 

AAMODT.M.M. Aamodts. 89/01/26. NRC - No Detailed Affiliation Given. 3pp. 
48580:301-48580:303. 

8903030105 Forwards “Review of 10CFR50 Technical Regulatory Requirements.” 
Review shows no addl exemptions required. 

ROCHE, M.B. General Public Utilities Corp. - GPU Service Corp. 89/02/10. STOLZ.J.F. 
Project Directorate 1-4. 88pp. 48694:056-48694:143. 

8902230288 Forwards,for NRC review, “Criticality Safety Evaluation for Increasing TMI-2 
Fuel Mass Limit” 

ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 89/02/13. Document 
Control Branch (Document Control Desk). Ip. 48569:030-48569:042. 

-8902230299 Rev 0 to "Criticality Safety Evaluation for Increasing TMI-2 Safe Fuel 
Mass Omit” 

WELLS, M., BEVELACYVA.J., SHEARER, P.M. General Public Utilities Corp. - GPU 
Service Corp. 4710-3220-89-1 R00. 89/02/01. 12pp. 48569:031-48569:042. 

8902240334 Forwards request for addl info for preparation of final Suppl 3 to program- 
matic environ impact statement dealing w/post-defueling monitored storage. 
STOLZ.J.F. Project Directorate 1-4. 89/02/14. ROCHE.M.B. General Public Utilities 
Corp. - GPU Service Corp. 5pp. 48579:184-48579:188. 

8903030233 Forwards request for add! info re processed water disposal sys to complete 
technical review.lnfo includes, actions taken to prevent premature solidification of 
evaporator bottoms in concentrate tank & associated piping. 

STOLZ.J.F. Project Directorate 1-4. 89/02/16. ROCHE.M.B. General Public Utilities 
Corp. - GPU Service Corp. 6pp. 48693:232-48693:237. 
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8903220388 Proposed rule 10CFR2. "Statement of Policy on Litigation of TMI-Related 
Issues in Power Reactor Oor^vinn I -cense Proceedings, Revocation of Superseded 
Policy Statement Concornir.j :.M Procedures.” 

CHILK.S.J. Commissioners 89/02.' to. 4pp. 48890:001-48890:004. 


8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 


8903010099 Final response to FOIA request for records. Forwards document listed in 
App A.App A document available in PDR. 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/02/23. AAMODT.M.M. Aamodts. 2pp. 48580:304-48581:016. 

-8903010102 "Preliminary Estimates of Population Dose & Health Effects." 

BATTIST.L., BUCHANAN, J. NRC - No Detailed Affiliation Given. NELSON, C. Environ- 
mental Protection Agency. 79/04/15. 71pp. 48580:306-48581:016. 

8903070205 Notification of 890307 meeting w/BWR Owners Group in Rockville, MD to 
discuss items of current interest.Agenda end. 

SHAO.L.C. Division of Engineering & Systems Technology (Post 870411). 89/02/28. 
MIRAGLIA.FJ. Associate Director for Inspection & technical Assessment (Post 
870411). 8pp. 48763:023-48763:030. 

8903100449 Summaiy of 890222 meeting between NMSS & NRR project manager re 
status of cleanup & H Thompson concern that NRR set cleanup criteria that could 
cause problem for NRC later on. 

BELL.M.J. Regulatc-y Bmnc h 89/03/01. GREEVES.J.T. Division of Low Level Waste 
Manageme*'! 4 Uccc-irPisso-.iny (Post 870413). Ip. 48827:325-48827:325. 

8903230358 Responds to 890221 request for info on status of TMI action plan 
requirements.Addl time needed to gather other noncomputerized data to fully respond 
to questions.Complete response will be provided by 890330. 

ZECH.LW. Commissioners. 89/03/10. MARKEY.E.J. House of Rep. Ip. 49023:025- 
49023:027. 

-8903230360 Requests answers to questions listed re status of implementation of im- 
provements ordered under NUREG-0660 & NUREG-0737 after TMI-2 
accident. Response within 10 working days or by 890306 requested. 

MARKEY.E.J. House of Rep. 89/02/21. ZECH.L.W. Commissioners. 2pp. 49023:026- 
49023:027. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list enc). 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 


8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903090142 "TMI-2 Quarterly Radioactive Effluent Release Rept for Oct- Dec 1988." 
W/890301 ltr. 

ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 88/12/31. 24pp. 
48786:329-48786:352. 


8902270644 Forwards "Aircraft Movements," "Number of Personnel & Man REMS by 
Work & Job Function," & "10CFR20.407 Personnel Exposure," annual repts. 

ROCHE, M.B. General Public Utilities Corp. - GPU Service Corp. 89/02/17. Document 
Control Branch (Document Control Desk). 3pp. 48586:062-48586:067. 

—8902280017 "Number of Personnel & Man REMS by Work & Job Function," annual 
rept. 

* General Public Utilities Corp. - GPU Service Corp. 88/12/31. 2pp. 48586:065- 
48586:066. 


-8902280018 "10CFR20.407 Personnel Exposure," annual rept. 

* General Public Utilities Corp. - GPU Service Corp. 88/12/31. ip. 48586:067- 
48586:067. 


8903020574 Forwards corrected quarterly dose assessment for Third Quarter l988.Ef- 
fluent summary for liquid & gaseous effluents corrected as indicated. 

ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 89/02/22. Document 
Control Branch (Document Control Desk). 2pp. 48738:325-48738:328. 

-8903030011 Corrected quarterly dose assessment rept for Third Quarter 1988, consist- 
ing of corrected summary of liquid & gaseous pffluerts 

* General Public Utilities Corp. - GPJ Srw:o Corp. 88/09/30. 2pp. 48738:327- 


8903130162 Forwards TMI status rept for 8901 14-021 7, providing highlights of significant 
events at plant from NRC regulatory perspedive. 

COWGILL.C.J. Region 1, Ofc of the Director. 89/02/23. BETTENHAUSEN.L. NRC - 
No Detailed Affiliation Given. 5pp. 48818:354-48818:358. 


S. Reportable occurrences, LERs & related correspondence 


8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Lltton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.6. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E, Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 


8902270635 LER 89-001 -00:on 890l20,midi air-lift vacuum sys removed from reactor 
vessel w/o supervision of fuel handling senior reactor operator.Caused by lack of 
communication.Event will be discussed w/all applicable personnel.W/890217 ltr. 
WELLS, R.D., ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 89/02/ 
17. 5pp. 48589:255-48589:259. 

8903280349 THE STATUS OF RECOMMENDATIONS OF THE PRESIDENTS COM- 
MISSION ON THE ACCIDENT AT THREE MILE ISLAND. A Ten-Year Review. 

* Ofc of the Executive Director for Operations. NUREG-1355. 89/03/31. 94pp. 
49119:160-49119:256. 


T. Hearing transcripts on non-antitrust matters 


8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020185 NRC info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 11 7pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109, 

8903210410 Forwards Safety Insp Repts 50-289/89-02 & 50-320/89-01 on 890123- 
26.No violations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/14. HUKILL.H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 48980:091-48980:103. 

-8903210418 insp Repts 50-289/89-02 & 50-320/89-01 on 890123-26.No violations 
noted.Major areas inspected:licensee emergency preparedness program. 

AMATO, CG., LAZARUS, W.J. Region 1, Ofc of the Director. 89/03/10. 11pp. 
48980:093-48980:103. 


8902280412 Transcript of 881103 public hearing in Lancaster, PA for presentation of lim- 
ited appearance statements.Pp 998-1,121. 

* Atomic Safety and Licensing Board Panel. 88/11/03. 126pp. 48626:105-48626:230. 

8903080101 Transcript of 890216 public meeting of Advisory Panel for Decontamination 
of TMI-2 in Harrisburg, PA. Pp 1-119. Supporting documentation end. 

* Advisory Council for Decontamination of TMI Unit 2. 89/02/16. 138pp. 48778:218- 
48778:354. 

8903010053 Notice to appeal final initial decision concerning request for amend to dis- 
pose of accident generated water by GPU.* Notice will be followed by brief supporting 
Joint Intervenor position on appeai.Notification of address change end. 

SKOLNICK.F. Susquehanna Valley Alliance, Lancaster, PA. SKOLNICK.F. Three Mile 
Island Alert #189 8085. 89/02/20. 2pp. 48565:183-48565:271. 

-8903010107 Follow-up testimony clarifying position on question of disposition of over 2 
million gallons of accident generated water.Reiated documentation & Certificate of 
Svc end. 

PICCIONI.R. Accord Research & Educational Associates, Inc. PICCIONI.R. Three Mile 
Island Alert PICCIONI.R. Susquehanna Valley Alliance, Lancaster, PA. 89/02/17. 
57pp. 48565:21 6-48565:271 . 


V. Operator Examinations 


8903220063 Forwards Safety Insp Repts 50-289/89-02 & 50-320/89-01 on 890123- 
26.No violations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/14. ROCHE.M.B, General Public 
Utilities Corp. - GPU Service Corp. 2pp. 49004:089-49004:081. 


8903220189 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing riatl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 87041 1), 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plana 

8902280387 Revised mc-rge-cy plan implementing instructions, including Rev 4 to EPII- 
02 & Rev 5 to E=MI-iKW/890220 Itr. 

HAIRSTON, W.G. Georgia Power Co. 89/02/20. 13pp. 48624:177-48624:188. 

8903100346 Provides update on emergency operating procedure improvement plan & 
schedule for implementation of Rev 4 of BWR Owners Group emergency procedure 
guidelines. 

HAIRSTON, W.G. Georgia Power Co. 89/02/28. Document Control Branch (Document 
Control Desk). 2pp. 48813:140-48813:141. 

8903210428 Revised emergency plan implementing proceduras.induding Rev 1 ED.1 to 
73EP-EIP-01 5-OS.Rev 1 to 73EP-INS-002-OS,Rev 0 to 73EP-TET-001-OS,Rev 1 to 
73EP-INS-002-OS,Rev 4 to 63EP-INS-001-OS & Rev 2 to 63EP-TET-001-OS.W/ 
890314 Itr. 

* Georgia Power Co. 89/03/14. 100pp. 48990:001-48990:127. 


H. General correspondence 

8903060129 Responds to 890202 Itr expressing concerns about family safety due to 
nearby location of nuclear plant.NRC does not consider BWR w/Mark I containments 
to be unsafe & will strive to ensure that all plants made even more safe. 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/02/27. JAY.C.D. Af- 
filiation Not Assigned. 3pp. 48739:191-48739:196. 

—8903060131 Expresses concerns re family safety due to living near nuclear plant locat- 
ed near Baxley,GA.Imperative to assure that reactors either be shut down completely 
or fitted w/ containment domes that are not virtually certain to fail. 

JAY,C. Affiliation Not Assigned. 89/02/02. ZECH Commissioners. 2pp. 48739:194- 
48739:196. 

8903100366 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Util committed to goal of achieving improved 
reliability & safety th-cugh terter rrar* 

HAIRSTON.W.G. G.'srrgia J c.v.r Cd. 59/02 '27. CHILK,S.J. Office of the Secretary of 
the Commission, '-pp 4£3Z5:/5C-48HQft252 

8903150027 Responds to 890223 Itr to Chairman Zech expressing concern about family 
safety due to residence near nuclear planlNRC does not consider BWR reactors w/ 
Mark I containments to be unsafe.W/o stated NUREG-1285. 

BERKOW.H.N. Division of Reactor Projects - I/ll (Post 870411). 89/03/06. 
LEWIS, W.S. Affiliation Not Assigned. 5pp. 48876:125-48876:130. 

-8903150067 Expresses concern about safety of family due to residence near util 
Baxley plant GE Mark I reactors known to be unsafe according to 1987 Reed 
RepLRequests to be informed of NRC actions to insure public safety in event of acci- 
dent 

LEWIS, W.S. Affiliation Not Assigned. 89/02/23. ZECH.L. Commissioners. Ip. 
48876:130-48876:130. 

8903280068 Forwards correspondence from constituent re health & safety of family be- 
cause of dangerous GE nuclear power reactor for NRC response. 

FOWLER, W. Senate, Agriculture, Nutrition & Forestry. 89/02/19. Commissioners. 2pp. 
49074:130-49074:131. 


J. Insurance & indemnity information 

8903030261 Forwards Endorsement 4 to NELIA Certificate N-1 1 1 & Endorsement 4 to 
MAELU Certificate M-111. 

SAMUELS.J.L. Marsh & McLennan, Inc. 89/02/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 87041 1). 5pp. 48690:201-48690:205. 


P. Operating license stage documents 8i correspondence 

8610070003 Authorizes required pressure tests using nuclear heat,on one-time basis 
only,providing util chooses not to fulfill commitment to use pump heat for pressure 
testing during current outage. 

BERNERO.R .M. Division of Boiling Water Reactor (BWR) Licensing (851125-870411). 
86/09/30. BECKHAM, J.T. Georgia Power Co. 3pp. 38127:057-38127:059. 

8903020030 Notification of 890228 meeting w/util in Baxley, GA to discuss licensing 

CROCKER.LP. Project Directorate 11-3. 89/02/17. MATTHEWS.D.B, Project Director- 
ate li-3. 3pp. 48672:220-48672:222. 

8903080182 Forwards "El Hatch Nuclear Plant Unit 1 1988 Reactor Containment Bldg 
Integrated Leakage Rate Test. 1 ’ Info on reactor containment bldg "as found"’ condition 
as requested by NRC IE Notice 85-071 included in rept 

HAIRSTON.W.G. Georgia Power Co. 89/02/22. Document Control Branch (Document 
Control Desk). 2pp. 48743:024-48743:186. 

-8903080189 ""Edwin 1 Hatch Nuclear Plant Unit 1 1988 Reactor Containment Bldg Inte- 
grated Leakage Rate Test," final rept 

* BCP Technical Services, Inc. 88/11/30. 100pp. 48743:026-48743:186. 

8903010287 Forwards Amend 160 to License DPR-57 & safety evaluation. Amend 
changes definitions of hot shutdown & cold shutdown & modifies relevant Tech Spec 
sections to specify which equipment must be or need not be operable during testing. 
CROCKER.LP. Project Directorate 11-3, 89/02/24. HAIRSTON.W.G. Georgia Power 
Co. 4pp. 48648:062-48648:083. 

-8903010290 Amend 160 to License DPR-57, changing definitions of hot & cold shut- 
down & modifying relevant sections of Tech Specs to specify which equipment must 
be or need not be operable during hydrostatic & leakage pressure testing. 
MATTHEWS.D.B. Project Directorate 11-3. 89/02/24. 13pp. 48648:065-48648:077. 

-8903010291 Safety evaluation supporting Amend 160 to License DPR-57. 

* Office of Nuclear Reactor Regulation, Director Post 870411). 89/02/24. 5pp. 
48648:078-48648:083. 


8903080257 Forwards updated list of outstanding ..til ’irensing request for plant.List 
identifies certain priority items for whicn uf.l rosper.:lully requests early NRC approval. 
HAIRSTON.W.G. Georgia Power Co. 89/03/03. Document Control Branch (Document 
Control Desk). 3pp. 48741:319-48741:321. 

8903130602 “Post D o*uft i; ''r Outage Startup Test Rept, Unit 1 Cycle 12." W/890306 Itr. 
NEELE Y.G.W., AIRS ON.W (.1 Georgia Power Co. 89/03/06. 45pp. 48820:333- 
48821:017. 

8903170242 Forwards environ assessment & finding of no significant impact re util 
881025 request for exemption from Footnote d-2(c) of 10CFR20,App A on use of 
MSA GMR-I canisters in lieu of supplied-air breathing apparatus. 

CROCKER, L.P. Project Directorate 11-3. 89/03/09. HAIRSTON.W.G. Georgia Power 
Co. 2pp. 48894:174-48894:178. 

-8903170245 Environ assessment & finding of no significant imoact re util 881025 re- 
quest for exemption from Footnote d-l(c) of App A to 10CFR20 to allow use of MSA 
GMR-I canisters in lieu of supplied-air or self-contained b-eath 1 "!: apeqrotus 
MATTHEWS.D.B. Project Directorate 11-3. 89/03/09. 3pp. iil03-f i /6-'.r.H94 ■ 7r. 

8903210079 Forwards new seismic margin assessment floor response spectra for use in 
NRC review of USI A-46. 

HAIRSTON.W.G. Georgia Power Co. 89/03/14. Document Control Branch (Document 
Control Desk). 148pp. 48988:310-48989:096. 

8903230478 Requests that util address listed items as part of response to Generic Ltr 
87-02, per Nov 1988 equipment walkdown at plant.Floor response spectra needs to be 
reviewed & approved since rest of work dependent on spectra. 

CROCKER.L.P. Project Directorate 11-3. 89/03/16. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 49029:049-49029:051. 

8903240037 Application for amends to Licenses DPR-57 & NPF-5, revising Tech Specs 
to make limiting conditions for operation & surveillance requirements consistent w/ 
guidance in Generic Ltr 87-09 

HAIRSTON.W.G. Georgia Power Co. 89/03/17. Document Control Branch (Document 
Control Desk). 16pp. 49040:110-49040:135. 

-8903240040 Proposed Tech Specs making limiting conditions for operation & surveil- 
lance requirements consistent w/guidance provided in Generic Ltr 87-09. 

* Georgia Power Co. 89/03/17. 10pp. 49040:126-49040:135. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903270321 Notification of 890330 meeting w/util in Rockvitle.MD to discuss miscella- 
neous issues re suppression pool temp limits. 

CROCKER, L.P. Project Directorate 11-3. 89/03/22. MATTHEWS.D.B. Project Director- 
ate 11-3. 3pp. 49056:342-49056:344. 


Q. Inspection reports, IE Bulletins & correspondence 

8902270492 Forwards Insp Repts 50-321/88-42 & 50-366/88-42 on 881224- 
890120.Three violations will not be cited since all criteria for licensee-identified viola- 
tions met. 

HERDT.A.R. Rcrp- ?. O':: of the Director. 89/02/16. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 49r>86.l96-'.Eb‘>6:2'0. 

-8902270498 Insp Repts 50-321/88-42 & 50-366/88-42 on 881 224-8901 20.No viola- 
tions noted.Major areas inspected:operational safety verification, maint 

observations, ESF sys walkdown, ROs, followup on NRC Bulletin 88-03 & Part 21 rept. 
MENNING.J.E., MUSSER.R.A., SINKULE.M.V. Region 2, Ofc of the Director. 89/02/ 
15. 13pp. 48586:198-48586:210. 

8902280522 Responds to NRC 890109 Itr re deviations noted in Insp Repts 50-321/88- 
38 & 50-366/88-38.Corrective actions:confirmation of scaling laws & expanded data 
base now p-evirie strong suopert 'or eliminating pool temp limit for safety valves. 
!-*A:51S:ON W.G. Georg a Puwe' Cc. 89 32/21. Document Control Branch (Document 
Conti cl Desk;.. 6pp. 4f.S?6:23C-* 3626:295. 

8903130172 Ack receipt of 890127 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-321/88-31 & 50-366/88-31. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/02/23. HAIRSTON.W.G. Georgia 
Power Co. 10pp. 48829:327-48829:327. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list enci. 

ROSSI ,C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903100134 Forwards response to NRC Bulletin 88-07, Suppl 1, "Power Oscillations in 
BWRs." Util has implemented GE interim recommendations within required 30 day 
period. 

HAIRSTON.W.G. Georgia Power Co. 89/02/28. Document Control Branch (Document 
Control Desk). 4pp. 48803:052-48803:055. 

8903100346 Provides update on emergency operating procedure improvement plan & 
schedule for implementation of Rev 4 of BWR Owners Group emergency procedure 
guidelines. 

HAIRSTON.W.G. Georgia Power Co. 89/02/28. Document Control Branch (Document 
Control Desk). 2pp. 48813:140-48813:141 . 
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8903140044 Ack receipt of 890113 Itr NRC r* s*cos taken to correct violations 

noted in Insp Repts 50-321/88-34 *. ’■ active & passive electrical 

failures to be considered for short-term action for reasons stated. 

REYES.L *■ ":r'r ? Dfr r‘ *he Director. 89/03/01. HAIRSTON, W.G. Georgia Power 
CO. 5pp. ’■ >'.)> -nri.:-'. ?.)f 

8903200331 Ack receipt of 89020? It' \n C r‘ s*c-r*; tnkn to correct devi- 
ations noted in Insp Repts .vl a mVjS.ViH :tf! r:1-. t-stari.l*. that util will 

suppl response to notice of deviation by 890223. 

JULIAN.C.A R-drx ? 0‘r. of the Director. 89/03/01, HAIRSTON, W.G. Georgia 
Power Co. 1 p. ■ ‘ ■.. , sb-' , .c971 :088. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity' Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. ol New York, Inc. 117pp. 48798:114- 
48798:231. 

8903160393 Forwards “Owner Data Rept for Inservice Insp, El Hatch Nuclear Plant Unit 
1, Sept-Dec 1988," per requirements of ASME Code Section XI. 

HAIRSTON.W.G. Georgia Power Co. 89/03/08. Document Control Branch (Document 
Control Desk). 3pp. 48887:072-48887:074. 

-8903160395 "Owner Data Rept for Insen/ice Insp, El Hatch Nuclear Plant Unit 1, Sept- 
Dec 1988." 

* Georgia Power Co. 88/12/31. 148pp. 48887:075-48887:221. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Proakors Diring Seismic Event." Svc list end. 

ROSS.C.E. Divsion c* Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pn. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8902280257 "Annual Operating Rept for 1988 for Hatch Units 1 & 2." W/ 890222 Itr. 
HAIRSTON.W.G. Georgia Power Co. 88/12/31. 94pp. 48625:006-48625:099. 

8903100211 Forwards "Semiannual Radioactive Effluent Release Rept,Jul- Dec 1988" 
& revised pages to Jul-Dec 1987 rept. 

HAIRSTON.W.G. Georgia Power Co. 89/02/27. Document Control Branch (Document 
Control Desk). 2pp. 48828:213-48828:323. 

-8903100219 Revised pages to "Semiannual Rept Plant Radioactive Effluent 
Releases,Jul-Dec 1987." 

* Georgia Power Co. 87/12/31. 5pp. 48828:215-48828:219. 

-8903100225 "Semiannual Rept Plant Radioactive Effluent Releases, Jul-Dec 1988.” 

* Georgia Power Co. 88/12/31. 100pp. 48828:220-48828:323. 

8903200281 Monthly operating repts for Feb 1989 for Hatch Units 1 & 2. W/890307 Itr. 
BEARD, R.M.. HAIRSTON.W.G. Georgia Power Co. 89/02/28. 12pp. 48970:124* 
48970:135. 


S. Reportable occurrences, LERs & related correspondence 

8903090341 LER 89-002-00:on 890205,4 h grab sampling & analyses not performed, per 
Tech Spec 3.6.G.2.A when particulate fission product monitor inoperable.Caused by 
personnel error. Procedures upgraded & personnel counseted.W/890228 Itr. 
TIPPS.S.B., HAIRSTON.W.G. Georgia Power Co. 89/02/28. 7pp, 48800:341- 
48800:347. 

8903090385 Special Rept 89-001 :on 8901 20, fire-rated assemblies inoperable for more 
than 14 days.Caused by inadequate design. Limiting condition for operation established 
for each identified deficiencies. 

HAIRSTON.W.G. Georgia Power Co. 89/02/28. Document Control Branch (Document 
Control Desk). 8pp. 48799:123-48799:130. 


8903010427 LER 89-001 -00:on 890224, isolation of Group 5 primary containment isola- 
tion sys occurred.Caused by rapid filling of sys piping when pump suction valve 
opened. Procedures revised.W/890224 Itr. 

TIPPS.S.B., HAIRSTON.W.G. Georgia Power Co. 89/03/06. 7pp. 48648:142- 
48648:148. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants tor OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8903270056 Forwards affidavit certifying that plant Tech Specs reflect design & as-built 
configuration of plant described in USAR & NRC SER (NUREG-0420). 

LEONARD, J.D. Long Island Lighting Co. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49054:008-49054:010. 


F. Security, medical, emergency & fire protection plans 


8903210377 Forwards Safeguards Insp Rept 50-322/89-03 on 890213-16.No violations 
noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/13. LEONARD, J.D. Long Island 
Lighting Co. 2pp. 48982:226-48982:233. 

—8903210379 insp Rept 50-322/89-03 on 89021 3-1 6.No violations noted. Major areas 
inspected:mgt support, security program plans & audits,protected & vital area physical 
barriers, detection & assessment aids & control of personnel. 

SMITH.G.C., OLSEN, W.T., KEIMIG.R.R. Region 1, Ofc of the Director. 89/03/10. 6pp. 
48982:228-48982:233. 

8903230451 Responds to 881107 & 1205 requests that FEMA review listed documents 
re brochure for farmers, food processors & food distributors & schedule for correcting 
areas identified in 880607-09 post-exercise assessment. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 89/03/17. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 22pp. 
49028:172-49028:194. 


8903270169 Notification of 890328 meeting w/util in Central Islip.NY to discuss emer- 
gency planning issues. 

BROWN, S.W. Project Directorate 1-2. 89/03/22. MURLEY,T. NRC - No Detailed Affili- 
ation Given. 5pp. 49056:003-49056:007. 


G. Adjudicatory correspondence 


8903100041 Advises of NRC acceptance of offer to send Commission matls of record in 
County of Suffolk vs LILCO case re licensing Shoreham facility.Related correspond- 
ence. 

REIS.E.J. Assistant General Counsel for Hearings. #189 8189. 89/02/03. 
BROWN.H.H. Kirkpatrick & Lockhart. Ip. 48702:069-48702:069. 

8903100131 Forwards WH Briggs 890202 Itr confirming telcon discussions re NRC deci- 
sion not to take advantage of invitation to be heard at 890206 hearing. 

REIS.E.J. Assistant General Counsel for Hearings. #189 8193. 89/02/08. NRC - No 
Detailed Affiliation Given. 2pp. 48702:111-48702:112. 

8903010234 Staff requirements memo re 890202 affirmation/discussion & vote in 
Rockville, MD on SECY-89-003 re intervenor motion to admit new contentions on med- 
ical svcs for Shoreham & SECY-88-357 re matls licensing adjudications. 

CHILK.S.J. Office of the Secretary of the Commission. 89/02/09. PARLER.W.C. 
Office of the General Counsel. 12pp. 48637:227-48637:238. 

8903100263 Forwards floppy diskette containing "Restated Emergency Planning Con- 
tentions re 880607-09 Excercise as Admitted by LBP-89-01,” per request.W/o end. 
IRWIN.D.P. Long Island Lighting Co. IRWIN, D.P. Hunton & Williams. #189 8198. 89/ 
02/22. WHETSTINE.J.G. Atomic Safety and Licensing Board Panel, ip. 48702:033- 
48702:033. 

8903010043 LILCO response to 890206 order re effect of FEMA findings & motion to 
dismiss contentions on basis of A LAB-903.* Contentions or portions should be dis- 
missed since testimony does not support contentions.Certificate of Svc end. 
IRWIN.D.P. Long Island Lighting Co, IRWIN.D.P. Hunton & Williams. #189 8091. 89/ 
02/24. Atomic Safety and Licensing Board Panel. 29pp. 48565:309-48565:337. 

8903100106 Forwards agreement between LILCO & State of NY re plant. Certificate of 
Svc enci. 

IRWIN.D.P. Long Island Lighting Co, IRWIN.D.P. Hunton & Williams. #189 8213. 89/ 
03/01. ZECH.L.W., ROBERTS, T.M., CARR.K.M. Commissioners. 18pp. 48702:080- 
48702:097. 


8903100124 Forwards agreement between util & State of NY re plant on 890228.Agree- 
ment obligates company not to actually operate plant before 890415. 
YOUNGDAHL.R.C. Long Island Lighting Co, #189 8214. 89/03/01. ZECH.L.W., 
ROBERTS, T.M., CARR.K.M. Commissioners. 13pp. 48700:038-48700:050. 

8903100252 Forwards testimony of F Kantor.EM Podolak & RT Hogan on scope of ex- 
ercise & NRC views on effect to be given to rebuttable presumption of FEMA findings 
per Commission 881201 & Board 890206 order. 

BACHMANN.R.G. Assistant General Counsel for Hearings. #189 8217. 89/03/01. 
FRYE.J.H., SHON.F.J., PARIS, O.H. Atomic Safety and Licensing Board Panel. Ip. 
48701:330-48702:032. 
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-8903100261 Testimony of F Kantor.EM Podolak & RT Hogan of NRC Staff on scope 
of exercise.* Purpose of testimony is to rebut testimony of Interveners re Contention 
1. 

KANTOR.F,, PODOLAK, E.M., HOGAN, R.T. Emergency Preparedness Branch. 89/03/ 

01. 55pp. 48701:331-48702:025. 

-8903100267 NRC Staff views on effect to be given to rebuttable presumption of FEMA 
findings.* FEMA finding controlling in absence of persuasive & substantial 
evidence.Certificate of Svc end. 

BACHMANN.R.G. Assistant Genon! Co.rsnl 'cr 89/03/01. Atomic Safety 

and Licensing Board Panel. 7pp. '8702:C26-48/(.2 C3?. 

8903100070 Requests recipients views re proposed oral argument in connection w/in- 
tervening Govts appeal from Licensing Board 890103 memorandum & order on emer- 
gency exercise contentions, by 890313. 

TOMPKINS.BA Atomic Safety and Licensing Appeal Panel. #189 8210. 89/03/02. 
REIS.E.J. Assistant General Counsel for Hearings. LANPHER.L.C. Kirkpatrick & Lock- 
hart. IRWIN, D.P. Hunton & Williams. 2pp. 48702:075-48702:076. 

8903100153 Decision CLI-89-02.* Concludes that Intervenors willfully defied Licensing 
Board orders, thereby causing great harm & delay to efforts of LILCO to demonstrate 
sufficiency of emergency pian.Certificate of Svc end. 

CHILK,S.J. Office of the Secretary of the Commission. #189 8222. 89/03/03. 43pp. 
48699:013-48699:055. 

8903170307 Order.* Since Commission terminated proceeding in CLI-89-02, prehearing 
conference scheduled for 890313 & hearing scheduled to commence on 890327 
cancel'ed.Certfficate of Svc encl.Served on 890308. 

FRYE.J H Atonic Sa:et/ and Licensing Board Panel. #189 8246. 89/03/07. Office of 
the General Counsel. 4pp. 48811:109-48811:112. 

8903220070 Requests NRC action to ensure that Suffolk County, State of NY & town of 
Southampton not deleted from NRC distribution or svc lists in aftermath of CLI-89- 

02. Certificate of Svc encI.Related correspondence. 

LANPHER.LC. Long Island Lighting Co. LANPHER.L.C. Kirkpatrick & Lockhart. #189 
8264. 89/03/10. REIS.E.J. Assistant General Counsel for Hearings. 4pp. 48872:210- 
48872:213. 

8903170149 Memorandum & order.* Remaining portions of Govts appeals from LBP-88- 
24 whereby Licensing Board ruled on emergency broadcast sys, school bus driver role 
conflict & hosp evacuation, dismissed.W/Certificate of Svc.Served on 890313. 
TOMPKINS.BA. Atomic Safety and Licensing Appeal Panel. #189 8256. 89/03/13. 
Suffolk County, NY. 37pp. 4881 1 :001 -4881 1 :037. 

8903170175 Order.* Remainder of LILCO appeal from LBP-88-02 dismissed & Board 
application of std to particular contentions in Part II of LBP-88-02 vacated.Certificate 
of Svc encLServed on 890313. 

TOMPKINS.BA Atomic Safety and l. ! cens ! ng Apceal Panel. #189 8257. 89/03/13. 
Office of the General Counsel. 5pp. 4801 1:233-488! 1:237. 

8903230251 Confirms 890316 conversation re status of 890310 Itr requesting that recip- 
ient confirm that Govts not deleted from plant svc lisLNRC actions re CLI-89-02 also 
discussed. Related correspondence. 

LANPHER.LC. Suffolk County, NY. LANPHER.LC. New York, State of. 
LANPHER.LC. Southampton, NY. #189 8300. 89/03/16. REIS.E.J. Assistant General 
Counsel for Hearings, ip. 48888:071-48888:071. 

8903230224 Memorandum & order* In light of Commission affirmation of decisions dis- 
missing Intervenors from proceedings & bringing all contested hearings to end, no addl 
action re Appeal Board remanc roquired/.V/Ccriificato o' Svc.Served on 890317. 
GLEASON.J.P., KLINE,... F.., SHDN.F J. Atomic Safety and Licensing Board Panel. 
#189 8298. 89/03/17. 0‘fice o* no Genera Counsel. 5pp. 48888:096-48888:100. 

8903230224 Memorandum & order.* In light of Commission affirmation of decisions dis- 
missing Intervenors from proceedings & bringing all contested hearings to end.no addl 
action re Appeal Board remand required.W/Certificate of Svc.Served on 890317. 
GLEASON.J.P. Atomic Safety and Licensing Board Panel. #189 8298. 89/03/17. 5pp. 
48888:096-48888:100. 

8903270099 Order.* Advises that because ALAB-911 has no legal effect, petitions for 
review would be unnecessary.waste of resources & will not be entertained, per 
1 0CFR2.772(k).W/Certificate of Svc.Served on 890322. 

CHILK.S.J. Office of the Secretary of the Commission. #189 8338. 89/03/22. Office 
of the General Counsel. 7pp. 48968:017-48968:023. 


H. General correspondence 

8903020125 Comment opposing proposed rules 10CFR50 & 55 re educational & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power plants. 
LEONARD, J.D. Long Island Lighting Co. 89/02/10. CHILK.S.J. Office of the Secretary 
of the Commission, 2pp. 48671:183-48671:184. 


8902280254 Notification of 890301-02 meetings w/util in Rockville, MD to resolve Tech 
Spec certification issues. List of proposed Tech Spec changes end. 

BROWN.S.W. Project Directorate 1-2. 89/02/24. MURLEY.T., SNIEZEK.J., 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 6pp. 48633:202-48633:207. 

8903090423 Forwards ‘ 'Semiannual Radioactive Effluent Release Rept, Third & Fourth 
Quarters of 1988" & Rev 5 to "Solid Waste Process Control Room." 

LEONARD, J.D. Long Island Lighting Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). Ip. 48753:025-48753:151. 

—8903090437 Rev 5 to "Solid Waste Process Control Program." 

RANDLES.M.I. Long Island Lighting Co. 88/09/13. 51pp. 48753:101-48753:151. 

8903090118 Staff requirements memo on Commission 890221 oral argument in 
Rockville.MD re sanction issue in plant proceedings. 

CHILK.S.J. Office of the Secretary of the Commission. 89/03/03. Office of the Secre- 
tary of the Commission. 2pp. 48783:298-48783:299. 

8903160275 Notification of 890309 & 10 meetings w/util in Rockville.MD to discuss final 
resolution of Tech Spec certification issues. 

BROWN, S. Project Directorate 1-2, 89/03/08. MURLEY.T., SNIEZEK.J., MIRAGLIA.F. 
NRC - No Detailed Affiliation Given. 3pp. 48892:348-48892:350. 

8903230486 Requests review of end camera-ready Tech Specs to document & certify 
accuracy w/facility USAR.per 890301 meeting. 

BROWN.S.W. Project Directorate 1-2. 89/03/10. LEONARD, J.D. Long Island Lighting 
Co. 3pp. 49026:227-49027:360. 

8903210140 Staff requirements memo re affirmation/discussion & vote approving order 
to dismiss Suffolk County, State of NY & town of Southampton as parties in proceed- 
ing due to intervenors conduct. 

CHILK.S.J. Office of the Secretary of the Commission. 89/03/13. PARLER.W.C. 
Office of the General Counsel. 2pp. 49002:115-49002:116. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
encl. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903270056 Forwards affidavit certifying that plant Tech Specs reflect design & as-built 
configuration of plant described in USAR & NRC SER (NUREG-0420). 

LEONARD, J.D. Long Island Ughthg Cc. 39/03/21. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49054 .COG s.905-'-:C12. 

8903280128 Responds to 890221 Itr to Zech expressing concerns re adequacy of util 
electrical power supply for summer & need for expedited licensing of plant. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/23. KULESH.W. 
National Coverage Corp. 9pp. 49062:336-49062:345. 

—8903280132 Urges that 100% license be issued for plant.Long Island has vital & cur- 
rent need for addl electrical need which only plant can satisfy.Economy of Long Island 
in serious jeopardy unless license for plant promtly issued. 

KULESH.W. National Coverage Corp. 89/02/21. ZECH.L.W. Commissioners, ip. 
49062:345-49062:345. 


Q. Inspection reports, IE Bulletins & correspondence 

8902280157 Forwards SER accepting util 880909 & 1221 responses to NRC Bulletin 
88-005, "Nonconforming Matls Supplied by Piping Supplies.lnc at Folsom, NJ & West 
Jersey Mfg Co at Williamstown.NJ." issue considered resolved. 

BROWN.S. Project Directorate 1-2. 89/02/08. LEONARD, J.D. Long Island Lighting Co. 
4pp. 48633:086-48633:093. 

-8902280163 SER accepting util response to NRC Bulletin 88-005 re identifying, locating 
& testing nonconforming flanges & fittings supplied by Piping Supplies,lnc,West Jersey 
Mfg Co & Chews Landing Mfgs. 

* NRC - No Detailed Affiliation Given. 89/02/08. 4pp. 48633:090-48633:093. 

8903070052 Forwards Exam Rept 50-322/88-1 20L of exam administered during wk of 
881212. 

GALLO, R.M. Region 1, Ofc of the Director. 89/02/17. LEONARD, J.D. Long Island 
Lighting Co. 3pp. 48764:003-48764:1 18. 

-8903070054 Exam Rept 50-322/88-1 20L on 881213-15.Exam results:Two senior reac- 
tor operator (SRO) candidates & two reactor operator candidates passed w/one SRO 
candidate failing both witten & operating test exams. 

WALKER, T.E., CONTE, R.J. Region 1, Ofc of the Director. 89/02/17. 102pp. 
48764:006-48764:107. 


8903230364 Informs of listed organization changes, effective 890301. RC Youngdahl,util 
current presidentwill retire & AF Earley will assume position of president.Organization 
chart encl. 

LEONARD.J.D. Long Island Lighting Co. 89/03/20. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49029:077-49029:079. 


J. Insurance & Indemnity Information 

8902270612 l Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.DJ. Marsh & McLennan, Inc. 89/01/13. DINITZJ. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411), 125pp, 48585:055-48585:179. 


P. Operating license stage documents & correspondence 

8903MOOG1 FOIA request for records on listed entities, projects or issues re plant 
PITTS.RA Miller, Canfield, Paddock & Stone. 89/01/12. Federal Emergency Manage- 
ment Agency. 2pp. 48762:165-48762:166. 



8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list encl. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903140692 Forwards Insp Bept 50-322/89-01 on 890104-0220.No violations 

recurrent failure of valve to seat 
re of licensee performance, 
r. 89/03/02. LEONARD.J.D. Long 


-8903140695 Insp Rept 50-322/89-01 on 890104-0220.No violations noted. Major 
areas inspected:operations,maint,surveillance, committee activities & license condi- 
tions. 

MCCABE, E.C. Region 1, Ofc of the Director. 89/02/28. 24pp. 48855:201-48855:224. 


noiea.Marcer noiea in Hepi uetau 4.1 re sp< 
properly will be evaluated further by NRC as m 
BETTEN H AUSEN.L Region 1, Ofc of the Dli 
Island Lighting Co. 4pp. 48855:197-48855:224. 
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8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903080419 Responds to NRC Bulletin 88-007, Suppl 1, "Oscillations in BWRs." 
Changes initiated to appropriate station procedures that instruct reactor operators to 
manually scram reactor under all operating conditions as specified. 

LEONARD, J.D. Long Island Lighting Co. 89/03/03. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48765:035-48765:038. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903210377 Forwards Safeguards Insp Rept 50-322/89-03 on 89021 3-1 6.No violations 
noted. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/03/13. LEONARD, J.D. Long Island 
Ughting Co. 2pp. 48982:226-48982:233. 

-8903210379 Insp Rept 50-322/89-03 on 89021 3-1 6.No violations noted. Major areas 
inspected:mgt support, security program plans & audits, protected & vital area physical 
barriers, detection & assessment aids & control of personnel. 

SMITH, G.C., OLSEN.W.T., KEIMIG.R.R. Region 1, Ofc of the Director. 89/03/10. 6pp. 
48982:228-48982:233. 

8903210387 Forwards Safety Insp Rept 50-322/89-02 on 8901 09-1 3.No violations 
noted. 

GALLO, R.M. Region 1, Ofc of the Director. 89/03/13. LEONARD, J.D. Long Island 
Lighting Co. 2pp. 48990:331-48990:340. 

-8903210391 Insp Rept 50-322/89-02 on 8901 09-1 3.No violations noted. Major areas 
inspected:licensee preparations, staffing, organization & program for conducting power 
ascension test program for QA program. 

CAPHTON.D.L., BLUMBERG.N.J. Region 1, Ofc of the Director. 89/03/10. 8pp. 
48990:333-48990:340. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15, 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


S. Reportable occurrences, LERs & related correspondence 


8903030220 LER 89-001 -00:on 890124.ESF actuations occurred due to EPA breaker 
trip.Caused by undervoltage condition.Output voltage of MG A set adjusted to 121.5 
volt ac unloaded.Preventive maint program revised. W/ 880223 Itr. 

GRUNSEICH.R.W., STEIGER, W.E. Long Island Lighting Co. 89/02/23. 6pp. 
48694:316-48694:321. 

8903130113 PNO-l-89-015:State of NY & util announced new tentative agreement to 
dose planLAgreement allows util to contine plant licensing efforts.Approval from 
Public Svc Commission must be obtained before final settlement agreement. 

MCCABE, E.C., CRESCENZO.F. Region 1, Ofc of the Director. 89/03/01. Ip. 
48830:302-48830:302. 


T. Hearing transcripts on non-antitrust matters 

8903140356 Transcript of Commission oral argument on 890221 in Rockville, MD re 
sanction issue in Shoreham proceeding. 

* Commissioners. 89/02/21. 105pp. 48857:130-48857:234. 

8903010037 LILCO rebuttal testimony on Contention 1 (scope of exercise).* Vols I & II 
of attachments to testimony end. Related correspondence. 

48556%01 S, 48563 155 n9 C °' * HUnt ° n & Wi,liamS ‘ #189 8092 ' 89/02/24 * 800 PP- 

-8903010044 Rebuttal testimony of JR Asher, DM Crccker.RB Kelly. JJ Kozak & CL Sto- 
vall on Contention 1 (scope of exercise).* Related docuncrtatior encLRelated corre- 
spondence. 

ASHER, J.R., CROCKER, D.M. Long Island Ughting Co. KELLY, R.B. Roy F. Weston, 
Inc. 89/02/24. 98pp. 48558:169-48558:272. 

-8903010064 LILCO rebuttal testimony on Contention 6 (emergency broadcast sys 
messages) & 7.E & F (ENC).* Attachments end. Related correspondence. 

* Long Island Ughting Co. * Hunton & Williams. 89/02/24. 500pp. 48558:273- 
48560:029. 

-8903010073 LILCO rebuttal testimony on Contention 18 (communications equipment & 
reception failures).* Related correspondence. 

* Long Island Lighting Co. * Hunton & Williams. 89/02/24. 21pp. 48560:030- 
48560:052. 

-8903010110 LILCO rebuttal testimony on Contention 20 (training).* Supporting docu- 
mentation encLRelated correspondence. 

* Long Island Ughting Co. * Hunton & Williams. 89/02/24. 950pp. 48560:053- 
48563:045. 

-8903010117 Professional qualifications of LILCO witnesses on exercise contentions.* 
Certificate of Svc encLRelated correspondence. 

* Long Island Lighting Co. * Hunton & Williams. 89/02/24. 110pp. 48563:046- 
48563:155. 

8903100163 Direct testimony of IW Husar & JH Keller concerning June 1988 emergency 
preparedness exercise.* Certificate of Svc encLRelated correspondence. 

HUSAR, I.W., KELLER.J.H. Federal Emergency Management Agency. KELLER.J.H. 
Idaho National Engineering Laboratory. #189 8221. 89/03/01. 87pp. 48699:057- 
48699:144. 

8903100252 Forwards testimony of F Kantor.EM Podolak & RT Hogan on scope of ex- 
ercise & NRC views on effect to be given to rebuttable presumption of FEMA findings 
per Commission 881201 & Board 890206 order. 

BACHMANN.R.G. Assistant General Counsel for Hearings. #189 8217. 89/03/01. 
FRYE.J.H., SHON.F.J., PARIS, O.H. Atomic Safety and Ucensing Board Panel. Ip. 
48701:330-48702:032. 

-8903100261 Testimony of F Kantor.EM Podolak & RT Hogan of NRC Staff on scope 
of exercise.* Purpose of testimony is to rebut testimony of Intervenors re Contention 

KANTOR.F., PODOLAK, E.M., HOGAN, R.T. Emergency Preparedness Branch. 89/03/ 
01. 55pp. 48701:331-48702:025. 

8903170077 Forwards diskette containing direct testimony of IW Husar & JH Keller re 
June 1988 emergency preparedness exercise filed on 890301 .W/o diskette.Certificate 
of Svc end. 

CUMMING.W.R. Federal Emergency Management Agency. #189 8231. 89/03/02. 
WHETSTINE.J.G. Atomic Safety and Ucensing Board Panel. 3pp. 48812:146- 
48812:148. 


R. Periodic operating reports & related correspondence 

8903080076 "Shoreham Nuclear Power Station Annual Operating Rept 1988." W/ 
890228 Itr. 

STEIGER, W.E., LEONARD, J.D. Long Island Lighting Co. 88/12/31. 12pp. 48765:048- 
48765:059. 

8903090423 Forwards "Semiannual Radioactive Effluent Release Rept, Third & Fourth 
Quarters of 1988" & Rev 5 to "Solid Waste Process Control Room." 

LEONARD, J.D. Long Island Lighting Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). Ip. 48753:025-48753:151. 

-8903060167 "Semiannual Radioactive Effluent Release Rept, Meteorological Summary 
& Offsite Dose A$sessment,Third & Fourth Quarters 1988." 

LEONARD, J.D. Long Island Lighting Co. 88/12/31. 75pp. 48753:026-48753:100. 

-8903090437 Rev 5 to "Solid Waste Process Control Program." 

RANDLES, M.I. Long Island Lighting Co. 88/09/13. 51pp. 48753:101-48753:151. 


8903220098 Forwards floppy disk which contains NRC Staff emergency planning exer- 
cise testimony re Contention 1 (scope) in ASCII formatAttachments to testimony 
could not be scanned for transfer to disk by equipmenLW/o disk. 

MCDONALD, M.L. Assistant General Counsel for Hearings. #189 8273. 89/03/03. 
FRYE.J.H., SHON.F.J., PARIS, O.H. Atomic Safety and Ucensing Board Panel. Ip. 
48872:174-48872:174. 

8903230443 Transcript of Commission 890303 affirmation, discussion & vote in 
Rockville, MD re SECY-89-77, "Shoreham Sanction Decision." Pp 1-5. 

* Commissioners. 89/03/03. 9pp. 49029:030-49029:038. 


U. Congressional/Executive Correspondence 

8903090290 Responds to 881227 Itr requesting NRC impose moratorium on all applica- 
tions submitted by util & thoroughly review air info previously submitted by util to deter- 
mine veracity, accuracy & authenticity, _ 

ZECH.L.W. Commissioners. 89/03/02. SWEENEY, R., YEVOLI.LJ., BIANCHI.I.W. New 
York, State of. 6pp. 48798:298-48798:304. 


8903210317 Forwards 10CFR50.59 rept for 1988.During reporting period, emergency 
operating procedures updated to comply w/recommendations of BWR Owners Group 
emergency procedure guidelines, Rev 4.Procedure change notices end. 

LEONARDO. Long Island Lighting Co. 89/03/14. Document Control Branch (Docu- 
ment Control Desk). 53pp. 48984:237-48984:289. 


-8903090292 Requests that NRC impose immediate moratorium on all applications sub- 
mitted by util for license for plant & that NRC review all prior info submitted by util to 

HAR^B e ER^pl! y ^^OULJ* Ut ^VKNEY,R. New York, State of. 88/12/27. 
ZECH.LW. Commissioners. Ip. 48798:304-48798:304. 
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8903230120 Forwards NRC 38th quarterly status rept on emergency preparedness for 
nuclear power plants for Oct-Dec 1988. _ ... 

ZECH.LW. Commissioners. 89/03/09. BREAUX, J.B. Senate, Environment & Public 
Works. 5pp. 49029:057-49029:061. 

8903230279 Forwards NRC quarterly status rept covering fourth quarter of CY88. 
ZECH.LW. Commissioners. 89/03/09. BEVILL.T. House of Rep., Appropriations. 
12pp. 49029:108-49029:119. 


V. Operator Examinations 

8903070052 Forwards Exam Rept 50-322/88-1 20L of exam administered during wk of 
881212 

GALLO.R.M. Re- : .r? ", Ofc of the Director. 89/02/17. LEONARD.J.D. Long Island 
Lighting Co. 3pp"sEV6*s.C03-:57ei-18. 


J. Insurance & indemnity information 

8902240213 Forwards endorsements, including Endorsement 3 to NELIA Certificate NW- 
132, Endorsement 3 to MAELU Certificate MW-73, Endorsement 4 to NELIA Certificate 
NW-51 & Endorsement 4 to MAELU Certificate MW-135. 

LOCKE, R.F. Pacific Gas & Electric Co. 89/02/17. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 49pp. 48579:190-48579:238. 

8903220397 Forwards Endorsement 4 to NELIA Certificate NW-132 & MAELU Certifi- 
cate MW-73, Endorsement 33 to MAELU Policy MF-103, Endorsement 34 to MAELU 
Policy MF-103 & Endorsement 63 to NELIA Policy NF-228. 

LOCKE, R.F. Pacific Gas & Electric Co. 89/03/15. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 9pp. 49007:181-49007:189. 


P. Operating license stage documents & correspondence 


-8903070054 Exam Rept 50-322/88-1 20L on 881213-15.Exam results:Two senior reac- 
tor operator (SRC) candidates & two reactor operator candidates passed w/one SRO 
candidate failing both witten & operating test exams. 

WALKER.T.E., CONTE.R.J. Region 1, Ofc of the Director. 89/02/17. 102pp. 
48764:006-48764:107. 


8903070111 Forwards comments developed by consultants in reviews of final rept of 
long-term seismic program for plant.G Gazetas requested to complete review & 
submit formal comments as soon as possible. 

REICH, M. Brookhaven National Laboratory. 88/11/15. PICHUMANI.R. NRC - No De- 
tailed Affiliation Given. 18pp. 48762:353-48763:010. 


-8903070056 Forwards comments on NRC written exams & answer keys to assist NRC 
in evaluating responses to exam questions provided by util license candidates. 
CALONE.L.J. '..cr.z Islsrd Ughtinc Co. 88/12/16. LANGE, D. Region 1, Ofc of the Di- 
rector. 10pp. * 0 '6* : ' - A-< 3" 6'- ■ I : H 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York. Inc. 54pp. *9005:00 1-49005:056. 


8903010235 "Diablo Canyon Long Term Seismic Program Response to Questions 1,2a 
* Pacific Gas & Electric Co. 89/01/31. 350pp. 48637:275-48639:346. 


8902230550 Responds to Generic Ltr 88-17, "Loss of DHR." Summary table of program 
enhancements for instrumentation level, temp, RHR performance & procedures encl.Util 
participated in Westinghouse Owners Group efforts to resolve generic ltr. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/02/06. Document Control Branch (Docu- 
ment Control Desk). 36pp. 48568:255-48568:290. 


DOCKET 50*323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 
F. Security, medical, emergency & fire protection plans 

8902230477 Revised EPIPs, including Rev 6 to EP M-5 & Rev 9 to EP G-2S1. W/890214 
ltr. 

KEYWORTH.WJ., FUJIMOTO.W.H. Pacific Gas & Electric Co. 89/02/14. 17pp. 
48571:014-48571:029. 

8902280200 Forwards Rev 16 to physical security plan, per NRC 880517 Itr.Rev withheld 
ef 10CFR73.21). 

HIFFER.J.D. Pacific Gas & Electric Co. 89/02/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 48626:258-48626:258. 


8902230571 Forwards response to NRC questions during 890105 public meeting re 
VANTAGE 5 fuel & NRC-imposed limitations on use of WCAP-10444, “Ref Core Rept 
VANTAGE 5 Fuel Assembly." 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/02/17. Document Control Branch (Docu- 
ment Control Desk). 9pp. 48568:159-48568:167. 

8902270513 Notification of 890301-03 meeting w/util in Rockville, MD to discuss NRC 
questions & util responses re seismic ground motion & long-term seismic program. 
ROOD.H. Project Directorate V. 89/02/21. KNIGHTON.G.W. Project Directorate V. 
7pp. 48589:140-48589:146. 

8902280383 Forwards response to Generic Ltr 88-14, “Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment." Util in process of obtaining & reviewing 
mfg instrument air quality recommendations. 

SHIFFER.J.D., LOCKE.R.F. Pacific Gas & Electric Co. 89/02/21. Document Control 
Branch (Document Control Desk). 6pp. 48624:224-48624:229. 


8903140155 Forwards Insp Repts 50-275/89-04 & 50-323/89-04 on 890131-0203.No 
deficiencies or violations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/02/24. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 48854:154-48854:161. 

**8903140158 Insp Repts 50-275/89-04 & 50-323/89-04 on 880120-31 & 0203. No defi- 
ciencies or violations noted.Major areas insDected- nrevious insp findings & operation- 
al status of emergency preparedness prcgram .Droco(i.rcs.fac:ir..es & uairngt 
BROWN.G.A. Region 5, Ofc of the Director. B9/C2/2*. 6pp. 4fi£5*:l56-*655*:16l 

8903230010 Requests confirmation that 890913 date acceptable for emergency pre- 
paredness exercise. 

FISH.R. Pacific Gas & Electric Co. 89/02/27. MARTIN, J.B. Region 5. Ofc of the Direc- 
tor. Ip. 49030:144-49030:144. 

8903210065 Forwards public version of Rev 5 to EPIP EP R-3 & Rev 10 to EP G-4.W/ 
undtd release memo. 

FUJIMOTO.W.H, Pacific Gas & Electric Co. 89/03/02. Document Control Branch 
(Document Control Desk). 2pp. 48994:144-48994:158. 

-8903210067 Rev 5 to EPIP EP R-3 & Rev 10 to EP G-4. 

* Pacific Gas & Electric Co. 89/03/02. 13pp. 48994:146-48994:158. 


H. General correspondence 

8612170083 Informs of change of address for NRC svc list 
SILVER, S.A. Friends Peace Exchange (formerly Mothers for Peace). 86/12/09. 
SCHIERLING.H. PWR Project Directorate 3. 2pp. 39020:343-39020:344. 

8903030190 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
RHODES, M. Affiliation Not Assigned. 89/02/21. Docketing & Services Branch. 6pp. 
4871 8:046-4871 8:051 . 

8903080427 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
DAVID, S A Pacific Gas & Electnc Co. 89/02/21. Docketing & Services Branch. 3pp. 
48744:167-48744:169. 

8903080483 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control.Util agrees w/Health Physics Society & recommends that 
below regulatory control dose value be in range of 10-20 mrem per yr. 

SUFFERED. Pacific Gas & Electric Co, 89/02/27. Document Control Branch (Docu* 

mant r/rntml (WW o*« 


890308 ltr. 

J29:1 59-49029:211. 


8903030279 Advises that util 880523 response to Generic Ltr 88-03, "Steam Binding of 
Auxiliary Feedwater Pumps," acceptable. Satisfactory implementation of procedures 
verified by Insp Repts 50-275/88-13 & 50-323/88-12. 

ROOD.H. Project Directorate V. 89/02/23. SHIFFER.J.D. Pacific Gas & Electric Co. 

4pp. 48694:286-48694:289. 

8903150539 Ack util 880602 response to Generic Ltr 88-05, "Boric Acid Corrosion of 
Carbon Steel Reactor Boundary Components in BWR Plants." Response provides as- 
surance that program addressing detrimental boric acid leakage in place & accepta- 
ble. 

ROOD.H. Project Directorate V. 89/02/24. SHIFFER.J.D. Pacific Gas & Electric Co. 

4pp. 48860:225-48860:228. 

8903080423 Forwards response to NRC 881213 questions on plant long term siesmic 
program final rept.W/105 proprietary common depth point seismic records, interpreted 
migrated sections. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 152pp. 48786:280-48786:328. 

8903090405 Forwards application for amend to Licenses DPR-80 & DPR-82, consisting 
of Amend Request 89-01, revising Tech Spec Section 6.0, “Administrative Controls. 

Feepaid. 

SHIfFER,J.D. Pacific Gas & Electric Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). Ip. 48799:063-48799:083. 

-8903090411 Application for amends to Licenses DPR-80 & DPR-82, consisting of 
Amend Request 89*01 .revising Tech Spec Section 6.0, “Administrative Controls.” 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/02/28. 6pp. 48799:064-48799:069. 

-8903090414 Proposed Tech Specs, revising administrative controls. 

* Pacific Gas & Electric Co. 89/02/28. 14pp. 48799:070-48799:083. 

8903200043 Discusses closeout of Generic Ltr 85-12, “Implementation of TMI Action 
Item II.K.3.5, “Automatic Trip of RCP." 

ROOD.H. Project Directorate V. 89/03/09. SHIFFER.J.D. Pacific Gas & Electric Co. 

4pp. 48964:101*48964:104. 

8903240061 Forwards viewgraphs presented at 890301-03 meetings w/NRC in San 
Francisco, CA re long term seismic program. 

BRADY, F.W. Pacific Gas & Electric Co. 89/03/13. NRC * No Detailed Affiliation 

Given. 300pp. 49045:078-49046:044. [ 

t 

8903270002 Forwards environ assessment & finding of no significant impact for amends 
to Licenses DPR-80 & DPR-82.Amends would revise Teen Spec 2.2.1 & associated ; 

bases to reduce steam generator water level low & low low setpoint to 7.2%. 

ROOD.H. Project Directorate V. 89/03/15. SHIFFER.J.D. Pacific Gas & Electric Co. 

4pp. 49055:312-49055:319. j 

-8903270005 Environ assessment & finding of no significant impact re amends to Li- 
censes DPR-80 & DPR-82. Amends would revise Tech Specs by revising steam gener- 
ator tow & low low level setpoints for initiating reactor trip. I 

KNIGHTON.G.W. Project Directorate V. 89/03/1 5. 4pp. 49055:31 6-49055:31 9. 


! 
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8903230311 Comments on draft NUREG-1335 re individual plant exams, per 890223- 
0302 meetings w/NRC.Addl time should be allowed for presentation of program plan 
following finalization of NUREG-1335. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49048:153-49048:154. 

8903230362 Summary of 890301 03 w *- San Francisco, CA to discuss re- 

sponse to seismic ground rrciiur. i:;.«:s:i:?ns pw Zti " 2 * :■ Itr. 

ROOD.H. Project Directors v r:l.' ■ ' Pr i: rectorate V. 12pp. 49037:176- 

49037:187. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903270218 Notification of 890331 meeting w/util in Rockville.MD to discuss two 
amend requests to be submitted by licensee re seismic trip sys & diesel generator 
allowed outage time. Agenda end. 

ROOD.H °roject Directc r ate V. 89/03/22. KNIGHTON, G.W. Project Directorate V. 
7pp. 4 3." 4 1 6 :: ;i. 1 66. 


Q. Inspection reports, IE Bulletins & correspondence 

8902270459 Forwards Mgt Meeting Repts 50-275/89-06 & 50-323/89-06 on 
890126.Concern noted re large number of personnel errors continuing to exist at fa- 
cilities 

FAULKENBERRY.B. Pncion 5. Ofo of the Director. 89/02/08. SHIFFER.J.D. Pacific 
Gas & Electric Co. 2pp. 9 14/ 5:»* 

—8902270462 Mgt Meeting Repts 50-275/89-06 & 50-323/89-06 on 890126. Major 
areas inspected:current Region V concerns, including operations & valve lineup 
e" 0 's.c'“f ! nu ,, rit ! c': mot £ svs engineenno n'oblerrs. 

\AR>:.r ■■■ V JOHNS': CN.k P , 'MFN:X)NCA 1 \1..V Region 5, Ofc of the Director. 89/ 
02/08. 3pp. 48589:149-48589:1 51 . 

8902270468 Forwards Insp Repts 50-275/89-03 & 50-323/89-03 on 890117- 26.No 
noncompliance noted.Weaknesses identified in implementation of ALARA program. 
SCARANO.R.A. Region 5, Ofc of the Director. 89/02/10. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 48586:231-48586:246. 

-8902270469 Insp Repts 50-275/89-03 & 50-323/89-03 on 890117-26.No noncompli- 
ance noted.Major areas inspected:nonroutine events, followup of open items, radwaste 
rvb & radiclcciral onvi-cr mor/to-irc & transportation activities. 
hLSSF---..! t ', NORT-..H.S. Fscib'- 5, Ofc of the Director. 89/02/08. 14pp. 

48d86.233-4i586.24f). 

8902280381 Forwards Insp Repts 50-275/88-32 & 50-323/88-30 on 881204- 
890121 .No violations noted.Attention needed in two areas which deserve increased 
mgt attention. 

ZIMMERMAN, R.P. Roto- 5. 0*c of the? Director. 89/02/14. SHIFFER.J.D. Pacific Gas 
& Electric Co. 2pp. 43633 14H-1S633.-69. 

-8902280385 Insp Repts 50-275/88-32 & 50-323/88-30 on 881204-890121 .No viola- 
tions noted.Major areas inspected:plant operation, maint & surveillance 
activities, followup of onsite events, open items & LERs. 

JOHNSTON, K.E., NARBUT.P.P., MENDONCA.M.M. Region 5, Ofc of the Director. 89/ 
02/10. 20pp. 48633:150-48633:169. 

8902280302 Ack receipt of 890119 Itr inferring NFC cf stops taken to correct violations 
noted in Insp Repts 50-275/88-31 & 50-323 ’38 -29 Arc' info re averaging technique 
approach for oscillating gages including measuring technique, requested. 

ZIMMERMAN, R.P. Region i\ Ofc ci !"o Director. 89/02/17. SHIFFER.J.D. Pacific Gas 
& Electric Co. 2pp. 48627:340-48627:345. 

8903030279 Advises that util 880523 response to Generic Ltr 88-03, “Steam Binding of 
Auxiliary Feedwater Pumps,” acceptable. Satisfactory implementation of procedures 
verified by Insp Repts 50-275/88-13 & 50-323/88-12. 

ROOD.H. Project Directorate V. 89/02/23. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 48694:286-48694:289. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROS&I.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903140155 Forwards Insp Repts 50-275/89-04 & 50-323/89-04 on 890131-0203.No 
deficiencies or violations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/02/24. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 48854:154-48854:161. 

-8903140158 Insp Repts 50-275/89-04 & 50-323/89-04 on 880120-31 & 0203. No defi- 
ciencies or violations noted.Major areas inspected: previous insp findings & operation- 
al status of emergency preparedness program (procedures, facilities & training). 
BROWN.G.A., FISH.R.F. Region 5, Ofc of the Director. 89/02/24. 6pp. 48854:156- 
48854:161. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032*48578:137. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 


8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903170093 Forwards "Diablo Canyon Unit 2 Inservice Insp Rept." Rept provides re- 
sults of insp of Class 1 & 2 components & supports conducted during second refuel- 
ing outage. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/0 7. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48948:199-48948:270. 

-8903170105 "Diablo Canyon Unit 2 Second Refueling Outage Inservice Insp (ISI) 
Rept." 

GONZALEZ, D.A., FRANKS, O.K., LEPPKE.M.E. Pacific Gas & Electric Co. 86/03/13. 
70pp. 48948:201-48948:270. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste ‘/^age-ront & Decommissioning fPos* 
870413). 89/03/08. Consolidated Edison Co. :. s Ncv Ycr*. 1 : 7 :jl :'/■ 

48798:231. 

8903270146 Forwards Meeting Repts 50-275/89-10 & 50-323/89-10 on 890224 re QA 
engineering insp efforts. 

CHAFFEE, A.E. FVrcn 5 of th^ Director. 89/03/08. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 

-8903270148 Wnofrg Rests 5C ? 7 . r >/89-10 & 50-323/89-01 on 890224.Major areas 
:::sc:.^sr.:: ciu: -io-:.r 'q-K.-atno nsp activities. 

RIC -ARDS.S /■ , V .".\L)CNGA,\i.V Region 5, Ofc of the Director. 89/03/08. 4pp. 
49055:267-49055:270. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Bmakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903270172 Summary of 890112 public meeting w/NSSS Owners Groups, EPRI & 
NUMARC to discuss proposed NRC bulietin on cracked studs. Agenda & list of atten- 
dees end. 

ROOD.H. Project Directorate V. 89/03/17. KNIGHTON, G. Project Directorate V. 6pp. 
49054:070-49054:075. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001*48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044*48992:147. 

8903280217 Forwards corrected "Diablo Canyon Power Plant Unit 2 Second Refueling 
Outage Inservice Insp (ISI) Rept." Rept originally distributed w/missing pages. 

* Pacific Gas & Electric Co. 89/03/23. NRC - No Detailed Affiliation Given. Ip. 
49064:025-49064:100, 

-8903280222 Corrected "Diablo Canyon Power Plant Unit 2 Second Refueling Outage 
Inservice Insp (ISI) Rept.” 

GONZALEZ, D.A., FRANKS, O.K., LEPPKE.M.E. Pacific Gas & Electric Co. 89/03/23. 
74pp. 49064:027-49064:100. 


R. Periodic operating reports & related correspondence 


8903130702 "Diablo Canyon Nuclear Power Plant Semiannual Radioactive Effluent Re- 
lease Rept, July-Dee 1988.” W/890301 Itr. 

FUJIMOTO.W.H. Pacific Gas & Electric Co. 88/12/31. 180pp. 48870:170-48870:349. 

8902270184 Monthly operating repts for Jan 1989 for Diablo Canyon Units 1 & 2.W/ 
890214 Itr. 

BEDESEM.P., NOLAN.J., TOWNSEND, J.D. Pacific Gas & Electric Co. 89/01/31. 
10pp. 48586:009-48586:018. 

8903090368 “Rept on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of Jan 1989.” W/890217 Itr. 

TOWNSEND, J.D. Pacific Gas & Electric Co. 89/01/31. LEONARD, W. California, State 
of. 25pp. 48783:001-48783:025. 

8903220104 Monthly operating repts for Feb 1989 for Diablo Canyon Units 1 & 2.W/ 
890315 Itr. 

BEDESEM.P., TOWNSEND, J.D. Pacific Gas & Electric Co. 89/02/28. 11pp. 
48993:305-48993:315. 


S. Reportable occurrences, LERs & related correspondence 
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8902280186 LER 88-01 6-00:on 881111,during local check of safety injection 
pump,suction valve found closed & pump severly overheated & damaged.Caused by 
racking In of suction valve o'os-.o'.Pkc :-: iurr.s rvv «-c '.V. It' 

SISK.D.P., SHIFFER.J.D. Pacific Gi- & E G::. 0/ 7pp. 48633:242- 

48633:248. 


-8903020202 Insp Repts 50-324/89-04 & 50-325/89-04 on 890117-20 & 30.No viola- 
tions noted.Major areas inspectedrreview of emergency plan & implementing 
B'ocedu'es.errerqencv faci'ities, equipment, instrumentation & supplies. 

SAF-’OR.-.V.M . i‘ANKIN,-VH Region 2, Ofc of the Director. 89/02/10. 5pp. 
48673:231-48673:235. 


8903020584 LER 89-001-00:on 8901 17, Action B of Tech Spec 3.7.1.2, “Auxiliary Feed- 8903030259 Forwa-ds Eromencv Operating Procedures Insp Repts 50-324/88-200 & 

water Sys" exceeded when both steam driven auxiliary feedwater pump 2-1 inoper- 52-325/98-230 cn 330326-': CC' 

able for greater than 6 h.Caused by personnel error.W/890224 Itr. .AINAS.O.C. 'J vusiy of Fes.rcr Projects - I/ll (Post 870411). 89/02/23. UTLEY, E.E. 

WILSON, S.D., SHIFFER.J.D. Pacific Gas & Electric Co. 89/02/24. 8pp. 48690:351- Caio : na Powc-a Lich: Cc. cop 48692:016-48692:056. 

48690:358. 


8903140504 LER 88-025-00:on 88 1201, seismic bracing missing from instrument panel 
due to inadeeuate configuration control Affected channels declared inoperable for 
Jnt S.Seisnc b'ac-g *f. nstai'xdW# 5935::3 ;r. 

SRE3EL.T, SHIF FFR.J L\ 3 aj lie Gas & L‘*ectric Co. 89/03/03. 7pp. 48853:344- 
48853:350. 

8903150291 LER 88-01 3-01 :on 881014.RCS level instrument channel out-of-svc due to 
closed valve on instrument air line.Caused by lack of requirement to verify alignment 
of valve prior to startup.Procedures revised. W/ 880903 Itr. 

YIARBURGER.D.O., SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/03. 6pp. 
48S6C:233--i£56C:2CS. 

8903170272 LER 89-001-01:on 890117,action b of Tech Spec 3.7.1.2, “Auxiliary Feed- 
water Sys,” was exceededCaused by personnel misunderstanding of design basis 
operability requirements of steam driven pump.Operations summary issued.W/890309 

WILSON, S.D., SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/09. 8pp. 48950:294- 
48950:301. 

8903280245 LER 88-015-00:on 881103.RHR pump 2-2 lower motor bearing housing 
failed & declared inoperable.Caused by inadequacy of lock washer/shaft 
engagement.resulting in loss of running clearance.Motor repaired.W/890223 Itr. 
MARBURGER.D.C., SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/21. 8pp. 
49063:054-49063:061. 


-8903030263 Insp Repts 50-324/88-200 & 50-325/88-200 on 880926-1007. Technical 
inaccuracies noted.Major areas inspected:emergency operating 
procedures, procedures & plant operations re human factors & primary containment 
venting procedures. 

VANDkNE JR3H.C , KCNKLIN.J.E. Division of Reactor Inspection & Safeguards (Post 
8704: ' I. J .AL'GHNE: V ,C.J Special Inspection Branch. 89/01/25. 35pp. 48692:022- 
48692:056. 


8903200212 Forwards emergency preparedness exercise objectives for exercise sched- 
uled for 890523.Complete exercise scenario will be submitted no later than 45 days 
prior to start of exercise. 

LOFLIN.U. Carolina Power & Light Co. 89/03/09. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48971:006-48971:009. 

8903270217 Forwards Amends 126 & 156 to Licenses DPR-71 & DPR-62, 
rnspective'y Amends change Tech Spec Table 3.3.5.7-1 to reflect mod of present fire 
detection sys lor c.esel generator cells.Safety evaluation also end. 

LE,\G Project Directorate 11-1. 89/03/20. UTLEY, E.E. Carolina Power & Light Co. 
3pp. 49110:116-49110:131. 

-8903270220 Amends 126 & 156 to Licenses DPR-71 & DPR-62, respectively, changing 
Tech Spec Table 3.3.5.7-1 to reflect mod of present fire detection sys for diesel gen- 
erator cells. 

REEVES, E.A. Project Directorate 11-1. 89/03/20. 10pp. 49110:119-49110:128. 


T. Hearing transcripts on non-antltrust matters 

8903100562 Final response to FOIA request for transcripts re facility. Forwards App H 
documents.App H documents also available in PDR.App I documents partially withheld 
per Sunshine Act. 

GRIMSLEY.D.H. Division of Freedom of information & Publications Services (Post 
890205). 89/03/01. SCHMIEGE.P.A. O'Melveny & Myers. 4pp. 48874:081-48875:042. 

-8903100569 Transcript of 840123 closed meeting in Washington, DC re discussion of 
pending investigations on facility .Pp 1-27. 

* Commissioners. 84/01/23. 28pp. 48874:125-48874:152. 

-8903100574 Transcript of 840319 closed session in Washington, DC re status of pend- 
ing investigation on plantPp 74-85. 

* Commissioners. 84/03/19. 14pp. 48874:153-48874:166. 

-8903100577 Transcript of 840326 closed meeting in Washington, DC re status of pend- 
ing investigation on plant.Pp 1-27. 

* Commissioners. 84/03/26. 28pp. 48874:167-48874:194. 

-8903100580 Transcript of 840730 dosed meeting in Washington.DC re status of pend- 
ing investigations on plantPp 1A-88. 

* Commissioners. 84/07/30. 90pp. 48874:195-48874:285. 

-8903100585 Transcript of 850108 closed meeting in Washington, DC re periodic brief- 
ing on near-term OLs.Pp 20-21 . 

* Commissioners. 85/01/08. 3pp. 48874:286-48874:288. 

-8903100587 Transcript of 850108 meeting in Washington.DC re periodic briefing on 
near-term OLs.Pp 3-4. 

* Commissioners. 85/01/08. 3pp. 48874:289-48874:291. 

-8903100589 Transcript of 850423 closed meeting in Washington.DC re discussion of 
pending investigations.Pp 2-25. 

* Commissioners. 85/04/23. 26pp. 48874:292-48874:317. 

-8903100590 Partially withheld transcript of 850423 dosed meeting in Washington.DC 
re discussion of pending investigations. Pp 2-8. 

* Commissioners. 85/04/23. 8pp. 48874:318-48874:325. 

-8903100592 Partially withheld transcript of 850726 meeting in Washinton.DC re discus- 
sion of pending investigations.Pp 1-60. 

* Commissioners. 85/07/28. 62pp. 48874:357-48875:027. 

-8903100593 Partially withheld transcript of 841022 closed meeting in Washington.DC 
re status of near-term OLs.Pp 33-55. 

* Commissioners. 84/10/22. 23pp. 48875:028-48875:042. 


V. Operator Examinations 

8902270260 Discusses requalification program evaluation scheduled for wks of 890515- 
0602. 

KIRSCH.D.F. Region 5. Ofc of the Director. 89/02/07. SHIFFER.J.D. Padfic Gas & 
Electric Co. 9pp. 48644:224-48844:232. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing nati exam schedule. Svc list end. 

VARGA.SA Assodate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency 8 fire protection plans 


-8903270223 Safety evaluation supporting Amends 126 & 156 to Licenses DPR-71 & 
DPR-62, respectively to change Tech Spec Table 3.3.5.7-1 to reflect proposed mod of 
present fire detection sys for diesel generator cells. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/20. 3pp. 
49110:129-49110:131. 


J. Insurance & indemnity information 

8903270309 Final response to FOIA request for records.App A records end & available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/23. WILLIAMS, O.G. JRA Associates. 2pp. 

-8903270312 Responds to 890218 Itr re amended indemnity agreement w/ utils to 
permit storage of spent nuclear fuel.FR notice end. 

INGRAM.F. Public Affairs. 89/02/22. SMITH ,J.J. Affiliation Not Assigned. 2pp. 


P. Operating license stage documents 8 correspondence 

8902240323 Forwards notice of withdrawal of 861113 application for amends to Li- 
censes DPR-62 & DPR-71 .supplemented on 870128, concerning deletion of require- 
ment to perform temp sensor response time testing on various switches, per 881102 
itr. 

LE.N.B. Project Directorate 11-1. 89/02/16. UTLEY, E.E. Carolina Power & Light Co. 
2pp. 48579:242-48579:245. 

-8902240326 Notice of withdrawal of 861113 application for amends to Licenses DPR- 
62 & DPR-71 .supplemented on 8701 28, concerning deletion of requirement to perform 
temp sensor response time testing on various switches & thermocouples, per 881102 
Itr. 

REEVES, E.A. Project Directorate 11-1. 89/02/16. 2pp. 48579:244-48579:245. 

8902280325 Forwards safety evaluation re control room radiological habitability sys, per 
util 850830 evaluation.Subj sys capable of proteding control room operators from 
DBA radiological releases w/doses below guidelines of GDC 19. 

TOURIGNY.E.G. Project Directorate 11-1. 89/02/16. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 48636:147-48636:152. 

-8902280327 Safety evaluation supporting control room habitability sys of plant & ac- 
ceptability of existing Tech Spec re control room pressurization requirement. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/16. 4pp. 
48636:149-48636:152. 

8903030049 Supplemental application for amends to Licenses DPR-71 & DPR-62, elimi- 
nating cycle-specific parameter limits to incorporate guidance in Generic Ltr 88-16 & 
SER of Amend 19 to NEDE-24011-P-A. 

MCDUFFIE, M.A. Carolina Power & Light Co. 89/02/20. Document Control Branch 
(Document Control Desk). 19pp. 48716:262-48717:020. 

-8903030051 Proposed Tech Specs, reflecting elimination of cycle-specific parameter 
limits to incorporate guidance in Generic Ltr 88-16 & SER for Amend 19 to NEDE- 
24011-P-A, 

* Carolina Power & Light Co. 89/02/20. 101pp. 48716:281-48716:361. 

-8903080263 Rev 0 to “Brunswick Unit 1, Cycle 7,Core Operating Limits Rept,Feb 

DEVOE.M.J., CLEMENTS, T.- Carolina Power & Light Co. 89/02/17. 11pp. 48717:001- 
48717:011. 

-8903080267 “Brunswick Unit 2, Cycle 8, Core Operating Limits Rept,Feb 1989." 
DEVOE.M.J., CLEMENTS, T. Carolina Power & Light Co. 89/02/15. 9pp. 48717:012- 
48717:020. ^ 


8903020193 Forwards Insp Repts 50-324/89-04 & 50-325/89-04 on 890117-20 & 30.No 8903020313 Notification of 890222 meeting w/util in Bethesda,MD to discuss action for 

« d ?^ at,ons crack found in recirculation sys safe ends. 

DECKERJ.R. Region 2, Ofc of the Director. 89/02/14. UTLEY, E.E. Carolina Power & TOURIGNY.E.G. Project Directorate 11-1. 89/02/21. MURLEY.T. NRC - No Detailed 

Light Co. 2pp. 48673:229-48673:235. Affiliation Given. 3pp. 48669:244-48669:246. 
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8903100414 Confirms 890201 telcon re mgt r-oe* : rr: 3- 9!?C3“" a* Region II ofc to dis- 
cuss progress of nuclear mgt & operational v -:'oss app-aisnl of plant, 

ERNST, M.L. Region 2, Ofc of the Director. 89/02/22. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 48803:030-48803:031 . 

8903100568 Notification of significant licensee meeting w/util on 890310 in Region II 
ofc to discuss progress of nuclear mgt & operational effectiveness appraisal of plant 
& util in general. 

DANCF H C Penio" ? Ofc of the Director. 89/02/22. Region 2, Ofc of the Director. 
2pp. 48S0v:i?"-43fiC: 328 

8903270306 FOIA request for JL Smith 89021 5 Itr to NRC re spent fuel shipment from 
Brunswick Nuclear Power Station to Harris Plant. 

WILLIAMS.O.G. JRA Associates. 89/02/27. GRIMSLEY.D.H. NRC - No Detailed Affili- 
ation Given. 2pp. 

8903070205 Notification of 890307 meeting w/BWR Owners Group in Rockville, MD to 
discuss items of current interest.Agenda end. 

SHAO.L.C. Division of Engineering & Systems Technology (Post 870411). 89/02/28. 
MIRAGLIA.F.J. Associate Director for Inspection & Technical Assessment (Post 
870411). 8pp. 48763:023-48763:030. 

8903140083 Provides results of evaluation of new section to Station Blackout Rule 
10CFR50.63.per NUMARC 87-OO.except where Reg Guide 1.155 takes 
precedence.Mods will be completed within 2 yrs after NRR notification. 

MCDUFFIE, M.A. Carolina Power & Light Co. 89/03/03. Document Control Branch 
(Document Control Desk). 5pp. 48854:197-48854:201. 

8903140351 Submits clarification to util 881028 request to revise footnote of Tech Spec 
Table 1.2 re recoupling of single control rod while rod being moved.Rod will not un- 
couple or experience fnction.per described procedures. 

LOFLIN.L.I. Carolina Power & Light Co. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48848:342-48848:343. 

8903150249 Forwards safety evaluation supporting util responses to Generic Ltr 83- 
28, Items 3.2.1 & 3.2.2 re test & maint procedures & Tech Specs & post-maint testing. 
LE,N.B. Project Directorate 11-1. 89/03/08. UTLEY, E.E. Carolina Power & Light Co. 
2pp. 48871:353-48871:357. 

-8903150287 Safety evaluation supporting util responses to Generic Ltr 83-28,ltems 
3 2 1 & 3 2 2 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/08. 3pp. 
48871:355-48871:357. 


8903150345 Forwards safety evaluation supporting util 871204 submittal of design mod 
that allows testing at power w/o preventing alternate rod injection sys from respond- 
ing to automatic initiation signal. 

LE.N.B. Project Directorate 11-1. 89/03/08. UTLEY.E.E. Carolina Power & Light Co. 
2pp. 48871 :276-48871:281 . 

-8903150350 Safety evaluation supporting util compliance w/ATWS rule, 10CFR50.62 
re power testability features of alternate rod insertion sys & recirculating pump trip 
design. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/08. 4pp. 
48871:278-48871:281. 


8903200265 Provides results of plant lab analysis of liquid samples spiked w/radionu- 
clides for Fe-55,H-3,Sr-89 & Sr-90. 

HARNESS.J.L. Carolina Power & Light Co. 89/03/08. KAHLE.J.B. Region 2, Ofc of 
the Director. 2pp. 48970:183-48970:184. 

8903230113 Forwards safety evaluation re Generic Ltr 83-28, Item 2.1 (Parts 1 & 2) re 
equipment classification & vendor interface for reactor trip sys components. 

LE.N.B. Project Directorate 11-1. 89/03/15. UTLEY.E.E. Carolina Power & Light Co. 
2pp. 49037:096-49037:100. 

-8903230116 Safety evaluation re Generic Ltr 83-28,ltem 2.1 (Parts 1 & 2) concerning 
equipment classification & vendor interface for reactor trip sys components. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/15. 3pp. 
49037:098-49037:100. 


8903240201 Summary of 890222 meeting w/licensee in Bethesda.MD to discuss char- 
acterization of & proposed actions for, cracks found in Unit 1 recirculation sys safe 
ends.Potential implications for Unit 2 also addressed. 

TOURIGNY.E.G. Project Directorate 11-1. 89/03/15. Project Directorate 11-1. 7pp. 
49039:266-49039:272. 

8903230232 Application for amends to Licenses DPR-71 & DPR-62.Amends revise Tech 
Specs to incorporate test frequency changes for Rosemount analog trip unit systems. 
MCDUFFIE, M.A. Carolina Power & Light Co. 89/03/16. Document Control Branch 
(Document Control Desk). 8pp. 49082:057-49082:300. 

-8903230240 Proposed Tech Specs to incorporate test frequency changes for Rose- 
mount analog trip unit sys. 

* Carolina Power & Light Co. 89/03/16. 30pp. 49082:065-49082:121. 

-8903290440 Paper entitled “Operations Preventative Maint Quality Confidence of Infre- 
quent Preventative Maint,” presented at Eleventh Annual Natl Energy Div Conference. 
BALLARD, B.E. General Public Utilities Corp. - GPU Service Corp. CRELLIN.G.L Los 
Alamos Technical Associates, Inc. 89/03/16. 25pp. 49082:122-49082:259. 

-8903230310 Requests addl info to continue review of Amend 1 to NEDO-21617, 
"Analog Transmitter/Trip Unit Sys for Engineered Safeguard Sensor Trip Units,” in 
order to complete review. 

PARR.O.D. Light Water Reactors Branch 3. 78/04/27. SHERWOOD, G.G. General 
Electric Co. 3pp. 49082:260-49082:262. 

-8903230313 Responds to 780427 request for addl info re topical rept NEDO-21617, 
"Analog Transmitter/Trip Unit Sys for Engineered Safeguard Sensor Trip Input.” Subj 
sys interfaces w/existing designs & each application will be considered individually. 
QUIRK.J.F. General Electric Co. 78/06/12. PARR.O.D. Light Water Reactors Branch 
3. 38pp. 49082:263-49082:300. 

8903230148 Forwards safety evaluation re util 831107 responses to Generic Ltr 83- 
28, Item 2.2 (Part 1) re equipment classification programs for safety-related compo- 
nents & Item 4.5.2 re reactor trip sys reliability. 

LE.N.B. Project Directorate 11-1. 89/03/17. UTLEY, E.E. Carolina Power & Light Co. 
3pp. 49030:150-49030:158. 


-8903230150 Safety evaluate acco-tir.g util 831107 response to Generic Ltr 83- 
28, Item 2.2.1 re equipment clf.sp.l.csior programs for safety-related components. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/17. 4pp. 
49030:153-49030:156. 

-8903230153 Safety evaluation accepting util response to Generic Ltr 83-28, Item 4.5.2 
re reactor trip sys reliability. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/17. 2pp. 
49030:157-49030:158. 

8903270217 Forwards Amends 126 & 156 to Licenses DPR-71 & DPR-62, 
respectively.Amends change Tech Spec Table 3.3.5.7-1 to reflect mod of present fire 
detection sys for diesel generator cells.Safety evaluation also end. 

LE.N.G. Project Directorate 11-1. 89/03/20. UTLEY, E.E. Carolina Power & Light Co. 
3pp. 49110:116-49110:131. 

-8903270220 Amends 126 & 156 to Licenses DPR-71 & DPR-62, respectively, changing 
Tech Spec Table 3.3.5.7-1 to reflect mod of present fire detection sys for diesel gen- 
erator cells. 

REEVES, E.A. Project Directorate 11-1. 89/03/20. 10pp. 49110:119-49110:128. 

-8903270223 Safety evaluation supporting Amends 126 & 156 to Licenses DPR-71 & 
DPR-62,respectively to change Tech Spec Table 3.3.5.7-1 to reflect proposed mod of 
present fire detection sys for diesel generator cells. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/20. 3pp. 
49110:129-49110:131. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902240148 Advises that util 880408 response to NRC Bulletin 88-001, "Defects in 
Westinghouse Circuit Breakers," acceptable. No use of Westinghouse DS series cir- 
cuit breakers in Class IE sys at plant confirmed. 

TOURIGNY.E.G. Project Directorate 11-1. 89/02/14. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 48583:358-48583:359. 

8903020193 Forwards Insp Repts 50-324/89-04 & 50-325/89-04 on 890117-20 & 30.No 
violations or deviations noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/14. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 48673:229-48673:235. 

-8903020202 Insp Repts 50-324/89-04 & 50-325/89-04 on 890117-20 & 30.No viola- 
tions noted.Major areas inspected:review of emergency plan & implementing 
procedures, emergency facilities, equipment, instrumentation & supplies. 

SARTOR, W.M., RANKIN, W.H. Region 2, Ofc of the Director. 89/02/10. 5pp. 
48673:231-48673:235. 

8902270478 Forwards Insp Repts 50-324/89-03 & 50-325/89-03 on 890123- 27.No vio- 
lations or deviations noted. 

PEEBLES, T. A. Region 2. Ofc of the Director. 89/02/16. UTLEY.E.E. Carolina Power & 
Ught Co. 2pp. 48586:21 1-48586:222. 

-8902270487 Insp Repts 50-324/89-03 & 50-325/89-03 on 890123-27.No violations 
noted.Major areas inspected:followup to operational performance assessment con- 
ducted on 880627-0715, described in Insp Repts 50-324/88-19 & 50-325/88-19. 
BRESLAU, B., LAWYER, L. Region 2, Ofc of the Director. 89/02/10. 10pp. 48586:213- 
48586:222. 

8902280369 Responds to NRC 890215 request for addl info re reactor recirculation sys 
safe end insps.per 890208 telcon to discuss insp & detection of crack 
indications.Nutech Rept XCP-01-003, "Residual Stress Analysis..." end. 

LOFLIN.L.I. Carolina Power & Light Co. 89/02/20. Document Control Branch (Docu- 
ment Control Desk). 30pp. 48636:186-48636:265. 

-8902280474 "Residual Stress Analysis of Thermal Sleeve to Safe-End Welds." 
RICCARDELLA.P,, GIANNUZ2I.A.J., EDWARDS.N.W. Nutech, Inc. XCP-01-003. 79/ 
04/18. 49pp. 48636:217-48636:265. 

8903030259 Forwards Emergency Operating Procedures Insp Repts 50-324/88-200 & 
50-325/88-200 on 880926-1007. 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/02/23. UTLEY.E.E. 
Carolina Power & Light Co. 6pp. 48692:016-48692:056. 

-8903030263 Insp Repts 50-324/88-200 & 50-325/88-200 on 880926-1007. Technical 
inaccuracies noted.Major areas inspected:emergency operating 
procedures, procedures & plant operations re human factors & primary containment 
venting procedures. 

VANDENBURGH.C., KONKLIN.J.E. Division of Reactor Inspection & Safeguards (Post 
870411), HAUGHNEY.C.J. Special Inspection Branch. 89/01/25. 35pp. 48692:022- 
48692:056, 


8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent teak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 


8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080454 Ack receipt of 890120 response to violations noted in Insp Repts 50-324/ 
88-40 & 50-325/88-40. 

PEEBLES.T.A. Region 2, Ofc of the Director. 89/02/27. UTLEY, E.E. Carolina Power & 
Ught Co. ip. 48743:023-48743:023. 
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8903100543 Forwards Insp Repts 50-324/89-02 & 50-325/89-02 on 890101-31 & notice 
of violation. 

VERRELLI.D.M. Region 2, Ofc of the Director. 89/02/27. UTLEY.E.E. Carolina Power 
& Light Co. 2pp. 48802:352-48803:016. 

—8903100546 Notice of violation from insp on 890101-31.Violation noted: operator failed 
to place clearance tag as required.in that 1A RHR pump breaker racked-out instead of 

OA hroal/of nor nlaaranro 

VERRELU.D.M. Region 2. Ofc of the Director. 89/02/27. 2pp. 48802:354-48802:355. 

-8903100549 Insp Repts 50-324/89-02 & 50-325/89-02 on 890101-31. Violations 
noted.Major areas inspected:maint observation, surveillance observation, operational 
safe;y verification, flow mst-ictinc offices & onsite LER review. 

RULAND.W.H., LEVIS.V; . MADCr.N.r M Region 2, Ofc of the Director. 89/02/27. 
22pp. 48802:356-48803:016. 

8903090294 Responds to violations noted in Insp Repts 50-324/88-41 & 50-325/88- 
-I Corrective ncttc-rSM Oncrntrg n ror:cdure SPO-02.6 revised to include specific di- 
rvd'ons !cr fclicv.inq plant crt/wnc oc c ■ guidelines. 

HARNESS,- _ wi'.fc-l.r a rower & .gn: Co. 89/03/01. Document Control Branch (Doc- 
ument Control Desk). 3pp. 48783:066-46783:068. 

8903150492 Ack receipt of 890213 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-324/88-33, 50-325/88-33 & 50-261/88-26. 

ERNST.M.L. Rf-:c" ?. of the Director. 89/03/01. UTLEY.E.E. Carolina Power & 
Light Co. Ip. -'Sti.-'l \ , i6" , -«'-5^71:360. 

8903100469 Forwards response to NRC Bulletin 88-007, Suppl 1, “Power Oscillations in 
BWRs." Abnormal Operating Procedures AOP-04.0 & AOP-04.3 revised to handle 
conditions which would inadvertently place reactor in region of instability. 

MCDUFFIE, M.A. Carolina Power & Light Co. 89/03/02. Document Control Branch 
(Document Control Desk). 3pp. 48804:133-48804:135. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety “ Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safc-iy (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vuican Air-Operated Valves." Svc list encT. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89*031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8612310179 Monthly operating repts for Aug 1986.W/860905 Itr. 

HARRISON, F., DIET2.C.R. Carolina Power & Ught Co. 86/08/31. SCROGGINS.R.M. 
Office of Resource Management Director (Pre 870413). 15pp. 39118:248-39118:262. 

8903010246 "Brunswick Steam Electric Plant Semiannual Radioactive Effluent Release 
Rept Jul-Dec 1988." W/890223 Itr. 

HARNESS, J.L Carolina Power & Light Co. 88/12/31. 94pp. 48648:164-48648:257. 

8903140587 Monthly operating repts for Feb 1989 for Brunswick Steam Electric Plants 
Units 1 & 2.W/undated itr, 

HARRISON, F., HARNESS J.L. Carolina Power & Light Co. 89/02/28. 8pp. 48834:189- 
48834:196. 


S. Reportable occurrences, LERs A related correspondence 

8903230248 LER 89-001 -00:on 89021 4,momentary Initiation signal generated & HPCI 
sys auto-started as designed but remained in min flow mode & did not inject into reac- 
tor pressure vesselCaused by spurious dosure signal.W/890316 Itr. 

HARRIS.T., HARNESSJ.L Carolina Power & Ught Co. 89/03/16. 5pp. 49022:343- 
49022:347. 


8903280160 LER 89-002-00:on 890221, two supports on HPCI steam supply discovered 
w/cracked weld indications showing rust.Caused by poor weld quality.Welds 
repaired. W/890321 Itr. 

JONES.T., HARNESS, J.L. Carolina Power & Light Co. 89/03/21. 2pp. 49074:058- 
49074:059. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 


8903020193 Forwards Insp Repts 50-324/89-04 S 50-325/89-04 on 8901 17-20 & 30.No 
violations or deviations noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/14. UTLEY.E.E. Carolina Power & 
Ught Co. 2pp. 48673:229-48673:235. 

-8903020202 Insp Repts 50-324/89-04 & 50-325/89-04 on 890117-20 & 30.No viola- 
tions noted.Major areas inspected:review of emergency plan & implementing 
“'ccrdror. crrcnrr.cv facilities, equipment, instrumentation & supplies. 

S-.R- CR> V. -Vgori 2, Ofc of the Director. 89/02/10. 5pp. 48673:231-48673:235. 

8903030259 Forwards Emc'qcrov Operating Procedures Insp Repts 50-324/88-200 & 
50-325/88-200 C' OC ■' 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/02/23. UTLEY.E.E. 
Carolina Power & Light Co. 6pp. 48692:016-48692:056. 

-8903030263 insp Repts 50-324/88-200 & 50-325/88-200 on 680926-1007. Technical 
inaccuracies noted.Major areas inspected:emergency operating 

procedures, procedures & plant operations re human factors & primary containment 
venting procedures. 

VANDENBURGH.C. Division of Reactor Inspection & Safeguards (Post 870411). 89/ 
01/25. 35pp. 48692:022-48692:056. 

8903200212 Forwards emergency preparedness exercise objectives for exercise sched- 
uled for 890523. Complete exercise scenario will be submitted no later than 45 days 
prior to start of exercise. 

LOFLIN.L.I. Carolina Power & Light Co. 89/03/09. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48971 :006-48971 :009. 

8903270217 Forwards Amends 126 & 156 to Licenses DPR-71 & DPR-62, 
respectively Ar or ds change Tech Spec Table 3.3.5.7-1 to reflect mod of present fire 
oc:oc.fior. r/s for ci.ao: generator cells.Safety evaluation also end. 

LE.N.G. Project Directorate 11-1. 89/03/20. UTLEY.E.E. Carolina Power & Light Co. 
3pp. 49110:116-49110:131. 

—8903270220 Amends 126 & 156 to Licenses DPR-71 & DPR-62, respectively, changing 
Tech Spec Table 3.3.5.7-1 to reflect mod of present fire detection sys for diesel gen- 
erator cells. 

REEVES, E.A. Project Directorate 11-1. 89/03/20. 10pp. 49110:119-49110:128. 

-8903270223 Safety evaluation supporting Amends 126 & 156 to Licenses DPR-71 & 
DPR-62, respectively to change Tech Spec Table 3.3.5.7-1 to reflect proposed mod of 
present fire detection sys for diesel generator cells. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/20. 3pp. 
49110:129-49110:131. 


J. Insurance & indemnity information 


8903270309 Final response to FOIA request for records.App A records end & available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/23. WILLIAMS, O.G. JRA Assodates. 2pp. 

-8903270312 Responds to 890218 Itr re amended indemnity agreement w/ utils to 
permit storage of spent nuclear fuel.FR notice end. 

INGRAM.F. Public Affairs. 89/02/22. SMITH.J.J. Affiliation Not Assigned. 2pp. 


P. Operating license stage documents & correspondence 

8902240323 Forwards notice of withdrawal of 861113 application for amends to Li- 
censes DPR-62 & DPR-71 .supplemented on 870128, concerning deletion of require- 
ment to perform temp sensor response time testing on various switches, per 881102 
Itr. 

LE.N.B. Project Directorate 11-1. 89/02/16. UTLEY.E.E. Carolina Power & Light Co. 
2pp. 48579:242-48579:245. 

-8902240326 Notice of withdrawal of 861113 application for amends to Licenses DPR- 
62 & DPR-71 .supplemented on 8701 28, concerning deletion of requirement to perform 
temp sensor response time testing on various switches & thermocouples.per 881102 
Itr. 

REEVES, E. A. Project Directorate 11-1. 89/02/16. 2pp. 48579:244-48579:245. 

8902280325 Forwards safety evaluation re control room radiological habitability sys,per 
util 850830 evaluation.Subj sys capable of protecting control room operators from 
DBA radiological releases w/doses below guidelines of GDC 19. 

TOURIGNY.E.G. Project Directorate 11-1. 89/02/16. UTLEY, E.E. Carolina Power & 
Ught Co. 2pp. 48636:147-48636:152. 

-8902280327 Safety evaluation supporting control room habitability sys of plant & ac- 
ceptability of existing Tech Spec re control room pressurization requirement. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/16. 4pp. 
48636:149-48636:152. 
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8903030049 Supplemental application for amends to Licenses DPR-71 & DPR-62, elimi- 
nating cycle-specific parameter limits to incorporate guidance in Generic Ltr 88-16 & 
SER of Amend 1 9 to NEDE-2401 1 -P-A. 

MCDUFFIE, M.A. Carolina Power & Light Co. 89/02/20. Document Control Branch 
(Document Control Desk). 19pp. 48716:262-48717:020. 

-8903030051 Proposed Tech Specs, reflecting elimination of cycle-specific parameter 
limits to incorporate guidance in Generic Ltr 88-1 6 & SER for Amend 1 9 to NEDE- 
2401 1 -P-A. 

* Carolina Power & Light Co. 89/02/20. 101pp. 48716:281-48716:361. 

—8903080263 Rev 0 to "Brunswick Unit 1, Cycle 7, Core Operating Limits Rept.Feb 
1989.” 

DEVOE.M.J., CLEMENTS.T. Carolina Power & Light Co. 89/02/17. 11pp. 48717:001- 
48717:011. 


-8903230150 Safety evaluation accepting util 831107 response to Generic Ltr 83- 
28,ltem 2.2.1 re equipment classification programs for safety-related components. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/17. 4pp. 
49030:153-49030:156. 

-8903230153 Safety evaluation accepting util response to Generic Ltr 83-28, Item 4.5.2 
re reactor trip sys reliability. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/17. 2pp. 
49030:157-49030:158. 

8903270217 Forwards Amends 126 & 156 to Licenses DPR-71 & DPR-62, 
respectively.Amends change Tech Spec Table 3.3.5.7-1 to reflect mod of present fire 
detection sys for diesel generator cells.Safety evaluation also end. 

LE.N.G. Project Directorate 11-1. 89/03/20. UTLEY, E.E. Carolina Power & Light Co. 
3pp. 49110:116-49110:131. 


8903020313 Notification of 890222 meeting w/util in Bethesda,MD to discuss action for 
crack found in recirculation sys safe ends. 

TOURIGNY.E.G. Project Directorate IM 89/02/21. MURLEY.T. NRC - No Detailed 
Affiliation Given. 3pp - :, 3c6S 24^-426f:f' ?46 


8903100414 Confirms 890201 telcon re mgt meeting on at Region II ofc to dis- 

nuclear mgt & operator's r.ffocnifCPuss appraisal of plant, 
j'on 2. Cfc o* the- Director. 89/02/22. UTLEY, E.E. Carolina Power & 
1803:030 48903:031. 

8903100568 Notification of significant licensee meeting w/util on 890310 in Region II 
ofc to discuss progress of nuclear mgt & operational effectiveness appraisal of plant 
& util in general. 

DANCE, H.C. Region 2, Ofc of the Director. 89/02/22. Region 2, Ofc of the Director. 
2pp. 48801:327-48801:328. 


cuss progress of 
ERNST.M.L. Rc? 
Light Co. 2pp 4 


8903270306 FOIA request for JL Smith 890215 ltr to NRC re spent fuel shipment from 
Brunswick Nuclear Power Station to Harris Plant. 

WILLIAMS, O.G. JRA Associates. 89/02/27. GRIMSLEY.D.H. NRC - No Detailed Affili- 
ation Given. 2pp. 


8903070205 Notification of 890307 meeting w/BWR Owners Group in Rockville.MD to 
discuss items of current interest.Agenda end. 

SHAO.LC. Division of Engineering & Systems Tcohrdonv 'Pest 870411). 89/02/28. 
MIRAGLIA,F.J. Associate Director for Inspedion & :-_: r n.:d! Assessment (Post 
870411). 8pp. 48763:023-48763:030. 


8903140083 Provides results of evaluation of new section to Station Blackout Rule 
10CFR50.63,per NUMARC 87-00, except where Reg Guide 1.155 takes 

precedence.Mods will be completed within 2 yrs after NRR notification. 

MCDUFFIE.M.A. Carolina Power & Light Co. 89/03/03. Document Control Branch 
(Document Control Desk). 5pp. 48854:197-48854:201. 


8903140351 Submits clarification to util 881028 request to revise footnote of Tech Spec 
Table 1.2 re recoupling of single control rod while rod being moved. Rod will not un- 
couple or experience fnction.per described procedures. 

LOFLIN.L.I. Carolina Power & Light Co. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48848:342-48848:343. 


8903150249 Forwards safety evaluation supporting util responses to Generic Ltr 83- 
28, Items 3.2.1 & 3.2.2 re test & maint procedures & Tech Specs & post-maint testing. 
LE.N.B. Project Directorate 11-1. 89/03/08. UTLEY, E.E. Carolina Power & Light Co. 
2pp. 48871:353-48871:357. 

-8903150287 Safety evaluation supporting util responses to Generic Ltr 83-28, Items 
3 2 1 & 3.2.2. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/08. 3pp. 
48871:355-48871:357. 


8903150345 Forwards safety evaluation supporting util 871204 submittal of design mod 
that allows testing at power w/o preventing alternate rod injection sys from respond- 
ing to automatic initiation signal. 

LE.N.B. Project Directorate 11-1. 89/03/08. UTLEY, E.E. Carolina Power & Light Co. 
2pp. 48871 :276-48871 :281 . 

-8903150350 Safety evaluation supporting util compliance w/ATWS rule, 10CFR50.62 
re power testability features of alternate rod insertion sys & recirculating pump trip 
design. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/08. 4pp. 
48871:278-48871:281. 


8903200265 Provides results of plant lab analysis of liquid samples spiked w/radionu- 
clides for Fe-55,H-3,Sr-89 & Sr-90. 

HARNESS, J.L. Carolina Power & Light Co. 89/03/08. KAHLE.J.B. Region 2, Ofc of 
the Director. 2pp. 48970:183-48970:184. 

8903230113 Forwards safety evaluation re Generic Ltr 83-28, Item 2.1 (Parts 1 & 2) re 
equipment classification & vendor interface for reactor trip sys components. 

LE.N.B. Project Directorate 11-1. 89/03/15. UTLEY.E.E, Carolina Power & Light Co. 
2pp. 49037:096-49037:100. 

8903240201 Summary of 890222 meeting w/licensee in Bethesda.MD to discuss char- 
acterization of & proposed actions for, cracks found in Unit 1 recirculation sys safe 
ends.Potential implications for Unit 2 also addressed. 

TOURIGNY.E.G. Project Directorate 11-1. 89/03/15. Project Directorate 11-1. 7pp. 
49039:266-49039:272. 


8903230232 Application for amends to Licenses DPR-71 & DPR-62. Amends revise Tech 
Specs to incorporate test frequency changes for Rosemount analog trip unit systems. 
MCDUFFIE.M.A. Carolina Power & Light Co. 89/03/16. Document Control Branch 
(Document Control Desk). 8pp. 49082:057-49082:300. 


-8903270220 Amends 126 & 156 to Licenses DPR-71 & DPR-62, respectively, changing 
Tech Spec Table 3.3.5.7-1 to reflect mod of present fire detection sys for diesel gen- 
erator cells. 

REEVES, E.A. Project Directorate 11-1. 89/03/20. 10pp. 49110:119-49110:128. 

-8903270223 Safety evaluation supporting Amends 126 & 156 to Licenses DPR-71 & 
DPR-62, respectively to change Tech Spec Table 3.3.5.7-1 to reflect proposed mod of 
present fire detection sys for diesel go-crato* co"r> 

* Office of Nuclear Reactor Ro;:;!f::.:r.. Orcc'.ci (Post 870411). 89/03/20. 3pp. 
49110:129-49110:131. 

8903160296 Generic Ltr 89-02 to ail holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8903220277 EN-89-027:on 89031 6, notice of proposed imposition of civil penalty in 
amount of $150,000 will be issued to licensee based on two individual events that 
resulted in loss of secondary containment integrity. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/13. Ip. 
49004:244-49004:244. 

8902240148 Advises that util 880408 response to NRC Bulletin 88-001. “Defects in 
Westinghouse Circuit Breakers," acceptable. No use of Westinghouse DS series cir- 
cuit breakers in Class 1 E sys at plant confirmed. 

TOURIGNY.E.G. Project Di-edcrnto 11-1. 89/02/14. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. *b583.S5f;-4B:>8:i"b3. 


8903020193 Forwards Insp Repts 50-324/89-04 & 50-325/89-04 on 890117-20 & 30.No 
violations or deviations noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/14. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 48673:229-48673:235. 

-8903020202 Insp Repts 50-324/89-04 & 50-325/89-04 on 890117-20 & 30.No viola- 
tions noted. Major areas inspected:review of emergency plan & implementing 
procori-.i-ns crerconcy facil't'cs, ocu ! ': , TO"t 1 hstrijmo''‘.al!cn & si.p^'es. 

SAFXH.AV FANK.\V.- -I. ?. Cc c { ’.ho Cirecpr 89/02/10. 5pp. 

'■8fc"»3 =3 -43673:23b. 

8902270478 Forwards Insp Repts 50-324/89-03 & 50-325/89-03 on 890123- 27.No vio- 
lations or deviations noted. 

PEEBLES, T.A. Region 2, Ofc of the Director. 89/02/16. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 48586:21 1-48586:222. 

-8902270487 Insp Repts 50-324/89-03 & 50-325/89-03 on 890123-27.No violations 
rotod. Major a’oas ^specteddollowup to operational performance assessment con- 
n-dec on 3S362 / -3'15. described in Insp Repts 50-324/88-19 & 50-325/88-19. 
BRESLAl.B , -AfVYr’r.l. Region 2, Ofc of the Director. 89/02/10. 10pp. 48586:213- 
48586:222. 

8902280369 Responds to NRC 890215 request for addl info re reactor recirculation sys 
safe end insps.per 890208 telcon to discuss insp & detection of crack 
indications. Nuta'-h Rept XCP-01-003, "Residual Stress Analysis..." end. 

I O-L N,L Dax-.ina Power & Light Co. 89/02/20. Document Control Branch (Docu- 
ment Control Desk). 30pp. /:36j6 i 6€-:863G:2':5 


-8902280474 “Residual Stress Analysis of Thermal Sleeve to Safe-End Welds.” 
RICCARDELLA.P., GIANNUZ2I.A.J., EDWARDS, N.W. Nutech, Inc. XCP-01-003. 79/ 
04/18. 49pp. 48636:217-48636:265. 

8903030259 Forwards Emergency Operating Procedures Insp Repts 50-324/88-200 & 
50-225 'S3 -200 or 380926-1007. 

Lainas.G C Div s o' of Reactor Projects - I/ll (Post 870411). 89/02/23. UTLEY.E.E. 
Ca r :)lna -oao- & Light Co. 6pp. 48692:016-48692:056. 

-8903030263 Insp Repts 50-324/88-200 & 50-325/88-200 on 880926-1007. Technical 
inaccuracies noted. Major areas inspected:emergency operating 

procedures, procedures & plant operations re human factors & primary containment 
venting procedures. 

VANDENBURGH.C,, KONKLIN.J.E, Division of Reactor Inspection & Safeguards (Post 
870411). HAUGHNEY.C.J. Special Inspection Branch. 89/01/25. 35pp. 48692:022- 
48692:056. 


-8903230240 Proposed Tech Specs to incorporate test frequency changes for Rose- 
mount analog trip unit sys. 

* Carolina Power & Light Co. 89/03/16. 30pp. 49082:065-49082:121. 

8903230148 Forwards safety evaluation re util 831107 responses to Generic Ltr 83- 
28, Item 2.2 (Part 1) re equipment classification programs for safety-related compo- 
nents & Item 4.5.2 re reactor trip sys reliability. 

LE.N.B. Project Directorate 11-1. 89/03/17. UTLEY.E.E. Carolina Power & Light Co. 
3pp. 49030:150-49030:158. 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C,E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 


8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 
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8902210564 NRC Info Notice 89*021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York. Inc. 104pp. 48578:032-48578:137. 

8903080454 Ack receipt of 890120 response to violations noted in Insp Repts 50*324/ 
88-40 & 50-325/88-40. 

PEEBLES.T.A. Region 2. Ofc of the Director. 89/02/27. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 48743:023-48743:023. 

8903100543 Forwards Insp Repts 50-324/89-02 & 50-325/89-02 on 890101-31 & notice 
of violation. 

VERRELLI.D.M. r>~vr.r- ?. 0‘c c‘ “is Director. 89/02/27. UTLEY.E.E. Carolina Power 
& Light Co. 2pp. -S::3CP .'»:)< .'8803 :6. 

-8903100546 Notice of violation from insp on 8901 01 -31. Violation noted: operator failed 
to place clearance tag as required, in that 1A RHR pump breaker racked-out instead of 

O A Krafilrdr nor AdCk 

VERRELLI.D.M. Region 2, Ofc of the Director. 89/02/27. 2pp. 48802:354-48802:355. 

-8903100549 Insp Repts 50-324/89-02 & 50-325/89-02 on 890101-31. Violations 
noted.Major areas inspected:maint observation, surveillance observation, operational 
safety verification, flow mptnctirg crificos & ors'ts LER review. 

RULAND.W.H., LEVIS, V.'.. V.Afi-JFN S .IV 2. Ofc of the Director. 89/02/27. 

22pp. 48802:356-48803:016. 

8903090294 Responds to violations noted in Insp Repts 50-324/88-41 & 50-325/88- 
41. Corrective actions:Std Operating Procedure SPO-02.6 revised to include specific di- 
rections for following plant overtl-io rj .lidclines. 

HARNESS, J.L. Carolina Po.\or & :. g.v. Or. SB 'C3/01. Document Control Branch (Doc- 
ument Control Desk). 3pp. ■'■ ■3 r 6C- 356-' 378.': Oiifi. 

8903150492 Ack receipt of 890213 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-324/88-33. 50-325/88-33 & 50-261/88-26. 

ERNST.M.L. Region 2, Ofc of the Director. 89/03/01. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 48871:360-48871:360. 

8903100469 Forwards response to NRC Bulletin 88-007,Suppl 1, "Power Oscillations in 
BWRs." Abnormal Operating Procedures AOP-04.0 & AOP-04.3 revised to handle 
corridors , .v U! ch would inadvertently place reactor in region of instability. 

\1C’- Jr - L,M A Carolina Power & Light Co. 89/03/02. Document Control Branch 
(Document Control Desk). 3pp. 48804:133-48804:135. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York. Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903230018 Submits descriptions of listed items, including post-overlay insp program & 
weld overlay repairs on reactor recirculation safe ends, per 890208 telcon re final 
IGSCC insp results for Refueling Outage 6. 

LOFLIN.L.I. Carolina Power & Light Co. 89/03/ 14. Document Control Branch (Docu- 
ment Control Desk). 16pp. 49030:010-49030:025. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breads Du-rn Stfsmic Event." Svc list end. 

"“•CSS.C.L Dwsrr of Operational Events Assessment (Post 870411), 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147, 


R. Periodic operating reports & related correspondence 

8612310179 Monthly operating repts for Aug 1986.W/860905 Itr. 

HARRISON, F., DIETZ.C.R. Carolina Power & Light Co. 86/08/31. SCROGGINS, R.M. 
Office of Resource Management Director (Pre 870413). 15pp. 39118:248-39118:262. 

8903010246 "Brunswick Steam Electric Plant Semiannual Radioactive Effluent Release 
Rept Jul-Dec 1988." W/890223 Itr. 

HARNESS.J.L. Carolina Power & Light Co. 88/12/31. 94pp. 48648:164-48648:257. 


8903140587 Monthly operating repts for Feb 1989 for Brunswick Steam Electric Plants 
Units 1 & 2.W/undated Itr. 

HARRISON.F., HARNESS, J.L. Carolina Power & Light Co. 89/02/28. 8pp. 48834:189- 
48834:196. 


S. Reportable occurrences, LERs & related correspondence 


8903080095 LER 88-014-03:on 880606, high steam flow of RCIC setpoints determined 
to be set nonconservatively.Similar events occurred on 880624 & 30.Caused by im- 
proper sloping & inadequate setpoint.Setpoints adjusted.W/890224 Itr. 

PASTVA.M.J., HARNESS.J.L. Carolina Power & Light Co. 89/02/24. 17pp. 48779:324- 
48779:340. 

8903090169 LER 88-035-01:on 88 1222, determined that standby gas treatment line 
(SBGT) not seismically qualified due to support problems rendering SBGT trains & 
secondary containment inoperable. Investigation initiated. W/890228 Itr. 

JONES, T.M., HARNESS.J.L. Carolina Power & Light Co. 89/02/28. 8pp. 48800:288- 
48800:295. 

8903090293 LER 88-030-01 :on 881130,testing of safety relief valves revealed that 9 of 
11 valves tested lifted at pressures outside Tech Spec tolerance of +/- 1%.Caused 
by corrosion induced bonding of pilot valved disc.W/89030l Itr. 

JONES, T., HARNESS.J.L. Carolina Power & Light Co. 89/03/01. 6pp. 48800:164- 
48800:169. 

8903160086 LER 89-002-00:on 890207,08 & 11, full reactor protection sys trips received 
due to suspected noise in intermediate range routron r-oritc^ng circuitry.Cause under 
investigation. Supplemental rept to be ssjeu..V/89'JCCS tr. 

JONES, T.M., HARNESS, J.L. Carolina Power & Light Co. 89/03/08. 2pp. 48892:318- 
48892:319. 

8903160092 LER 89-003-00:on 8902 12, automatic isolation of common control bldg 
HVAC sys occurred due to actuation of chlorine detector.Cause 
undetermined.Detector returned to svc. W/890308 Itr. 

PASTVA.M.J., HARNESS.J.L. Carolina Power & Light Co. 89/03/08. 4pp. 48887:320- 
48887:323. 

8903230185 LER 88-024-01 :on 881 110,reactor scrammed due to momentary turbine 
control valve fast closure circuitry trip.Caused by electrical noise in turbine electro-hy- 
d-ai.lic cert-o! svs Dicrios will be installed on circuitry.W/890315 Itr. 

JCNi S.l . -!/-\= SS,. = . Carolina Power & Light Co. 89/03/15. 5pp. 49022:330- 
49022:334. 

8903220374 LER 89-004-00:on 89021 5, unplanned auto-isolation of RWCU sys inlet out- 
board isolation valve G31-F004 occurred due to spurious actuation of steam leak de- 
tect:^ instr;:Tcntat ! on Po actor operator & shift foreman counseled.W/890316 Itr. 
PAS'VA.r/-, IAni\FSS,J.- Carolina Power & Light Co. 89/03/16. 5pp. 49005:355- 
49005:359. 

8903220379 LER 89-005-00:on 8902 16, primary containment Group 3 isolation attributed 
to electronic noise-induced spurious actuation of RWCU steam leak detection Module 
G31-TDS-N602A. Design replacement instrument installed. W/89031 6 Itr. 

PASTVA.M.J., HARNESS, J.L. Carolina Power & Light Co. 89/03/16. 5pp. 49007:160- 
49007:164. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8903010210 Forwards enforcement package re proposed imposition of civil penalty in 
amount of $50,000 re failure of licensee personnel to properly assess & implement 
App R protected RCS letdown paths for App R scenarios. 

PARTLOW.J.G. Ofc of Special Projects (Pre 881231). 88/07/22. LIEBERMAN.J. Ofc 
of Enforcement (Post 870413). 2pp. 48651:012-48651:022. 

-8903010218 Discusses notice of violation & proposed imposition of civil penalty in 
amount of $50,000 for App R violations noted in Insp Repts 50-327/88-24 & 50-328/ 
88-2A.No "vtiqatmg factors in enforcement policy appropriate. 

PAi-.T. 0%V.S. of Special Projects (Pre 881231). 88/07/22. WHITE.S.A. Tennes- 
see Valley Authority. 7pp. 48651:014-48651:020. 

-8903010223 Notice of violation & proposed imposition of civil penalty in amount of 
$50,000.Violations notedilicensee did not provide App R protected RCS letdown path 
for all postulated fire scenarios & did not maintain one train free of damage. 
PARTLOW,J.G. Ofc of Special Projects (Pre 881231). 88/07/22. 2pp. 48651:021- 
48651:022. 


8903020057 Forwards Rev 19 to physical security/contingency plan.Rev withheld (ref 
10CFR73.21). 

GRIDLEY.R.L. Tennessee Valley Authority. 89/02/23. Document Control Branch 
(Document Control Desk), 2pp. 48673:255-48673:256. 

8903090225 Advises that 881207 Rev 1 to radiological emergency plan consistent w/ 
provisions of 10CFR50.54(q) & acceptable. 

MCCOY, F.R. Region 2, Ofc of the Director. 89/02/23. KINGSLEY, O.D. Tennessee 
Valley Authority. 2pp. 48800:259-48800:260. 

8903080306 Forwards Rev 20 to plant physical security/contingency plan. Rev withheld 
(ref 10CFR73.21). 

GRIDLEY,R.L. Tennessee Valley Authority. 89/02/28. Document Control Branch 
(Document Control Desk). 2pp. 48768:189-48768:190. 
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8903220026 Forwards Insp Repts 50-327/89-06 & 50-328/89-06 on 890123- 27. Viola- 
tion noted will not be cited since all criteria for categorization of licensee-identified vio- 
lations met. 

MCCOY. F.R. Assistant Director for Inspection Programs. MCCOY.F.R. Region 2. Ofc 
of the Director. 89/03/10. KINGSLEY.O.D. Tennessee Valley Authority. 2pp. 
49003:313-49003:315. 

-8903220030 Partially withheld Insp Repts 50-327/89-06 & 50-328/89-06 on 890123-27 
(ref 10CFR2.790(d) & 73.21).Violation nrtrri V.tjrjr ar.'iis i'is?r-"ted'phvsica! security 
program for rcacto's. ^r'.idir" ?-.r.:rity ‘r>gt.:i-..c.: :.a-K's aiiKT.s <4 rz a r; 

TOBIN, W.J., MCCU-Rf.:: ■" 2. :>i Crt -lo' AP 03/10. Ip. 49003:315- 

49003:315. 


H. General correspondence 

8903080518 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. Rule 
would result in greater operator turnover rate. 

GIBBS, D.J. Affiliation Not Assigned. 89/02/28. Docketing & Services Branch. Ip. 
48745:122-48745:122. 

8903270027 Requests that MJ Ray be replaced w/MJ Burzynski on future correspond- 
ence directed to plant site "cr-sr.c 

GRIDLEY.R. Tennessee .'Jk:*- 33/21. Document Control Branch (Docu- 
ment Control Desk). Ip. ■'■fObv -1V-C ::fr Crii 


P. Operating license stage documents & correspondence 

8903080538 SAFETY EVALUATION REPORT ON TENNESSEE VALLEY AUTHORITY: 
SEQUOYAH NUCLEAR PERFORMANCE PLAN.Sequoyah Unit 1 Restart. 

* Associate Director for Special Projects (Post 890101). NUREG-1232 V02 SOI. 89/ 
01/31. 84pp. 48748:084-48748:171. 

8902140261 Forwards complete listing of 107 updated employee concerns special pro- 
gram subcategory repts. 

GRIDLEY.R.L. Tennessee Valley Authority. 89/02/06. Document Control Branch 
(Document Control Desk). 6pp. 48901:001-48931:045. 

-8902160171 Rev 5 to TVA Employee Concerns Special Program Subcategory Rept 
50300, “Sequoyah Nuclear Plant," consisting of Vol 5, "Welding Category." 
SCHOFIELD, R., BROWN.W.R. Tennessee Valley Authority. 50300 V05 R05. 88/01/ 
04. 98pp. 48921 :247-48921 :344. 

8902270148 Informs of changes in util senior nuclear mgt.PP Carier now site licensing 
manager, JL McAnally resigned from TVA, effective on 890127 & NC Kazanas now 
vice president. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/02/14. CRUTCHFIELD, D. NRC - No 
Detailed Affiliation Given. 2pp. 48588:256-48588:257. 

8902280424 Forwards clarification of scope & schedule for primary drawing program, in 
response to NRC Itrs re design baseline & verification program. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 4pp, 48624:119-48624:122. 

8903010025 Forwards response to H Gara 890113 request for status of util actions to 
resolve audit findings on SPDS.SPDS desirx concept changed so that status trees 
valid for both pretrip & post-trip & status of S-CS pnrsanmc on every screen. 
GRIDLEY.R. Tennessee Va ! lov ■V.Jthr.-T- 89 '02/22. Document Control Branch (Docu- 
ment Control Desk). 22pp. 34? 

8903020379 Forwards response to Generic Ltr 88-14, “Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment." 

GRIDLEY.R. Tennessee Va’lr.v Authority. PP '02/23. Document Control Branch (Docu- 
ment Control Desk). 27pp. ■ , .667. ,: :?i:f: :6v 294 

8903020626 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change Requests 88-24 & 88-02, revising Unit 1 Surveillance Requirement 
4.7.1.2.a to add pump-specific, differential pressure test values for pump. 

RAY.M.J. Tennessee Val'ov Authority 89/02/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 486 ■'? m :.9-'.hn7?..2:S 

-8903020627 Proposed Tech Specs, revising Surveillance Requirements 4.7.1. 2.a re 
auxiliary feedwater sys. 

* Tennessee Valley Authority. 89/02/23. 63pp. 48672:142-48672:205. 

8903090452 Forwards Amends 101 & 90 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluatioaAmends modify Tech Spec containment sys Surveillance Require- 
ments 4.6.1. 2, g & 4,6.3. 1 & Table 3.6-2, "Containment Isolation Valves." 

BLACK, S. Assistant Director for Projects. 89/02/28. KINGSLEY.O.D. Tennessee 
Valley Authority. 4pp. 48799:184-48799:203. 

-8903090459 Amends 101 & 90 to Licenses DPR-77 & DPR-79,respectively, revising 
Tech Spec containment sys Surveillance Requirements 4.6.1. 2.g & 4.6.3.2 & Table 
3.6-2, "Containment Isolation Valves." 

BLACK, S. Assistant Director for Projects. 89/02/28. 12pp. 48799:188-48799:199. 

-8903090461 Safety evaluation supporting Amends 101 & 90 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/28. 4pp. 
48799:200-48799:203. 

8903100176 Forwards permit applications for listed existing sources at plant. 
SCHMIERBACH.M. Tennessee Valley Authority. 89/03/01. CROPP.J.W. Chattanooga- 
Hamilton County Air Pollution Control Bureau, Chattanooga, TN. 107pp. 48827:166- 
48827:283. 

8903090440 Forwards Amends 102 & 91 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amend revises Tech Specs re Surveillance Requirements 4.6.1 .2 & 
Bases 3/4.6.1.2 to permit use of mass point method for App J. 

BLACK, S. Assistant Director for Projects. 89/03/02. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48800:061-48800:077. 

-8903090444 Amends 102 & 91 to Licenses DPR-77 & DPR-79, respectively, revising 
surveillance requirements 4.6.1. 2 & Bases 3Z4.6.2.2 to permit use of mass point 
method for App J. 

BLACK.S. Assistant Director for Projects. 89/03/02. 13pp. 48800:063-48800:075. 


-8903090448 Safety evaluation supporting Amends 102 & 91 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/02. 2pp. 
48800:076-48800:077. 


8903090126 Forwards corrected Page 3/4 6-4 to Tech Spec in Amend 102 to License 
DPR-77.Wrong amend numbers entered on subj page. 

BLACK.S. Assistant Director for Projects. 89/03/03. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48800:336-48800:338. 

-8903090129 Corrected Amend 102 to License DPR-77. Wrong amend numbers entered 
on Page 3/4 6-4 due to administrative error. 

* Tennessee Valley Authority. 89/03/03. Ip. 48800:338-48800:338. 

8903160249 Requests comments on end draft, “COMMIX Analysis of Main Steamline 
Break in Catawba Lower Containment." Section 4.2 where contractor finds that cer- 
tain local containment temps exceed environ qualification temp warrants attention. 
BLACK.S. Assistant Director for Projects. 89/03/03. KINGSLEY.O.D. Tennessee 
Valley Authority. 120pp. 48877:321-48878:079. 

8903100370 Responds to 881229 ltr re steam generator tube rupture event.Rept EGG- 
EAST-8264 reviewed for applicability & determined to temporarily maintain administra- 
tive limit for reactor coolant concentration of radioiodine at .75 uci/g. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48803:020-48803:021. 

8903160478 Forwards Amends 103 & 92 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation. Amends delete Surveillance Requirement (SR) 4.6.1.8.d.4 for emer- 
gency gas treatment sys heaters & corrects typos in SR 4.7.8.d.4. 

BLACK.S. Assistant Director for Projects. 89/03/06. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48879:335-48879:348. 

-8903160484 Amends 103 & 92 to Licenses DPR-77 & DPR-79, respectively, deleting 
Surveillance Requirement (SR) 4.6.1.8.d.4 for emergency gas treatment sys heaters & 
correcting tycos *n SP A. 7 9 d.4. 

BLACK.S. \ss suv ». - rorcr for Projects. 89/03/06. 9pp. 48879:337-48879:345. 

-8903160486 Safety evaluation supporting Amends 103 & 92 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/06. 3pp. 
48879:346-48879:348. 

8903150119 Forwards SIMS update addressing preshutdown Tech Specs, employee 
concerns element repts, NRC bulletins & generic Itrs.lmplementation dates developed 
from existing files. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/07. Document Control Branch (Docu- 
ment Control Desk). 131pp. 48877:046-48877:177. 

8903160319 Discusses temporary exemptions from administrative provisions of 
10CFR50.46.Util analysis to support 890126 commitment to restart Units 1 & 2 w/ 
mods per 10CFR50.46 expected in mid-Oct ■ , 9fif?.s:]po-sort : "c 880919 commitment. 
GRIDLEY.R. Tennessee Valley Authority. TS :) 7 i.’ocL -hi'ii Control Branch (Docu- 
ment Control Desk). 2pp. 48884:356-48884:357. 

8903160459 Forwards addl info re Tech Spec Change 89-1 5, per 890222 telcon 
reqjc?t Rorosvttan’-g rod cluster control assemblies addressed. 

GR 1 :; F V .F- IfV'cssee Valley Authority. 89/03/09. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48878:178-48878:180. 

8903200084 Forwards Amends 105 & 94 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation. Amends change Tech Specs to delete Surveillance Requirement SR 
4.4.3.2.3 for pressurizer block valves & associated block valves. 

BLACK.S. Assistant Director for Projects. 89/03/09. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48970:286-48970:299. 

-8903200105 Amends 105 & 94 to License DPR-77 & DPR-79, respectively, changing 
Tech Specs to delete surveillance requirements for pressurizer PORVs & associated 
block valves. 

BLACK.S. Assistant Director for Projects. 89/03/09. 10pp. 48970:288-48970:297. 

-8903200109 Safely evaluation supporting Amends 105 & 94 to Licenses DPR-77 & 
■JP» 73/cscociivol; 

■ VIC - \c Oeta 1 C- Affiliation Given. 89/03/09. 2pp. 48970:298-48970:299. 

8903210149 Forwards Amends 104 & 93 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends add footnote to Limiting Condition for Operation 3.4.2 for 
RCS safety valves. 

BLACK.S. Assistant Director for Projects. 89/03/09. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48985:048-48985:062. 

-8903210151 Amends 104 & 93 to Licenses DPR-77 & DPR-79,respectively, adding 
footnote to Tech Spec Limiting Condition for Operation 3.4.2 for RCS safety valves. 
BLACK.S. Assistant Director for Projects. 89/03/09. 10pp. 48985:050-48985:059. 

-8903210153 Safety evaluation supporting Amends 104 & 93 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/09. 3pp. 
48985:060-48985:062. 

8903230412 Forwards Amends 106 & 96 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends revise Tech Spec Table 3.3-5, "ESF Response Times." 
BLACK.S. Assistant Director for Projects. 89/03/13. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49029:268-49029:284. 

-8903230416 Amends 106 & 96 to Licenses DPR-77 & DPR-79, respectively, revising 
Tech Spec Table 3.3-5, “ESF Response Times." 

BLACK.S. Assistant Director for Projects. 89/03/13. 12pp. 49029:270-49029:281. 

-8903230420 Safety evaluation supporting Amends 106 & 96 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/13. 3pp. 
49029:282-49029:284. 
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8903240038 Forwards "Qualification Test Program for Silicone Rubber Insulated Cables 
for Use in TVA Sequoyah & Watts Bar Nuclear Plants." prepared by Wyle Labs.Util 
concludes that remaining concerns re cable installation practices al plant resolved. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49161:203-49162:151. 


—8903240044 "Qualification Test Program for Silicone Rubber Insulated Cables for Use 
in TVA Sequoyah & Watts Bar Nuclear Plants." 

WALTER.R.T., JOHNSON.F R.. HIGHT.G.W. Wyle Laboratories. 18056-1. 89/02/13. 
351pp. 49161:205-49162:151. 


8902270408 Forwards Insp Repts 50-327/89-03 & 50-328/89-03 on 890109-13.No vio- 
lations or deviations noted.One unresolved item identified in rept. 

MCCOY.F.R. Region 2, Ofc of the Director. 89/02/15. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48588:339-48588:352. 

-8902270413 Insp Repts 50-327/89-03 & 50-328/89-03 on 890109-13.No violations or 
deviations noted.One unresolved item identified. Major areas inspected:inservice insp 
& '-c.-p/cc- tosinc c* rumps & valves. 

'■ Y R -JL .! Region 2, Ofc of the Director. 89/02/10. 12pp. 48588:341- 
48588:352. 


8903220494 Summarizes results of study completed by util to determine appropnate 
damping values to be used for OBE & SSE evaluation of plant HVAC ducting 
.^sC IbC't.'Co'rrr-.vnnlt 1 '. 're. °r.c i 2783 “HVAC Damping Values" end. 

„V J ) : Y= : Au.ra'iiv ■: 9. 15. Document Control Branch (Docu- 


8903090054 EN-89-017:on 890223,notice of violation & proposed imposition of civil pen- 
alties in amount of $50,000 will be issued.Action based on inadequate identification & 
corcction of cor rations adverse to quality. 

TPCis-iCSK!./.' IT=;-MA.\ >( Ofc of Enforcement (Post 870413). 89/02/17. Ip. 
.;S/5C 57-k: 73C.C 1 7 


-8903220506 “Sequoyah Nuclear Plant Units 1 & 2 HVAC Damping Values." 

CHEN.C., RIECK.P.J., MEEK.W.E. Tennessee Valley Authority. 2783. 88/11/18. 32pp. 
49008:041-49008:072. 

8903230119 Forwards Amends 107 & 97 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends modify Tech Spec Section 5.0, “Administrative Controls of 
ETS to reflect new title for station supenntendent & extend audit time. 

BLACK, S. Assistant Director for Projects. 89/03/15. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49024:068-49024:085. 

-8903230122 Amends 107 & 97 to Licenses DPR-77 & DPR-79, respectively, changing 
ETS.Section 5.0, “Administrative Controls” to reflect new title for station superintend- 
ent & oxtendmg a-.'rfit hisrva 1 for nnwo - monitoring to once per 18 months. 

BLACX.S Assi's!«- -ester \v 89/03/15. 14pp. 49024:070-49024:083. 

-8903230126 Safety evaluation supporting Amends 107 & 97 to Licenses DPR-77 & 
DPR-79,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/15. 2pp. 
49024:084-49024:085. 


8903240021 Forwards corrected pages to Amend 102 to License DPR-77 & Amends 91 
& 92 to License DPR-79, changing page numbers. 

BLACK.S. Assistant Director for Projects. 89/03/15. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49038:336-49038:341. 


-8903240029 Corrected Amend 102 to License DPR-77 & Amends 91 & 92 to License 
DPR-79 re surveillance requirements for containment sys. 

* NRC - No Detailed Affiliation Given. 89/03/15. 4pp. 49038:338-49038:341. 


8903230112 Ack receipt of util 890214 Itr re notification of senior nuclear power mgt 
changes within TVA. Rev to corporate nuclear performance plan should be submitted 
within 60 days to provide mechanism for NRC review of changes 
LIAW.B.D. TVA Projects Division. 89/03/17. KNCS-CY.CC lo.-ir essos Valley Au- 
thority. 6pp. 49048:192-49048:197. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


8903270019 Withdraws Tech Spec Change 87-24 re proposed change to limiting Condi- 
tion 3.4.8 & associated surveillance requirement. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49055:053-49055:054. 


Q. Inspection reports, IE Bulletins & correspondence 

8902270250 Forwards rev to "Inservice Sys Pressure Test Program for First 10-Yr Inter- 
val," per 800414 & 830818 requests. 

GRIDLEY.R. Tennessee Ve’lev Authority. 86/03/10. GRACE, J.N. Region 2, Ofc of the 
Director. Ip. ---OErt »■ -22 ?:-7. 

-8902270253 “Inservice Sys Pressure Test Program for First 10-Yr Interval Sequoyah 
Nuclear Plant Units 1 & 2." 

* Tennessee Valley Authority. 86/03/10. 10pp. 48588:228-48588:237. 

8609040117 Forwards Insp Repts 50-327/86-39 & 50-328 '86-39 on 860623-26 & notice 
of violation.Concern raised re error not reporter r \F.F as rcci. *r: by 10CFR50.73. 
ZECH.G.G. Region 2, Ofc of the Director. 86/03 • 5*.. '.VH’L.S A. Tennessee Valley 
Authority. 2pp. 37758:001-37758:009. 

-8609040120 Notice of violation from insp on 860623-26. 

ZECH.G.G. Region 2, Ofc of the Director. 86/08/21. Ip. 37758:003-37758:003. 

-8609040125 Insp Repts 50-327/86-39 & 50-328/86-39 on 860623-26. Violation 
noted:failure to rept computer program input required by Tech Specs 3/4.2.2 & 3/ 
4.2.3 for hot channel factor surveillance. 

BURNETT.P.T., LONG, A. R., JAPE.F. Region 2, Ofc of the Director. 86/08/15. 6pp. 
37758:004-37758:009. 


8902280124 Forwards Insp Repts 50-327/89-04 & 50-328/89-04 on 890117- 20.No vio- 
lations or deviations noted. ^ _ 

MCCOY.F.R. Region 2, Ofc of the Director. 89/02/18. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48626:048-48626:055. 


-8902280127 Insp Repts 50-327/89-04 & 50-328/89-04 on 890117-20.No violations or 
deviations noted. Major areas inspected: licensee action on previous insp findings, IE 
Bulletin 80-11 & snubber surveillance programs. 

LENAHAN.J.J., BELISLE.G.A. Region 2, Ofc of the Director. 89/02/15. 6pp. 
48626:050-48626:055. 


8902240126 Forwards Vols 1-5 to “NIS-1 /90-Day Inservice Insp Rept, Unit 1 Cycle 3.” 
Vois 2-5 contain partial submittal of ASME Section XI summary repts generated as 
result of repairs & mods on Unit 1. Remaining repts will be submitted by 890506. 
GRIDLEY.R. Tennessee Valley Authority. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48572:149-48576:062. 

-8902240131 Vols 1-5 to “NIS-1 /90-Day Inservice Insp Rept, Unit 1 Cycle 3." 

* Tennessee Valley Authority. 89/01/26. 1,000pp. 48572:153-48576:062. 

8903060182 Discusses Insp Rept 50-327/88-35 & 88-55 & 50-328/88-35 & 88-55 & for- 
ward notice of violation & imposition of penalty in amount of $50,000. 

CRUTCHFIELD, D. Ofc of Special Projects (Pre 881231). 89/02/23. KINGSLEY.O.D. 
Tennessee Valley Authority. 4pp. 48736:159-48736:165. 


-8903060184 Notice of violation & proposed imposition of civil penalty in amount of 
$50,000 from insp on 880711-15,0822-23 & 11 16- 1201. Violations noted:feedwater 
control sys failed to perform as described in FSAR. 

CRUTCHFIELD, D. Ofc of Special Projects (Pre 881231). 89/02/23. 3pp. 48736:163- 
48736:165. 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903140266 Ack receipt of 890213 lt r h f :vr:rg NRC of steps taken to correct violations 
noted in Insp Repts 50-327/88-54 a b: , -32s 88-54 

MCCOY.F.R. Assistant Director for Inspection Programs, 89/02/28. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 48858:195-48858:196. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list encl. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 


8903010210 Forwards enforcement package re proposed imposition of civil penalty in 
amount of $50,000 re failure of licensee personre’ tc properly assess & implement 
App R protected RCS letdown paths Aon R sconinL'H. 

»ARTLOW,J.G. Ofc of Special Projects ;P'3 88! 231}. 53/07/22. LIEBERMAN.J. Ofc 
of Enforcement (Post 870413). 2pp. 4fi6r.l ,V; -4 3651. :22. 

—8903010218 Discusses notice of violation & proposed imposition of civil penalty in 
amount of $50,000 for App R violations noted in Insp Repts 50-327/88-24 & 50-328/ 
88-24.No mitigating factors in enforcement policy appropriate. 

PARTLOW.J.G. Ofc of Special Projects (Pre 881231). 88/07/22. WHITE, S.A. Tennes- 
see Valley Authority. 7pp. 48651:014-48651:020. 

—8903010223 Notice of violation & proposed imposition of civil penalty in amount of 
$50,000. Violations noted:licensee did not provide App R protected RCS letdown path 
for all postulated fire scenarios & did not maintain one train free of damage, 
PARTLOW.J.G. Ofc of Special Projects (Pre 881231). 88/07/22. 2pp. 48651:021* 
48651:022. 


8903160273 Discusses grid overvoltage condition at safety buses based on util 890122 
notice of failure of diesel generator 2A-A. NRC insp planned for wk of 890424 to 
assess adequacy of actions to manage , o n g-terr" grid overvoltage conditions. 

Bl ACK.S. Assistant Director for -'o.osis 8D '03 'Zl. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 48879:313-48879:315. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Coita'ners for Disposal of Low Level Radwaste." Svc list encl. 

GRFCVES....' Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903170124 Responds to Unresolved Item 88-12-08 re component damping values 
noted in Insp Repts 50-327/88-12 & 50-328/88-12. Corrective actions:FSAR currently 
being revised to incorporate 2% & 3% values for mechanical oquiprrort. 

GRIDLEY.R, Tennessee Valley Authcrty «<V03/10. Document Control Branch (Docu- 
ment Control Desk), 5pp. ■1G::9-:?2::-l68S4-2?S 
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8903220026 Forwards Insp Repts 50-327/89-06 & 50-328/89-06 on 890123- 27,Viola- 
tion noted will not be cited since all criteria for categorization of licensee-identified vio- 
lations met. 

MCCOY.F.R. Assistant Director for Inspection Programs. MCCOY.F.R. Region 2. Ofc 
of the Director. 89/03/10. KINGSLEY.O.D. Tennessee Valley Authority. 2pp. 
49003:313-49003:315. 


-8903220030 Partially withheld Insp Repts 50-327/89-06 & 50-328/89-06 on 890123-27 
(ref 10CFR2.790(d) & 73.21). Violation noted. Major areas inspected:physical security 
program for reactors, including security mgt, audit, barriers.alarms & maint. 

TOBIN, W.J., MCGUIRE, D.R. Region 2, Ofc of the Director. 89/03/10. Ip. 49003:315- 
49003:315. 


8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903230102 Advises that util 880802 response to NRC Bulletin 88-004, "Potential 
Safety-Related Pump Loss" fulfills requirements. Justifications for continued plant op- 
eration acceptable. 

BLACK.S.C. Assistant Director for Projects. 89/03/16. KINGSLEY.O.D. Tennessee 
Valley Authority. 4pp. 49022:357-49022:360. 

8903270008 Forwards supplemental response to violations noted in Insp Repts 50-327/ 
88-43 & 50-328/88-43. Util will cancel Program Manual Procedure PMP-0604.04 & 
Manager Instruction MI-007 on 890301 when ONP Std 6.1.3 will be fully implemented. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/16. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49055:358-49055:360. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903070014 “Sequoyah Nuclear Plant Units 1 & 2 10CFR50.59 Annual Operating Rept 
to NRC,Jan-Dec 1988." W/890228 Itr. 

GRIDLEY.R. Tennessee Valley Authority. 88/12/31. 149pp. 48764:227-48765:015. 

8903150139 Forwards rept of radioactive discharges released during Jul-Dec 1988.W/0 
end. 

SMITH, S.J. Tennessee Valley Authority. 89/02/27. GRACE, J.N. Region 2, Ofc of the 
Director. 1 p. 48860:31 2-48860:31 2. 


S. Reportable occurrences, LERs & related correspondence 


8903030112 LER 83-1 17/01T-1:on 830926,discovered that monthly power range incore- 
excore channel comparison not performed in specified time interval.Caused by per- 
sonnel error.Personnel instructed re Tech Spec requirements.W/890223 Itr. 

SMITH, S.J. Tennessee Valley Authority. 89/02/23. 3pp. 48703:358-48703:360. 

8903030133 LER 89-004-00:on 881216 & 8901 27, seismic monitor annunciator switches 
of active triaxial response spectrum recorder outside acceptable limits.Caused by in- 
adequate instruction. Surveillance Instruction SI-125 revised.W/ 890223 Itr. 

LONG.J.L, SMITH, S.J. Tennessee Valley Authority. 89/02/23. 6pp. 48690:322- 
48690:327. 

8903150407 LER 89-003-00:on 890210, brief interruption of control power to 6.9 kV 
shutdown board resulted in auto start of motor driven auxiliary feedwater 
pump.Caused by momentarily opening breaker.Tripped relay reset.W/890303 Itr. 
NAIK.J.A., SMITH,S.J. Tennessee Valley Authority. 89/03/03. 8pp. 48876:178- 
48676:186. 

8903240009 LER 89-005-00:on 89021 0.reactor trip signal resulted from closure of main 
feedwater regulating va!ves.Caused by personnel error.Reactor trip recovery & investi- 
gation into cause of reactor trip signal initiated.W/890306 Itr. 

PHIFER.T.K., SMITH, S.J. Tennessee Valley Authority. 89/03/06. 5pp. 49076:352- 
49076:356. 

8903210406 LER 89-006-00:on 89021 6, discovered that auxiliary bldg waste packaging 
area door breached w/o issuance of breaching permit.Caused by inadequate training 
& programmatic controls.Plant-wide dispatch issued on 890223.W/890316 Itr. 
KILGORE, B.E., SMITH,S.J. Tennessee Valley Authority. 89/03/16. 6pp. 49020:037- 
49020:042. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projeds (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York. Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 


8903010210 Forwards enforcement package re proposed imposition of civil penalty in 
amount of $50,000 re failure of licensee personnel to properly assess & implement 
App R protected RCS letdown paths for App R scenarios. 

PARTLOW.J.G. Ofc of Special Pro'ects P'e BB^ 1 ) 89/07/22. LIEBERMAN.J. Ofc 
of Enforcement (Post 870413). 2pp ^86{=; 0 ‘? 486:;- 322 

-8903010218 Discusses notice of violation & proposed imposition of civil penalty in 
amount of $50,000 for App R violations noted in Insp Repts 50-327/88-24 & 50-328/ 
88-24. No mitigating factors in enforcement policy appropriate. 

PARTLOW.J.G. Ofc of Sprsin! D 'c;octs (*ro 081231). 88/07/22. WHITE, S.A. Tennes- 
see Valley Authority. 7pp. -'.H65*-0U-4e65: 023 

-8903010223 Notice of violation & proposed imposition of civil penalty in amount of 
$50,000.Violations noted:licensee did not provide App R protected RCS letdown path 
for all postulated fire scenarios & did not maintain one train free of damage. 
PARTLOW.J.G. Ofc of Special Projects (Pre 881231). 88/07/22. 2pp. 48651:021- 
48651:022. 


8903020057 Forwards Rev 19 to physical security/contingency plan.Rev withheld (ref 
10CFR73.21). 

GRIDLEY.R.L. Tennessee Valley Authority. 89/02/23. Document Control Branch 
(Document Control Desk). 2pp. 48673:255-48673:256. 

8903090225 Advises that 881207 Rev 1 to radiological emergency plan consistent w/ 
provisions of 1 0CFR50.54(q) & acceptable. 

MCCOY.F.R. Region 2, Ofc of the Director. 89/02/23. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48800:259-48800:260. 

8903080306 Forwards Rev 20 to plant physical security/contingency plan. Rev withheld 
(ref 10CFR73.21). 

GRIDLEY.R.L. Tennessee Valley Authority 99/02 '28. Document Control Branch 
(Document Control Desk). 2pp. -‘■■8769:159 Afi/68 19 C. 

8903220026 Forwards Insp Repts 50-327/89-06 & 50-328/89-06 on 890123- 27. Viola- 
tion noted will not be cited since all criteria for categorization of licensee-identified vio- 
lations met. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/03/10. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49003:313-49003:315. 

-8903220030 Partially withheld Insp Repts 50-327/89-06 & 50-328/89-06 on 890123-27 
(ref 10CFR2.790(d) & 73.21). Violation noted.Major areas inspected:physical security 
program for reactors, including security mgt,audit,barriers, alarms & maint. 

TOBlN.W.J. Region 2, Ofc of the Director. 89/03/10. Ip. 49003:315-49003:315. 


H. General correspondence 


8903080518 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Rule 
would result in greater operator turnover rate. 

GIBBS.D.J. Affiliation Not Assigned. 89/02/28. Docketing & Sen/ices Branch. Ip. 
48745:122-48745:122. 

8903270027 Requests that MJ Ray be replaced w/MJ Burzynski on future correspond- 
ence directed to plant site licensing. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). Ip. 49059:088-49059:088. 


P. Operating license stage documents & correspondence 


8903080538 SAFETY EVALUATION REPORT ON TENNESSEE VALLEY AUTHORITY: 
SEQUOYAH NUCLEAR PERFORMANCE PLAN.Sequoyah Unit 1 Restart. 

* Associate Director for Special Projects (Post 890101). NUREG-1232 V02 SOI. 89/ 
01/31. 84pp. 48748:084-48748:171. 

8902140261 Forwards complete listing of 107 updated employee concerns special pro- 
gram subcategory repts. 

GRIDLEY.R.L Tennessee Valley Authority. 89/02/06. Document Control Branch 
(Document Control Desk). 6pp. 48901:001-48931:045. 

-8902160171 Rev 5 to TVA Employee Concerns Special Program Subcategory Rept 
50300, “Sequoyah Nuclear Plant," consisting of Vol 5, "Welding Category." 
SCHOFIELD, R., BROWN, W.R. Tennessee Valley Authority. 50300 V05 R05. 88/01/ 
04. 98pp. 48921:247-48921:344. 

8902270148 Informs of changes In util senior nuclear mgt.PP Carier now site licensing 
manager, JL McAnally resigned from TVA, effective on 890127 & NC Kazanas now 
vice president. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/02/14. CRUTCHFIELD.D. NRC - No 
Detailed Affiliation Given. 2pp. 48588:256-48588:257. 

8902280424 Forwards clarification of scope & schedule for primary drawing program, in 
response to NRC Itrs re design baseline & verification program. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/21, Document Control Branch (Docu- 
ment Control Desk). 4pp. 48624:119-48624:122. 

8903010025 Forwards response to H Garg 890113 request for status of util actions to 
resolve audit findings on SPDS.SPDS design concept changed so that status trees 
valid for both pretrip & post-trip & status of SPDS presented on every screen. 
GRIDLEY.R. Tennessee Valley Authority. 89/02/22. Document Control Branch (Docu- 
ment Control Desk). 22pp. 48653:312-48653:342. 

8903020379 Forwards response to Generic Ltr 88-14, “Instrument Air Supply Sys Prob- 
lems Affectina Safety-Related Equipment." 

GRIDLEY.R. Tennessee Valley Authority. 89/02/23. Document Control Branch (Docu- 
ment Control Desk). 27pp. 48673:268-48673:294. 
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8903020626 Application for amends to Licenses DPR-77 & DPR-79. consisting of Tech 
Spec Change Requests 88-24 & 88-02, revising Unit 1 Surveillance Requirement 
4.7.l.2.a to add pump-specific.differential pressure test values for pump. 

RAY.M.J. Tennessee Valley Authority. 89/02/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 46672 139-48672-205 

—8903020627 Proposed Tech Specs.revising Surveillance Requirements 4.7.1.2.a re 
auxiliary feedwater sys. 

* Tennessee Valley Authority. 89/02/23. 63pp. 48672:142-48672:205. 

8903090452 Forwards Amends 101 & 90 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends modify Tech Spec containment sys Surveillance Require- 
ments 4.6.1.2.g & 4.6.3.1 & Table 3.6-2, “Containment Isolation Valves." 

BLACK.S. Assistant Director for Projects. 89/02/28. KINGSLEY.O.D. Tennessee 
Valley Authority. 4pp. 48799:184-48799:203. 

—8903090459 Amends 101 & 90 to Licenses DPR-77 & DPR-79, respectively, revising 
Tech Spec containment sys Surveillance Requirements 4.6.1. 2.g & 4.6.3.2 & Table 
3.6-2, “Containment Isolation Valves." 

BLACK.S. Assistant Director for Projects. 89/02/28. 12pp. 48799:188-48799:199. 

-8903090461 Safety evaluation supporting Amends 101 & 90 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/28. 4pp. 
48799:200-48799:203. 

8903100176 Forwards permit applications for listed existing sources at plant. 
SCHMIERBACH.M. Tennessee Valley Authority. 89/03/01 . CROPP.J.W. Chattanooga- 
Hamilton County Air Pollution Control Bureau. Chattanooga, TN. 107pp. 48827:166- 
48827:283. 

8903090440 Forwards Amends 102 & 91 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amend revises Tech Specs re Surveillance Requirements 4.6. 1.2 & 
Bases 3/4.6. 1.2 to permit use of mass point method for App J. 

BLACK.S. Assistant Director for Projects. 89/03/02. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48800:061 -48800:077. 

-8903090444 Amends 102 & 91 to Licenses DPR-77 & DPR-79, respectively, revising 
surveillance requirements 4.6.1. 2 & Bases 3/4.6.2.2 to permit use of mass point 
method for App J. 

BLACK, S. Assistant Director for Projects. 89/03/02. 13pp. 48800:063-48800:075. 

-8903090448 Safety evaluation supporting Amends 102 & 91 to Licenses DPR-77 & 
DPR-79.respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/02. 2pp. 
48800:076-48800:077. 

8903160249 Requests comments on end draft, “COMMIX Analysis of Main Steamline 
Break in Catawba Lower Containment." Section 4.2 where contractor finds that cer- 
tain local containment temps exceed environ qualification temp warrants attention. 
BLACK, S. Assistant Director for Projects. 89/03/03. KINGSLEY.O.D. Tennessee 
Valley Authority. 120pp. 48877:321-48878:079. 

8903100370 Responds to 881229 Itr re steam generator tube rupture event.Rept EGG- 
EAST-8264 reviewed for applicability & determined to temporarily maintain administra- 
tive limit for reactor coolant concentration of radioiodine at .75 uCi/g. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48803:020-48803:021. 

8903160478 Forwards Amends 103 & 92 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends delete Surveillance Requirement (SR) 4.6.1. 8.d.4 for emer- 
gency gas treatment sys heaters & corrects typos in SR 4.7.8.d.4. 

BLACK, S. Assistant Director for Projects. 89/03/06. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48879:335-48879:348. 


8903210149 Forwards Amends 104 & 93 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends add footnote to Limiting Condition for Operation 3.4.2 for 
RCS safety valves. 

BLACK.S. Assistant Director for Projects 89/03/09. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48985.048-48985 062. 

-8903210151 Amends 104 & 93 to Licenses DPR-77 & DPR-79, respectively, adding 
footnote to Tech Spec Limiting Condition for Operation 3.4.2 for RCS safety valves. 
BLACK.S. Assistant Director for Projects. 89/03/09. 10pp. 48985:050-48985:059. 

-8903210153 Safety evaluation supporting Amends 104 & 93 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/09. 3pp. 
48985:060-48985:062. 

8903220477 Forwards Amend 95 to License DPR-79 & safety evaluation. Amend modi- 
fies Tech Specs re upper high injection accumulator level switch setpoint & tolerances 
of Surveillance Requirement 4.5.1. 2.C.I. 

BLACK.S. Assistant Director for Projects. 89/03/10. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49020:274-49020:289. 

-8903220481 Amend 95 to License DPR-79,modifying Tech Specs to revise upper head 
injection accumulator level switch setpoint & tolerances of Surveillance Requirement 
4.5.1. 2.C.I. 

BLACK.S. TVA Projects Division. 89/03/10. 8pp. 49020:276-49020:283. 

-8903220483 Safety evaluation supporting Amend 95 to License DPR-79. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/10. 5pp. 
49020:284-49020:289. 

8903230412 Forwards Amends 106 & 96 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends revise Tech Spec Table 3.3-5, "ESF Response Times." 
BLACK, S. Assistant Director for Projects. 89/03/13. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49029:268-49029:284. 

-8903230416 Amends 106 & 96 to Licenses DPR-77 & DPR-79,respectively, revising 
Tech Spec Table 3.3-5, “ESF Response Times." 

BLACK, S. Assistant Director for Projects. 89/03/13. 12pp. 49029:270-49029:281. 

-8903230420 Safety evaluation supporting Amends 106 & 96 to Licenses DPR-77 & 
DPR-79,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/13. 3pp. 
49029:282-49029:284. 

8903240038 Forwards “Qualification Test Program for Silicone Rubber Insulated Cables 
for Use in TVA Sequoyah & Watts Bar Nuclear Plants," prepared by Wyle Labs.Util 
concludes that remaining concerns re cable installation practices at plant resolved. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49161:203-49162:151. 

-8903240044 "Qualification Test Program for Silicone Rubber Insulated Cables for Use 
in TVA Sequoyah & Watts Bar Nuclear Plants." 

WALTER, R.T., JOHNSON, F.R., HIGHT.G.W. Wyle Laboratories. 18056-1. 89/02/13. 
351pp. 49161:205-49162:151. 

8903220494 Summarizes results of study completed by util to determine appropriate 
damping values to be used for OBE & SSE evaluation of plant HVAC ducting 
sys.Gilbert/Commonwealth, Inc Rept 2783, "HVAC Damping Values" end. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/15. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49008:038-49008:072. 

-8903220506 “Sequoyah Nuclear Plant Units 1 & 2 HVAC Damping Values." 

CHEN.C., RIECK.P.J., MEEK.W.E. Tennessee Valley Authority. 2783. 88/11/18. 32pp. 
49008:041-49008:072. 


-8903160484 Amends 103 & 92 to Licenses DPR-77 & DPR-79,respectively, deleting 
Surveillance Requirement (SR) 4.6.1.8.d.4 for emergency gas treatment sys heaters & 
correcting typos in SR 4.7.8.d.4. 

BLACK.S. Assistant Director for Projects. 89/03/06. 9pp. 48879:337-48879:345. 

-8903160486 Safety evaluation supporting Amends 103 & 92 to Licenses DPR-77 & 
DPR-79,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/06. 3pp. 
48879:346-48879:348. 

8903150119 Forwards SIMS update addressing preshutdown Tech Specs, employee 
concerns element repts,NRC bulletins & generic Itrs.lmplementation dates developed 
from existing files. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/07. Document Control Branch (Docu- 
ment Control Desk), 131pp. 48877:046-48877:177. 

8903160319 Discusses temporary exemptions from administrative provisions of 
10CFR50.46.Util analysis to support 890126 commitment to restart Units 1 & 2 w/ 
mods per 10CFR50.46 expected in mid-Oct 1 989, superseding 88091 9 commitment 
GRIDLEY.R. Tennessee Valley Authority. 89/03/07. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48884:356-48884:357. 

8903160459 Forwards addl info re Tech Spec Change 89-1 5, per 890222 telcon 
request.Repositioning rod cluster control assemblies addressed. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/09. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48878:178-48878:180. 

8903200084 Forwards Amends 105 & 94 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amend$ change Tech Specs to delete Surveillance Requirement SR 
4.4.3.2.3 for pressurizer block valves & associated block valves. 

BLACK, S. Assistant Director for Projects. 89/03/09. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48970:286-48970:299. 

-8903200105 Amends 105 & 94 to License DPR-77 & DPR-79, respectively, changing 
Tech Specs to delete surveillance requirements for pressurizer PORVs & associated 
block valves. 

BLACK, S. Assistant Director for Projects. 89/03/09. 10pp. 48970:288-48970:297. 

-8903200109 Safety evaluation supporting Amends 105 & 94 to Licenses DPR-77 & 
DPR-79, respectively. 

* NRC • No Detailed Affiliation Given. 89/03/09. 2pp. 48970:298-48970:299. 


8903230119 Forwards Amends 107 & 97 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends modify Tech Spec Section 5.0, "Administrative Controls’ 1 of 
ETS to reflect new title for station superintendent & extend audit time. 

BLACK, S. Assistant Director for Projects. 89/03/15. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49024:068-49024:085. 

-8903230122 Amends 107 & 97 to Licenses DPR-77 & DPR-79, respectively, changing 
ETS.Section 5.0, "Administrative Controls" to reflect new title for station superintend- 
ent & extending audit interval for environ monitoring to once per 18 months. 

BLACK.S. Assistant Director for Projects. 89/03/15. 14pp. 49024:070-49024:083. 

-8903230126 Safety evaluation supporting Amends 107 & 97 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/15. 2pp, 
49024:084-49024:085. 

8903240021 Forwards corrected pages to Amend 102 to License DPR-77 & Amends 91 
& 92 to License DPR-79, changing page numbers. 

BLACK.S. Assistant Director for Projects. 89/03/15. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49038:336-49038:341. 

-8903240029 Corrected Amend 102 to License DPR-77 & Amends 91 & 92 to License 
DPR-79 re surveillance requirements for containment sys. 

* NRC - No Detailed Affiliation Given. 89/03/15. 4pp. 49038:338-49038:341. 

8903230112 Ack receipt of util 890214 Itr re notification of senior nuclear power mgt 
changes within TVA.Rev to corporate nuclear performance plan should be submitted 
within 60 days to provide mechanism for NRC review of changes. 

LIAW.B.D, TVA Projects Division, 89/03/17. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 6pp. 49048:192-49048:197. 

8903160298 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903270019 Withdraws Tech Spec Change 87-24 re proposed change to limiting Condi- 
tion 3.4.8 & associated surveillance requirement 

GRIDLEY.R. Tennessee Valley Authority. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49055:053-49055:054. 



DOCKETED ITEMS 131 


Q. Inspection reports, IE Bulletins & correspondence 


8902270250 Forwards rev to “Inservice Sys Pressure Test Program for First 10- Yr Inter- 
val,” per 800414 & 830818 requests. 

GRIDLEY.R. Tennessee Valley Authority. 86/03/10. GRACE ,J.N. Region 2, Ofc of the 
Director. Ip. 48588:227-48588:237. 

-8902270253 “Inservice Sys Pressure Test Program for First 10-Yr Interval Sequoyah 
Nuclear Plant Units 1 & 2." 

* Tennessee Valley Authority. 86/03/10. 10pp. 48588:228-48588:237. 

8609040117 Forwards Insp Repts 50-327/86-39 & 50-328/86-39 on 860623-26 & notice 
of violation.Concem raised re error not reported in LER as required by 10CFR50.73. 
ZECH.G.G. Region 2, Ofc of the Director. 86/08/21. WHITE.S.A. Tennessee Valley 
Authority. 2pp. 37758:001-37758:009. 

-8609040120 Notice of violation from insp on 860623-26. 

ZECH.G.G. Region 2, Ofc of the Director. 86/08/21. Ip. 37758:003-37758:003. 

-8609040125 Insp Repts 50-327/86-39 & 50-328/86-39 on 860623-26. Violation 
noted:failure to rept computer program input required by Tech Specs 3/4.2.2 & 3/ 
4.2.3 for hot channel factor surveillance. 

BURNETT, P.T., LONG, A. R., JAPE.F. Region 2, Ofc of the Director. 86/08/15. 6pp. 
37758:004-37758:009. 

8903010210 Forwards enforcement package re proposed imposition of civil penalty in 
amount of $50,000 re failure of licensee personnel to properly assess & implement 
App R protected RCS letdown paths for App R scenarios. 

PARTLOW.J.G. Ofc of Special Projects (Pre 881231). 88/07/22. LIEBERMAN.J. Ofc 
of Enforcement (Post 870413). 2pp. 48651:012-48651:022. 

-8903010218 Discusses notice of violation & proposed imposition of civil penalty in 
amount of $50,000 for App R violations noted in Insp Repts 50-327/88-24 & 50-328/ 
88-24.No mitigating factors in enforcement policy appropriate. 

PARTLOW.J.G. Ofc of Special Projects (Pre 881231). 88/07/22. WHITE.S.A. Tennes- 
see Valley Authority. 7pp. 48651:014-48651:020. 

-8903010223 Notice of violation & proposed imposition of civil penalty in amount of 
$50, 000. Violations noted:licensee did not provide App R protected RCS letdown path 
for all postulated fire scenarios & did not maintain one train free of damage. 
PARTLOW.J.G. Ofc of Special Projects (Pre 881231). 88/07/22. 2pp. 48651:021- 
48651:022. 

8902270408 Forwards Insp Repts 50-327/89-03 & 50-328/89-03 on 8901 09-1 3.No vio- 
lations or deviations noted.One unresolved item identified in rept. 

MCCOY.F.R. Region 2, Ofc of the Director. 89/02/15. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48588:339-48588:352. 

-8902270413 Insp Repts 50-327/89-03 & 50-328/89-03 on 8901 09-1 3.No violations or 
deviations noted.One unresolved item identified.Major areas inspected:inservice insp 
& inservice testing of pumps & valves. 

CROWLEY, B., BLAKE.J.J. Region 2, Ofc of the Director. 89/02/10. 12pp. 48588:341- 
48588:352. 

8903090054 EN-89-017:on 890223, notice of violation & proposed imposition of civil pen- 
alties in amount of $50,000 will be issued.Action based on inadequate identification & 
correction of conditions adverse to quality. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/02/17. Ip. 
48780:017-48780:017. 

8902280124 Forwards Insp Repts 50-327/89-04 & 50-328/89-04 on 890117- 20.No vio- 
lations or deviations noted. 

MCCOY.F.R. Region 2, Ofc of the Director. 89/02/18. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48626:048-48626:055. 

-8902280127 Insp Repts 50-327/89-04 & 50-328/89-04 on 890117-20.No violations or 
deviations notedMajor areas inspected: licensee action on previous insp findings, IE 
Bulletin 80-11 & snubber surveillance programs. 

LENAHAN.J.J., BELISLE.G.A. Region 2, Ofc of the Director. 89/02/15. 6pp. 
48626:050-48626:055. 

8903060182 Discusses Insp Rept 50-327/88-35 & 88-55 & 50-328/88-35 & 88-55 & for- 
ward notice of violation & imposition of penalty in amount of $50,000. 
CRUTCHFIELD.D. Ofc of Special Projects (Pre 881231). 89/02/23. KINGSLEY.O.D. 
Tennessee Valley Authority. 4pp. 48736:159-48736:165. 

-8903060184 Notice of violation & proposed imposition of civil penalty in amount of 
$50,000 from insp on 860711-15,0822-23 & 11 16-1 201 .Violations notedfeedwater 
control sys failed to perform as described in FSAR. 

CRUTCHFIELD, D, Ofc of Special Projects (Pre 881231). 89/02/23. 3pp. 48736:163- 
48736:165. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York. Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Charaderistics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080128 Responds to NRC Bulletin 88-009, “Thimble Tube Thinning in Westing- 
house Readors." Insp frequency established as refueling outage until wear data base 
established & insps will be accomplished by eddy current testing. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48768:276-48768:278. 


8903140266 Ack receipt of 890213 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/88-54 & 50-328/88-54. 

MCCOY, F.R. Assistant Diredor for Inspection Programs. 89/02/28. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 48858:195-48858:196. 


8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903160273 Discusses grid overvoltage condition at safety buses based on util 890122 
notice of failure of diesel generator 2A-A. NRC insp planned for wk of 890424 to 
assess adequacy of actions to manage long-term grid overvoltage conditions. 

BLACK, S. Assistant Director for Projects. 89/03/07. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 48879:313-48879:315. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903170124 Responds to Unresolved Item 88-12-08 re component damping values 
noted in Insp Repts 50-327/88-12 & 50-328/88-12. Corrective actions:FSAR currently 
being revised to incorporate 2% & 3% values for mechanical equipment. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/10. Document Control Branch (Docu- 
ment Control Desk). 5pp. 48894:225-48894:229. 

8903220026 Forwards Insp Repts 50-327/89-06 & 50-328/89-06 on 890123- 27.Viola- 
tion noted will not be cited since all criteria for categorization of licensee-identified vio- 
lations met. 

MCCOY.F.R. Assistant Director for Inspection Programs. MCCOY.F.R. Region 2, Ofc 
of the Director. 89/03/10. KINGSLEY.O.D. Tennessee Valley Authority. 2pp. 
49003:313-49003:315. 

-8903220030 Partially withheld Insp Repts 50-327/89-06 & 50-328/89-06 on 890123-27 
(ref 10CFR2.790(d) & 73.21). Violation noted.Major areas inspected:physical security 
program for reactors, including security mgt, audit, barriers, alarms & maint. 

TOBIN, W.J., MCGUIRE, D.R. Region 2. Ofc of the Director. 89/03/10. Ip. 49003:315- 
49003:315. 


8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event" Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48895:110-48895:215. 

8903230102 Advises that util 880802 response to NRC Bulletin 88-004, "Potential 
Safety-Related Pump Loss" fulfills requirements. Justifications for continued plant op- 
eration acceptable. 

BLACK.S.C. Assistant Director for Projects. 89/03/16. KINGSLEY.O.D. Tennessee 
Valley Authority. 4pp. 49022:357-49022:360. 

8903270008 Forwards supplemental response to violations noted in Insp Repts 50-327/ 
88-43 & 50-328/88-43.Util will cancel Program Manual Procedure PMP-0604.04 & 
Manager Instruction MI-007 on 890301 when ONP Std 6.1.3 will be fully implemented. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/16. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49055:358-49055:360. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list encl, 

ROSSI ,C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903070014 "Sequoyah Nuclear Plant Units 1 & 2 10CFR50.59 Annual Operating Rept 
to NRC,Jan-Dec 1988." W/890228 Itr. 

GRIDLEY.R. Tennessee Valley Authority. 88/12/31. 149pp. 48764:227-48765:015. 

8903150139 Forwards rept of radioactive discharges released during Jul-Dec 1988.W/0 
encl. 

SMITH, S.J, Tennessee Valley Authority. 89/02/27. GRACE, J.N. Region 2, Ofc of the 
Director. Ip. 48860:312-48860:312. 


S. Reportable occurrences, LERs A related correspondence 
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8903030092 Special Rept 89-03:on 890207, fire detectors inoperable for greater than 1 4 
days.Caused by replacement of component cooling water B HX.Continuous fire watch 
established & maintained until smoke detector operable. 

SMITH, S.J. Tennessee Valley Authority 89 '02/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49048 339-49048-34 : . 

8903030095 Special Rept 89-02:on 8901 28, fire barrier being nonfunctional for greater 
than 7 days.Caused by bldg no.* u *nical penetration seal matl emits ester 

u yd'ccn r bon d-.:- i '-g nr^css rov rg fi-irvia:'-- -..stablished. 

S.V.rh,5J v r. ■V.ihc:::,, fi*:# 12/23. Document Control Branch (Docu- 

ment Control Desk). 3p;j •■■Er.i-S 2.~6-'-5593 

8903030098 LER 88-039-01: on 881109,invertent train B containment ventilation isola- 
tion occurred.Caused by incomplete labeling ‘enrira's : n centre 1 rcom Dcs ! g" 
changes to rewire terminals O-M-12 of "VS cado .‘nplcmcrsod A .'833223 Hr 
KILGORE, B.E., SMITH.S.J. Tennessee Valley Authority. 89/02/23. 6pp. 48694:277- 
48694:282. 

8903030365 LER 88-01 3-02:on 880316 & 17,rod group demand position indication not 
within plus/minus 2 steps of actus 1 demand position -epu'tinp in three manual reactor 
trips.Caused by rod control sys dr.: c «r : :ics V# ■■£■! »0?2C- 

PHIFERJ.K., SMITH.S.J. Tennessee Valley Authority. 89/02/23. 8pp. 48693:349- 
48693:356. 

8903090038 LER 83-097/03L-4:on 83071 7, containment sump level channel declared in- 
operable due to reading high.Caused by air bubble in ref leg to transmittcr.Dns’cr 
change request written in Mar 1982 to replace Barton sys w/reliat!;: dys. I A > .'89332? 
Itr. 

LONG.J.L., SMITH.S.J. Tennessee Valley Authority. 89/03/02. 4pp. 48800:273- 
48800:276. 

8903150045 Special Rept 89-04:between 89021 0-28, fire barrier wall nonfunctional for 
interval greater than 7 days.Caused by scheduling difficulties.Roving fire watch estab- 
lished. 

SMITH, S.J. Tennessee Valley Authority. 89/03/09. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48871:334-48871:336. 

8903170120 LER 89-001 -00:on 89021 2, reactor trip signals generated from electromag- 
netic interference when spike received on source- range Channel N-31. Caused by 
noise induced into channel cabling due to weldingWelding suspended.W/890309 Itr. 
PHIFER.T.K., SMITH.S.J. Tennessee Valley Authority. 89/03/09. 5pp. 48894:210- 
48894:214. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing nati exam schedule. Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8903160296 Generic Ltr 89-02 to ail holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


I. Financial information 

8903270305 "CMS Energy 1988 Annual Rept." W/890321 itr. 

ANDERSEN.A., MCNISH.T.A. CMS Energy Corp. 88/12/31. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 45pp. 49055:197-49055:241. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC info Notice 88-073, “Direction-Dependent Leak Charader- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 


8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Soismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 104pp. 48992:044-48992:147. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


I. Financial information 


8903270305 “CMS Energy 1988 Annual Rept." W/890321 Itr. 

ANDERSEN, A. CMS Energy Corp. 88/12/31. 45pp. 49055:197-49055:241. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143, 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES,J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 
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8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency & fire protection plans 

8903020244 Responds to request for rev of emergency operating procedures per Insp 
Rept 50-331 /88-20C.CIassroom training of licensed operators on revised emergency 
opera:«ng prccedu-os w i: scgm on 890227 & be completed by 890403. 
ROTHERT.W.C. Iowa Electric Light & Power Co. 89/02/06. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 48674:291-48674:292. 

8903010009 Forwards Safety & Safeguards Team Insp Rept 50-331/88-24 on 881017- 
890l09.No violation noted.Adequate actions taken in response to tampering events at 
facility. 

GREEN MAN, E.G. Region 3, Ofc of the Director. 89/02/16. LIU.L. Iowa Electric Light 
& Power Co. 2pp. 48650:352-48650:353. 

-8903010012 Safety & Safeguards Team Insp Rept 50-331/88-24 on 881017- 
890109.No addl events of tampering identified. Major areas inspected:licensee electri- 
cal sys checks,special security measures, refueling operations & reactor startup. 
JACKIW.I.N., CREED, J.R., AXELSON.W.L. Region 3, Ofc of the Director. 89/02/16. 
7pp. 48650:354-48650:360. 


J. insurance & indemnity information 

8903020203 Forwards Endorsements 87,88 & 89 to NELIA Policy NF-214, Endorse- 
ments 73,74 & 75 to MAELU Policy MF-72, Endorsements 9 & 10 to NELIA & MAELU 
Certificates N-50 & M-50 & Endorsements 3 to NELIA & MAELU Certificates NW-119 
& MW-45. 

SAMUELS, J.L. Marsh & McLennan, Inc. 89/01/16. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 15pp. 48673:298-48673:312. 


P. Operating license stage documents & correspondence 

8902230386 Informs that DL Mineck authorized by util to sign future license applications 
& amends & other licensing submittals to NRC. 

LIU.L. Iowa Electric Light & Power Co. 89/02/15. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). Ip. 48568:291-48568:291. 

8902280442 Responds to NRC Generic Ltr 88-14, "Instrument Air Supply Sys Problems 
Affecting Safety-Related Equipment." Util developing procedure to require monthly 
tests of instrument air quality at instrument headers downstream of air dryers. 

MINECK, D.L. Iowa Electric Light & Power Co. 89/02/21. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation. Director (Post 870411). 7pp. 48626:307-48626:313. 

8903080443 Forwards Rev 8 to "QA During Operations Phase." Rev describes splitting 
of nuclear licensing & emergency planning into two separate mgt positions. 
MCGAUGHY.R.W. Iowa Electric Light & Power Co. 89/02/21. Document Control 
Branch (Document Control Desk). 2pp. 48765:065-48765:104. 

-8903080461 Rev 8 to "QA During Operation Phase." 

* Iowa Electric Light & Power Co. 89/02/01. 38pp. 48765:067-48765:104. 

8903210481 Forwards "Reactor Containment Bldg Integrated Leak Rate Test" for 1988 
refueling outage. 

MINECK, D.L. Towa Electric Light & Power Co. 89/03/15. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411), Ip. 49002:237-49002:309. 

-8903210486 "Reactor Containment Bldg Integrated Leak Rate Test, Types A, B & C 
Periodic Test, Duane Arnold Energy Ctr, 

* Iowa Electric Light & Power Co. 88/12/31. 71pp. 49002:238-49002:309. 

8903240087 Forwards notice of consideration of issuance of amend to License NPF-49 
& proposed NSHC determination & opportunity for hearing, per 870424 request 
HALL.J.R. Project Directorate 111-3. 89/03/17. LIU.L. Iowa Electric Light & Power Co. 
2pp. 49044:288-49044:296. 

-8903240092 Notice of consideration of issuance of amend to License NPF-49 & pro- 
posed NSHC determination & opportunity for hearing.Amend would modify specs 
issued as part of radiological effluent Tech Specs. 

COLBURN, T.G. Project Directorate 111-3. 89/03/17. 7pp. 49044:290-49044:296. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8903020244 Responds to request for rev of emergency operating procedures per Insp 
Rept 50-331 /88-200.Classroom training of licensed operators on revised emergency 
operating procedures will begin on 890227 & be completed by 890403. 
ROTHERT.W.C. Iowa Electric Light & Power Co. 89/02/06. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 48674:291-48674:292. 

8903010014 Forwards Safety Insp Rept 50-331/89-01 on 88121 4-8901 25.No violation 
noted. 

AXELSON.W.L. Region 3, Ofc of the Director. 89/02/10. LIU.L. Iowa Electric Light & 
Power Co. 2pp. 48653:343-48653:356. 

-8903010017 insp Rept 50-331/89-01 on 881 21 4-8901 25.No violations noted. Major 
areas inspected:onsite followup of events at ooerating reactors, operational 
safety.maint, surveillance, plant trips & plant startup frcT roxclirg'stanuc testing-refu- 
eling. 

JACKIW.I.N. Region 3, Ofc of the Director. 89/02/10. 12pp. 48653:345-48653:356. 

8903010009 Forwards Safety & Safeguards Team Insp Rept 50-331/88-24 on 881017- 
8901 09. No violation noted.Adequate actions taken in response to tampering events at 
facility. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/02/16. LIU.L. Iowa Electric Ught 
& Power Co. 2pp. 48650:352-48650:353. 

-8903010012 Safety & Safeguards Team Insp Rept 50-331/88-24 on 881017- 
890109.No addl events of tampering identified. Major areas inspected:licensee electri- 
cal sys checks,special security measures, refueling operations & reactor startup. 
JACKIW.I.N., CREED.J.R., AXELSON.W.L Region 3, Ofc of the Director. 89/02/16. 
7pp. 48650:354-48650:360. 

8903010154 Responds to NRC Bulletin 85-003, Suppl 1, "Motor-Operated Valve 
Common Mode Failures During Plant Transients due to Improper Switch Settings." 
MINECK, D.L Iowa Electric Light & Power Co. 89/02/21. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 22pp. 48651:030-48651:051. 

8903030178 Responds to violations noted in Insp Rept 50-331 /88-22. Corrective ac- 
tions taken:safety evaluation (SE) prepared to address suitability of Parker Compound 
E692-75 for selected application & general 10CFR50.59 SE training provided. 
MINECK.D.L. Iowa Electric Light & Power Co. 89/02/23. DAVIS, A.B. Region 3, Ofc of 
the Director. 3pp. 48692:336-48692:338. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSsl, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903200293 Advises that util implemented interim recommendations for stability 
actions.per NRC Bulletin 88-007, Suppl 1, "Power Oscillations in BWRs." Util will 
evaluate long-term corrective actions developed by BWR Owners Group committee. 
MINECK.D.L. Iowa Electric Light & Power Co. 89/03/06. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 3pp. 48970:191-48970:193. 

8903210126 Advises that response to violation in Insp Rept 50-331/88-23 extended 
until 890323, per discussions w/NRC. 

MINECK.D.L Iowa Electric Light & Power Co. 89/03/06. DAVIS, A.B. Region 3, Ofc of 
the Director. Ip. 48989:346-48989:346. 

8903240263 Confirms plans for 890309 meeting in Glen Ellyn.IL to discuss results of 
licensee safety sys functional insp. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/06. LIU.L. Iowa Electric Light 
& Power Co. Ip. 49038:291-49038:291. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903220509 Forwards app to SALP 7 Board Rept 50-331/88-01 for June 1987 - Oct 
1988, 

DAVIS, A.B. Region 3, Ofc of the Director. 89/03/07. LIU.L Iowa Electric Ught & 
Power Co. 2pp. 49020:263-49020:271. 

-8903220512 App to SALP 7 Rept 50-331/88-01 for June 1987 • Oct 1988, covering 
890131 meeting w/util re findings & conclusions. 

* Region 3, Ofc of the Director. 89/03/07. 2pp. 49020:265-49020:271. 

8903020165 NRC Info Notice 89-027, "Umitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 
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8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48895:110-48895:215. 

8903270233 Responds to NRC Info Notice 88-082, "Torus Shells W/ Corrosion & De- 
graded Coatings in BWR Containments." Summary of relevant projects for various 
utils successfully employing underwater alternative to draining vessel encl. 

STUART, C.O. S.G. Pinney Co. 89/03/15. ROSSI.C.E. Division of Operational Events 
Assessment (Post 87041 1 ). 9pp. 49056:023-49056:031 . 

8903280184 Forwards Safety Insp Rept 50-331/89-04 on 890221 -24.No violations 
noted.Documents 890309 meeting in Region III ofc re util insp efforts involving HPCI 

WRIGKI^GLC. Region 3, Ofc of the Director. 89/03/21. LIU.L. Iowa Electric Light & 
Power Co. 2pp. 49075:211-49075:220. 

-8903280186 Insp Rept 50-331/89-04 on 890221-24 & 0309.No violations noted.Major 
areas inspected:licensee corrective actions initiated for issues identified in selfinitiated 
SSFI of HPCI sys. 

YIN.I.T., PHILLIPS, M.P. Region 3, Ofc of the Director. 89/03/20. 8pp. 49075:213- 
49075:220. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 

8903280254 Responds to notice of violation noted in Insp Rept 50-33 1/88-23.Corrective 
actions developed schedule to replace Tuf-LOC sleeve bearings & replacement of 
TUF-Loc sleeves bearings on remaining breakers will be completed. 

MINECK.D.L Iowa Electric Light & Power Co. 89/03/23. DAVIS, A.B. Region 3, Ofc of 
the Director. 7pp. 49075:068-49075:074. 


R. Periodic operating reports & related correspondence 

8903080505 "1988 Annual Rept of Facility Changes, Tests.Experiments & Safety & 
Relief Valve Failures & Challenges." W/890228 Itr. 

MINECK.D.L Iowa Electric Ught & Power Co. 88/12/31. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 36pp. 48767:133-48767:168. 

8902240292 Forwards monthly operating rept for Jan 1989 & corrected Dec 1988 rept 
for Duane Arnold Energy Ctr. 

HANNEN.R.L. Iowa Electric Light & Power Co. 89/02/15. DAVIS, A.B. Region 3, Ofc 
of the Director. Ip. 48571:264-48571:272. 

-8902240295 Monthly operating rept for Jan 1989 for Duane Arnold Energy Ctr. 

MILLER, L. Iowa Electric Ught & Power Co. 89/01/31. 6pp. 48571:265-48571:270. 

-8902240299 Corrected monthly operating rept for Dec 1988 for Duane Arnold Energy 
Ctr. 

MILLER, L. Iowa Electric Ught & Power Co. 88/12/31. 2pp. 48571:271-48571:272. 

8903210346 Monthly operating rept for Feb 1989 for Duane Arnold Energy Ctr.W/ 
890315 Itr. 

MILLER.L., HANNEN.R.L. Iowa Electric Ught & Power Co. 89/02/28. DAVIS, A.B. 
Region 3, Ofc of the Director. 7pp. 48982:234-48982:240. 


S. Reportable occurrences, LERs & related correspondence 


8903020553 LER 89-001 -00:on 8901 18, manual scram occurred due to low electro hy- 
draulic control (EHC) level & leak on high pressure supply line to turbine control 
valve.Flexible high pressure EHC tubing installed during refueling.W/890217 Itr. 
MCGILL.D.L, HANNEN.R.L Iowa Electric Ught & Power Co. 89/02/17. DAVIS, A.B. 
Region 3, Ofc of the Director. 4pp. 48669:212-48669:215. 

8903060001 LER 89-002-00:on 8901 26, HPCI sys declared inoperable w/ reactor at 
90% power & during performance of monthly test Caused by malfunction of turbine 
governor electronics.HPCl sys successfully tested.W/890224 Itr. 

PROUST, J.R., HANNEN.R.L Iowa Electric Ught & Power Co. 89/02/22. 5pp. 
48739:344-48739:348. 

8903150444 LER 89-003-00:on 890202,reactor scram occurred due to larger quantity of 
hydrogen injected into feedwater sys.Caused by installation of incorrect flow orifice in 
test riginjection line.Flow orifices reinstalled correctly.W/890306 Itr. 

AXLINE.J.S., HANNEN.R.L Iowa Electric Light & Power Co. 89/03/04. DAVIS, AB. 
Region 3, Ofc of the Director. 5pp. 48876:280-48876:284. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to ail power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001 -49005:056. 
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H. General correspondence 

8903080245 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/02/27. CHILK.S.J. Office of the Secretary of the Commission. 7pp. 
48745:181-48745:187. 


J. Insurance & indemnity information 


8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 


P. Operating license stage documents & correspondence 

8902230092 Forwards Amend 123 to Ucense DPR-59 & safety evaluation. Amend 
changes Tech Specs to reflect util mgt reorganization of headquarters staff which 
merged engineering & const mgt functions into existing operations depts. 
LABARGE.D.E. Project Directorate 1-1. 89/02/13. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 2pp. 48555:155- 
48555:163. 

-8902230101 Amend 123 to License DPR-59, changing Tech Specs to reflect mgt reor- 
ganization of util headquarters staff which merged engineering & const mgt functions 
into existing operations depts. 

CAPRA, R.A. Project Directorate 1-1. 89/02/13. 5pp. 48555:157-48555:161. 

-8902230108 Safety evaluation supporting Amend 123 to Ucense DPR-59. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/13. 2pp. 
48555:162-48555:163. 

8902230668 Forwards Amend 125 to License DPR-59 & safety evaluation. Amend elimi- 
nates two tests required by Tech Specs during 1988 refueling outage,including Type A 
primary containment integrated leak rate test 

LABARGE.D.E. Project Directorate 1-1. 89/02/17. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 3pp. 48570:264- 
48570:287. 


-8902230670 Amend 125 to Ucense DPR-59,eliminating two tests required by Tech 
Specs during 1988 refueling outage.consisting of Type A primary containment integrat- 
ed leak rate test & Type A,B or C tests following replacement of valve in HPCI sys. 
CAPRA, R.A. Project Directorate 1-1. 89/02/17. 5pp. 48570:267-48570:271. 

-8902230672 Safety evaluation supporting Amend 125 to Ucense DPR-59. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/17. 4pp. 
48570:272-48570:287. 

8902270691 Responds to Generic Ltr 88-14, "Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment." Operators verify sys parameters on each shift & 
rotate air compressors daily per surveillance test procedure. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/02/17. Document Control Branch (Document Control Desk). 3pp. 
48588:336-48588:338. 

8903020497 “James A Fitzpatrick Cycle 9 Startup Testing Rept." W/890221 Itr. 
FERNANDEZ, W. New York Power Authority (formerly Power Authority of the State of 
New York). 89/02/21. 7pp. 48674:338-48674:344. 

8903070007 Forwards replacement Pages 41a & 64 to Amend 122 to Ucense DPR- 
59.Subj pages included in amend did not reflect changes approved in Amend 119. 
LABARGE.D.E. Project Directorate 1-1. 89/02/24. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). Ip. 48763:309-48763:312. 

-8903080100 Corrected Pages 41a & 64 to Amend 122 to Ucense DPR-59 re reactor 
protection sys instrumentation requirement. 

* NRC - No Detailed Affiliation Given. 89/02/24. 3pp. 48763:310-48763:312. 

8903160436 Forwards request for addl info re util 880810 response to Generic Ltr 88- 
01 .within 60 days of Itr receipt 

LABARGE.D.E. Project Directorate 1-1. 89/03/08. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 10pp. 48892:338- 
48892:347. 

8903150221 Informs that request for extension of response date for Generic Ltr 88-14, 
“Instrument Air Supply Sys Problems Affecting Safety-Related Equipment” to 
890703,$atisfactory. 

LABARGE.D.E. Project Directorate 1-1. 89/03/09. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 4pp. 48858:219- 
48858:222. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
encl. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. inspection reports, IE Bulletins & correspondence 

8902230435 Forwards Safety Insp Rept 50-333/89-01 on 890103-06.No violations 
noted. 

DURR.J.P. Region 1, Ofc of the Director. 89/02/15. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 48578:353- 
48578:360. 
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-8902230443 Insp Rept 50-333/89*01 on 890103-06.No violations or deviations 
noted.Major areas inspected:activities to determine if util modified primary containment 
boundary.per commitment in USI A-7.including QA aspects of mod. 

KAPLAN.H.J.. STROSNIDER.J.R. Region 1, Ofc of the Director. 89/01/27. 6pp. 
48578:355-48578:360. 

8902240198 Advises that 880314 response to NRC Bulletin 88-001, “Defects in Wes- 
tinghouse Circuit Breakers" satisfactory. Westinghouse DS series circuit breakers not 
used in safety-related applications at plant. 

LABARGE.D.E. Project Directorate 1-1. 89/02/17. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 2pp. 48576:263- 
48576:264. 

8902280027 Advises of actions taken by util in response to NRC Bulletin 88-007, Suppl 
1, “Power Oscillations in BWRs." Reactor Analyst Procedure RAP 7.3.16, "Plant 
Power Changes'* revised to provide listed guidance on thermal hydraulic instability. 
FERNANDEZ, W. New York Power Authority (formerly Power Authority of the State of 
New York). 89/02/21. Document Control Branch (Document Control Desk). 3pp. 
48636:102-48636:104. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903200225 Responds to NRC Bulletin 88-004, "Potential Safety-Related Pump Loss." 
New orifices installed in core spray pump min flow circuits on 890103. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/03/06. Document Control Branch (Document Control Desk). 4pp. 
48971:046-48971:049. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903160385 Advises that util 880915 & 890221 responses to NRC Bulletins 88-007 & 
88-007, Suppl 1, acceptable. 

LABARGE.D.E. Project Directorate 1-1. 89/03/08. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 2pp. 48892:329- 
48892:332. 

8903200077 EN-89-025:on 89031 3, notice of proposed imposition of civil penalty in 
amount of $75,000 issued to licensee.Action based on licensee failure to properly 
analyze two potential safety issues,involving reactor bldg room coolers. 

LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/08. Ip. 
48958:359-48958:359. 

8903220500 Responds to violations noted in Insp Repts 50-333/86-04, 50-333/86- 
13,50-333/87-14 & 50-333/87-21 .Corrective action: all environ qualification files being 
reviewed, per Procedure EDP-28.Use of contract engineering also addressed. 
FERNANDEZ, W. New York Power Authority (formerly Power Authority of the State of 
New York). 89/03/10. Document Control Branch (Document Control Desk). 7pp. 
49020:158-49020:164, 


8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903150030 Monthly operating rept for Feb 1989 for JA Fitzpatrick. W/890309 Itr. 
COOK.J., FERNANDEZ, W. New York Power Authority (formerly Power Authority of the 
State of New York). 89/02/28. 5pp. 48871 :231 -48871 :235. 


S. Reportable occurrences, LERs & related correspondence 


8903130179 LER 88-010-01:on 881 029,vendor advised util that two of seven safety 
relief valves failed as-found actuation test. Caused by pilot valve disc & seat bonding 
or pilot valve leakage due to steam cutting.Valves replaced.W/890302 Itr. 

CHILDS, W.V., FERNANDEZ, W. New York Power Authority (formerly Power Authority 
of the State of New York). 89/03/02. 5pp. 48819:279-48819:284. 

8903130235 LER 88-004-01 :on 880523,vendor informed util that three of five safety 
relief valves removed for test during Jan 1988 maint outage did not actuate within al- 
lowed specs.Caused by pilot valve disc & seat bonding or leakage.W/890302 Itr. 
CHILDS, W.V., FERNANDEZ, W. New York Power Authority (formerly Power Authority 
of the State of New York). 89/03/02. 5pp. 48820:161-48820:165. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8903060155 Forwards Amend 136 to License DPR-66 & safety evaluation. Amend re- 
vises License Condition 2.C.(5) & eliminates most fire protection specs from Tech 
Specs. 

TAM.P.S. Project Directorate 1-4. 89/02/17. SIEBER.J.D. Duquesne Light Co. 2pp. 
48739:211-48739:226. 

-8903060161 Amend 136 to License DPR-66,revising Ucense Condition 2.C.(5) & elimi- 
nating most fire protection specs from Tech Specs. 

STOLZ.J.F. Project Directorate 1-4. 89/02/17. 10pp. 48739:213-48739:222. 

-8903060164 Safety evaluation supporting Amend 136 to License DPR-66. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/17. 4pp. 
48739:223-48739:226. 

8903080208 Advises that action plan schedule for corrective action re deviations identi- 
fied in Insp Rept 50-334/88-02 revised. Tasks for emergency operating procedures 
will be completed by May 1989. 

SIEBER.J.D. Duquesne Light Co. 89/02/21. Document Control Branch (Document 
Control Desk). 2pp. 48768:154-48768:155. 

8903090298 Advises that 880818 Rev 5, Issue 4 to physical security plan consistent w/ 
provisions of 10CFR50.54(p) & acceptable. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/02/27. SIEBER.J.D. Duquesne Light 
Co. 3pp. 48800:244-48800:246. 


8903230210 Discusses Insp Repts 50-333/88-23 & 50-333/88-17 on 880808- 1005 & 
1006-1125 & notice of violation & proposed imposition of civil penalty.NRC concern re 
inoperability of coolers heightened due to listed reasons, 

RUSSELL, W.T. Region 1, Ofc of the Director. 89/03/13. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 4pp. 49022:239- 
49022:246. 


-8903230211 Notice of violation 8 proposed imposition of civil penalty in amount of 
$75, 000. Violations noted:inoperable room coolers & excessive svc water temp. 
RUSSELL.W.T. Region 1, Ofc of the Director. 89/03/13. 4pp. 49022:243-49022:246. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves," Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903220273 Advises that util 880722,1109 & 890306 responses to NRC Bulletin 88-004, 
"Potential Safety-Related Pump Loss*' adequately address NRC concerns. 
LABARGE.D.E. Project Directorate 1-1. 89/03/14. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 3pp. 49020:260- 
49020:262. 


8903140464 Issue 8 to Rev 4 to EPP/l-1, “Recognition & Classification of Emergency 
Conditions." W/890228 Itr. 

LACEY, W.S. Duquesne Light Co. 89/02/28. 419pp. 48830:304-48831:362. 

8903140206 Forwards Safety Insp Repts 50-334/89-01 & 50-412/89-01 on 890101- 
0215.No violations noted. 

WIGGINS, J.T. Region 1, Ofc of the Director. 89/03/02. SIEBER.J.D. Duquesne Light 
Co. 2pp. 48840:342-48840:358. 

-8903140209 Insp Repts 50-334/89-01 & 50-412/89-01 on 890101-0215.No violations 
or unresolved items identified.Major areas inspected:licensee actions on previous insp 
findings,plant operations, security, radiological controls & fire protection. 

TRIPP, L.E. Region 1, Ofc of the Director. 89/03/02. 15pp. 48840:344-48840:358. 


J. Insurance & indemnity Information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.i. Office of Nuclear Reac- 
tor Regulation, Director (Post 87041 1). 125pp. 48585:055-48585:179. 
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8902270310 Forwards replacement Endorsements 1.2,3 & 4 to NELIA & MAELU Certifi- 
cates N-1 10 & M-1 ^.respectively. 

OCONNOR.D.J Marsh & McLennan, Inc. 89/02/08. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 13pp. 48587:097-48587:109. 

8903140254 Submits in*c 'O prcsorty damage insurance coverages for plant. 

SIEBER.J.D. Duquewj . q!v. 81: 03/01. Document Control Branch (Document 
Control Desk). 2pp. : 'o-tfbSn'- * 7 . 


P. Operating license stage documents & correspondence 

8903220015 Documents administrative controls & responds to alarm procedures that 
will be in effect during power operations for next 6-month period. Pressure switches 
will be installed on each of three safety valves to monitor valve leakac? 
WOOLEVER.E.J. Duquesne Light Co. 80/11/14. NOVAK.T. A ssislar !)::j.c:c: :o' Op- 
erating Reactors. 2pp. 49020:326-49020:327. 

8903030386 Forwards proposed bases Tech Spec Pages B 3/4 9-3 & 9-4 re fuel en- 
richment for next reload.Bases cover refueling operations water level, fuel bldg ventila- 
tion sys,spent fuel storage pool & control room emergency habitability sys. 

TAM.P.S. Project Directorate 1-4. 89/02/06. SIEBER.J.D. Duquesne Light Co. 5pp. 
48694:303-48694:307. 

8902270452 Responds to design & operations verification requested by Generic Ltr 88- 
14, "Instrument Air Supply Sys Problems Affecting Safety-Related Equipment." Con- 
tainment instrument air dewpoint will be routinely monitored .:s : nn intfeatar 
SIEBER.J.D. Duquesne Light Co. 89/02/17. Document Cor.lrol : .. : ra:ci (Document 
Control Desk). 13pp. 48586:247-48586:259. 

8903060155 Forwards Amend 136 to License DPR-66 & safety evaluation. Amend re- 
vises License Condition 2.C.(5) & eliminates most fire protection specs from Tech 
Specs. 

TAM.P.S. Project Directorate 1-4. 89/02/17. SIEBER.J.D. Duquesne Light Co. 2pp. 
48739:211-48739:226. 

-8903060161 Amend 136 to License DPR-66, revising License Condition 2.C.(5) & elimi- 
nating most fire protection specs from Tech Specs. 

STOLZ.J.F. Project Directorate 1-4. 89/02/17. 10pp. 48739:213-48739:222. 

-8903060164 Safety evaluation supporting Amend 136 to License DPR-66. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/17. 4pp. 
48739:223-48739:226. 

8903100091 Forwards response to recommended programmed enhancements in Ge- 
neric Ltr 88-17, “Loss of DHR." Mods will be completed to provide two independent 
RCS level indications.Preparation of procedure revs underway. 

SIEBER.J.D. Duquesne Light Co. 89/02/23. Document Control Branch (Document 
Control Desk). 7pp. 48806:077-48806:083. 

8903090128 Advises that 880225 Issue 2,Rev 0 & Issue 1,Rev 1 to offsite dose calcula- 
tion manuals acceptable. 

TAM.P.S. Project Directorate 1-4. 89/03/02. SIEBER.J.D. Duquesne Light Co. 2pp. 
48800:339-48800:340. 

8903200231 Forwards application for amend to License DPR-66, consisting of Proposed 
OL Change Request 156, revising several reactor trip & ESFAS instrumentation set- 
points & allowable values. Proprietary WCAP-11419 withheld (ref 10CFR2.790(b)(4)). 
SIEBER.J.D. Duquesne Light Co. 89/03/02. Document Control Branch (Document 
Control Desk). 2pp. 48977:178-48977:300. 

-8903200233 Application for amend to License DPR-66, revising reactor trip sys & 
ESFAS instrumentation setpoints & allowable values. 

SIEBER.J.D. Duquesne Light Co. 89/03/02. Ip. 48977:180-48977:180. 

-8903200235 Proposed Tech Specs.revising reactor trip & ESFAS instrumentation trip 
setpoints & allowable values. 

* Duquesne Ught Co. 89/03/02. 24pp. 48977:181-48977:204. 

-8903200237 Requests that proprietary WCAP-11419, “Westinghouse Setpoint Method- 
ology for Protection Sys Beaver Valley Unit 1," be withheld, per 10CFR2.790(b)(4). 
WIESEMANN.R.A. Westinghouse Electric Corp. 87/10/26. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 9pp. 48977:205-48977:213. 

-8903200238 “Westinghouse Setpoint Methodology for Protection Sys Beaver Valley 
Unit 1 . 

MOOMAU.W.H. Westinghouse Electric Corp. WCAP-11420. 87/10/31. 86pp. 
48977:214-48977:300. 

8903160501 Responds to 881103 request re use of ASME Code Cases N-356, N-445 & 
N-446.Code cases acceptable for use in facility inservice insp program. 

TAM.P.S. Project Directorate 1-4. 89/03/08. SIEBER.J.D. Duquesne Light Co. 4pp. 
48879:357-48879:360. 

8903210058 Forwards notice of proposed util corporate restructuring fer FR 
publication.Plan would create new holding company.DQE, cc, wr.cn wolq whol.y own 
Duquesne Light Co. 

TAM.P.S. Project Directorate 1-4. 89/03/09. SIEBER.J.D. Duquesne Ught Co. 2pp. 
48980:259-48980:262, 

-8903210060 Notice of proposed util corporate restructuring, creating holding 
company, DQE.lnc.to become sole owner of Duquesne Ught Co.Duquesne stock win 
be transferred to DQE.Inc. 

TAM.P.S. Project Directorate 1-4. 89/03/09. 2pp. 48980:261-48980:262. 

8903210150 Forwards Amend 137 to License DPR-66 & safety evaluation. Amend im- 
poses requirements on in-core thermocouples & reactor vessel level indicating 
sys.Spec issued not strictly in compliance w/Generic Ltr 83-37,but sufficient 
TAM.P.S. Project Directorate 1-4. 89/03/13. SIEBER.J.D. Detroit Edison Co. 4pp. 
48984:220-48984:231. 

-8903210156 Amend 137 to License DPR-66, imposing requirements on in-core thermo- 
couples & reactor vessel level indicating sys. 

STOLZ.J.F. Project Directorate 1-4. 89/03/13. 5pp. 49002:117-49002:119. 

-8903210163 Safety evaluation supporting Amend 137 to Ucense DPR-66. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/13. 3pp. 
48984:229-48984:231. 


8903270089 Submits supplemental response to NRC programmed enhancements identi- 
fied in Generic Ltr 88-17, “Loss of DHR." Dates for seventh & first refueling for facility 
provided. 

SIEBER.J.D. Duquesne Light Co. 89/03/17. Document Control Branch (Document 
Control Desk). 2pp. 49056:218-49056:219. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8903080208 Advises that action plan schedule for corrective action re deviations identi- 
fied in Insp Rept 50-334/88-02 revised. Tasks for emergency operating procedures 
will be completed by May 1989. 

SIEBER.J.D. Duquesne Light Co. 89/02/21. Document Control Branch (Document 
Control Desk). 2pp. 48768:154-48768:155. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903140259 Submits alternative schedule for evaluation of pressurizer surge line ther- 
mal stratification.per Bulletin 88-01 1. 

SIEBER.J.D. Duquesne Light Co. 89/03/01. Document Control Branch (Document 
Control Desk). 5pp. 48858:083-48858:087. 

8903140684 Forwards Insp Repts 50-334/89-03 & 50-412/89-03 on 890130-0203.One 
licensee identified violation reviewed w/ respect to criteria for nonissuance of notice 
of violation. All criteria met. 

BELLAMY, R.R, Region 1, Ofc of the Director. 89/03/01. SIEBER.J.D. Duquesne Light 
Co. 3pp. 48853:293-48853:306. 

-8903140690 Radiological Controls Insp Repts 50-334/89-03 & 50-412/89-03 on 
8901 30-0203. Major areas inspected:licensee action on previous NRC findings & plan- 
ning preparation for upcoming refueling outage.Licensee identified violation reviewed. 
NIMITZ.R.L., SHANBAKY.M. Region 1, Ofc of the Director. 89/02/23. 11pp. 
48853:296-48853:306. 

8903140206 Forwards Safety Insp Repts 50-334/89-01 & 50-412/89-01 on 890101- 
0215.No violations noted. 

WIGGINS.J.T. Region 1 , Ofc of the Director. 89/03/02. SIEBER.J.D. Duquesne Light 
Co. 2pp. 48840:342-48840:358. 

-8903140209 Insp Repts 50-334/89-01 & 50-412/89-01 on 890101-0215.No violations 
or unresolved items identified.Major areas inspected:licensee actions on previous insp 
findings, plant operations,security,radiological controls & fire protection. 

TRIPP.L.E. Region 1, Ofc of the Director. 89/03/02. 15pp. 48840:344-48840:358. 

8902270158 NRC info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Utton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safely.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903160501 Responds to 881 103 request re use of ASME Code Cases N-356, N-445 & 
N-446.Code cases acceptable for use in facility inservice insp program. 

TAM.P.S. Project Directorate 1-4. 89/03/08. SIEBER.J.D. Duquesne Ught Co. 4pp. 
48879:357-48879:360. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vuican Air-Operated Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 
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8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York. Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903100202 "Semiannual Radioactive Effluent Release Rept Second Half 1988." W/ 
890223 Itr. 

SIEBER.J.D. Duquesne Light Co. 88/12/31. 65pp. 48813:142-48813:206. 

8903150003 "NPDES Discharge Monitoring Rept," for Jan 1989.W/890228 Itr. 
DRUGA.R.J. Duquesne Light Co. 89/01/31. VARGA.S. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 21pp. 48860:257-48860:277. 

8903160037 Monthly operating repts for Feb 1989 for Beaver Valley Power Station 
Units 1 HSiMUe l- 

WINGER, M. A., SIEBER.J.D. Duquesne Light Co. 89/02/28. 10pp. 48885:012- 
48885:021. 


8903170122 NRC Staff motion for extension to file proposed finding.* Proposed findings 
will be served on parties & Board on 890320.Certificate of Svc encl.Served on 
890310.Granted for Board on 890309. 

* Assistant General Counsel f o r Heannos # 1 89 8253. 89/03/07. Atomic Safety and 
Licensing Board Panel. 3pp. ‘ i 7.53 

8903220088 NRC Staff motion for exterssic" to fi'o p r cr?osod *hd : "c * Proposed findings 
will be served on parties & Board on «*. j! S.c. 

JEHLE,P.A. Assistant General Counsel f=r "cr-'r-s #180 3274. 89/03/07. Atomic 
Safety and Licensing Board Panel. 4pp. :33/2 

8903230088 Intervenor proposed findings of fact & conclusions of law.* Aspect of sur- 
veillance should not be left up to option of licensee since no other way to determine if 
gaps being formed in panels. W/Certificate of Svc. 

RICH.C. Rich, C. #189 8284. 89/03/14. 19pp. 48888:325-48888:343. 

8903230165 NRC Staff proposed findings of fact & conclusions of law in form of initial 
decision.* Proposed transcript corrections to 890124 & 26 proceedings & Certificate 
of Svc end. 

JEHLE.P.A. Assistant General Counsel for Hearings. #189 8316. 89/03/17. 50pp. 
48888:132-48888:181. 

8903290184 Forwards corrected Pages 15,24,25 & 26 to NRC 890317 findings of 
fact, per stated clarifications & corrections. 

JEHLE.P.A. Assistant General Counsel for Hearings. #189 8361. 89/03/24. 
COTTER, B.P., BRIGHT.G.O., COLE.R.F. Atomic Safety and Licensing Board Panel. 
7pp. 48999:188-48999:194. 


P. Operating license stage documents & correspondence 


S. Reportable occurrences, LERs & related correspondence 

8902280014 LER 89-001-00:on 8901 17,reactor trip due to low steam generator level co- 
incident w/steam flow - feedwater flow mismatch.Caused by operator error.Operators 
counseled re event.W/890216 Itr. 

NOONAN.T.P. Duquesne Light Co. 89/02/16. 4pp. 48644:130-48644:133. 

8903210146 LER 89-002-00:on 89021 3, reactor trip occurred due to feedwater regulating 
valve (MFRV) malfunction.Caused by failure of electro-pneumatic transducer.Electro- 
pneumatic transducers for valves replaced.W/890314 Itr. 

NOONAN.T.P. Duquesne Light Co. 89/03/14. 5pp. 48982:029-48982:033. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A Assoc ate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 


8612120269 Forwards CSS-148-1 through CSS-148-4 of Rev 4 to safeguards contingen- 
cy plan re security organization.EncIs withheld (ref 10CFR73.21). 

WOODY, C.O. Florida Power & Light Co. 86/12/08. GRACE, J.N. Region 2, Ofc of the 
Director. Ip. 38980:098-38980:098. 

8903020096 Forwards Rev 19 to physical security plan.Rev withheld (ref 10CFR73.21 & 
2.790). 

CONWAY, W.F. Florida Power & Light Co. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48673:227-48673:228. 

8903140058 Forwards Insp Repts 50-335/88-33 & 50-389/88-33 on 88121 1-8901 28.No 
violations or deviations noted. _ ^ 

WILSON.B.A. Region 2, Ofc of the Director. 89/03/01. CONWAY, W.F. Florida Power 
& Light Co. 2pp. 48855:158-48855:166. 

-8903140063 Insp Repts 50-335/88-33 & 50-389/88-33 on 881211 -8901 28.No viola- 
tions or deviations noted.Major areas inspected:Tech Spec compliance, operator 
performance,overall plant operations, QA practices & station & corporate mgt prac- 
tices. 

PAULK, G.L., CRLENJAK.R.V. Region 2, Ofc of the Director. 89/02/23. 7pp. 
48855:160-48855:166. 


8903170102 Forwards summary of objectives for exercise of emergency plan scheduled 
for 890524.Exercise will involve participation of local emergency response agencies & 
state emergency response personnel. 

CONWAY, W.F. Florida Power & Light Co. 89/03/10. Document Control Branch (Docu- 
ment Control Desk). 7pp. 48893:209-48893:215. 


8903270266 Forwards response to regulatory effectiveness review Section 2, per NRC 
890126 Itr.EncI withheld (ref 10CFR2.79(a)(3)). 

CONWAY, W.F. Florida Power & Light Co. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). Ip. 491 10:263-49110:263, 


G. Adjudicatory correspondence 

6903100076 Licensee proposed findings of fact & conclusions of law.* 

BUTTLER.J.T., BAUSER.M.A. Florida Power & Light Co. BUTTLER.J.T. Steel, Hector 
& Davis. #189 8205. 89/02/25. 58pp. 48738:253-48738:316. 

-8903100085 Licensee motion for transcript corrections.* Util hereby moves Board to 
accept attached proposed transcript corrections for hearing in proceeding held on 
890124-26. W/Certificate of Svc. 

BUTLER, J.T., BAUSER.M.A. Florida Power & Light Co. BUTLER, J.T. Steel, Hector & 
Davis. 89/02/25. Atomic Safety and Licensing Board Panel. 6pp. 48738:311- 
48738:316. 


8902230192 Notification of 890301 meeting w/util in Rockville, MD to discuss review of 
util ATWS submittal & implementation of ATWS mods. 

NORRIS.J.A. Project Directorate 11-2. 89/02/16. BERKOW.H.N. Project Directorate II- 
2. 3pp. 48568:297-48568:299. 

8903010115 Application for amends to Licenses DPR-67 & NPF-1 6, changing Tech 
Specs to implement recommendations of Generic Ltr 85-19, "Reporting Requirements 
on Primary Coolant Iodine Spikes." 

CON WAY, W.F. Florida Power & Light Co. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48653:234-48653:254. 

-8903010120 Proposed Tech Specs implementing recommendations of Generic Ltr 85- 
19. 

* Florida Power & Light Co. 89/02/21. 18pp. 48653:237-48653:254. 

8903060039 Advises that util detailed engineering schedule supports ATWS mod imple- 
mentation during 1990, approved by NRC 870917 & 880422 Itrs.Util will meet w/NRC 
on 890301 to discuss design details. 

CONWAY, W.F. Florida Power & Light Co. 89/02/27. Document Control Branch (Docu- 
ment Control Desk). Ip. 48738:250-48738:250. 

8903080035 Forwards response to NRC 880518 request for addl info re plant-specific 
ATWS diverse scram sys conceptual design. 

CONWAY, W.F. Florida Power & Light Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48741:322-48741:324. 

8903150009 Withdraws 780905 amend request re surveillance requirements for emer- 
gency diesel ^ereialo' ■-n‘:s 1 oc; r 3609 17 meeting. 

CONv\AY,«V - Fic-ida Rawer & L-ip: Co. 89/03/06. Document Control Branch (Docu- 
ment Cc"l-ol Desk) ?pp. 229 48871:230. 

8903220165 Informs of planned affiliation of Region 2 utils w/Nuclear Employee Data 
Sys for processing of transient workers. Suggests meeting in mid to late Mar to dis- 
cuss collection, retention & updating of contractor info by using sys. 

CON WAY, W.F. Florida Power & Light Co. 89/03/06. EBNETER.S.D. Region 2, Ofc of 
the Director. Ip. 48997:046-48997:046. 

8903170410 Summary of 890309 meeting w/util in Rockville, MD re proposed mods to 
plant to meet requirements of ATWS rule. 

NORRIS.J.A. Project Directorate 11-2. 89/03/09. Project Directorate 11-2. 33pp. 
48948 318-48948:350. 


8903210104 Forwards FR notice of 890306 withdrawal of 780905 application re emer- 
gency diesel generators.Request granted. 

NORRIS, J.A. Project Directorate i -2. 89/03 '1" CONWAY, W.F. Florida Power & Light 
Co. 2pp. 48980:356-48980:359. 

-8903210105 Notice of 890306 withdrawal of util 780905 application to revise Tech 
Specs re emergency diesel generators. 

NORRIS, J.A. Project Directorate 11-2. 89/03/10. 2pp. 48980:358-48980:359. 


8903220479 Responds to 890106 request re unknown spiked samples received on 
8901 13.Encl results were back-decay corrected to 890103. 

CON WAY, W.F. Florida Power & Light Co. 89/03/14. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49008:326-49008:327. 

8903230277 Informs of plan to suppl RETRAN topical rept as early as May 1989.Suppl 
will present generic methods applicable to all util units & will support plant improve- 
ments at St Lucie to implement reactor trip reduction activities. 

CONWAY, W.F. Florida Power & Light Co. 89/03/14. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49029:251-49029:252, 

8903230302 Forwards first set of responses to Generic Ltr 88-14, "Instrument Air 
Supply Sys Problems Affecting Safety-Related Equipment,” per phased schedule 
noted in util 881227 Itr. ^ /PN 

CONWAY, W.F. Florida Power & Light Co. 89/03/14. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49029:263-49029:267. 


8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed product$.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 
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Q. Inspection reports, IE Bulletins & correspondence 

8902280301 Forwards Insp Repts 50-335/89-01 & 50-389/89-01 on 890109-13.No vio- 
lations or deviation noted. 

DECKER.T.R. Reirc" ? O'er n f the f>ector. 89/02/15. CONWAY.W.F. Florida Power 
& Light Co. 2pp 232 

-8902280305 Insp Repts 50-335/89-01 & 50-389/89-01 on 890109- 13.No violations 
noted.Major areas inspected:preoutage planning, preparations & mgt support for im- 
plementing licensee radiation protection program. 

WRIGHT.F.N., POTTER, J.P. Region 2. Ofc of the Director. 88/02/13. 18pp. 
48625:245-48625:262. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27, 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903140058 Forwards Insp Repts 50-335/88-33 & 50-389/88-33 on 88121 1-8901 28.No 
violations or deviations noted. 

WILSON, B.A. Red.'”' 2. C x c o' to Director. 89/03/01. CONWAY.W.F. Florida Power 
& Light Co. 2pp. '8Sr.-: :5A-:33 d 5 :5c 

-8903140063 Insp Repts 50-335/88-33 & 50-389/88-33 on 881211 -8901 28.No viola- 
tions or deviations rctcrl Ma'cr a-nas inspected:Tech Spec compliance, operator 
performance,overall panl 'jpo'.'sncnsCA practices & station & corporate mgt prac- 
tices. 

PAULK.G.L., CRLENJAK.R.V. Region 2. Ofc of the Director. 89/02/23. 7pp. 
48855:160-48855:166. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903240272 Forwards Insp Repts 50-335/89-02 & 50-389/89-02 on 890123-27 & notice 
of violation. 

JULIAN.C.A. Region 2. Ofc of the Sector. 89/03/03. CONWAY.W.F. Florida Power & 
Light Co. 2pp .'■?("* 1 3*1-49038. 1 

-8903240276 Notice of violation from insp on 8901 23-27. Violations noted: failure to 
calibr safety-related neutron flux channel 26-80A per instrumentation & control proce- 
dures & preventive maint procedures. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/03. 2pp. 49039:136-49039:137. 

-8903240279 Insp Repts 50-335/89-02 & 50-389/89-02 on 890123-27. Violations 
noted.Major areas inspected:licensee conformance to Reg Guide 1 .97, Rev 3. 
FILLION.P.F., CONLON.T.E. Region 2, Ofc of the Director. 89/02/27. 19pp. 
49039:138-49039:156. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc 96pp. 48700:252-48700:346. 

8903150005 Responds tc NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
ca:ion.' C-rpirg si.-co .ne program to collect data from plants authorized. NRC 
atf'ew or iistod aci.o'i icts to be completed based on program. 

CCNWAY ,W. : . =lorca -ewer & Light Co. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48871:217-48871:218. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413), 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc, 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants," 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903270233 Responds to NRC Info Notice 88-082, “Torus Shells W/ Corrosion & De- 
graded Coatings in BWR , Containments." Summary of relevant projects for various 
utils successfully employing underwater alternative to draining vessel end. 

STUART,C.O. S.G. Plnney Co. 89/03/15. ROSSI.C.E, Division of Operational Events 
Assessment (Post 870411). 9pp. 49056:023-49056:031. 


8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protoction Sys." Svc list end. 

ROSSi, CE Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903070017 “Combined Semiannual Radioactive Effluent Release Rept," Jul-Dec 
1988.W/890228 Itr. 

CONWAY.W.F. Florida Power & Light Co. 88/12/31. 39pp. 48740:279-48740:317. 

8903080070 "1988 Annual Operating Rept for St Lucie Units 1 & 2." W/ 890301 Itr. 
CONWAY.W.F. Florida Power & Light Co. 88/12/31. 56pp. 48742:268-48742:323. 

8903090413 “Pcmcnro! Vonitorinn Rept for CY88." W/890225 Itr. 

COV/.'AV V r . i Of lift. PjA-jr 8 Light Co. 88/12/31. 2pp. 48801:166-48801:167. 

8902230427 Monthly operating repts for Jan 1989 for Turkey Point Units 3 & 4 & 
St.Lucie Units 1 & 2 W/890213 itr. 

BONETT.D.M., CONWAY.W.F. Florida Power & Light Co. 89/01/31. 17pp. 48568:142- 
48568:158. 

8903240172 Monthly operating repts for Feb 1989 for Turkey Point Units 3 & 4 & St 
Lucie Units 1 8 2.W/890314 Itr. 

BONNETT.D.M., CONWAY.W.F. Florida Power & Light Co. 89/02/28. 17pp. 
49038:306-49038:322. 


T. Hearing transcripts on non-antitrust matters 


8903100076 Licensee proposed findings of fact & conclusions of law.* 

BUTTLER.J.T., BAUSER.M.A. Florida Power & Light Co. BUTTLER.J.T. Steel, Hector 
& Davis. #189 8205. 89/02/25. 58pp. 48738:253-48738:316. 

-8903100085 Licensee motion for transcript corrections.* Util hereby moves Board to 
accept attached proposed transcript corrections for hearing in proceeding held on 
890124-26. W/Certificate of Svc. 

BUTLER, J.T., BAUSER.M.A. Florida Power & Light Co. BUTLER, J.T. Steel, Hector & 
Davis. 89/02/25. Atomic Safety and Licensing Board Panel. 6pp. 48738:311- 
48738:316. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8903140507 Change 1 to Rev 4 to EPIP Form 4701-2, "Unit 2 Emergency Action 
Levels." W/890306 Itr. 

SCACE.S.E. Northeast Utilities. 89/02/08. 4pp. 48848:349-48848:352. 

8903020155 Forwards Safety Insp Rept 50-336/88-28 on 881 124-8901 10.No violations 
noted. 

BETTENHAUSEN.L. Region 1, Ofc of the Director. 89/02/13. MROCZKA,E.J. North- 
east Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 48672:043-48672:121. 

-8903020174 Insp Rept 50-336/88-28 on 881124-8901 10.No violations or deviations 
noted,Major areas inspected:plant operations, surveillance, maint, previously identified 
items, review of ola^t 'nckJent repts. security events & allegations. 

MCCABE.E.C., HA3IGK)RSV\..., BA^BfR.S Region 1, Ofc of the Director. 89/02/ 
06. 77pp. 48672:045-48672:121. 

8902280331 Advises that util 880527 Rev 5 to physical security plan & Rev 7 to guard 
irnirr.g & qualification plan consistent w/provisions of 10CFR50.54(p) & acceptable. 
BE. LAMY,- Region 1, Ofc of the Director. 89/02/17. MROCZKA.E. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 4pp. 48636:111-48636:114, 

8903140664 Forwards Safeguards insp Repts 50-245/89-01,50-336/89-02 & 50-423/ 
89-01 on 890130-0203.No violations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/02. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 48834:081-48834:092. 

-8903140670 Partially deleted Insp Repts 50-245/89-01,50-336/89-02 & 50-423/89-01 
on 890130-0203 (ref 10CFR73.21).No noncompliances noted.Major areas 
inspected:security program plans & audits & detection & assessment aids. 
LANCASTER, W.K. Region 1, Ofc of the Director. 89/02/28. 9pp. 48834:084- 
48834:092. 

8903200251 Forwards Rev 8 to physical security plan.EncI withheld (ref 10CFR2.790(a) 
& 73.21 ).Rev does not decrease effectiveness of physical security plan. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/03/14. Document Control Branch (Document 
Control Desk). Ip. 48965:046-48965:046. 


H. General correspondence 
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8902230566 Responds to 881206 Itr raising question whether nuclear pollution from fa- 
cilities could travel to Charlestown, Rl. NRC assessment concluded that potential of fa- 
cility operation having radiation effect on Charlestown extremely remote. 

RUSSELL. W.T. Region 1, Ofc of the Director. 89/02/08. SHERWOOD, R. Affiliation 
Not Assigned. 4pp. 48568:205-48568:212. 

—8902230567 Forwards constituent, R Sherwood 881206 Itr inquiring about possibility of 
radiation contamination downwind from fa:!!'*'cs Posso-so rocur.sled. 

CHAFFE.J.H. Senate. 88/12/19. /EC*tLV. C:>rrT-;ss onors 2pp. 48568:209- 

48568:212. 

8903100336 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants.Proposed rule on maint will not improve maint in 
plants nor improve safety or reliability of plants.Proposed rule much too vague. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 89/02/27. Docketing & Serv- 
ices Branch. 12pp. 48806:334-48806:345. 

8903210102 Comments on proposed Rev 3 to Reg Guide 1.9, “Selection, 
Dosign.Oua!ificat : or Trrst’ng & Reliability of Diesel Generator Units Used as Onsite 
Elocrnc Power S/s a; Nuc ear Power Plants." Reg guide does not provide flexibility. 
wnCC/KA.r.,, Conner: r. u \ Yankee Atomic Power Co. 89/03/08. MEYER, D.L. Regu- 
latory Publications Branch. 8pp. 48990:128-48990:135. 

8903280075 Comment on proposed Rev 3 to Reg Guide 1.9 re selection 
design, qualification, testing & reliability of diesel generator units used as onsite electric 
power sys at nuclear power plants. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 89/03/08. MEYER, D.L. NRC - 
No Detailed Affiliation Given. 8pp. 49144:050-49144:057. 


P. Operating license stage documents & correspondence 

8902280226 Application for amend to License DPR-65, revising Tech Spec 3.9.3.2 re 
spent fuel pool cooling to add footnote to limiting condition for operation for Cycle 9 
refueling only. W/o proposed Tech Specs. 

MROCZKA.E.J., ROMBERG, W.D. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). MROCZKA.E.J. Northeast Utilities. 89/02/22. Document Control Branch 
(Document Control Desk). 9pp. 48644:198-48644:206. 

8903060095 Advises that 890113 response to NRC request for addl info withheld (ref 
1 0CFR2.790(b)(5)),per request. 

JAFFE.D.H. Project Directorate 1-4. 89/02/22. WIILIAMSON.H.E. Advanced Nuclear 
Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 4pp. 48738:246-48738:249. 

8903090215 Discusses 890222 proposed emergency change to Tech Specs, adding 
footnote to limiting condition for operation of Spec 3.9.3.2 re spent fuel pool cooling. 
MROCZKA.E.J., SEARS, C.F. Northeast Nuclear Fncrgv Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. 80. 02/20 Document Control Branch (Docu- 
ment Control Desk). 1 p. 48801 : 1 56-48801 : 1 56. 

8903170433 Forwards info re radwastes at plants, including radwaste vol projections for 
Class A,B & C & mixed waste for 1990-1994, estimate of present radwaste storage 
capacity & estimate for expansion of storage capacity 

MROCZKA.E.J. Northeast Nuclear Energy Co (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89, 33.03. . INSCCT\S K. Connecticut, State of. 
7pp. 48953:246-48953:252. 

8903270299 Application for amends to Licenses DPR-61.DPR-21, DPR-65 & NPF- 
49, changing Tech Specs re administrative controls & organizational charts.per Generic 
Ltr 88-06. 

MROCKZA.E.J. Connecticut Yankee Atomic Power Co. MROCKZA.EJ. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCKZA.E.J. Northeast Utilities. 89/ 
03/13. Document Control Branch (Document Control Desk). 4pp. 49055:159- 
49055:196. 

-8903270303 Proposed Tech Specs re administrative controls & organizational charts. 
* Connecticut Yankee Atomic Power Co. 89/03/13. 34pp. 49055:163-49055:196. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. -13960:001-40960:057. 

8903280037 Forwards inventory rept for hazardous chemicals present at facility in quan- 
tities exceeding min threshold established in 40CFR370.20. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/03/21. Document Control Branch (Document 
Control Desk). 13pp. 49110:350-49110:362. 


Q. Inspection reports, IE Bulletins & correspondence 

8903020155 Forwards Safety Insp Rept 50-336/88-28 on 881 124-8901 10. No violations 
noted. 

BETTENHAUSEN.L. Region 1, Ofc of the Director. 89/02/13. MROCZKA.E.J. North- 
east Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 48672:043-48672:121. 

-8903020174 Insp Rept 50-336/88-28 on 881 124-8901 10.No violations or deviations 
noted.Major areas inspected;plant operations, surveillance, maint, previously identified 
items, review of plant incident repts, security events & allegations. 

MCCABE, E.C., HABIGHORST.P.J., BARBER, S. Region 1, Ofc of the Director. 89/02/ 
06. 77pp. 48672:045-48672:121. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.'* Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 


8903030047 Forwards rept detailing status of each open item noted in June 1 988 regu- 
latory effectiveness review.Rept withheld (ref 10CFR2.790). 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/02/27. Document Control Branch (Document 
Control Desk). Ip. 48691:357-48691:357. 

8903090375 Requests extension of required analyses in response to NRC Bulletin 88- 
011, “Pressurizer Surge Line Thermal Stratification." Required insp at facility expected 
to be performed during scheduled 890909 refueling outage. 

MROCZKA.E.J., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 8pp. 48783:069-48783:076. 

8903100490 Forwards Safety Insp Rept 50-336/89-01 on 890103-06.No violations or 
deviations observed. 

GALLO, R.M. Region 1, Ofc of the Director. 89/02/28. MROCZKA.EJ. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 48801:261-48801:272. 

.-8903100496 Insp Rept 50-336/89-01 on 890103-06.No violations or deviations 
noted Ma'cr areas inspected:evaluation of effectiveness of licensee implementation of 
OA or«q»ar ■. 

NORRIS. Fa S . ESELGROTH.P.W. Region 1, Ofc of the Director. 89/02/23. 10pp. 
48801:263-48801:272. 

8903140664 Forwards Safeguards Insp Repts 50-245/89-01,50-336/89-02 & 50-423/ 
89-01 on 890130-0203.No violations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/02. MROCZKA.EJ. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 48834:081-48834:092. 

-8903140670 Partially deleted Insp Repts 50-245/89-01,50-336/89-02 & 50-423/89-01 
on 890130-0203 (ref 10CFR73.21).No noncompliances noted.Major areas 
inspected:security p-cqrarr dans & audits & detection & assessment aids. 
LANCASTER, W.K., CAMERCN, KEIMIG.R.R. Region 1, Ofc of the Director. 89/ 
02/28. 9pp. 48834:084-48834:092. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903170441 Forwards Safety Insp Rept 50-336/89-03 on 890111-0210.No violations 
noted. 

BETTENHAUSEN.L. Region 1, Ofc of the Director. 89/03/06. MROCZKA.E.J. North- 
east Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 48948:271-48948:317. 

-8903170443 Insp Rept 50-336/89-03 on 890111-0210.No violations noted. Major 
areas inspected:plant operations, outage activities, surveillance, maint, previously identi- 
fied items, NRC bulletin followup, plant incident rept followup & design changes. 
MCCABE, E.C. Region 1, Ofc of the Director. 89/03/06. 45pp. 48948:273-48948:317. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREtVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903210216 Notification of 890316 meeting w/util in Rockville, MD to discuss results of 
recent steam generator tube insp. 

VISSING.G.S. Project Directorate 1-4. 89/03/13. MURLEY.T., SN1EZEK.J., 
MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 48982:122-48982:124. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co, of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903220099 Forwards Insp Repts 50-245/89-03 & 50-336/89-04 on 89021 3-1 7.No vio- 
lations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/15. MROCZKA,E.J, Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 49008:216-49008:223. 

—8903220105 Insp Repts 50-245/89-03 & 50-336/89-04 on 890213-17.No violations 
noted.Major areas inspected:Unit 2 refueling outage activitie$,Unit 1 refueling outage 
preparation activities & station ALARA practices. 

THOMAS, W„ SHANBAKY.M. Region 1, Ofc of the Director. 89/03/15. 6pp. 
49008:218-49008:223. 

8903210421 Responds to NRC Bulletin 88-010, “Nonconforming Molded Case Circuit 
Breakers." List of in-stock items w/model numbers & mfg names end. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/03/16, Document Control Branch (Document Control Desk). 14pp. 
48977:163-48977:176. 
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8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903030387 “Haddam Neck Plant & Millstone Station Units 1.2 & 3, Annual Rept for 
1 988 ” W / 890221 Itr 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 88/ 
12/31. 529pp. 48667:281-48669:090. 

8903100351 "Milestone Nuclear Power Station, Units 1,2 & 3 Semiannual Radioactive 
Fff'usrts Release Rept,Jul-Dec 1988." W/890228 Itr. 

f/FOCZKA.il- , SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). 88/12/31. 84pp. 48813:279-48813:362. 

8903160051 Monthly operating rept for Feb 1989 for Millstone Unit 2.W/ 890309 Itr. 
GIBSON.J., SCACE.S.E, Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 89/02/28. 5pp. 48893:063-48893:067. 


S. Reportable occurrences, LERs & related correspondence 

8903130262 LER 89-001 -00:on 890202,inoperabiiity of two fire barrier cable penetration 
seals which had been permanently resealed determined .Caused by personnel 
error.Roving hourly fire watch initiated. W/890301 Itr. 

SCHEELER.J.M., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 89/03/01. 4pp. 48820:010-48820:013. 

8903130361 LER 89-002-00:on 890204, six of sixteen valves tested failed initial simmer 
testCause unknown.One valve passed next two consecutive tests w/o further 
adjustment.Four valves adjusted in ptace.W/890303 Itr. 

PARULIS.P., SCACE.S.E., CLEMENT, C.H. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 89/03/03. 4pp. 48820:113-48820:116. 

8903220496 LER 89-003-00:on 890209,leakage test of charging sys penetration 3 
caused combined leakage rate of Spec 3.6.1. 2.b to be exceeded & test vol could not 
be pressurized to Pa for testing.Caused by sticking valve packing .W/890308 Itr. 
STADNICK.S.L., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 89/03/08. 4pp. 49007:177-49007:180. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Assodate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8902270454 Forwards suppl to Insp Repts 50-338/88-26 & 50-339/88-26 containing re- 
sults of NRC evaluation of calibr data for three germanium detectors in health physics 
counting room. Results indicate closer results between util & NRC data. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/16. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 48589:153-48589:158. 

-8902270455 Suppl to Insp Repts 50-338/88-26 & 50-339/88-26.Results of analysis & 
evaluation of health physics counting room indicate considerable improvement be- 
tween licensee & NRC data for radionuclides. 

* Region 2, Ofc of the Director. 89/02/16. 4pp. 48589:155-48589:158. 

8903210451 Advises that Rev 14 to plant security personnel training & qualification plan 
consistent w/provisions of 10CFR50.54(p) & acceptable. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/01. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 3pp. 48984:051-48984:053. 


P. Operating license stage documents & correspondence 

8611120219 "RCS Loads & Component Support Margins Evaluation for Elimination of 
RCS.Main Loop Pipe Break Protective Devices." 

* Virginia Power (Virginia Electric & Power Co.). 86/10/31. 30pp. 38562:180- 
38562:209. 

-8611120229 “RCS Leakage Detection Assessment for Elimination of RCS Main Loop 
Pipe Break Protective Devices." 

* Virginia Power (Virginia Electric & Power Co.). 86/10/31. 16pp. 38562:210- 
38562:225. 

8903090173 "Radioactive Effluent Release Semiannual Rept,Jul-Dec 1988." W/890302 
Itr & portions of revised offsite dose calculation manual. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 88/12/31. 100pp. 
48784:114-48784:212. 

8902240296 Comments on util 890106 response to Generic Ltr 88-17 re expeditious ac- 
tions for loss of DHR. Experience shows that periodic walkdowns of tygon tube follow- 
ing installation needed.Audit will be conducted. 

ENGLE, L.B. Project Directorate 11-1. 89/02/13. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 48571:298-48571:300. 

8902270615 Forwards Amends 115 & 98 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation. Amends revise Tech Specs re refueling operations water level-reac- 
tor vessel to allow control rod movement above irradiated fuel assemblies. 

ENGLE.L.B. Project Directorate 11-2. 89/02/15. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 48589:189-48589:210. 

-8902270623 Amends 115 & 98 to Licenses NPF-4 & NPF-7,respectively, revising Tech 
Specs for refueling water level-reactor vessel to allow control rod movement w/re- 
quirement of 25-ft of water above irradiated fuel assemblies in pressure vessel. 
BERKOW.H.N. Project Directorate 11-2. 89/02/15. 15pp. 48589:192-48589:205. 

-8902270628 Safety evaluation supporting Amends 115 7 98 to Licenses NPF-4 & 
NPF-7, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/15. 5pp. 
48589:206-48589:210. 

8902230655 Notification of 890222 meeting w/util at site to visit appropriate structures 
associated w/main steam valve house & discuss settlement issues. 

ENGLE, L.B. Project Directorate 11-2. 89/02/16. MURLEY.T., SNIEZEK.J., 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 48568:202-48568:204. 

8903020671 Forwards response to Generic Ltr 88-14, “Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment." Util contacted selected mfgs of air operat- 
ed devices to establish air quality requirements but was unsuccessful. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/21. Docu- 
ment Control Branch (Document Control Desk). 15pp. 48674:144-48674:158. 

8902280431 Application for amends to Licenses NPF-4 & NPF-7, revising Tech Spec 
Section 3/4.6, Table 3.6-1, “Containment Isolation Valves" to identify addl valves 
exempt from Type C test. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/23. Docu- 
ment Control Branch (Document Control Desk). 3pp. 48627:248-48627:299. 

-8902280434 Proposed Tech Spec Section 3/4.6, Table 3.6-1, "Containment Isolation 
Valves." 

* Virginia Power (Virginia Electric & Power Co.). 89/02/23. 48pp. 48627:251- 
48627:299. 

8903010286 Forwards revised Relief Request 5 from ASME Section XI inservice hydro- 
static pressure testing program to include component cooling.spent fuel pit 
cooling, quench & recirculation spray & casing cooling pump discharge piping. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/23. Docu- 
ment Control Branch (Document Control Desk). 4pp. 48648:154-48648:157. 

8903090453 Provides notification that no steam generator inservice insp performed 
during 1988. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/27. Docu- 
• ment Control Branch (Document Control Desk). Ip. 48800:160-48800:160. 

8903080336 Application for amends to Licenses NPF-4 & NPF-7, changing control room 
access per Insp Repts 50-338/87-19 & 50-338/87-17 which identifiea control room 
habitability issues needing resolution.Engineering evaluation end. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/01. Docu- 
ment Control Branch (Document Control Desk). 42pp. 48779:033-48779:074. 


8903220320 Advises that Rev 2 to security contingency plan meets provisions of 
10CFR53.54(c) & acceotab-e. 

CUNE.W.F Keg, on ?, Cfc of the Director. 89/03/01. CARTWRIGHT.W.R. Virginia 
Powor :Virg.r a Coctnc & Power Co.). 3pp. 49020:315-49020:317. 

8903230292 Revised EPIPs, including Rev 11 to EPI P-3.04, “Activation of Local Emer- 
gency Operations Facility" & Rev 2 to EPIP-4.28, "TSC/LEOF Radiation Monitoring 
Sys." W/890316 Itr. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/16. 68pp. 
49031:261-49031:328. 


H. General correspondence 


8903230092 Forwards status of immediate corrective actions to resolve human engi- 
neering discrepancies identified at facilities during NUREG-0700 CRDR 
projectRemaining seven corrective actions delayed due to rescheduling of outage to 


CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/08. Docu- 
ment Control Branch (Document Control Desk). 5pp. 49029:025-49029:029. 


8903240096 Notifies of closeout of specific license amend requests previously submit- 
ted by util to NRC over past several yrs. TACs 
56357,56358,61141,61142,64680,64681 & 56348 closed. 

ENGLE, LB. Project Directorate 11-2. 89/03/17. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 49038:296-49038:297. 


8903020179 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
NEUFER.A.G. Affiliation Not Assigned. 89/02/08. Office of the Secretary of the Com- 
mission. 1 p. 48671 :1 97-48671 : 1 97. 


8903230401 Advises that issue of NUREG-0737,Action Plan Item II.K.3.5 satisfactorily 
resolved for plants.NRC generically approved Westinghouse Owners Group methodol- 
ogy specified in Generic Ltr 85-12. 

ENGLE.L.B. Project Directorate 11-2. 89/03/20. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 49029:260-49029:262. 


8903020003 Comment supporting Chapter 1 re policy statement on exemptions below 
regulatory concern.Policy development for criteria for release of radioactive matl 
needed for development of consistent waste mgt practices. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/14. Docket- 
ing & Services Branch. 11pp. 48671:147-48671:157. 


8903160296 Generic Ltr 89-02 to all holders of OL$ & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.SA Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 
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Q. Inspection reports, IE Bulletins & correspondence 

8902270651 Confirms enforcement conference on 890207 at Region II to discuss instru* 
ment air problems re design control & corrective action.Summary of sys air problems 
& proposed agenda end. 

ERNST.M.L. Region 2. Ofc of the Director. 89/02/02. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 4pp. 48589:159-48589:162. 

8902270454 Forwards suppl to Insp Repts 50-338/88-26 & 50-339/88-26 containing re- 
sults of NRC evaluation of calibr data for three germanium detectors in health physics 
counting room. Results indicate closer results between util & NRC data. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/16. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 48589:153-48589:158. 

-8902270455 Suppl to Insp Repts 50-338/88-26 & 50-339/88-26.Results of analysis & 
evaluation of health physics counting room indicate considerable improvement be- 
tween licensee & NRC data for radionucliocs. 

* Region 2, Ofc of the Director. 89/02/16. 4pp. 48589:155-48589:158. 

8903020181 Forwards enforcement conference summary re Insp Repts 50-338/88-01 & 
50-339/88-31. Related info end. 

ERNST.M.L Region 2. Ofc of the Director. 89/02/16. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 27pp. 48669:253-48669:279. 

8903100400 Ack receipt of 890123 Itr ^fo'ninr; NRC of steps taken to correct violations 
noted in Insp Repts 50-338/88-31 & : j(> 339 V= 3 1 

WILSON, B.A. Region 2, Ofc of the Director. 89/02/21. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 1 p. 48808:284-48808:284. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080227 Withdraws Relief Request NDE-24 re inservice insp program plan for com- 
ponents & component supports.Time, manpower & personnel exposure required to 
mark subj welds does not :c'i/r.ons»rn:<; w/ga r increased accuracy. 
CARTWRIGHT.W.R. Virgin a Fownr (V-flna iiioct* c & Power Co.). 89/02/28. Docu- 
ment Control Branch (Docurro-it Central Desk; 2pp 48767:050-48767:051. 

8903080336 Application for amends to Licenses NPF-4 & NPF-7, changing control room 
access per Insp Repts 50-338/87-19 & 50-338/87-17 which identified control room 
habitability issues needing resolution.Engineering evaluation end. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/01. Docu- 
ment Control Branch (Document Control Desk). 42pp. 48779:033-48779:074. 

8903170065 Forwards summary of 890207 enforcement conference re corrective action 
program for water/oil intrusion into instrument air sys & design control of sys noted in 
Insp Repts 50-338/88-36 & 50-339/88-36. Viewgraphs end. 

ERNST.M.L. Region 2, Ofc of the Director. 89/03/02. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 53pp. 48900:253-48900:305. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903140559 Responds to NRC 890201 Itr re violations noted in Insp Repts 50-338/88- 
33 & 50-339/88-33.Corrective actions:control room drawings reviewed.redline info 
verified & programmatic enhancements made to drawing control program. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/03. Docu- 
ment Control Branch (Document Control Desk). 7pp. 48833:324-48833:330. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:1 14- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 


8903220353 Forwards supplemental responses to NRC Bulletin 88-008, “Thermal 
Stresses in Piping Connected to RCS." NDE of lines susceptible to high-cycle fatigue 
completed.No indications of adverse effects due to thermal stratification noted. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/15. Docu- 
ment Control Branch (Document Control Desk). 6pp. 49021:028-49021:033. 

8903240031 Requests relief from ASME Section XI requirement to volumetrically exam- 
ine pressurizer & steam QCTora^r nozzles during first insp interval.Relief request re- 
quired prior to end of i :.‘89 jr- ini outage. 

CARTWRIGHT.W.R. Vrgri.a (Yirdna Hectric & Power Co.). 89/03/16. Docu- 

ment Control Branch (Document Comro ■.>■.:*>■!, 3pp. 49039:067-49039:069. 

8903230468 Summarizes items discussed at safety sys outage mod insp during wks of 
890213 & 27.Response requested within 15 days re intent concerning safety signifi- 
cant matters. 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/03/17. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 3pp. 49037:025- 
49037:027. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports 8t related correspondence 


8903090173 “Radioactive Effluent Release Semiannual Rept,Jul-Dec 1988." W/890302 
Itr & portions of revised offsite dose calculation manual. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 88/12/31. 100pp. 
48784:114-48784:212. 

8903150400 "Recorded Annual Whole Body Exposure Rept 1988." W/890227 Itr. 
PETERS, T.G., DREYER.E.W., STAFFORD.A.H. Virginia Power (Virginia Electric & 
Power Co.). 88/1 2/31 . 5pp. 48871 :245-48871 :249. 

8902270342 Monthly operating repts for Jan 1989 for North Anna Power Station, Units 1 
& 2.W/890215 Itr. 

TILLACK.B., CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/ 
01/31. 13pp. 48586:260-48586:272. 

8903220283 Monthly operating repts for Feb 1989 for North Anna Power Station Units 1 
& 2.W/890314 Itr. 

TILLACK.B., CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/ 
02/28. 17pp. 48994:245-48994:262. 

8903080251 Provides 1988 annual specific coolant activity rept.No instances cited 
where coolant exceeded Tech Spec 3.4.8 limits. 

CARTWRIGHT.W.R, Virginia Power (Virginia Electric & Power Co.). 89/03/01. Docu- 
ment Control Branch (Document Control Desk). Ip. 48767:251-48767:251. 


S. Reportable occurrences, LERs & related correspondence 


8902280414 Special rept:on 890206, Kaman vent stack B radiation monitor RI-VG-180 
inoperable for greater than 72 h.Monitor inoperable due to high radiation 
levels. Sticking check source repaired. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/20. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48991:019-48991:020. 

8903080104 PNO-ll-89-015:on 890125, Unit 1 tripped due to ruptured air line to main 
feedwater regulating valve.Subsequent to trip, radiation monitor indications & in- 
creased charging flow revealed primary-to-secondary leak from “C" steam generator. 
FREDRICKSON.P. Region 2, Ofc of the Director. 89/02/2 7. 2pp. 48768:036- 
48768:037. 

8903140567 LER 88-01 0-01 :on 88021 0.Kaman vent stack B radiation monitor RI-VG- 
180 declared inoperable due to erroneously high indicated radiation levels.Caused by 
malfunctioning central processing unit (CPU).CPU replaced.W/890303 Itr. 

KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 89/03/03. 5pp. 48853:307- 
48853:311. 

8903240142 PNO-1 1-89-01 5A:on 890225, primary to secondary steam generator tube leak 
at plant.Caused by mechanical failure. Eddy current & boroscopic insps of affected 
tube will be conducted following removal of plug. 

BLAKE, J.J. Region 2, Ofc of the Director. 89/03/10. 2pp. 49040:027-49040:028. 

8903210381 Special rept:on 890216, diesel driven fire pump out of svc greater than 7 
days, per Tech Spec 3.7. 14.1. Foreign object caused damage to pump impeller.Number 
3 wear rings & lateral rings.Repairs to pumps being performed on priority basis. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/17. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48982:224-48982:225. 


V. Operator Examinations 


8903240181 Certifies that training programs for both initial licensing & requalification 
training of operators & senior operators at plants accredited by INPO & based on sys 
approach to training,per Generic Ltr 87-07. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/20. Office 
of Nuclear Reactor Regulation, Director (Post 870411). Ip. 49039:157-49039:157. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA,S.A, Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8902270454 Forwards suppl to Insp Repts 50-338/88-26 & 50-339/88-26 containing re- 
sults of NRC evaluation of calibr data for three germanium detectors in health physics 
counting room. Results indicate closer results between util & NRC data. 

DECKER.T.R. Region 2, Ofc of the Director. 89/02/16. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 48589:153-48589:158. 

-8902270455 Suppl to Insp Repts 50-338/88-26 & 50-339/88-26.Results of analysis & 
evaluation of health physics counting room indicate considerable improvement be- 
tween licensee & NRC data for radionuclides. 

* Region 2, Ofc of the Director. 89/02/16. 4pp. 48589:155-48589:158. 

8903210451 Advises that Rev 14 to plant security personnel training & qualification plan 
consistent w/provisions of 10CFR50.54(p) & acceptable. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/01. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 3pp. 48984:051-48984:053. 

8903220320 Advises that Rev 2 to security contingency plan meets provisions of 
1 0CFR50.54(p) & acceptable. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/01. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 3pp. 49020:315-49020:317. 

8903230292 Revised EPIPs, including Rev 11 to EPIP-3.04, "Activation of Local Emer- 
gency Operations Fadlity" & Rev 2 to EPJP-4.28, "TSC/LEOF Radiation Monitoring 
Sys.” W/890316 Itr. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/16. 68pp. 
49031:261-49031:328. 


H. General correspondence 

8903020179 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
NEUFER.A.G. Affiliation Not Assigned. 89/02/08. Office of the Secretary of the Com- 
mission. ip. 48671:197-48671:197. 

8903020003 Comment supporting Chapter 1 re policy statement on exemptions below 
regulatory concem.Policy development for criteria for release of radioactive matl 
needed for development of consistent waste mgt practices. 

CARTWRIGHT, W.R. Virginia Power (Virgi-’a Electric & Power Co.). 89/02/14. Docket- 
ing & Services Branch. 11pp. 4867J: , 47-‘!c6«':: , 57. 


P. Operating license stage documents & correspondence 

8611120219 "RCS Loads & Component Support Margins Evaluation for Elimination of 
RCS.Main Loop Pipe Break Protective Devices." 

* Virginia Power (Virginia Electric & Power Co.). 86/10/31. 30pp. 38562:180- 
38562:209. 

-8611120229 "RCS Leakage Detection Assessment for Elimination of RCS Main Loop 
Pipe Break Protective Devices." 

* Virginia Power (Virginia Electric & Power Co.). 86/10/31. 16pp. 38562:210- 
38562:225. 

8903090173 "Radioactive Effluent Release Semiannual ReptJul-Dec 1988." W/890302 
Itr & portions of revised offsite dose calculation manual. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 88/12/31. 100pp. 
48784:114-48784:212. 

8902240296 Comments on util 890106 response to Generic Ltr 88-17 re expeditious ac- 
tions for loss of DHR.Experience shows that periodic walkdowns of tygon tube follow- 
ing installation needed.Audit will be conducted. 

ENGLE, LB. Project Directorate 11-1. 89/02/13. CARTWRIGHT, W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 48571:298-48571:300. 

8902270615 Forwards Amends 115 & 98 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation.Amends revise Tech Specs re refueling operations water level-reac- 
tor vessel to allow control rod movement above irradiated fuel assemblies. 

ENGLE, LB. Project Directorate 11-2. 89/02/15. CARTWRIGHT, W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 48589:189-48589:210. 

-8902270623 Amends 1 15 & 98 to Ucenses NPF-4 & NPF-7, respectively, revising Tech 
Specs for refueling water level-reactor vessel to allow control rod movement w/re- 
quirement of 25-ft of water above irradiated fuel assemblies in pressure vessel. 
BERKOW.H.N. Project Directorate 11-2. 89/02/15. 15pp. 48589:192-48589:205. 

-8902270628 Safety evaluation supporting Amends 115 7 98 to Licenses NPF-4 & 
NPF-7, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/15. 5pp. 
48589:206-48589:210. 

8902230655 Notification of 890222 meeting w/util at site to visit appropriate structures 
associated w/main steam valve house & discuss settlement issues. 

ENGLE, LB. Project Directorate 11-2. 89/02/16. MURLEY.T., SNIEZEK.J., 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 48568:202-48568:204. 

8902240228 Requests that Tech Spec 60-day advanced submittal requirement for core 
surveillance rept be waived & NRC permit util to submit rept by 89031 S.Tech Spec 
changes not required to support Cycle 7 reload core design. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/17. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48579:147-48579:148. 

8903020671 Forwards response to Generic Ltr 88-14, "Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment." Util contacted selected mfgs of air operat- 
ed devices to establish air quality requirements but was unsuccessful. 
CARTWRIGHT,W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/21. Docu- 
ment Control Branch (Document Control Desk). 15pp. 48674:144-48674:158. 

8902280337 Application for amend to License NPF-7 f modrfying Tech Specs Table 3.8-1 
by deleting components from table previously removed & correcting one typo. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co!). 89/02/23. Docu- 
ment Control Branch (Document Control Desk). 3pp, 48627:020-48627:027. 


-8902280435 Proposed Tech Specs, modifying Table 3.8-1 by deleting components from 
table previously removed & correcting one typo. 

* Virginia Power (Virginia Electric & Power Co.). 89/02/23. 5pp. 48627:023-48627:027. 

8902280431 Application for amends to Licenses NPF-4 & NPF-7,revising Tech Spec 
Section 3/4.6,Table 3.6-1, “Containment Isolation Valves” to identify addi valves 
exempt from Type C test. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/23. Docu- 
ment Control Branch (Document Control Desk). 3pp. 48627:248-48627:299. 

-8902280434 Proposed Tech Spec Section 3/4.6,Table 3.6-1, "Containment Isolation 
Valves." 

48627299 P ° W6r ^ Virginia E,ectrjc & Power Co.). 89/02/23. 48pp. 48627:251- 

8903010286 Forwards revised Relief Request 5 from ASME Section X! inservice hydro- 
static pressure testing program to include component cooling, spent fuel pit 
cooling.quench & recirculation spray & casing cooling pump discharge piping. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02723. Docu- 
ment Control Branch (Document Control Desk). 4pp. 48648:154-48648:157. 

8903090453 Provides notification that no steam generator inservice insp performed 
during 1988. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/27. Docu- 
ment Control Branch (Document Control Desk). Ip. 48800:160-48800:160. 

8903080336 Application for amends to Licenses NPF-4 & NPF-7, changing control room 
access per Insp Repts 50-338/87-19 & 50-338/87-17 which identified control room 
habitability issues needing resolution.Engineering evaluation enci. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/01. Docu- 
ment Control Branch (Document Control Desk). 42pp. 48779:033-48779:074. 

8903230092 Forwards status of immediate corrective actions to resolve human engi- 
neering discrepancies identified at facilities during NUREG-0700 CRDR 
projectRemaining seven corrective actions delayed due to rescheduling of outage to 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/08. Docu- 
ment Control Branch (Document Control Desk). 5pp. 49029:025-49029:029. 

8903220319 Forwards core surveillance rept containing specific power distribution limits 
applicable for Cycle 7 operation. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/15. Docu- 
ment Control Branch (Document Control Desk). 11pp. 49048:110-49048:120. 

8903240096 Notifies of closeout of specific license amend requests previously submit- 
ted by util to NRC over past several yrs. TACs 
56357,56358,61 1 41 ,61 1 42,64680,64681 & 56348 closed. 

ENGLE, L.B. Project Directorate 11-2. 89/03/17. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 49038:296-49038:297. 

8903230401 Advises that issue of NUREG-0737, Action Plan Item II.K.3.5 satisfactorily 
resolved for plants.NRC genetically approved Westinghouse Owners Group methodol- 
ogy specified in Generic Ltr 85-12. 

ENGLE, LB. Project Directorate 11-2. 89/03/20. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 49029:260-49029:262. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
enci. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902270651 Confirms enforcement conference on 890207 at Region li to discuss instru- 
ment air problems re design control & corrective action.Summary of sys air problems 
& proposed agenda end. 

ERNST, M.L Region 2, Ofc of the Director. 89/02/02. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 4pp. 48589:159-48589:162. 

8902270454 Forwards suppl to Insp Repts 50-338/88-26 & 50-339/88-26 containing re- 
sults of NRC evaluation of calibr data for three germanium detectors in health physics 
counting room. Results indicate closer results between util & NRC data. 

DECKER.T.R. Region 2, Ofc of the Director. 89/02/16. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 48589:153-48589:158. 

-8902270455 Suppl to Insp Repts 50-338/88-26 & 50-339/88-26.Results of analysis & 
evaluation of health physics counting room indicate considerable improvement be- 
tween licensee & NRC data for radionuclides. 

* Region 2, Ofc of the Director. 89/02/16. 4pp. 48589:155-48589:158. 

8903020181 Forwards enforcement conference summary re Insp Repts 50-338/88-01 & 
50-339/88-31. Related info end. 

ERNST, M.L Region 2, Ofc of the Director. 89/02/16. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 27pp. 48669:253-48669:279. 

8903100400 Ack receipt of 890123 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-338/88-31 & 50-339/88-31, 

WILSON,B.A. Region 2, Ofc of the Director. 89/02/21. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). Ip. 48808:284-48808:284. 

8902170112 NRC Info Notice 89-020, ,< Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Vaives." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI ,C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 
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8903080227 Withdraws Relief Request NDE-24 re inservice insp program plan for com- 
ponents & component supports.Time,manpower & personnel exposure required to 
mark subj welds does not commensurate w/gain in increased accuracy. 
CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/28. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48767:050-48767:051. 

8903080336 Application for amends to Licenses NPF-4 & NPF-7, changing control room 
access per Insp Repts 50-338/87-19 & 50-338/87-17 which identified control room 
habitability issues needing resolution.Engineering evaluation end. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/01 . Docu- 
ment Control Branch (Document Control Desk). 42pp. 48779:033-48779:074. 

8903170065 Forwards summary of 890207 enforcement conference re corrective action 
program for water/oil intrusion into instrument air sys & design control of sys noted in 
Insp Repts 50-338/88-36 & 50-339/88-36. Viewgraphs end. 

ERNST, M.L. Region 2, Ofc of the Director. 89/03/02. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 53pp. 48900:253-48900:305. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Utton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York. Inc. 106pp. 48723:038-48723:143. 

8903140559 Responds to NRC 890201 Itr re violations noted in Insp Repts 50-338/88- 
33 & 50-339/88-33.Corrective actionsrcontrol room drawings reviewed, redline info 
verified & programmatic enhancements made to drawing control program. 
CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/03. Docu- 
ment Control Branch (Document Control Desk). 7pp. 48833:324-48833:330. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York. Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903220353 Forwards supplemental responses to NRC Bulletin 88-008, “Thermal 
Stresses in Piping Connected to RCS.“ NDE of lines susceptible to high-cycle fatigue 
completed.No indications of adverse effects due to thermal stratification noted. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/15. Docu- 
ment Control Branch (Document Control Desk). 6pp. 49021:028-49021:033. 

8903240033 Requests relief from post-replacement test requirements of ASME Section 
XI for Class 2 valve during inservice insp program.Proposes that sys pressure test be 
performed on valve & accepted as alternative to hydrostatic test. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/16. Docu- 
ment Control Branch (Document Conlrol Desk), 2pp. 49038:328-49038:329. 

8903230468 Summarizes items discussed at safety sys outage mod insp during wks of 
890213 & 27.Response requested within 15 days re intent concerning safety signifi- 
cant matters. 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/03/17. 
CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 3pp. 49037:025- 
49037:027. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903090173 “Radioactive Effluent Release Semiannual Rept,Jul-Dec 1988.” W/890302 
Itr & portions of revised offsite dose calculation manual. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 88/12/31. 100pp. 
48784:114-48784:212. 

8903150400 “Recorded Annual Whole Bo<ty Exposure Rept 1988.” W/890227 Itr. 
PETERS.T.G., DREYER.E.W., STAFFORD, A.H. Virginia Power (Virginia Electric & 
Power Co.). 88/12/31. 5pp. 48871:245-48871:249. 

8902270342 Monthly operating repts for Jan 1989 for North Anna Power Station, Units 1 
& 2.W/890215 Itr. 

TILLACK.B., CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/ 
01/31. 13pp. 48586:260-48586:272. 


8903220283 Monthly operating repts for Feb 1989 for North Anna Power Station Units 1 
& 2.W/890314 Itr. 

TILLACK.B., CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/ 
02/28. 17pp. 48994:245-48994:262. 

8903080251 Provides 1988 annual specific coolant activity rept.No instances cited 
where coolant exceeded Tech Spec 3.4.8 limits. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/01. Docu- 
ment Control Branch (Document Control Desk). Ip. 48767:251-48767:251. 


S. Reportable occurrences, LERs & related correspondence 


8902280414 Special rept:on 890206, Kaman vent stack B radiation monitor Ri-VG-180 
inoperable for greater than 72 h.Monitor inoperable due to high radiation 
levels.Sticking check source repaired. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/20. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48991:019-48991:020. 

8903210381 Special rept:on 89021 6,diesel driven fire pump out of svc greater than 7 
days, per Tech Spec 3.7. 14.1. Foreign object caused damage to pump impeller, Number 
3 wear rings & lateral rings.Repairs to pumps being performed on priority basis. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/17. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48982:224-48982:225. 

8903240186 LER 89-002-00:on 890220, two valves which isolate flow from discharge 
header of LHSI pumps to cold legs of RCS simultaneously closed during hydrostatic 
tests.Caused by need to provide overpressure protection.W/890317 Itr. 

KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 89/03/17. 5pp. 49038:161- 
49038:165. 


V. Operator Examinations 


8903240181 Certifies that training programs for both initial licensing 8 requalification 
training of operators & senior operators at plants accredited by INPO & based on sys 
approach to training, per Generic Ltr 87-07. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/20. Office 
of Nuclear Reactor Regulation, Director (Post 870411). Ip. 49039:157-49039:157. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-340 SEABROOK NUCLEAR STATION, UNIT 1 


U. Congressional/Executive Correspondence 


8903230279 Forwards NRC quarterly status rept covering fourth quarter of CY88. 
2ECH.L.W. Commissioners. 89/03/09. BEVILL.T. House of Rep., Appropriations. 
1 2pp. 49029: 1 08-49029:1 1 9. 
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F. Security, medical, emergency & fire protection plans 

8903210452 Forwards SALP Rept 50-341/89-01 for Apr-Dee 1988.0verall performance 
satisfactory.Surveiilance improved from Category 3 to Category 2.Meeting scheduled 
on 890329 to discuss SALP findings. 

DAVIS, A.B. Region 3, Ofc of the Director. 89/03/13. SYLVIA.B.R. Detroit Edison Co. 
3pp. 48994:159-48994:196. 

-8903210479 SALP Rept 50-341/89-01 for Apr-Dee 1988.Category 2 assigned in area 
of safety assessment/quality verification. 

* Region 3, Ofc of the Director. 88/12/31. 35pp. 48994:162-48994:196. 


H. General correspondence 


8903010250 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power plants. 
FARRELL, S.P. Detroit Edison Co. 89/02/07. Docketing & Services Branch. 2pp. 
48589:262-48589:263. 

8903020008 Comment opposing proposed rules 10CFR50 8 55 re educational & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power plants. 
BANKER.L.H. Affiliation Not Assigned. 89/02/07. Docketing & Services Branch. 2pp. 
48671:162-48671:163. 

8903020089 Comment opposing proposed rules 10CFR50 & 55 re educational & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power 
plants.Adoption of proposal could inhibit career progression of reactor operators. 
REINCKE.D.A. Affiliation Not Assigned. 89/02/07. Docketing & Services Branch. 2pp. 
48671:172-48671:173. 

8903020153 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Proposal could inhibit career progression of reactor operators. 

THRIFT.M.K. Affiliation Not Assigned. 89/02/07. Docketing & Services Branch. 2pp. 
48671:195-48671:196. 

8903010262 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power 
plants.Ruling could inhibit career progression & lower morale. 

SYLVIA,B.R. Detroit Edison Co. 89/02/17. Docketing & Services Branch. 3pp. 
48589:265-48589:267. 
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J. Insurance & indemnity information 

8902280503 Forwards Endorsements 125 & 126 to NELIA Policy NF-92, Endorsements 
21 £ 22 to MAELU Policy MF-120.Endorsemcnt 6 to Secondary Financial Certificate 
N-94 & M-94 & Endorsement 4 to Master Worder Liability Insurance Policy MW-42. 
ORSER.WS. Detroit Edison Co. 89/02/15. Document Control Branch (Document 
Control Desk). 10pp. 48624:128-48624:137. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8903210052 Forwards Rev 2 to updated FSAR for Fermi 2 & 1988 annual safety eval- 
uation summary rept. 

SYLVIA.B.R. Detroit Edison Co. 89/03/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 48986:104-48988:309. 

-8903210053 “Fermi 2 SER - 1988." 

* Detroit Edison Co. 88/12/31. 100pp. 48986:107-48986:206. 

-8903210056 Rev 2 to updated FSAR. 

* Detroit Edison Co. 89/03/20. 1,500pp. 48986:207-48988:309. 


P. Operating license stage documents & correspondence 

8610080034 Application for amend to License NPF-43,revising Tech Spec 4.8.4.3 re 
testing for operability of motor-operated valves thermal overload protection. Fee paid. 
AGOSTI.F.E. Detroit Edison Co. 86/09/30. ADENSAM,E.G. BWR Project Directorate 
3. 8pp. 38132:238-38132:246. 

-8610080045 Proposed Tech Spec 4.8.4.3, revising tests for operability of motor-operat- 
ed valves thermal overload protection. 

• Detroit Edison Co. 86/09/30. Ip. 38132:246-38132:246. 

8612010341 Requests that NRC expedite approval of Rev 4 to emergency procedures 
guidelines,per 860731 application for amend to License NPF-43,to reflect DCRDR 
based on BWR Owners Group emergency procedures. 

AGOSTI.F.E. Detroit Edison Co. 86/11/21. ADENSAM.E.G. BWR Project Directorate 
3. 3pp. 38763:234-38763:236. 

8902230448 Discusses moisture separator reheater debris sampling. Reactor coolant 
sample results since mid-Jul 1988 indicated no evidence of stainless steel 
strands.Requests concurrence to halt microscopic insp of reactor coolant filter solids. 
ORSER.W.S. Detroit Edison Co. 89/02/15. Document Control Branch (Document 
Control Desk). 2pp. 48568:253-48568:254. 

8903090008 Forwards response to NRC Generic Ltr 88-14, “Instrument Air Supply Sys 
P'cfcbns Safety Rc'atcd Equipments." Enel also includes discussion of pro- 

§ raiT lor r.ainifiinng o-epe-' ;r\sir_rron: ejaisi 1 , 

Ylv A. 3 R 'let'oi: Edisor Cz. Bfi’C:! '01. Document Control Branch (Document Con- 
tr*: Desk), 'dpp. 4:$75'- : u ■;':7fl4.C2f:. 

8903170243 Forwards util comments on proposed rev to Reg Guide 1.9, 
"Selection Destan Qualificat'o" T est ! rc 8 Reliability of Diesel Generator Units Used as 
Ons: .o Ros: 1 .:! Pcwo- S,s i: Nuclear Poubtr P-ams " 

SYLVIA, B.R. Detroit Edison Co. 89/03/03. Document Control Branch (Document Con- 
trol Desk). 3pp. 48950: 1 82-48950: 1 84. 

8903150313 Forwards Amend 31 to License NPF-43 & safety evaluation. Amend revises 
Tech Specs 4.0.3 & 4.0.4 to allow 24 h delay in implementing action requirements due 
to missed surveillance under stated condition. 

KELLY.L. Project Directorate 111-1. 89/03/09. SYLVIA, B.R. Detroit Edison Co. 4pp. 
48865:343-48865:355. 

-8903150324 Amend 31 to Ucense NPF-43, revising Tech Specs 4.0.3 & 4.0.4 to allow 
24 h delay in implementing requirements due to missed surveillance when action re- 
quirements provide restoration time less than 24 h. 

QUAY.T.R. Project Directorate 111-1. 89/03/09. 6pp. 48865:347-48865:352. 

-8903150327 Safety evaluation r.iDPC'thg Arnc^d 31 to License NPF-43. 

* Office of Nuclear Foacic' Ragi. men, Diroc:o' (Post 870411). 89/03/09. 3pp. 
48865:353-48865:355. 

8903270040 Requests that results of review & disposition of Allegation RIII-89-A-001 5 
re activities at plant be submitted to region within 45 days of ltr date. Proprietary de- 
tails of allegation withheld (ref 10CFR2.790). 

GREENMAN.E.G. Region 3. Ofc of the Director. 89/03/09. SYLVIA, B.R. Detroit 
Edison Co. 2pp. 49055:333-49055:334. 

8903230290 Application for amend to License NPF-43, requesting rev of Tech Spec Sec- 
tion 4.3.8.2.C to allow one time extension. 

SYLVIA.B.R. Detroit Edison Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 8pp. 49028:321 -49028:329. 

-8903230342 Proposed Tech Specs revising Section 4.3.8.2.C to allow one time exten- 
sion for disassembly & insp of turbine control valves. 

* Detroit Edison Co. 89/03/10. Ip. 49028:329-49028:329. 

8903240048 Application for amend to License NPF-43 t revising Tech Spec 3/4.6.3.1 to 
delete traversing in-core probe primary containment isolation valve since penetration 
will be sealed closed per design change. 

SYLVIA,B.R. Detroit Edison Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 6pp. 49038:1 90-49038:1 97. 

-8903240050 Proposed Tech Specs re primary containment isolation valves. 

* Detroit Edison Co. 89/03/10. 2pp. 49038:196-49038:197. 

8903240001 Informs that util 890117 response to Diagnostic Evaluation Team rept re- 
viewed & co.T.rrev.s p'otideri. Jtil shoLd be working to develop schedule & implement 
training for higher level rrgt positions. 

STELLC.V. Cfc o* trie Exoc.ilive Director for Operations. 89/03/15. MCCARTHY, W.J. 
Detroit Edison Co. 8pp. 49038:097-49038:122. 

-8903240002 Responds to Diagnostic Evaluation Team rept.ln Aug 1988, mgt perform- 
ance program initiated which provides monetary awards for achievement of specific 
levels of performance. 

SYLVIA.B.R. Detroit Edison Co. 89/01/17. STELLO.V. Ofc of the Executive Director 
for Operations. 18pp. 49038:105-49038:122. 


8903210241 Forwards request for addl info re response to Generic Ltr 88-01, specifically 
util endorsements of NRC positions on matls.processes.water chemistry.weld overlay 
& stress improvement of cracked weldments. 

KELLY.L. Project Directorate ill-1 . 89/03/16. SYLVIA.B.R. Detroit Edison Co. 11pp. 
48983:177-48983:187. 


8903220405 Documents commitments discussed during 890208 technical meeting at 
NRC Region III ofc on ATWS.Listed commitments made. 

SYLVIA.B.R. Detroit Edison Co. 89/03/17. Document Control Branch (Document Con- 
trol Desk). 2pp. 49003:359-49003:360. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903270324 Submits requests re monthly progress meetings for facility. Attendees 
should be provided w/copies of slides scheduled for presentation & NRC should be 
provided w/list of acceptable dates for upcoming meetings through Jul 1989. 

KELLY.L Project Directorate 111-1. 89/03/21. SYLVIA, B.R. Detroit Edison Co. 3pp. 
49055:074-49055:076. 


Q. Inspection reports, IE Bulletins & correspondence 

8902230443 Discusses moisture separator reheater debris sampling. Reactor coolant 
sample results since mid-Jul 1988 indicated no evidence of stainless steel 
strands.Requests concurrence to halt microscopic insp of reactor coolant filter solids. 
ORSER.W.S. Detroit Edison Co. 89/02/15. Document Control Branch (Document 
Control Desk). 2pp. 48568:253-48568:254. 

8903010022 Forwards Enforcement Conference Rept 50-341/89-05 on 890208. 
MILLFP. U . I. oegicr 3 Ofc of the Director. 89/02/17. SYLVIA.B.R. Detroit Edison Co. 
2pp. 4fii>^G-3j:-4Se-'9 CCS 

-8903010024 Enforcement Conference Rept 50-341/89-05 cn 890208 Major areas 
discussed: 10CFR50,App B violations re failure to implement cc-rec:ive ac:er for Info 
Notice 87-12 & failure to lubricate train B breaker per applicable procedures. 
WESTBERG.R.A., NEISLER.J.H., HARRISON, JJ. Region 3, Ofc of the Director. 89/ 
02/16. 31pp. 48648:332-48649:003. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902280291 Responds to NRC 890124 ltr re violations noted in Insp Rept 50-341/88- 
31. Corrective actions:to avoid confusion w/fuses to be utilized in battery 
charge s.a*festod fuses replaced w/ Shawmut design in Nov 1988. 

SL v v A.G S. rii.-iroit Edison Co. 89/02/24. Document Control Branch (Document Con- 
trol Desk). 5pp. 48644:219-48644:223. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Moided-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903090003 Revised response to violations noted in Insp Rept 50-341 /88-24.Corrective 
actions:requested vendor manual for core spray pump discharge check valve classi- 
fied for inform informational use only. 

SYLVIA.B.R. Detroit Edison Co. 89/03/02. Document Control Branch (Document Con- 
trol Desk). 5pp. 48801:103-48801:107. 

8903140515 Responds to NRC 890131 ltr re violations noted in Insp Rept 50-341/88- 
37.Corrective actions:improperly annotated drawings corrected & reading issued to QA 
audit describing need to verify intent that Tech Specs requirements met. 

SYLVIA.B.R. Detroit Edison Co. 89/03/02, Document Control Branch (Document Con- 
trol Desk). 13pp. 48848:329-48848:341. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903150189 Confirms plans for 890329 meeting w/util in Monroe, Ml to present plant 
SALP 10 rept 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/06. SYLVIA, B.R. Detroit 
Edison Co. 2pp. 48860:306-48860:307. 

8903160033 Forwards Safety Insp Rept 50-341/89-02 on 890101-0217 & notice of vio- 
lation. 

KNOP.R.C. Region 3, Ofc of the Director. 89/03/06. SYLVIA, B.R. Detroit Edison Co. 
2pp. 48878:152-48878:174. 

—8903160038 Notice of violation from insp on 8901 01 -021 7. Violation noted:numerous 
gaskets,filtdrs,boits,nuts & relief valves for emergency diesel generators stored in trail- 
er w/o access controls. 

KNOP.R.C, Region 3, Ofc of the Director. 89/03/06. Ip. 48878:154-48878:154. 
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-8903160041 Insp Rept 50-341/89-02 on 8901 01 -02 17. Violations noted.Major areas 
inspected:action on previous insp findings, operational 

sn'otv "ir-ini su'vcillfnoc 'c'iownn of events, LER followup & rec'ona 1 rea'/os* 
n-VJ V "..?gor 3 Of:: c 1 :n-.. Director. 89/03/03. 20pp. *bB/B if. j -I8n7i: ■ 74 . 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Irio r. ’pp ' : / - 

48798:231. 

8903210032 Forwards response to Suppl 1 to NRC Bulletin 88-007, “Power Oscillations 
in BWRs." Actions have been taken to ensure that safety limit for plant min critical 
power ratio not violated. 

SYLVIA, B.R. Detroit Edison Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 8pp. 48990:350-48990:357. 

8903210452 Forwards SALP Rept 50-341/89-01 for Apr-Dee 1988.0verall performance 
satisfactory.Surveillance improved from Category 3 to Category 2.Meeting scheduled 
on 890329 to discuss SALP findings. 

DAVIS. A B Recion 3. Ofc of !nr. D.rcc.o:. 89/03/13. SYLVIA, B.R. Detroit Edison Co. 
3pp. 48994 . 1 59 48994 ■ 1 06 

-8903210479 SALP Rept 50-341/89-01 for Apr-Dee 1 988.Category 2 assigned in area 
of safety assessment/quality verification. 

* Region 3, Ofc of the Director. 88/12/31. 35pp. 48994:162-48994:196. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903030110 "Annual Operating Rept for Fermi 2 for Jan-Dec 1988." W/881231 Itr. 
SYLVIA, B.R. Detroit Edison Co. 88/12/31. 22pp. 48691:159-48691:180. 

8903030507 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1988." W/ 
890301 Itr. 

SYLVIA.B.R. Detroit Edison Co. 88/12/31. 200pp. 48786:082-48786:279. 

8902230442 Monthly operating rept for Jan 1989 for Fermi 2.W/890215 Itr. 
PENDERGAST.J.M., ORSER.W.S. Detroit Edison Co. 89/01/31. 4pp. 48569:199- 
48569:202. 


S. Reportable occurrences, LERs & related correspondence 

8612010196 LER 86-005-01 :on 86031 6, reactor protection sys bus A lost power, causing 
ESF actuations.Caused by malfunction of backup manual scram breakers due to 
sticky grease-like coating on trip coil pole.Coating removed.W/861 120 Itr. 

BREGNI.L.P., LENART.R.S. Detroit Edison Co. 86/11/20. 6pp. 38734:255-38734:260. 

8902240077 LER 89-004-00:on 89011 8, HPCI inoperable due to isolation logic function- 
ing w/nonconservative trip valve.Caused by equipment failure of master trip unit 
(Rosemont 710 DU) E41-N657A. Instrument repaired.W/890216 Itr. 

PENDERGAST.J., ORSER.W.S. Detroit Edison Co. 89/02/16. 7pp. 48621:024- 
48621:030. 

8903210004 Special rept:on 8901 27, active seismic monitor playback unit taken out of 
svc for routine channel calibr,resulting in seismic monitoring sys being inoperable for 
30 days.Caused by failure of unit drive motor.New sys being evaluated. 

ORSER.W.S. Detroit Edison Co. 89/03/08. Document Control Branch (Document 
Control Desk). 2pp. 48982:305-48982:306. 

8903140617 LER 89-005-00:on 890208, potential concerns w/secondary containment in- 
tegrity due to use of non-Q air supply noted, following test failure.Caused by wind con- 
ditions impacting test results.Foam seal installed within 4 h.W/890310 Itr. 

ANTHONY, P., ORSER.W.S. Detroit Edison Co. 89/03/10. 5pp. 48833:232-48833:236. 


V. Operator Examinations 

8903230163 Advises that util determined that K Kelly no longer needs to maintain Oper- 
ator License OP-30560, 

SYLVIA, B.R. Detroit Edison Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). Ip. 49030:143-49030:143. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8902240092 Responds to 881017 & 1223 Itrs from util requesting change to physical 
security plan for facility.Proposed change reviewed per 1OCFR50 92 & involves no sig- 
nificant hazards consideration. 

ERICKSON, R. A. Reactor Safeguards Branch. 89/02/16. KNIGHTON.G. Project Direc- 
torate V. 3pp. 48587:004-48587:006. 

8902240194 Requests assistance in reviewing policy issue re const characteristics of 
electrical cable penetrations in control room floor. Review should be completed by 
89031 5. W/o end. 

ERICKSON, R.A. Reactor Safeguards Branch. 89/02/16. CRAIG, J.W. Plant Systems 
Branch. Ip. 48580:136-48580:136. 

8903230474 Rev 4 to Radiological Emergency Response Plan Implementing Procedure 
EP-100, "Control Room." 

* Portland General Electric Co. 89/03/07. 21pp. 49022:204-49022:224. 

8903140236 Final response to FOIA request for documents. Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS, M. Impel! Corp. 2pp. 48875:082-48875:083. 

-8810130013 Informs of headquarters participation in listed exerdses w/ regions for 
1988-1989 

SPESSARD.R.L. Division of Operational Assessment (Post 870413). 88/09/23. 
ALLAN, J.M. Region 1, Ofc of the Director. 2pp. 48875:084-48875:085. 

8903150430 Forwards Rev 26 to security plan.Rev withheld (ref 10CFR73.21). 
COCKFIELD.D.W. Portland General Electric Co. 89/03/10. Document Control Branch 
(Document Control Desk). Ip. 48877:013-48877:013. 


H. General correspondence 

8903030390 Comment on proposed rule 10CFR50 re maint programs for nuclear power 
plants.Rule should not be implemented until realistic determination of impact of rule 
on industry has been made. 

COCKFIELD.D.W. Portland General Electric Co. 89/02/21. Docketing & Services 
Branch. 4pp. 48718:023-48718:026. 

8903070169 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Questions ability of proposed rule to achieve objective. 

* Portland General Electric Co. 89/02/24. Docketing & Services Branch. 3pp. 
48762:241-48762:243. 


P. Operating license stage documents & correspondence 

8902280045 Forwards application for amend to License NPF-1 .consisting of License 
Change Application 174.Amend revises Tech Specs to allow mods to auxiliary fuel 
bldg complex, resulting in increase in shear forces on any story. 

COCKFIELD.D.W. Portland General Electric Co. 89/02/10. Document Control Branch 
(Document Control Desk). 1 p. 48632:333-48632:354. 

-8902280053 Application for amend to License NPF-1 .consisting of License Change 
Application 174.Amend revises Tech Specs to allow mods to control auxiliary fuel bldg 
complex resulting in increase in lateral shear forces of any story. 

COCKFIELD.D.W. Portland General Electric Co. 89/02/10. 5pp. 48632:334- 
48632:338. 

-8902280056 Proposed Tech Specs, allowing mods to control auxiliary fuel bldg com- 
plex resulting in increase in lateral shear forces on any story. 

* Portland General Electric Co. 89/02/10. 13pp. 48632:339-48632:354. 

8903030071 Forwards application for amend to License NPF-1, consisting of License 
Change Application 1 73, clarifying surveillance requirements for containment equip- 
ment natch. 

COCKFIELD.D.W. Portland General Electric Co. 89/02/10. Document Control Branch 
(Document Control Desk). Ip. 48690:161-48690:179. 

-8903030074 Application for amend to License NPF-1 .consisting of License Change 
Application 1 73, clarifying surveillance requirements for containment equipment hatch. 
COCKFIELD.D.W. Portland General Electric Co. 89/02/10. 4pp. 48690:162- 
48690:165. 

-8903030077 Proposed Tech Specs re limiting conditions for operation & surveillance 
requirements for containment integrity for equipment hatches. 

4 Portland General Electric Co. 89/02/10. 14pp. 48690:166-48690:179. 

8902230492 Forwards response to 890208 request for addl info on proposed increase 
in control bldg wall shear forces.No alterations of major structural members of com- 
plex required to accommodate mods already installed. 

COCKFIELD.D.W. Portland General Electric Co. 89/02/15. Document Control Branch 
(Document Control Desk). 7pp. 48555:197-48555:203. 

8902230507 Forwards addl info re Amend 6 to updated FSAR, Sections 3.2, 7.2 & 
9.1, per 880831 request.Tables 1 & 2 illustrate changes made to Tables 7.2-3 & 7.3-4 
in Rev 6 to FSAR. 

COCKFIELD.D.W. Portland General Electric Co. 89/02/15. Document Control Branch 
(Document Control Desk). 6pp. 48570:355-48570:360. 

8902240092 Responds to 881017 & 1223 Itrs from util requesting change to physical 
security plan for facility.Proposed change reviewed per 10CFR50.92 & involves no sig- 
nificant hazards consideration. 

ERICKSON, R.A. Reactor Safeguards Branch. 89/02/16. KNIGHTON.G. Project Direc- 
torate V. 3pp. 48587:004-48587:006. 
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8902240194 Requests assistance in reviewing policy issue re const characteristics of 
electrical cable penetrations in control room floor.Review should be completed by 
89031 5.W/0 end. 

ERICKSON, R.A. Reactor Safeguards Branch. 89/02/16. CRAIG.J.W. Plant Systems 
Branch. Ip. 48580: 136-48580: 136. 

8902230124 Forwards Rev 1 to justification for continued operation for commercial- 
grade procurement issues & responses to questions raised during 890208 conference 
call. 

COCKFIELD.D.W. Portland General Electric Co. 89/02/17. Document Control Branch 
(Document Control Desk). 74pp. 48568:309-48569:022. 

8903010019 Forwards listed info re commercial grade matis in main feedwater sys,per 
890213 telcon,including listing of weld rod matt used in main feedwater piping replace- 
ment & identification of mfgs of matis. 

COCKFIELD.D.W. Portland General Electric Co. 89/02/21. Document Control Branch 
(Document Control Desk). 200pp. 48636:267-48637:140. 

8903080314 Forwards notice of consideration of issuance of amend to License NPF-1 & 
opportunity for hearing on 880909 request re pressurizer low-pressure safety injection 
setpoint 

BE VAN, R. Project Directorate V. 89/02/2 2. COCKFIELD.D.W. Portland General Elec- 
tric CO. 3pp. 48768:028-48768:034. 

-8903080319 Notice of consideration of issuance of amend to License NPF-1 & oppor- 
tunity for hearing on 880909 request re modifying Tech Spec Table 3,3-4 to revise 
low-pressure safety injection setpoint to greater than/equal 1807 psig. 
KNIGHTON.G.W. Project Directorate V. 89/02/22. 4pp. 48768:031-48768:034. 

8903080328 Forwards Amend 150 to License NPF-1 & safety evaluation. Amend re- 
flects merger of Pacific Power & Light Co & Utah Power & Light Co to become new 
corporation,PacifiCorp. 

BEVAN.R.B. Project Directorate V. 89/02/28. COCKFIELD.D.W. Portland General 
Electric Co. 3pp. 48767:084-48767:097. 

-8903080332 Amend 150 to Ucense NPF-1 .reflecting merger of Pacific Power & Light & 
Utah Power & Light companies to form PacifiCorp. 

HOLAHAN.G.M. Division of Reactor Projects - III.IV.V & Special Projects (Post 
87041 1). 89/02/28. 3pp. 48767:087-48767:089. 

-8903080337 Safety evaluation supporting Amend 150 to License NPF-1. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/28. 8pp. 
48767:090-48767:097. 

8903090185 Forwards WCAP-11986, “Metallurgical Investigation of Recorded Ultrasonic 
Testing Indications at Pressurizer Surge Line Welds at..’’ & WCAP-12092, “Ultrasonic 
Investigation of Pressurizer Surge Line Welds at..,” for info. 

COCKFIELD.D.W. Portland General Electric Co. 89/02/28. Document Control Branch 
(Document Control Desk). Ip. 48783:215-48783:287. 

-8903090190 “Metallurgical Investigation of Recorded Ultrasonic Testing Indications at 
Pressurizer Surge Line Welds at Trojan Nuclear Generating Station." 

RAO.G., PEZZE.C. Westinghouse Electric Corp. WCAP-11986. 88/09/30. 33pp. 
48783:21 6-48783:247. 

-8903090195 "Ultrasonic Investigation of Pressurizer Surge Line Welds at Trojan Nucle- 
ar Generating Station." 

KUREK.D., RAO.G.V. Westinghouse Electric Corp. WCAP-12092. 88/12/31. 41pp. 
48783:248-48783:287. 

8903220163 Forwards corrected Amend 93 to Ucense NPF-1 .Page 3/4 3-47 contained 

KNIGHTON.G.W. Project Directorate V. 89/03/15. COCKFIELD.D.W. Portland General 
Electric Co. 3pp. 49008:085-49008:088. 

-8903220167 Corrected Tech Spec Page 3/4 3-47 to Amend 93 to License NPF-1. 

* Project Directorate V. 89/03/15. Ip. 49008:088-49008:088. 

8903160296 Generic Ltr 89-02 to ail holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 

VARGA, SA Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8902280461 Requests that proprietary WCAP-12029, “Trojan Nuclear Plant Reactor 
Vessel Vertical Support Loads* be withheld (ref 10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. 89/01/31. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). 6pp. 


Q. Inspection reports, IE Bulletins & correspondence 

8902230311 Ack receipt of 890106 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-344/88430. 

ZIMMERMAN.R.P. Region 5, Ofc of the Director. 89/01/31. COCKFIELD.D.W. Port- 
land General Electric Co. Ip. 48578:242-48578:259. 

8902240276 Forwards insp rept cover ltr applicable to plant,for info. 

BEVAN.R. Project Directorate V. 89/02/07. COCKFIELD.D. Portland General Electric 
Co. 2pp. 48571:137-48571:147. 

8903080134 Forwards Enforcement Conference/Mgt Meeting Rept 50-344/89-03 on 
890126.Concludes that util failed to apply adequate level of QA In procurement of 
matls.Assessment for feedwater piping expected by 890221. 

MARTIN, J.B. Region 5, Ofc of the Director. 89/02/14. COCKFIELD.D.W. Portland 
General Electric CO. 3pp. 48742:339-48742:347. 

-6903060140 Enforcement Conference/Mgt Meeting Rept 50-344/89-03 on 
890126.Major areas discussed:NRC concerns developed as result of insp of commer- 
cial grade procurement,per Insp Rept 50-344/88-46 & licensee efforts in areas of QA 

S^IENJ.P^ MENDONCA.M.M. Region 5, Ofc of the Director. 89/02/10. 6pp. 
48742:342-48742:347. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 


8902210351 Suppi 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903090311 Responds to NRC 890131 ltr re violations noted in Insp Rept 50-344/87- 
18.Corrective actions:accountability of workers & managers & supervisors for proce- 
dure compliance continues to be reinforced. 

COCKFIELD.D.W. Portland General Electric Co. 89/03/02. Document Control Branch 
(Document Control Desk). 6pp. 48798:266-48798:271. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Utton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-46700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York. Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903210297 Confirms 890321 mgt meeting in Portland.OR to discuss SALP for period 
Dec 1987 - Dec 1988, per 890310 telcon.Notice of significant licensee meeting end. 
CHAFFEEAE. Region 5, Ofc of the Director. 89/03/14. COCKFIELD.D.W. Portland 
General Electric Co. Ip. 48994:217-48994:219. 

-8903210306 Notification of 890321 meeting w/Portland General Electric Co in 
Portland, OR to discuss SALP for period Dec 1987 - Dec 1988. 

CHAFFEEAE Region 5, Ofc of the Diredor. 89/03/14. Region 5. Ofc of the Director. 
2pp. 48994:218-48994:219. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903280063 Ack receipt of 890302 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-344/87-18. 

CHAFFEE, A.E. Region 5, Ofc of the Director. 89/03/17. COCKFIELD.D.W. Portland 
General Electric Co. Ip. 49074:206-49074:212. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list encL 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 

8903280171 Confirms 690321 telcon re rescheduled mgt meeting on 890413 to discuss 
SALP for Dec 1987 - Dec 1988.Notice of significant meeting end. 

CHAFFEEAE. Region 5, Ofc of the Director. 89/03/23. COCKFIELD.D.W. Portland 
General Electric Co. 2pp. 49074:054-49074:057. 

-8903280172 Notification of 890413 meeting w/util in Portland,OR to discuss SALP for 
Dec 1987 - Doc 1988. 

CHAFFEEAE. Region 5, Ofc of the Director. 89/03/23. Region 5, Ofc of the Director. 
2pp. 49074:05849074:057. 


R. Periodic operating reports & related correspondence 


8903100264 "Annual Rept of Trojan Nudear Plant for 1988." W/890301 ltr. 
COCKFIELD.D.W. Padfic Gas & Electric Co. PGE 1015-88. 88/12/31. 183pp. 
48812:305-48813:134. 

8903150224 Monthly operating rept for Feb 1988 for Trojan Nuclear Power PlantW/ 
890303 ltr. 

ULMER.FJ., YUNDT.C.P. Portland General Electric Co. 89/02/28. 6pp. 48859:129- 
48859:134. 
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S. Reportable occurrences, LERs A related correspondence 

8902230429 LER 88-026-01 :on 88081 6, reactor tripped on RCS Loop B low flow signal 
& venting of flow transmitter FT-425 caused transient on second loop of flow transmit- 
ter B.Caused by inadequate work instructions.W/890215 Itr. 

GUBERSKI.J., OLMSTEAD.CA Portland General Electric Co. 89/02/15. 5pp. 
48555:140-48555:144. 

8902270092 Forwards LER 88-25 re event where archaeological significant area inad- 
vertently disturbed by const excavation activities A Portland State Univ rept, “Archae- 
ological Evaluation of Trojan Locality 35C01." 

OLMSTEAD.C.A. Portland General Electric Co. 89/02/17. Document Control Branch 
(Document Control Desk). Ip. 48623:179-48623:266. 

-8902240488 LER 88-025-00:on 88061 5, const activity inadvertently disturbed archae- 
ological site.Caused by personnel error resulting in failure to recognize need for re- 
views &/or documentation of reviews. Excavation terminated. 

BOWMAN.S.W. Portland General Electric Co. 89/02/17. 4pp. 48623:180-48623:183. 

-8902270098 Cultural Resource Investigation Series 1, “Archaeological Evaluation of 
Trojan Locality 35C01." 

BURTCHARD.G.C. Portland State Univ., Portland, OR. 89/01/31. 84pp. 48623:184- 
48623:266. 

8902280366 LER 86-003-02:on 860331 .valve MO-8809A taken out of svc for preventive 
maint, degrading ECCS injection function of RHR sys from function analyzed in 
F$AR.Caused by misunderstanding design basis. Valve opened.W/890222 Itr. 
KERSHUL.B., OLMSTEAD.CA Portland General Electric Co. 89/02/2 2. 7pp. 
48627:332-48627:339. 

8903090065 Informs that supplemental rept to LER 88-46 will not be ready for submittal 
until 890315. 

YUNDT.C.P. Portland General Electric Co. 89/02/28. Document Control Branch (Doc- 
ument Control Desk), ip. 48783:360-48783:360. 

8903230223 LER 88-048-01 :on 881 1 30, containment ventilation isolation 
occurred,causing hydrogen vent isolation valves to close. Caused by spurious elec- 
tronic spike on lo lo level noble gas process radiation monitor exceeding setpoint.W/ 
890315 Itr. 

GUBERSKI.J.D., YUNDT.C.P. Portland General Electric Co. 89/03/15. 5pp. 
49032:067-49032:071. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, SA Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-345 BEZNAU NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A fire protection plans 

8902230432 Rev 4 to Artificial Island Emergency Plan Administrative Procedure EPIP- 
1006, Rev 9 to EPIP 1013 & Rev 13 to table of contents. 

BLAUER.M. Public Service Electric & Gas Co. of New Jersey. 89/02/17. 71pp. 
48578:260-48578:330. 


DOCKET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 

8902270267 Forwards Revs 6 A 4 to industrial security A security training A qualification 
plans.respectively.Revs withheld (ref 10CFR73.21). 

SHELTON, D.C. Toledo Edison Co. 89/02/13. Document Control Branch (Document 
Control Desk). Ip. 48588:038-48588:038. 

8903020708 Forwards rev to bases of Tech Spec 3/4.7.10 re fire barriers, per discussion 
w/Kubicki A De Agazio.Rev clarifies that surveillance requirement to verify each door 
is closed at least once per 24 hr not applicable to elevator doors. 

SHELTON.D.C. Toledo Edison Co, 89/02/16. Document Control Branch (Document 
Control Desk). 10pp. 48690:023-48690:032. 

8902280507 Rev 1 to Emergency Plan Offnormal Procedure HS-EP-02807, “Helipad 
Use.” 

MYERS.TJ. Toledo Edison Co. 89/02/21. 12pp. 48627:032-48627:043. 

8902280207 Forwards response to NRC 881114-18 regulatory effectiveness 
review.Response withheld (ref 10CFR73.71). 

SHELTON.D.C. Toledo Edison Co. 89/02/22. Document Control Branch (Document 
Control Desk). Ip. 48626:043-48626:043. 

8903070013 Forwards corrected Insp Rept 50-346/88-40, originally assigned number 50- 
346/88-34. 

GREGER.LR. Region 3, Ofc of the Director. 89/02/22. SHELTON, D. Toledo Edison 
Co. ip. 48740:318-48740:320. 

-8903070015 Corrected Insp Rept 50-346/88-40 on 881101-03.No violations, devi- 
ations or deficiencies identiftod.Major areas inspected: 1988 emergency preparedness 

PLOSKI.T., PATTERSON.J., SNELL.W. Region 3, Ofc of the Director. 88/11/18. 2pp. 
48740:31 9-48740:320. 

8903080539 Rev 3 to EPIP HS-EP-02230, “Dose Assessment Ctr Activation A Re- 

SP/ERS.T.G., DE MAISON.B.P. Toledo Edison Co. 89/02/24. 100pp. 48779:075- 
48779:214. 

8903220488 Rev 1 to EPIP HS-EP-02290, “Emergency Facilities Equipment Operation.” 
DEMAISON.B.P., MYERS, TJ. Toledo Edison Co. 69/03/06. 28pp. 49008:251- 
49008:278. 


8903230030 Forwards info re time A manpower evaluations to satisfy 10CFR50,App R 
fire protection requirements.Remaining evaluations involve manual operator actions 
associated w/!ow A high pressure interfaces. 

SHELTON.D.C. Toledo Edison Co. 89/03/15. Document Control Branch (Document 
Control Desk). 14pp. 49030:026-49030:039. 

8903270055 Advises that 890213 Rev 6 to industrial security plan A Rev 4 to security 
training A qualification plan consistent w/provisions of 10CFR50.54(p) A acceptable. 
GREGER.LR. Region 3. Ofc of the Director. 89/03/15. SHELTON.D.C. Toledo Edison 
Co. 2pp. 49059:238-49059:239. 

8903270320 Rev 0 to EPIP Vol C to table of contents. 

* Toledo Edison Co. 89/03/15. 2pp. 49054:024-49054:025. 

8903270391 Rev 0 to EPIP to Voi B to table of contents. 

* Toledo Edison Co. 89/03/15. 2pp. 49054:022-49054:023. 

8903270384 Rev 6 to EPIP AD 1827.04, “Overexposure/lntemal Contamination." 
BRIDEN.D.W. Toledo Edison Co. 89/03/17. 11pp. 49054:011-49054:021. 

8903280151 informs that util will submit “Info Only” rather than “Controlled" revs to 
emergency plan A associated procedures, per Emergency Preparedeness Branch re- 
quest. 

SHELTON.D.C. Toledo Edison Co. 89/03/17. Document Control Branch (Document 
Control Desk). 2pp. 49075:075-49075:076. 

8903270262 Forwards Rev 2 to nuclear security emergency contingency plan.Rev with- 
held (ref 10CFR73.21). 

SHELTON.D.C. Toledo Edison Co. 89/03/21. Document Control Branch (Document 
Control Desk). Ip. 49053:360-49053:360. 

8903280024 Forwards Safety Insp Rept 50-346/89-05 on 890116-0228 A notice of vio- 
lation. 

KNOP.R.C. Region 3. Ofc of the Director. 89/03/22. SHELTON.D.C. Toledo Edison 
Co. 2pp. 49063:235-49063:254. 

-8903280035 Insp Rept 50-346/89-05 on 8901 16-0228. Violations noted.Major areas 
inspected:licensee action on previous insp findings, operational 
safety,maint,surveillance,LERs,iicensee events A fire protection. 

DEFAYETTE.R. Region 3, Ofc of the Director. 89/03/22. 16pp. 49063:239-49063:254. 


H. General correspondence 

8903080512 Informs of upcoming change re onsite telephone sys conversion on 
890224.Sys will be combined into one Centrex Sys to allow direct inward dialing for 
lines currently utilizing extension numbers. 

SHELTON.D.C. Toledo Edison Co. 89/02/22. Document Control Branch (Document 
Control Desk). Ip. 48766:104-48766:104. 

8903100229 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Util supports NUMARC position on proposed 
rule. 

SHELTON.D.C. Toledo Edison Co. 89/02/27. CHILK.S.J. Office of the Secretary of 
the Commission. 2pp. 48806:232-48806:233. 


J. Insurance A indemnity information 


8902270612 Forwards endorsements to listed NELIA A MAELU policies A certificates. 
OCONNOR.D.J. Marsh A McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 

8903230393 Forwards certificate of company re guarantee of payment of deferred pre- 
miums A ack by Ameritrust that bank reserving portion of company line of credit for 
deferred premiums. 

MORAN.T.R. Cleveland Electric Illuminating Co. 89/03/15. DINITZ.I. NRC - No De- 
tailed Affiliation Given. 2pp. 49036:360-49036:362. 


P. Operating license stage documents A correspondence 

8903020708 Forwards rev to bases of Tech Spec 3/4.7.10 re fire barriers, per discussion 
w/Kubicki A De Agazio.Rev clarifies that surveillance requirement to verify each door 
is closed at least once per 24 hr not applicable to elevator doors. 

SHELTON.D.C. Toledo Edison Co. 89/02/16. Document Control Branch (Document 
Control Desk). 10pp. 48690:023-48690:032. 

8903020480 Forwards application for amend to License NPF-3,increasing reactor pro- 
tection sys response time requirements for high flux/number of reactor coolant pumps 
on trip function. Change based on VIPRE code. 

SHELTON.D.C. Toledo Edison Co. 89/02/21. Document Control Branch (Document 
Control Desk). Ip. 48669:108-48669:132. 

-8903020486 Application for amend to License NPF-3, increasing reactor protection sys 
response time requirement for high flux/ number of reactor coolant pumps on trip 
function. 

SHELTON.D.C. Toledo Edison Co. 89/02/21. 11pp. 48669:109-48669:119. 

-8903020487 Proposed Tech Specs re reactor protection sys Instrumentation. 

* Toledo Edison Co. 69/02/21. 13pp. 48669:120-48669:132. 

8903080495 Forwards response to Generic Ltr 88-14, "Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment.” Each air-operated safety-related valve veri- 
fied to fail to required safety position during sys review A test program. 

SHELTON.D.C. Toledo Edison Co. 89/02/22. Document Control Branch (Document 
Control Desk). 5pp. 48785:060-48765:064. 

8903230464 Forwards final draft rept, “Impact of Radiation Embrittlement on Integrity of 
Pressure Vessel Supports for Two PWR Plants.” Meeting w/util,C-E A Westinghouse 
Owners Group will be scheduled in mid-Mar 1989 re embrittlement 
HOLAHAN.G.M. Division of Reactor Projects - III.IV.V A Special Projects (Post 
870411). 89/02/27. SHELTON.D.C. Toledo Edison Co. 3pp. 49023:056-49024:067. 
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-8902090266 Informs of plan to meet w/C-E Owners Group & Westinghouse Owners 
Group representatives in Mar 1989 to discuss embrittlement of reactor vessel sup- 
ports. 

BOGER.B.A. Assistant Director for Region I Reactors. 89/01/20. STERLING, E. C-E 
Operating Plants Owners Group. STERLING.E. Arizona Nuclear Power Project (for- 
merly Arizona Public Service Co.). 362pp. 49023:059-49024:067. 

8903130081 Forwards design summary re plant-specific info for ATWS impiemetation 
(10CFR50.62).Encl provides evaluation that demonstrates that for all loss of offsite 
power scenarios, control rods will be released due to loss of voltage. 

SHELTON.D.C. Toledo Edison Co. 89/02/28. Document Control Branch (Document 
Control Desk). 19pp. 48810:300-48810:318. 

8903210109 Forwards details of allegation of activities at facility under RIII-88-A-0184 
for review & followup. Enel withheld (ref 10CFR2.790(a)). 

GREENMAN.E.G Rcdsr. 3. Cfe o' the Director. 89/03/10. SHELTON.D. Toledo 
Edison Co. 2pp. 4e£-:ld.2C0 '99S-Z 23*. 

8903270390 Provides comments on Generic Ltr 88-20, “Individual Plant Exam for 
Severe Accident Vulnerabilities - 10CFR50.54(f)" dtd 881123 & draft NUREG-1335, 
“Individual Plant Exam: Submittal Guidance" dtd Jan 1989. 

SHELTON.D.C. Toledo Edison Co. 89/03/16. Document Control Branch (Document 
Control Desk). 3pp. 49110:041-49110:043. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902240047 Requests NRC defer further proceedings in 881220 hearing request re Insp 
Repts 50-346/88-12 & 50-346/88-27 & postpone issuance of notice of hearing. Initial 
bases of hca-’-g roc jest be ! -g discussed w/util. 

WADE.L.R Aftti'atior \j: Assigned. 89/02/15. Ofc of Enforcement (Post 870413). Ip. 
48583:360-48583:360. 

8903070013 Forwards corrected Insp Rept 50-346/88-40,originally assigned number 50- 
346/88-34. 

GREGER.L.R. Region 3. Ofc of the Director. 89/02/22. SHELTON.D. Toledo Edison 
Co. Ip. 48740:318-48740:320. 

-8903070015 Corrected Insp Rept 50-346/88-40 on 881101-03.No violations, devi- 
ations or deficiencies identified.Major areas inspected: 1988 emergency preparedness 
exercise. 

PLOSKI,T., PATTERSON, J., SNELL, W. Region 3, Ofc of the Director. 88/11/18. 2pp. 
48740:319-48740:320. 

8903070122 Confirms 890303 technical meeting/enforcement conference in Glen 
Ellyn.IL to discuss plant maint program & plant recovery from group rod drop event on 
881 21 8,per 890303 telcon w/R Schrauder & R DeFayette. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/02/22. SHELTON.D. Toledo 
Edison Co. Ip. 48763:039-48763:039. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903060154 Forwards Safety Insp Rept 50-346/89-04 on 890123-0206 & notice of vio- 
lation. 

GREGER.L.R. Region 3. Ofc of the Director. 89/02/24. SHELTON.D. Toledo Edison 
Co. 2pp. 48738:231-48738:245. 

-8903060160 Notice of violation from insp on 890123-0206.Violation noted:semiannual 
radioactive effluent release rept for Jan-June 1988 did not identify & quantify abnor- 
mal gaseous release event on 880120. 

GREGER.LR. Region 3, Ofc of the Director. 89/02/24. Ip. 48738:233-48738:233. 

-8903060163 Insp Rept 50-346/89-04 on 8901 23-0206. Violation noted.Major areas 
inspected:radwaste/transportation program.including organization & mgt 
controls, training & qualifications, gaseous radwaste.liquid radwaste & solid radwaste. 
GILL.C.F., SNELL, W.G. Region 3, Ofc of the Director. 89/02/24. 12pp. 48738:234- 
48738:245. 

8903100022 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers." Util requests relief from Item 3 testing requirements of bulletin for six 
breakers based on listed reasons. 

SHELTON.D.C. Toledo Edison Co. 89/02/24. Document Control Branch (Document 
Control Desk). 3pp. 48828:028-48828:030. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903060213 Forwards Safety Insp Rept 50-346/89-02 on 890109-0209.No violations 
noted.Review of concerns re adequacy of evaluations conducted, per 10CFR50.59 re- 
quest. 

MILLER,H.J. Region 3, Ofc of the Director. 89/02/28. SHELTON.D. Toledo Edison 
Co. 2pp. 48736:110-48736:122. 

—8903060216 Insp Rept 50-346/89-02 on 890109-0209.No violations noted. Major 
areas inspected:design changes & mods & assurances of engineered quality. 
HASSE.R.A., BONGIOVANNIA, VANDEL.T.E. Region 3, Ofc of the Director, 89/02/ 
24. 1 1 pp. 48736:1 1 2-48736:122. 

8903130070 Responds to violation noted in Insp Rept 50-346/88-39. Corrective 
actions:review of Rev 7 to updated SAR per Potential Condition Adverse to Quality 
Rept 88-0887 to determine whether changes improperly incorporated initiated. 
SHELTON, D.C. Toledo Edison Co. 89/02/28. Document Control Branch (Document 
Control Desk). 6pp. 48818:146-48818:151. 


8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903150175 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Stratification." 
Integrity of surge line, as affected by thermal stratification phenomenon, not presently in 
doubt based on visual insp & addl actions under util program. 

SHELTON.D.C. Toledo Edison Co. 89/03/03. Document Control Branch (Document 
Control Desk). 3pp. 48860:282-48860:284. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903210049 Confirmatory Action Ltr CAL-RIII-89-008 re 880310 telcon concerning re- 
strictions placed by util on return to duty of shift supervisor.on duty at time of 881218 
event ccrccr-vnc 'eccvo'y from reactor trip. 

DAVIS .A. 3 P ■■■cor. 3. Ofc of the Director. 89/03/10. SHELTON.D. Toledo Edison Co. 
2pp. 48^32 3-3: ■■■3992.351. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903220213 Forwards “ASME Section XI Summary Rept for Davis-Besse Unit 1 Refuel- 
ing Outage 5," for Mar-Dec 1988 inservice insp. 

SHELTON.D.C. Toledo Edison Co. 89/03/15. Document Control Branch (Document 
Control Desk). 2pp. 49003:155-49003:210. 

—8903220218 "ASME Section XI Summary Rept for Davis-Besse Unit 1 Refueling 
Outage 5," for inservice insp conducted during Mar-Dec 1988. 

* Toledo Edison Co. 89/03/15. 54pp. 49003:157-49003:210. 

8903240308 Forwards Safety Insp Rept 50-346/89-08 on 89021 3-1 7.No violations 
noted. 

GREGER.LR. Region 3. Ofc of the Director. 89/03/15. SHELTON.D. Toledo Edison 
Co. 2pp. 49039:21 5-49039:230. 

-8903240310 Insp Rept 50-346/89-08 on 89021 3-1 7.No violations noted. Major areas 
inspected:confirmatory measurements & environ monitoring 
programs, including, audits, QA.in-plant radiochemical analyses & post-accident sam- 

JaJ?USKA.A.G.. SCHUMACHER, M. Region 3. Ofc of the Director. 89/03/15. 14pp. 
49039:217-49039:230. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903280024 Forwards Safety Insp Rept 50-346/89-05 on 890116-0228 & notice of vio- 
lation. 

KNOP.R.C. Region 3, Ofc of the Director. 89/03/22. SHELTON.D.C. Toledo Edison 
Co. 2pp. 49063:235-49063:254. 

-8903280031 Notice of violation from insp on 890116-0228.Violation noted:radioactive 
fluid leak reduction program outside containment not implemented & maintained & 
grab samples not taken of radioactive gas releases. 

KNOP.R.C. Region 3. Ofc of the Director. 89/03/22. 2pp. 49063:237-49063:238. 

-8903280035 Insp Rept 50-346/89-05 on 890116-0228.Violations noted.Major areas 
inspected:licensee action on previous insp findings, operational 
safety, maint,surveillance,LERs, licensee events & fire protection. 

DEFAYETTE.R. Region 3, Ofc of the Director. 89/03/22. 16pp. 49063:239-49063:254. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8902280401 “Davis-Besse Nuclear Power Station Semiannual ReptEffluent & Waste 
Disposal Jul-Dec 1988." W/890223 ltr. 

STORZ.L.F. Toledo Edison Co. 88/12/31. 352pp. 48629:258-48630:258. 



DOCKETED ITEMS 149 


8902240451 Monthly operating rept for Jan 1989 for Davis-Besse Unit 1. W/890213 Itr. 
SARSOUR.B.. STORZ.L.F. Toledo Edison Co. 89/01/31. 6pp. 48571:248-48571:253. 

8903210466 Monthly operating rept for Feb 1989 for Davis-Besse. W/890313 Itr. 
SARSOUR.B., STORZ.L.F. Toledo Edison Co. 89/02/28. 6pp. 48984:028-48984:033. 


S. Reportable occurrences, LERs & related correspondence 

8902270609 LER 88-029-00:on 8901 18,reactor trip from 100% power initiated by spuri- 
ous CRD trip confirm signal.causing integrated control sys to initiate rapid feedwater 
reduction.Caused by narrowing signal.W/890216 Itr. 

STOTZ.J.C., STORZ.L.F. Toledo Edison Co. 89/02/15. 4pp. 48586:055-48586:058. 

8903090024 Part 21 rept re Velan Maint Manual VEL-FBBM 2 1 /2-24 inch forged bolted 
bonnet gate & globe valves & bolted cover check valves. Investigation revealed that 
dry film lubricant not appropriate. Lubrication manual revised. 

SHELTON.D.C. Toledo Edison Co. 89/02/27. DAVIS, A.B. Region 3, Ofc of the Direc- 
tor. 2pp. 48784:029-48784:030. 

8903220189 LER 89-003-01 :on 890118,reactor tripped from 100% rated thermal power 
due to spurious control rod drive (CRD) trip confirm signal.Caused by logic board in 
CRD sys logic cabinet Beards romevori & bench tested. W/ 890309 Itr. 

STOTZ.J.C., SrCHZ.1 ! ole so bJison Co. 89/03/09. 8pp. 49007:323-49007:330. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001 -49005:056. 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8902280119 Forwards synopsis of NRC Ofc of Investigation Rept 2-86-005 re alleged 
falsification of health physics records at plant. 

ERNST, M.L. Region 2, Ofc of the Director. 89/02/03. HAIRSTON, W.G. Alabama 
Power Co. 3pp. 48626:250-48626:252. 

8903240004 Rev 1 to Nuclear Generating Dept Procedure GO-EIP-138, “ROLM Sys 
Programming." W/890227 Itr. 

HAIRSTON, W.G. Alabama Power Co. 89/02/27. 13pp. 49038:171-49038:183. 

8903220472 Forwards partially withheld Insp Repts 50-348/89-03 & 50-364/89-03 on 
8901 23-27.Notice of violation withheld (ref 10CFR2.790 & 73.21). 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/10. HAIRSTON, W.G. Alabama 
Power Co. 2pp. 49020:290-49020:292. 

-8903220473 Partically withheld Insp Repts 50-348/89-03 & 50-364/89-03 on 890123- 
27 (ref 10CFR73.21). Violation noted:vital area door not secured as required in physi- 
cal security plan. 

SIANSBEIIRVW.W., MCGUIRE,D.R. Region 2, Ofc of the Director. 89/03/10. Ip. 
49020:292-49020:292. 

8903270420 Forwards Insp Repts 50-348/89-01 & 50-364/89-01 on 890206- 10.No vio- 
lations or deviations noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/03/10. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 49056:059-49056:067. 

-8903270421 Insp Repts 50-348/89-01 & 50-364/89-01 on 890206-1 0.No violations or 
deviations noted.Major areas inspected: emergency preparedness, including emergen- 
cy plan & implementing procedures & emergency facilities & equipment. 

KREH.J.L., RANKIN, W.H. Region 2, Ofc of the Director. 89/03/10. 7pp. 49056:061- 
49056:067. 

8903280062 Rev 7 to EPIP FNP-0-EIP-30, “Post-Accident Core Damage Assessment." 
W/890322 Itr. 

MOREY, O.N., HUDSPETH, J.B. Alabama Power Co. 89/03/22. 48pp. 49073:216- 
49073:264. 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903100462 Forwards Insp Repts 50-348/89-02 & 50-364/89-02 on 890111-0210.AC- 
tivities appearing to violate NRC requirements identified in rept but not cited. 
VERRELU.D.M. Region 2, Ofc of the Director. 89/02/24. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 48808:342-48808:357. 

-8903100468 Insp Repts 50-348/89-02 & 50-364/89-02 on 890111-0210. Violation 
noted.Major areas inspected:operationai safety verification, monthly surveillance 
observation, monthly maint observation, drawing sys verification & LERs. 

MAXWELL, G.F., MILLER, W.H., CANTRELL, F.S. Region 2, Ofc of the Director. 89/02/ 
24. 14pp. 48808:344-48808:357. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903200310 Advises that safety sys functional insp delayed from Apr until Fall 1989,per 
util 890221 request. 

ERNST, M.L. Region 2. Ofc of the Diredor. 89/03/02. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 48971:019-48971:020. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903090264 Requests alternate schedule for Item 1.b of NRC Bulletin 88-011, “Pressur- 
izer Surge Line Thermal Stratification." Util intends to comply w/all other requirements 
of bulletin. 

HAIRSTON.W.G. Alabama Power Co. 89/03/03. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48783:329-48783:331. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREtVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903240012 Forwards Insp Repts 50-348/89-04 & 50-364/89-04 on 890206-1 0.Viola- 
tion noted but since all criteria for categorization of licensee-identified violations met, 
violation will not be cited. 

DECKER, T.R. Region 2, Ofc of the Director. 89/03/08. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 49040:047-49040:060. 

-8903240017 Insp Repts 50-348/89-04 & 50-364/89-04 on 890206-10. Violation 
noted.Major areas inspectediradiation protection preparation for Unit 2 refueling 
outage scheduled for 890324-0426 & response to info notices. 

GLOERSEN.W.B., POTTER.J.P. Region 2, Ofc of the Director. 89/03/08. 12pp. 
49040:049-49040:060. 


H. General correspondence 

8903100360 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Application of adequate protection in this 
case unjustified. Util committed to goal of achieving improved reliability. 
HAIRSTON.W.G. Alabama Power Co. 89/02/27. CHILK.S.J. Office of the Secretary of 
the Commission. 3pp. 48806:306-48806:308. 


P. Operating license stage documents & correspondence 


8903220472 Forwards partially withheld Insp Repts 50-348/89-03 & 50-364/89-03 on 
890123-27.Notice of violation withheld (ref 10CFR2.790 & 73.21). 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/10. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 49020:290-49020:292. 

-8903220473 Partically withheld Insp Repts 50-348/89-03 & 50-364/89-03 on 890123- 
27 (ref 1 0CFR73.21 ).Violation notedrvital area door not secured as required in physi- 
cal security plan. 

STANSBERRY.W.W., MCGUIRE, D.R. Region 2, Ofc of the Director, 89/03/10. Ip. 
49020:292-49020:292. 


8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc, 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins 8 correspondence 


8903030527 Responds to deviation noted in Insp Repts 50-348/88-32 & 50-364/88-32 
on 88121 1-8901 lO.Corrective actions:10CFR50.59 evaluation to delete requirement 
for audible alarm from FSAR to be reviewed/ approved by plant committee. 
HAiRS T ON.W.G. Alabama Power Co. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48690:359-48690:360. 


8903100458 Requests NRC reconsider plan to conduct SSFI at plant during Unit 2 sixth 
refueling outage, to allow completion of self-assessment. 

HAIRSTON.W.G. Alabama Power Co. 89/02/21. ERNST, M.L. Region 2, Ofc of the Di- 
rector. 2pp. 48813:138-48813:139. 


8903270420 Forwards Insp Repts 50-348/89-01 & 50-364/89-01 on 890206- 10.No vio- 
lations or deviations noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/03/10. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 49056:059-49056:067. 


-8903270421 Insp Repts 50-348/89-01 & 50-364/89-01 on 890206-1 0.No violations or 
deviations noted.Major areas inspected: emergency preparedness.including emergen- 
cy plan & implementing procedures & emergency facilities & equipment 
KREH.J.L,, RANKIN, W.H. Region 2, Ofc of the Director. 89/03/10. 7pp. 49056:061- 
49056:067. 


8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. A ^ ^ # - 

ROSSI ,C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 


8903210159 Forwards Exam Rept 50-348/OL-88-01 administered on 881114-18. 
JULIAN, C.A. Region 2, Ofc of the Director, 89/03/14. HAIRSTON.W.G, Alabama 
Power Co. 2pp. 48979:058-48980:090. 
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-8903210162 Exam Rept 50-348 /OL-88-01 on 881 1 14-1 8.Exam results:three of three 
reactor operators passed & three of four senior reactor operators passed 
MOORMAN, J.H. Region 2, Ofc of the Director. 89/01/17. 300pp. 48979:060- 
48980:042. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8605140105 Monthly operating rept for Apr 1986.W/860509 Hr. 

WOODARD, J.D., MCDONALD.R.P. Alabama Power Co. 86/04/30. 5pp. 35988:233- 
35988:237. 

8903010274 "Annual Rept of Radiation Dose Distribution at JM Farley Nuclear Plant for 
1988.’* W/890222 Itr. 

HAIRSTON,W.G. Alabama Power Co. 88/12/31. 2pp. 48648:102-48648:103. 

8903020620 “Tabulation of Personnel Radiation Exposure at JM Farley Nuclear Plant 
for 1988 by Work & Job Function." W/890222 Itr. 

HAIRSTON.W.G. Alabama Power Co. 88/12/31. 2pp. 48690:107-48690:108. 

8903030436 "JM Farley Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1988." W/890227 Itr. 

HAIRSTON, J.M. Alabama Power Co. 88/12/31. 135pp. 48703:086-48703:208. 

8902230486 Monthly operating rept for Jan 1989 for JM Farley Nuclear Plant Unit 1.W/ 
890210 Itr. 

MOREY.D.N., HAIRSTON, W.G. Alabama Power Co. 89/01/31. 5pp. 48570:306- 
48570:310. 

8903160146 Monthly operating rept for Feb 1989 for JM Farley Nuclear Plant,Unit 1.W/ 
890310 Itr. 

MOREY.D.N, HAIRSTON, W.G. Alabama Power Co. 89/02/28. 5pp. 48887:291- 
48887:295. 


S. Reportable occurrences, LERs A related correspondence 

8902240121 LER 88-018-01 :on 880826,determined that loss of control of two valves 
due to fire in single fire area could potentially result in loss of both trains of svc water 
sys.Caused by inadequate analysis of fire effects.W/890210 Itr. 

MOREY.D.N., HAIRSTON, W.G. Alabama Power Co. 89/02/10. 5pp. 48621:048- 
48621:052. 


U. Congressional/Executive Correspondence 

8903150220 Forwards Ofc of Investigations Rept for Case 2-86-005 concluding that al- 
legations of concerned employee not substantiated. 

ZECH.LW. Commissioners. 89/02/16. SHARP, P. House of Rep., Energy & Com- 
merce. Ip. 48871:21448871:214. 


V. Operator Examinations 

8903210159 Forwards Exam Rept 50-348/OL-88-01 administered on 881114-18. 
JULIAN, CA Region 2, Ofc of the Director. 89/03/14. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 48979:058-48980:090. 

-8903210162 Exam Rept 50-348/OL-88-01 on 881114-18.Exam resultsrthree of three 
reactor operators passed & three of four senior reactor operators passed. 

MOORMAN, J.H. Region 2, Ofc of the Director. 89/01/17. 300pp. 48979:060- 
48980:042. 

-8903210224 Forwards util comments re written exams for reactor operator & senior 
reactor operator given at plant on 881114. 

MOREY.D.N. Alabama Power Co. 88/11/18. Region 2, Ofc of the Director. 47pp. 
48980:043-48980:090. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natf exam schedule. Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-352 UMERICK GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plane 

8902210205 Forwards public version of revised EPIPs, including Rev 15 to EP-231,Rev 
11 to EP-237.Rev 12 to EP-252 & Rev 16 to EP-291. 

FOGARTY, EP. Philadelphia Electric Co. 89/02/07. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48706:313-48707:073. 

-8902210210 Public version of revised EPIPs, induding Rev 15 to EP-231, Rev 16 to 
EP-291, Rev 11 to EP-237 & Rev 12 to EP-252. 

* Philadelphia Electric Co. 89/02/07. 188pp. 48706:315-48707:073. 


8902230452 Informs of changes made to plant emergency plan, including addition of 
Porter Consultants, Inc as new vendor to provide emergency medical assistance pro- 
gram svcs & deletion of procedure support coordinator. 

GALLAGHER, J.W. Philadelphia Electric Co. 89/02/16. Document Control Branch 
(Document Control Desk). Ip. 48578:138-48578:138. 

8903010067 Forwards revs to physical security plan & Drawing E-10063. Revs withheld 
(ref 10CFR2.790 & 73.21). 

LEITCH.G.M. Philadelphia Electric Co. 89/02/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 48645:158-48645:158. 

8903090261 Advises that Oct 1988 rev to plant physical security plan consistent w/pro- 
visions of l0CFR50.54(p) & acceptable pending mod of Section 11.5 re definition of 
“annual." Feb 1989 rev to be resubmitted to rectify problem areas. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/02/27. MCNEILL, C.A. Philadelphia 
Electric Co. 4pp. 48783:325-48783:328. 

8903140078 Forwards Rev 1 1 to fire protection evaluation rept. 

GALLAGHER, J.W. Philadelphia Electric Co. 89/03/01. Document Control Branch 
(Document Control Desk). Ip. 48882:055-48884:147. 

-8903140093 Rev 1 1 to "Fire Protection Evaluation Rept." 

• Philadelphia Electric Co. 89/03/01. 101pp. 48884:018-48884:124. 

8903220005 Forwards public version of revised EPIPs, including Rev 15 to EP-102,Rev 9 
to EP-103,Rev 9 to EP-104,Rev 9 to EP-105,Rev 7 to EP-106,Rev 17 to EP-277,Rev 
18 to EP-279,Rev 12 to EP-282 & Rev 11 to EP-284.W/undated release memo. 
FOGARTY, E.P. Philadelphia Electric Co. 89/03/01. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49003:211-49003:248. 

-8903220009 Public version of revised EPiPs.including Rev 15 to EP-102, Rev 10 to 
EP-102,Rev 9 to EP-103,EP-104 & EP-105,Rev 7 to EP-106,Rev 17 to EP-277,Rev 18 
to EP-279,Rev 12 to EP-282 & Rev 1 1 to EP-284. 

* Philadelphia Electric Co. 89/02/06. 78pp. 49003:214-49003:248. 

8903130238 Notification of 890315 meeting w/util in Rockville,MD to discuss results of 
fuel insps,reload projections & fire protection issues & plans to reduce feedwater 
cooper. 

CLARK, R.J. Project Directorate 1-2. 89/03/03. BUTLER.W.R. Project Directorate 1-2. 
3pp. 48821:189-48821:191. 

8903140296 Forwards Insp Repts 50-352/89-05 & 50-353/89-08 on 890130- 0203.No 
violations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/03. MCNEILL.C.A. Philadelphia 
Electric Co. 2pp. 48853:279-48853:285. 

-8903140303 Safety Insp Repts 50-352/89-05 & 50-353/89-08 on 890130- 0203.No 
violations noted.Major areas inspectedrlicensee radiological controls program.including 
Unit 1 outage activities & changes to health physics organization. 

THOMAS.W., SHANBAKY.M. Region 1, Ofc of the Director. 89/03/02. 5pp. 
48853:281-48853:285. 

8903200148 Forwards util emergency response exercise objectives for 1989.Annual 
emergency preparedness exercise scheduled for 89061 4.Exercise will not involve off- 
site participation. 

GALLAGHER.J.W. Philadelphia Electric Co. 89/03/09. Document Control Branch 
(Document Control Desk). 4pp. 48965:320-48965:323. 


I. Financial information 


8903200072 Forwards annual financial repts for 1988.Documents submitted as evidence 
of guarantee of payment of deferred premiums. Cash flow statement for 1989 end. 
BRADLEY.E.J. Philadelphia Electric Co. 89/03/14. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 5pp. 48972:194-48973:048. 


J. Insurance A indemnity Information 

8903080514 Forwards Endorsements 130 & 131 to NELIA Policy NF-164, Endorse- 
ments 107 & 108 to MAELU Policy MF-44,Endorsements 94 A 95 to NELIA Policy NF- 
107,Endorsements 110 A 111 to NELIA Policy NF-220 A Endorsements 97 A 98 to 
MAELU Policy MF-73. 

FARRELL.E. Marsh A McLennan, Inc. 89/01/18. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 23pp. 48743:197-48743:220. 

8902270015 Forwards Endorsements 26 A 27 to NELIA Policy NF-284, Endorsement 6 
to NELIA Certificate N-98, Endorsements 20 A 21 to MAELU Policy MF-11 3, Endorse- 
ment 6 to MAELU Policy M-98. 

CULLEN.E.J. Philadelphia Electric Co. 89/02/16. DINITZ.I. NRC • No Detailed Affili- 
ation Given. 7pp. 48584:195-48584:201. 


K. Utility Final Safety Analysis Report (FSAR) A amends 

8903140078 Forwards Rev 57 to FSAR for Limerick Generating Station Units 1 A 2. 
GALLAGHER, J.W. Philadelphia Electric Co. 89/03/01. Document Control Branch 
(Document Control Desk). Ip. 48882:055-48884:147. 

-8903140091 Rev 57 to FSAR for Limerick Generating Station Units 1 A 2. W/three 
oversize end. 

* Philadelphia Electric Co. 89/03/01. 1,700pp. 48882:059-48884:017. 


P. Operating license stage documents A correspondence 

8903010285 Application for amend to License NPF-39,consisting of Tech Spec Change 
Request 88-13 to ensure compliance W/10CFR50.62 re ATWS for sodium pentabor- 
ate solution temp/concentration requirements. 

HUNGER.G.A. Philadelphia Electric Co. 89/02/22. Document Control Branch (Docu- 
ment Control Desk). 19pp. 48653:273-48653:298. 

-8903010269 Proposed Tech Specs re standby liquid control sys A sodium pentaborate 
solution temp/concentration requirements. 

* Philadelphia Electric Co. 89/02/22. 7pp. 48653:292-48653:298. 
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8903080466 Notification of 890307 meeting w/util in Rockviiie.MD to discuss indication 
found in N2N nozzle to safe end weld & proposed disposition. 

CLARK, RJ. Project Directorate 1-2. 89/03/01. MURLEY.T., SNIEZEK.J., MIRAGLIA.F. 
NRC • No Detailed Affiliation Given. 3pp. 48743:264-48743:266. 

8903140078 Forwards Amend 94 to OL application, consisting of Rev 57 to FSAR (filed 
in Category K),Rev 1 1 to fire protection evaluation rept (filed in Category F) & design 
assessment rept. 

GALLAGHER, J.W. Philadelphia Electric Co. 89/03/01. Document Control Branch 
(Document Control Desk). Ip. 48882:055-48884:147. 

-8903140085 Amend 68 to OL application,consisting of Revs 1 1 to fire protection rept 
& design assessment rept & Rev 57 to FSAR. 

GALLAGHER.J.W. Philadelphia Electric Co. 89/03/01. 2pp. 48882:056-48882:058. 

-8903140095 Rev 11 to “Design Assessment Rept." 

* Philadelphia Electric Co. 89/02/28. 23pp. 48884:125-48884:147. 

8903130238 Notification of 890315 meeting w/util in Rockviiie.MD to discuss results of 
fuel insps, reload projections & fire protection issues & plans to reduce feedwater 
cooper. 

CLARK.R.J. Project Directorate 1-2. 89/03/03. BUTLER, W.R. Project Directorate 1-2. 
3pp. 48821:189-48821:191. 

8903220460 Advises that Rev 55 to FSAR Section 17 referred to Performance & QA 
Branch for review. 

DURR.J.P. Region 1, Ofc of the Director. 89/03/07. MCNEILL, C.A. Philadelphia Elec- 
tric Co. 2pp. 49007:277-49007:280. 

8903220498 Notification of forthcoming meetings w/util in Rockviiie.MD re development 
of appropriate Tech Specs on common sys. 

CLARK, R.J. Project Directorate 1-2. 89/03/15. BUTLER, W.R. Project Directorate 1-2. 
3pp. 48994:231-48994:233. 

8903160296 Generic Ltr 89-02 to ail holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products. Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903280252 Provides addl info to support util 890127 Reload 2 Tech Spec change 
request.Deletion of Tech Spec Page 3/4 2-6d requested, per insps of fuel removed 
from reactor. “Safety Evaluation of Limerick 1 .Cycle 3 Revised Core...," end. 
HUNGER.G.A. Philadelphia Electric Co. 89/03/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49063:255-49063:268. 

-8903280253 “Safety Evaluation of Limerick 1, Cycle 3 Revised Core Loading Pattern." 

* General Electric Co. 89/03/22. 12pp. 49063:257-49063:268. 


Q. Inspection reports, IE Bulletins & correspondence 

8903030001 Forwards Requalification Program Evaluation Rept 50-352/88-21 OL of 
evaluation conducted during wk of 881128. Requalification program rated 
satisfactoryAII but one reactor operator passed exam. 

GALLO, R.M. Region 1, Ofc of the Director. 89/02/17. MCNEIL, C.A. Philadelphia Elec- 
tric Co. 2pp. 48716:123-48716:249. 

-8903030002 Requalification Program Evaluation Rept 50-352/88-21 OL of exams ad- 
ministered on 8811 28-1 202.Licensed operator requalification training program rated 
satisfactoiy.AII but one reactor operator passed exam. 

HOWE.A.G,, CONTE, R.J. Region 1, Ofc of the Director. 89/02/17. 124pp. 48716:125- 
48716:249. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York. Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list enci. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners ” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903130238 Notification of 890315 meeting w/util in Rockviiie.MD to discuss results of 
fuel insps, reload projections 8 fire protection issues & plans to reduce feedwater 
cooper. 

CLARK, R.J. Project Directorate 1-2. 89/03/03, BUTLER, W.R. Project Directorate 1-2. 
3pp. 48821:189-48821:191. 

8903140298 Forwards Insp Repts 50-352/89-05 & 50-353/89-08 on 890130- 0203.No 
violations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/03. MCNEILL, C.A. Philadelphia 
Electric Co. 2pp. 48853:279-48853:285. 

-8903140303 Safety Insp Repts 50-352/89-05 & 50-353/89-08 on 890130- 0203.No 
violations noted.Major areas inspected:llcensee radiological controls program, including 
Unit 1 outage activities & changes to health physics organization. 

THOMAS, W., SHANBAKY.M. Region 1, Ofc of the Director. 89/03/02. 5pp. 
48853:281 -48853:285. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 


8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903200264 Responds to NRC Bulletin 88-007, Suppl 1, “Power Oscillations in BWRs." 
GE stability recommendations completed & implemented for Limerick Generating Sta- 
tion Units 1 & 2 on 890 131. Clarification of util 880915 response provided. 
GALLAGHER.J.W. Philadelphia Electric Co. 89/03/07. Document Control Branch 
(Document Control Desk). 3pp. 48970:180-48970:182. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York. Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 670411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903280252 Provides addl info to support util 890127 Reload 2 Tech Spec change 
request.Deletion of Tech Spec Page 3/4 2-6d requested, per insps of fuel removed 
from reactor. "Safety Evaluation of Limerick 1, Cycle 3 Revised Core...," end. 
HUNGER.G.A. Philadelphia Electric Co. 89/03/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49063:255-49063:268. 

-8903280253 “Safety Evaluation of Limerick 1, Cycle 3 Revised Core Loading Pattern." 
* General Electric Co. 89/03/22. 12pp. 49063:257-49063:268. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903100090 “Semiannual Effluent Release Rept 9,Jul-Dec 1988." W/890228 ltr. 
MCFADDEN.J.R., BURLY, W.C., LEITCH.G.M. Philadelphia Electric Co. 88/12/31. 
77pp. 48810:130-48810:189. 

8903220311 “Annual Occupational Exposure Tabulation 5 for Jan-Dec 1988." W/ 
890224 ltr. 

LEITCH.G.M. Philadelphia Electric Co. 88/12/31. 6pp. 49004:044-49004:049. 

8902280501 Monthly operating rept for Jan 1989 for Limerick Unit 1. W/890213 ltr. 
MURPHY.J.J., LEITCH.G.M. Philadelphia Electric Co. 89/01/31. 6pp. 48627:004- 
48627:009. 


S. Reportable occurrences, LERs & related correspondence 

8902230274 LER 88-042-01 :on 881223,during insp of plant sys, unacceptable physical 
separation between cabling in safety-related electrical channels noted.Caused by fail- 
ure to install cabling in common panels. W/890206 ltr. 

KRICH.R.M., MCCORMICK, M.J. Philadelphia Electric Co. 89/02/06. 9pp. 48555:130- 
48555:138. 

8902280146 Summary of Operating Reactors Events Meeting 89-07 on 89021 5.Ust of 
attendees, list of events discussed, summary of events for long term followup or input 
to NRC performance indicator program & summary of reactor scrams end. 
LANNING.W.D. Events Assessment Branch. 89/02/17. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 25pp. 48633:054-48633:078. 

8902280429 LER 88-042-02:on 881 223, determined that plant sys inoperable due to defi- 
ciencies in physical separation between cabling in safety-related electrical panels 
since 841 026,Caused by installation error.Maint request form written.W/890221 ltr. 
KRICH.R.M., MCCORMICK, M.J. Philadelphia Electric Co. 89/02/21. 12pp. 48627:320- 
48627:331. 

8903020540 LER 88-032-01 :on 881013,17 & 21 .four actuations of control room emer- 
gency fresh air supply sys occurred due to channel C main control room ventilation 
sys high radiation isolation signals.Cause unknown. W/890224 ltr. 

KRICH.R.M., FOGARTY, E.P. Philadelphia Electric Co. 89/02/24. 7pp. 48669:146- 
48669:152. 

8903030454 LER 89-013-00:on 890117,Tri-Axial Peak Recording Accelerograph XR-VA- 
151 removed from reactor vessel head to support vessel head removal for 
refueling, resulting in inoperable seismic monitor for over 30 days.W/890227 ltr. 
KRICH.R.M., MCCORMICK,M.J. Philadelphia Electric Co. 89/02/27. 3pp. 48690:191- 
48690:193. 

8903090374 LER 89-008-00:on 8901 26, secondary containment isolation sys standby 
gas treatment sys, reactor end redrculation sys & NSSS sys inoperable due to deff- 
ciendes in physical separation.Caused by personnel error.W/890227 ltr. 
ENDRISS.C.R., MCCORMICK, M.J. Philadelphia Electric Co. 89/02/27. 8pp. 
48785:031-48785:038. 
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8903090435 LER 88-042-03:on 88 1223, plant staff determined that certain plant sys 
inoperable.Caused by personnel not properly installing cables in safety-related electri- 
cal panels & physical insp not adequately documented.W/890301 Itr. 

ENDRISS.C.R., MCCORMICK.M.J. Philadelphia Electric Co. 89/03/01. 16pp. 
48801:069-48801:084. 

8903090443 LER 89-009-00:on 890 128, engineer identified physical separation deficien- 
cy in auxiliary equipment room due :o *a : :.re t c. R-S cnbr.-q oroperly in AER 

Panel 10C611. Cause under ':ves'. jja'.c*' Covrhncics siee-.-rd A '9Sb3Cl Itr. 
ENDRISS.C.R., MCCORMICK. V .' Piiianc-.p’ 1 . (:e=l;c Co HS. 1 03/01. 7pp. 

48799:136-48799:142. 

8903150137 LER 89-01 0-00:on 890204,isolation of refuel floor (RF) secondary contain- 
ment & initiation of standby gas treatment sys.ESF occurred on low negative differen- 
tial pressure. Caused by design dc'Y/cnzv.Sys -asot W/flOCOOe If* 

ENDRISS.C.R., MCCORMICK.M .1 “hiloeblpna Eeelrc Co G0/C3 'Co 5p. 48871:339- 
48871:343. 

8903160018 LER 88-009-03:on 880324 .isolation of RWCU sys occurred when regenera- 
tive HX room temp sensing element sensed temp above 122 F setpoint & initiated 
shutoff sys.Caused by leakage. Pressure relief valve PSV-044-108 replaced.W/890307 
Itr. 

KRICH.R.M., FOGARTY, E.P. Philadelphia Electric Co. 89/03/07. 6pp. 48887:353- 
48887:358. 


8903210399 LER 89-012-00:on 89021 5, identified that fire in certain areas of plant could 
result in unavailability of RCIC sys due to insufficient protection of control 
cables.Evaluation underway. Procedure GP-2 will be revised.W/890314 Itr. 
ENDRISS.C.R., MCCORMICK, M.J. Philadelphia Electric Co. 89/03/14. 6pp. 

48981:086-48981:091. 

8903230114 LER 88-042-04:on 881223,determined that plant sys inoperable due to 
physical separation between cabling in safety-related electrical panels since 
841026.Caused by QC installation error.Rework of panels in progress.W/890314 Itr. 
ENDRISS.C.R., MCCORMICK.M.J. Philadelphia Electric Co. 89/03/14. 18pp. 

49028:146-49028:163. 

8903270050 LER 89-015-00:on 890222, determined that several Tech Spec surveillance 
requirements for UHS not performed within required time period.Caused by procedural 
inadequacy & personnel error. Personnel counseled.W/890320 Itr. 

ENDRISS.C.R., MCCORMICK, M.J, Philadelphia Electric Co. 89/03/20. 6pp. 

49056:070-49056:075. 


V. Operator Examinations 

8902280546 Discusses requalification exam administered during wk of 881128.Util de- 
veloping new format for testing to convert to open ref testing.Need to use nonobjec- 
tive-based questions will be reduced in future. 

FIRTH.E.G. Philadelphia Electric Co. 88/12/23. LANGE.D.J. Region 1, Ofc of the Di- 
rector. Ip. 48624:199-48624:202. 

-8902280548 Discusses identified concerns re recent license requalification 
exam.Listed items described w/resolution. 

MCCORMICK, M.J. Philadelphia Electric Co. 88/12/16. HOWE, A. Region 1, Ofc of the 
Director. 4pp. 48624:200-48624:202. 

8903030001 Forwards Requalification Program Evaluation Rept 50-352/88-21 OL of 
evaluation conducted during wk of 881128. Requalification program rated 
satisfactory.AII but one reactor operator passed exam. 

GALLO, R.M. Region 1, Ofc of the Director. 89/02/17. MCNEIL, C. A. Philadelphia Elec- 
tric Co. 2pp. 48716:123-48716:249. 

—8903030002 Requalification Program Evaluation Rept 50-352/88-21 OL of exams ad- 
ministered on 8811 28-1 202.Ucensed operator requalification training program rated 
satisfactory .All but one reactor operator passed exam. 

HOWE.A.G., CONTE.R.J. Region 1. Ofc of the Director. 89/02/17. 124pp. 48716:125- 
48716:249. 

8903220410 Advises that reactor operator & senior reactor operator written exams 
scheduled for wk of 890612 & operating exams scheduled for 89061 3-1 6.Ref matls 
listed on end should be provided by 890410. 

CONTE.R.J. Region 1, Ofc of the Director. 89/03/14. MCNEILL.C.A. Philadelphia 
Electric Co. 1 2pp. 49003:040-49003:051 . 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing nati exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc, 54pp. 49005:001-49005:056. 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8902270446 Forwards EDE-04-0189, “Control Sys Common Failure Analyses Rept Cov- 
ering Limerick Generating Station,Unit 2," for review. 

KEMPER, J.S. Philadelphia Electric Co. 89/02/17, Document Control Branch (Docu- 
ment Control Desk). Ip. 48588:141-48588:192. 

-8902270449 “Control Sys Common Failure Analyses Rept Covering Limerick Generat- 
ing Statk>n,Unit 2.“ 

BENNET,D.E, KOSLOW.A. General Electric Co. EDE-04-0189. 89/01/31. 52pp. 
48588:142-48588:192. 


8903030499 Forwards attachment repeating & supplementing 890206 Itr re changes to 
FSAR since Unit 1 licensing.Attachment includes FSAR Revs 54 & 56. 

KEMPER, J.S. Philadelphia Electric Co. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48693:1 95-48693:1 97. 

8903080466 Notification of 890307 meeting w/util in Rockville, MD to discuss indication 
found in N2N nozzle to safe end weld & proposed disposition. 

CLARK, R.J. Project Directorate 1-2. 89/03/01. MURLEY.T., SNIE2EK.J., MIRAGLIA.F. 
NRC - No Detailed Affiliation Given. 3pp. 48743:264-48743:266. 


8903140078 Forwards Amend 94 to OL anplicat'O" consisting of Rev 57 to FSAR (filed 
in Category K),Rev 11 to fire protection uva.unon rep! i.*ni-c in Category F) & design 
assessment rept. 

GALLAGHER, J.W. Philadelphia Electric Co. 89/03/01. Document Control Branch 
(Document Control Desk). Ip. 48882:055-48884:147. 

-8903140085 Amend 68 to OL application.consisting of Revs 11 to fire protection rept 
& design assessment rept & Rev 57 to FSAR. 

GALLAGHER, J.W. Philadelphia Electric Co. 89/03/01. 2pp. 48882:056-48882:058. 

-8903140095 Rev 11 to “Design Assessment Rept." 

% Philadelphia Electric Co. 89/02/28. 23pp. 48884:125-48884:147. 

8903130238 Notification of 890315 meeting w/util in Rockville, MD to discuss results of 
fuel insps, reload projections & fire protection issues & plans to reduce feedwater 
cooper. 

CLARK, R.J. Project Directorate 1-2. 89/03/03. BUTLER, W.R. Project Directorate 1-2. 
3pp. 48821:189-48821:191. 

8903140084 Notification of 890309 meeting w/util in Rockville, MD to discuss Unit 2 
Tech Specs on common sys. 

CLARK, R.J. Project Directorate 1-2. 89/03/07. MURLEY.T. Office of Nuclear Reactor 
Regulation, Director (Post 870411). SNIEZEK.J., MIRAGLIA.F. NRC - No Detailed Af- 
filiation Given. 2pp. 48857:291-48857:292. 

8903160003 Confirms that equipment qualification programs used for dynamic & environ 
qualification of Unit 2 consistent w/programs utilized for Unit l.per request. Rept enti- 
tled, "Extension of Equipment Qualification...Unit 2" end. 

KEMPER, J.S. Philadelphia Electric Co. 89/03/07. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48886:275-48887:071. 

-8903160008 “Extension of Equipment Qualification Programs to Limerick Generating 
Station Unit 2.” 

* Philadelphia Electric Co. 89/02/28. 153pp. 48886:279-48887:071. 

8903220498 Notification of forthcoming meetings w/util in Rockville.MD re development 
of appropriate Tech Specs on common sys. 

CLARK, R.J. Project Directorate 1-2. 89/03/15. BUTLER,W.R. Project Directorate 1-2. 
3pp. 48994:231-48994:233. 

8903230218 Notification of 890322 meeting w/PECO in Rockville.MD to discuss status 
of const & preoperative testing. 

CLARK, R.J. Project Directorate 1-2. 89/03/15. MURLEY.T., SNIEZEK.J., MIRAGLIA.F. 
NRC - No Detailed Affiliation Given. 3pp. 49023:018-49023:020. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903270373 Forwards items w/potential impact on NRC SER from FSAR App B.per 
890224 Itr. 

KEMPER, J.S. Philadelphia Electric Co. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49110:038-49110:040. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8903270373 Forwards items w/potential impact on NRC SER from FSAR App B.per 
890224 Itr. 

KEMPER, J.S. Philadelphia Electric Co. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49110:038-49110:040. 


F. Security, medical, emergency & fire protection plans 


8902210205 Forwards public version of revised EPIPs.including Rev 15 to EP-231,Rev 
1 1 to EP-237,Rev 1 2 to EP-252 & Rev 1 6 to EP-291 . 

FOGARTY.E.P. Philadelphia Electric Co. 89/02/07. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48706:313-48707:073. 

-8902210210 Public version of revised EPIPs.including Rev 15 to EP-231, Rev 16 to 
EP-291 .Rev 1 1 to EP-237 & Rev 12 to EP-252. 

* Philadelphia Electric Co. 89/02/07. 188pp. 48706:315-48707:073. 

8902230452 Informs of changes made to plant emergency plan.including addition of 
Porter Consultants, Inc as new vendor to provide emergency medical assistance pro- 
gram sves & deletion of procedure support coordinator. 

GALLAGHER, J.W. Philadelphia Electric Co. 89/02/16. Document Control Branch 
(Document Control Desk). Ip. 48578:138-48578:138. 

8903010067 Forwards revs to physical security plan & Drawing E-10063. Revs withheld 
(ref 10CFR2.790 & 73.21). 

LEiTCH.G.M. Philadelphia Electric Co. 89/02/23. Document Control Branch (Docu- 
ment Control Desk). 1 p. 48645: 1 58-48645:1 58. 

8903090261 Advises that Oct 1988 rev to plant physical security plan consistent w/pro- 
visions of 10CFR50.54(p) & acceptable pending mod of Section 11.5 re definition of 
“annual." Feb 1989 rev to be resubmitted to rectify problem areas. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/02/27. MCNEILL, CA Philadelphia 
Electric Co. 4pp. 48783:325-48783:328. 

8903140078 Forwards Rev 1 1 to fire protection evaluation rept. 

GALLAGHER, J.W. Philadelphia Electric Co. 89/03/01. Document Control Branch 
(Document Control Desk). Ip. 48882:055-48884:147. 


-8903140093 Rev 1 1 to “Fire Protection Evaluation Rept.” 

* Philadelphia Electric Co. 89/03/01. 101pp. 48884:018-48884:124. 


8903220005 Forwards public version of revised EPIPs, including Rev 15 to EP-102,Rev 9 
to EP-103,Rev 9 to EP- 104, Rev 9 to EP-105,Rev 7 to EP-106,Rev 17 to EP-277,Rev 
18 to EP-279,Rev 12 to EP-282 & Rev 11 to EP-284.W/undated release memo. 
FOGARTY.E.P. Philadelphia Electric Co. 89/03/01. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49003:21 1-49003:248. 
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-8903220009 Public version of revised EPIPs.including Rev 15 to EP-102, Rev 10 to 
EP-102,Rev 9 to EP-103.EP.104 & EP-105,Rev 7 to EP-106,Rev 17 to EP-277,Rev 18 
to EP-279.Rev 12 to EP-282 & Rev 1 1 to EP-284. 

* Philadelphia Electric Co. 89/02/06. 78pp. 49003:214-49003:248. 

8903130238 Notification of 890315 meeting w/util in Rockville.MD to discuss results of 
fuel insps,reload projections & fire protection issues & plans to reduce feedwater 
cooper. 

CLARK.R.J. Project Directorate 1-2. 89/03/03. BUTLER, W.R. Project Directorate 1-2. 
3pp. 48821:189-48821:191. 

8903140296 Forwards Insp Repts 50-352/89-05 & 50-353/89-08 on 890130- 0203.No 
violations noted. 

BELLAMY, R.R. Region 1. Ofc of the Director. 89/03/03. MCNEILL, C.A. Philadelphia 
Electric Co. 2pp. 48853:279-48853:285. 

-8903140303 Safety Insp Repts 50-352/89-05 & 50-353/89-08 on 890130- 0203.No 
violations noted.Major areas inspected:licensee radiological controls program, including 
Unit 1 rutf go activities & changes to health physics organization, 
i- IOMAS \\ ■"(.‘.non 1. Ofc of the Director. 89/03/02. 5pp. 48853:281-48853:285. 


J. Insurance & indemnity information 

8903080514 Forwards Endorsements 130 & 131 to NELIA Policy NF-164, Endorse- 
ments 107 & 108 to MAELU Policy MF-44, Endorsements 94 & 95 to NELIA Policy NF- 
107, Endorsements 110 & 111 to NELIA Policy NF-220 & Endorsements 97 & 98 to 
MAELU Policy MF-73. 

FARRELL.E. Marsh & McLennan, Inc. 89/01/18. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411), 23pp. 48743:197-48743:220. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8903140078 Forwards Rev 57 to FSAR for Limerick Generating Station Units 1 & 2. 
GALLAGHER, J.W. Philadelphia Electric Co. 89/03/01. Document Control Branch 
(Document Control Desk). Ip. 48882:055-48884:147. 

-8903140091 Rev 57 to FSAR for Limerick Generating Station Units 1 & 2. W/three 
oversize end. 

* Philadelphia Electric Co. 89/03/01. 1,700pp. 48882:059-48884:017. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction- Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903140643 Forwards Safety Insp Rept 50-353/89-09 on 8901 31 -0207. No violations 
noted. 

GALLO, R.M. Region 1, Ofc of the Director. 89/03/02. MCNEILL,C.A. Philadelphia 
Electric Co. 2pp. 48833:246-48833:255. 

-8903140655 Insp Rept 50-353/89-09 on 890131-0207.No violations noted. Major 
areas inspected:overall power ascension program including training for test 
engineers.Two unresolved items identified including limiting control rod withdrawal. 
EVANS, M.G., BLUMBERG.N.J. Region 1, Ofc of the Director. 89/03/01. 8pp. 
48833:248-48833:255. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903130238 Notification of 890315 meeting w/util in Rockville, MD to discuss results of 
fuel insps, reload projections & fire protection issues & plans to reduce feedwater 
cooper. 

CLARK, R.J. Project Directorate 1-2. 89/03/03. BUTLER, W.R. Project Directorate 1-2. 
3pp. 48821:189-48821:191. 

8903140296 Forwards Insp Repts 50-352/89-05 & 50-353/89-08 on 890130- 0203.No 
violations noted. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/03/03. MCNEILL, C.A. Philadelphia 
Electric Co. 2pp. 48853:279-48853:285. 

-8903140303 Safety Insp Repts 50-352/89-05 & 50-353/89-08 on 890130- 0203.No 
violations noted.Major areas in$pected:licensee radiological controls program, including 
Unit 1 outage activities & changes to health physics organization. 

THOMAS.W., SHANBAKY.M. Region 1, Ofc of the Director. 89/03/02. 5pp. 
48853:281-48853:285. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 


8903200264 Responds to NRC Bulletin 88-007.Suppl 1 . "Power Oscillations in BWRs." 
GE stability recommendations completed & implemented for Limerick Generating Sta- 
tion Units 1 & 2 on 890 131. Clarification of util 880915 response provided. 
GALLAGHER, J.W. Philadelphia Electric Co. 89/03/07. Document Control Branch 
(Document Control Desk). 3pp. 48970:180-48970:182. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. c N-.s.v v :-k. Inc. 117pp. 48798:114- 
48798:231. 


8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903220043 Forwards SALP Rept 50-353/87-99 for Aug 1987 - Dec 1988. Assessment 
covered completion of final const activities & transition to conduct preoperational test- 
ing. 

RUSSELL, W.T. Region 1, Ofc of the Director. 89/03/15. MCNEILL, C.A. Philadelphia 
Electric Co. 4pp. 49007:245-49007:276. 

-8903220046 SALP Rept 50-353/87-99 for Aug 1987 - Dec 1988. 

* Region 1, Ofc of the Director. 89/03/15. 28pp. 49007:249-49007:276. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protedion Sys.” Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


S. Reportable occurrences, LERs & related correspondence 


8903200016 Significant Deficiency Rept L2-88-10 re improper installation of temporary 
support brackets in safety-related 4 kV switchgear.Support brackets removed from 
switchgear cubicle prior to startup & procedures revised. 

KOWALSKI.S.J. Philadelphia Electric Co. 89/03/10. RUSSELL.W.T. Document Control 
Branch (Document Control Desk). 3pp. 46959:087-48959:089. 


V. Operator Examinations 


8902280546 Discusses requalification exam administered during wk of 881 128.Util de- 
veloping new format for testing to convert to open ref testing.Need to use nonobjec- 
tive-based questions will be reduced in future. 

FIRTH, E.G. Philadelphia Electric Co. 88/12/23, LANGE, D.J. Region 1, Ofc of the Di- 
rector. 1 p. 48624: 1 99-48624:202. 

-8902280548 Discusses identified concerns re recent license requalification 
exam.Listed items described w/resolution. 

MCCORMICK, M.J. Philadelphia Electric Co. 88/12/16. HOWE, A. Region 1, Ofc of the 
Director. 4pp. 48624:200-48624:202. 

8903220410 Advises that reactor operator & senior reactor operator written exams 
scheduled for wk of 890612 & operating exams scheduled for 89061 3-1 6.Ref matls 
listed on end should be provided by 890410. 

CONTE, R.J. Region 1, Ofc of the Director. 89/03/14. MCNEILL, C.A. Philadelphia 
Electric Co. 1 2pp. 49003:040-49003:051 . 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 


8003210252 Rev 7 to EPIP 204H, “Emergency Response Callout/Personnel Recall." 
THOMSON, G, Public Service Electric & Gas Co. of New Jersey. 89/03/06. 36pp. 
48980:263-48980:293. 


H. General correspondence 


8903080185 Comment supporting proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants, extension of NRC authority to BOP portion 
of plant & misapplication of adequate protection std of backfit rule. 

PRESTON, BA Public Service Electric & Gas Co. of New Jersey. 89/02/24. 
CHILK.S.J. Office of the Secretary of the Commission. 8pp. 48745:210-48745:217. 
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I. Financial information 

8903210133 Forwards 1988 stockholders annual repts of each owner of facility & 1989 
projected cash flow statements, per 1975 amends to Price-Anderson Act. 
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/14. Doc- 
ument Control Branch (Document Control Desk). 14pp. 49001:246-49002:110. 


J. Insurance & indemnity information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 


P. Operating license stage documents & correspondence 

8612030721 Forwards Rev 1 to “Process Control Program." Interim approval for Chem 
Nuclear Svcs,lnc,temporary radwaste vendor.to process Class B & C wastes 
requested.Fee paid. 

MCNEILL.C.A. Public Service Electric & Gas Co. of New Jersey. 86/11/25. 
ADENSAM.E. BWR Project Directorate 3. 2pp. 38795:006-38795:319. 

-8612030728 “Process Control Program." 

* Public Service Electric & Gas Co. of New Jersey. 66/11/30. 312pp. 38795:008- 
38795:319. 

8902280430 Forwards comments on specific questions re policy statement on exemp- 
tions from regulatory control published in FR on 8812l2.Utii believes sliding scale of 
benefit approach should be used re radiation exposure. 

MLTEN3ERGEF.S. D ublic Service Electric & Gas Co. of New Jersey. 89/02/09. 
Docketing & Services Branch. 4pp. 48633:170-48633:173. 

8903100491 Application for amend to License NPF-57,revising Tech Specs 3.9.1, 4.9.2 & 
3Z4.9.6 to add clarification & consistency to refueling specs re ref measurements.load 
setpoints & travel limits & raise min source range monitor count rate. 

LABRUNA,S. Public Service Electric & Gas Co. of New Jersey. 89/02/27. Document 
Control Branch (Document Control Desk). 11pp. 48803:1 12-48803:132. 

-8903100520 Proposed Tech Specs 3.9.1, 4.9.2 & 3/4.9.6, adding clarifications & con- 
sistency to refueling specs re ref measurements.load setpoints & travel limits & raising 
min allowable source range monitor count rate for consistency. 

' Pubi-c Service E.eotric & Gas Co. of New Jersey. 89/02/27. 10pp. 48803:123- 
48803:132. 

8903200272 Forwards HCGS-RERR-6, "Semiannual Radioactive Effluent Release 
Rept,JuI-Dec 1988" & Rev 2 to “Process Control Program Manual." 
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/03. Doc- 
ument Control Branch (Document Control Desk). 2pp. 48969:175-48969:283. 

-8903200276 Rev 2 to “Process Control Program Manual." 

* Public Service Electric & Gas Co. of New Jersey. 88/10/31. 46pp. 48969:238- 
48969:283. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902280300 Responds to NRC 890119 ltr re violations noted in Insp Rept 50-354/88- 
80.Corrective actions:design change package for modified check valves modified to 

K ivide more detail & control procedure revised to include more guidance. 

BRUNA.S. Public Service Electric & Gas Co. of New Jersey. 89/02/17. Document 
Control Branch (Document Control Desk). 4pp. 48633:012-48633:015. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080425 Responds to NRC Bulletin 88-007, Suppl 1.GE interim stability recommen- 
dations revised to provide manual scram initiation under all operating conditions when 
two recirculation pumps trip w/reactor in run mode. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/02/28. Doc- 
ument Control Branch (Document Control Desk). 3pp. 48779:024-48779:026. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consdidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903210186 Forwards Safety Insp Rept 50-354/89-03 on 890206-1 0.No violations 
noted. 

MARTIN, T.T. Region 1. Ofc of the Director. 89/03/06. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 2pp. 48981:276-48981:284. 


—8903210192 Insp Rept 50-354/89-03 on 890206-1 0.No violations noted. Major areas 
inspected licensee inservice insp activities to ascertain that inservice insp activities 
conducted per ASME code & regulatory requirements. 

MCBREARTY.R.A., STROSNIDER.J.R. Region 1, Ofc of the Director. 89/02/28. 7pp. 
48981:278-48981:284. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8902240247 Monthly operating rept for Jan 1989 for Hope Creek Unit 1. W/890215 ltr. 
JENSEN, H., HAGAN, J. Public Service Electric & Gas Co. of New Jersey. 89/01/31. 
13pp. 48571:278-48571:290. 

8903100328 Submits annual rept of challenges to main steam line safety relief 
valves, per Tech Spec 6.9.1. 5 for 1988.AI! valves were replaced & lift tested. 

HAGAN.J. Public Service Electric & Gas Co. of New Jersey. 89/02/28. Document 
Control Branch (Document Control Desk). 2pp. 48808:250-48808:251. 

8903230043 Monthly operating rept for Feb 1989 for Hope Creek Generating Station 
Unit 1.W/890315 ltr. 

JENSEN, H., HAGAN,, J. Public Service Electric & Gas Co. of New Jersey. 89/02/28. 
16pp. 49030:040-49030:055. 

8903140634 Forwards Tech Spec 6.9. 1.5 annual repts of personnel receiving exposures 
in excess of 100 mrem/yr. Results of steam generator tube svc insps performed during 
fourth refueling outage in Nov 1988 for Salem Unit 2 also end. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/03. Doc- 
ument Control Branch (Document Control Desk). 2pp. 48834:071-48834:080. 

-8903140712 Tech Spec 6.9.1. 5 annual rept re personnel receiving exposures greater 
than 100 mrem/yr.Results of steam generator tube svc insps performed during fourth 
refueling outage of Salem Unit 2 in Nov 1988 end. 

* Public Service Electric & Gas Co. of New Jersey. 88/12/31. 4pp. 48834:077- 
48834:080. 

8903200272 Forwards HCGS-RERR-6, “Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1 988" & Rev 2 to "Process Control Program Manual.” 
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/03. Doc- 
ument Control Branch (Document Control Desk). 2pp. 48969:175-48969:283. 

-8903200275 "Semiannual Radioactive Effluent Release Rept,Jul-Dec 1988." 

* Public Service Electric & Gas Co. of New Jersey. HCGS RERR-6. 88/12/31. 60pp. 
48969:177-48969:237. 

-8903200276 Rev 2 to “Process Control Program Manual." 

* Public Service Electric & Gas Co. of New Jersey. 88/10/31. 46pp. 48969:238- 
48969:283. 


S. Reportable occurrences, LERs & related correspondence 

8902280367 LER 89-001 -00:on 89011 8, RWCU sys isolation occurred while performing 
warmup of RWCU pump B.Caused by personnel error. Nuclear shift supervisor coun- 
seled & procedure for warming pump will be revised to ensure controls.W/890221 ltr. 
COWLES, R.B., HAGAN, J. Public Service Electric & Gas Co. of New Jersey. 89/02/21. 
5pp. 48624:243-48624:247. 

8903100297 LER 89-002-00:on 890130,control room emergency filtration sys A auto- 
matically started in response to invalid signal from radiation monitoring $ys.Caused by 
voltage transient in Channel C.Precaution added to procedures.W/890301 ltr. 
COWLES, R.B., HAGAN, J. Public Service Electric & Gas Co. of New Jersey. 89/03/01. 
5pp. 48809:085-48809:089. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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DOCKET 50-356 UNIV. OF ILLINOIS RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8903100065 Forwards revised physical security plan,inciuding info re 1 h notification to 
NRC operations ctr in event of direct threat to facility, breach in physical security sys 
or discovery that SNM missing.Plan withheld (ref 10CFR2.790). 

POHLOD.C.S. Illinois, Univ. of, Urbana, IL. 89/03/07. Office of Nuclear Reactor Regu- 
lation, Director (Post 87041 1). Ip. 48803:022-48803:022. 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents & correspondence 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.*' Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York. Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Eledrical Connectors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 


8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 


8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 


8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 


8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list encl. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8903020299 “Dept of California Highway Patrol, Border Div Nuclear Response Plan for 
San Onofre Nuclear Generating Station.” 

* California, State of. 89/01 /3f. 47pp. 48669:294-48669:340. 


8902280048 Forwards Insp Repts 50-206/89-04,50-361/89-04 & 50-362/88-29 on 
890123-27.No violations or deviations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/02/10. BASKIN, K.P. Southern Califor- 
nia Edison Co. 2pp. 48632:355-48632:361. 

-8902280054 Insp Repts 50-206/89-04,50-361/89-04 & 50-362/88-29 on 890123- 
27.No violations or deficiencies noted. Major areas inspected:emergency preparedness 
program & previous insp findings. 

PRENDERGAST.K. Region 5. Ofc of the Director. 89/02/10. 5pp. 48632:357- 
48632:361. 

8902230034 Forwards Rev 17A to physical security plan.Rev withheld (ref 10CFR73.21). 
MORGAN, H.E. Southern California Edison Co. 89/02/16. Document Control Branch 
(Document Control Desk). Ip. 48569:301-48569:301. 

8903080012 Forwards Insp Repts 50-206/88-28,50-361/88-29 & 50-362/88-31 on 
881 1 18-8901 12 & notice of violation. 

ZIMMERMAN.R.P. Region 5, Ofc of the Director. 89/02/16. BASKIN.K.P. Southern 
California Edison Co. 2pp. 48768:237-48768:257. 

-8903030025 Notice of consideration of issuance of amends to Licenses NPF-10 & 
NPF-15 & opportunity for hearing on 881230 request re revising Tech Spec 3/4.3.3.1, 
“Radiation Monitoring Instrumentation” & Tech Spec 3/4.3.2, “ESF Actuation....” 
KNIGHTON, G.W. Project Directorate V. 89/02/16. 5pp. 48692:087-48692:091. 

-8903080022 Insp Repts 50-206/88-28,50-361/88-29 & 50-362/88-31 on 881 IIS- 
8901 12.Violations noted.Major areas inspected: operational safety 

verification, radiological protection, security.evaluation of plant trips & events & LERs 
review. 

HUEY.F.R., JOHNSON.P.H. Region 5, Ofc of the Director. 89/02/13. 17pp. 
48768:241-48768:257. 

8903090218 Forwards Rev 7 to security force training & qualification plan.Rev withheld 
(ref 10CFR73.21). 

MORGAN, H.E. Southern California Edison Co. 89/02/21. Document Control Branch 
(Document Control Desk). Ip. 48783:214-48783:214. 

8903080481 Advises that 871229,880204 & 890216 Revs 4A,5 & 5A, respectively, to 
safeguards contingency plan acceptable. 

PATE.R.J. Region 5, Ofc of the Director. 89/02/27. MORGAN, H.E. Southern Califor- 
nia Edison Co. 3pp. 48748:344-48748:346. 

8903090299 Forwards Safeguards Insp Repts 50-206/89-05,50-361/89-05 & 50-362/ 
89-05 on 890206-1 0.No violations noted.Rept withheld (ref 10CFR2.790(d)). 

PATE.R.J. Region 5, Ofc of the Director. 89/02/28. BASKIN.K.P. Southern California 
Edison Co. 2pp. 48783:289-48783:290. 

8903170361 Revised EPIPs, including Temporary Change Notice 4-3 to Rev 4 to S0123- 
VIII-10, Temporary Change Notice 0-2 to Rev 0 to SO123-VIII-10.1 & Temporary 
Change Notice 2-10 to Rev 2 to S0123-VIII-0.301.W/890308 ltr. 

PLAPPERT.R.D. Southern California Edison Co. 89/03/08. 300p. 48952:024- 
48953:031. 

8903210335 Advises that 880204 & 890216 Revs 17 & 17A to physical security 
plan, respectively, consistent w/provisions of 1 0CFR50.54(p) & acceptable for inclusion 
in plan. 

PATE.R.J. Region 5, Ofc of the Director. 89/03/13. MORGAN.H.E. Southern Califor- 
nia Edison Co. 3pp. 48992:328-48992:330. 

8903220316 Forwards Amend Applications 163,76 & 62 to OLs DPR-13.NPF-10 & NPF- 
15, consisting of proposed changes DPR-1 3-203 (PCN-203) & NPF-1 0/1 5-286 (PCN- 
286), including proposed Rev 23 to physical security plan. 

BASKIN, K.P. Southern California Edison Co. 89/03/15. Document Control Branch 
(Document Control Desk). 2pp. 49003:115-49003:151. 

-8903220321 Application for amends to Licenses DPR-1 3, NPF-10 & NPF-15, consisting 
of Proposed Changes PCN-203 & PCN-286 including Rev 23 to physical security plan. 
BASKIN.K.P. Southern California Edison Co. 89/03/15. 18pp. 49003:117-49003:134. 

-8903220323 Proposed Tech Specs, updating License Conditions 3.G & 2.E to reflect 
proposed Rev 23 to physical security plan. 

* Southern California Edison Co. 89/03/15. 17pp. 49003:135-49003:151. 

8903240176 Forwards listing of proposed changes to Tech Specs to support 18-month 
surveillance interval extension for sprinkler & spray sys for fire-rated 
assemblies,snubbers, hydrogen recombiners & ac & dc sources. 

BASKIN.K.P. Southern California Edison Co. 89/03/20. Document Control Branch 
(Document Control Desk). 4pp. 49038:083-49038:086. 


I. Financial information 

8903140589 Forwards cash flow statement & annual rept to Securities & Exchange 
Commission for yr ending 881231. 

GONZALES, J. Southern California Edison Co. 89/03/08. Document Control Branch 
(Document Control Desk). 44pp. 48855:231-48855:274. 


P. Operating license stage documents & correspondence 


8902270367 Forwards corrected pages for Amends 69 & 58 to Licenses NPF-10 & 
NPF-15,respectively.Amends incorrectly designated Amends 69 & 38 & contained 
typos & administrative errors. 

HICKMAN, D.E. Project Directorate V. 89/02/10. BASKIN, K.P. Southern California 
Edison Co. 4pp. 48587:236-48587:276. 


-8902270372 Amends 69 & 58 to Licenses NPF-10 & NPF-1 ^respectively, correcting 
amend numbers,typos & administrative errors. 

* NRC - No Detailed Affiliation Given. 89/02/10. 37pp. 48587:240-48587:276. 

8903020699 Forwards notice of issuance of amends to Licenses NPF-10 & NPF-15 & 
opportunity for hearing on 881024 request re change to Tech Spec 3/4.8.1.1, “AC 
Sources.” 

HICKMAN, D.E. Project Directorate V. 89/02/10. BASKIN.K.P. Southern California 
Edison Co. 3pp. 48673:351-48673:358. 
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—8903020701 Notice of consideration of issuance of amends to Licenses NPF-10 & 
NPF-i? & oppc'tunitv for hearing on 881024 request. Amends revise Tech Spec 3/ 
'8 1. S::„'“os 1 

C :.\M\r .. -*3,40.1 V. 89/02/10. 5pp. 48673:354-48673:358. 

8902270403 Forwards notice of consideration of issuance of amends to Licenses NPF- 
10 & NPF-15 & opportunity for hearing on 881219 request to revise Tech Spec 3/ 
4.3.3. 1, "Radiation Wcr.itorng IrsKir-crtnticr ” 

HICKMAN.D.E. Pro;#-:: 7 10. BASKIN, K.P. Southern California 

Edison Co. 3pp. 48589:247-48589:254. 

-8902270404 Notice of consideration of issuance of amends to Licenses NPF-10 & 
NPR-15 & opportunity for hearing.Amends revise Tech Spec 3/4.3.3.1, "Radiation 
Monitoring Instrumentation." 

KNIGHTON, G.W. Project Directorate V. 89/02/16. 5pp. 48589:250-48589:254. 

8902270409 Forwards notice of consideration of issuance of amends to Licenses NPF- 
10 & NPF-15 re 881107 request to revise Tech Specs 3/ 

4.4.8. 1 ,3.4. 1 .4. 1 ,3.4. 1 .3,3.4.8.3. 1 & 3.4.8.3.2. 

HICKMAN.D.E. Project Directorate V. 89/02/16. BASKIN.K.P. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp. 48588:193-48588:202. 

-8902270411 Notice of consideration of issuance of amends to Licenses NPF-10 & 
NPF-15 & proposed NSHC determination & opportunity for hearing.Amend revises 
Tech Specs 3/4 1.4 1 3 4. 1.4.1, 3.4.1.3.3.4.8.3.1 & 3.4.8.3.2. 

K\:3H‘0\ :i i*. Pro.ict Directorate V. 89/02/16. 7pp. 48588:196-48588:202. 


8902270502 Forwards notice of consideration of issuance of amends to Licenses NPF- 
10 & NPF-15 & opporturtv fcr hearing. Amends revise Tech Specs re reactor protec- 
tive instrumentation & i.SFAS >ns:ru:ncrr.atior.. 

HICKMAN.D.E. Project Directorate V. 89/02/16. BASKIN.K.P. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp. 48589:127-48589:135. 

-8902270511 Notice of consideration of issuance of amends to Licenses NPF-10 & 
NPF-15 & opportunity for hearing.Amends revise Tech Specs re reactor protective in- 
strumentation & ESFAS instrumentation. 

KNIGHTON, G.W. Project Directorate V. 89/02/16. 6pp. 48589:128-48589:135. 


8902270534 Forwards notice of denial of Proposed Amend PCN-224 to Licenses NPF- 
10 & NPF-15, revising Tech Specs for main steam line isolation valves to include oper- 
ab'i'ty recjireronts fcr main feedwater & auxiliary feedwater isolation valves. 

H JKVA'O.L 7 . =ro 1 »-:: Directorate V. 89/02/16. BASKIN.K.P. Southern California 
Ecison Co C:C”CN,G.D San Diego Gas & Electric Co. 6pp. 48588:218-48588:226. 

-8902270541 Notice of denial of amends to Licenses NPF-10 & NPF-15. revising Tech 
Specs re main steam line isolation valves to include operability requirements for main 
feedwater isolation & steam generator sample isolation valves. 

HICKMAN, D.E. Project Directorate V. 89/02/16. 3pp. 48588:224-48588:226. 

8903010341 Forwards notice of issuance of amends to Licenses NPF-10 & NPF-15, re- 
vising Tech Spec 3Z4.3.3.3, "Seismic Instrumentation." 

HICKMAN, D.E. Project Directorate V. 89/02/16. BASKIN.K.P. Southern California 
Edison Co. COTTON, G.D. San Diego Gas & Electric Co. 3pp. 48648:050-48648:057. 

-8903010350 Notice of consideration of issuance of amends to Licenses NPF-10 & 
NPF-15, changing Tech Spec 3/4.3.3.3, "Seismic Instrumentation" to revise surveil- 
Inrcn test rtc.-va' from once every 18 months to once per refueling interval. 

K.t GHTOVG.'.V Project Directorate V. 89/02/16. 5pp. 48648:053-48648:057. 


8903010358 Forwards notice of consideration of issuance of amends to Licenses NPF- 
10 * NPF-15, revising Tech Spec 3/4.1.3. "Position Indicator Channel- Shutdown." 
HICKMAN, D.E. Project Directorate V. 89/02/16. BASKIN, E.P. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp. 48646:184-48646:191. 


-8903010361 Notice of consideration of issuance of amends to Licenses NPF-10 & 
^E&75t r J? visin 9 Tech s P ec 3/4. 1.3.3, "Position Indicator Channel-Shutdown." 
KNIGHTON.G.W. Project Directorate V. 89/02/16. 5pp. 48646:187-48646:191. 


8903030021 Forwards notice of consideration of issuance of amends NPF-10 & NPF-15 
& opportunity for hearing on 881230 request re revising Tech Spec 3/4.3.3.1, “Radi- 
ation Mcritcr'rc 'ostrurcntation'’ & Tech Spec 3/4.3.3, "ESF Actuation...." 
HICKVA’O.-E. Froioct Directorate V. 89/02/16. BASKIN, K.P. Southern California 
Eoison Co. COTTCN.3.D. San Diego Gas ft Electric Co. 3pp. 48692:084-48692:091. 


8903030025 Notice of consideration of issuance of amends to Licenses NPF-10 & NPF- 
15 & opportune,' for hearing on 881230 request re revising Tech Spec 3/4.3.3.1, “Ra- 
dia:ic-‘ \ on -onng Instrumentation” & Tech Spec 3/4.3.2, Y ‘ESF Actuation...." 

K.VG HTCN.G .V ^reject Directorate V. 89/02/16, 5pp. 48692:087-48692:091. 


8903130561 Forwards notice of consideration of issuance of amends to Licenses NPF- 
10 & NPF-15 & opportunity for hearing re revised Tech Spec 3/4.3.1, “Reactor Pro- 
tective Instrumentation." 

HICKMAN, D.E. Project Directorate V. 89/02/16. BASKIN.K.P. Southern California 
Edison Co. 3pp. 48821:291-48821:298. 


-^S! 1 ?, 0591 Notice of consideration of issuance of amends to Licenses NPF-10 & 
NPF-15 proposed NSHC determination & opportunity for hearing.Proposed change 
woyJS revise Tech Spec 3/4.3.1, "Reactor Protective Instrumentation." 

KNIGHTON, G.W. Project Directorate V. 89/02/16, 5pp. 48821:294-48821:298, 

8903090107 Forwards notice of consideration of issuance of amends to Licenses NPF- 
1 0 & NPF-1 5 re Tech Spec 3/4.7.6, "Snubbers." 

HICKMAN.D.E. Project Directorate V. 89/02/17. BASKIN, K.P. Southern California 
Edison Co. COTTON, G.D. San Diego Gas & Electric Co. 4pp. 48800:31 1-48800:320. 

-ftWafl90109 Notice of consideration of issuance of amends to Licenses NPF-10 & 
NF>F^1 5 & opportunity for hearing.Amend revises Tech Spec 3/4.7,6, "Snubbers." 
KNIGHTON.G.W. Project Directorate V. 89/02/17. 6pp. 48800:315-48800:320. 

8903010318 Responds to programmed enhancements identified in Generic Ltr 88-17, 
Loss of DHR.' Two independent,continuous full-range RCS water level indications, w/ 
low level alarm capability, will be provided in control room. 

MEDFORD, M.O. Southern California Edison Co. 89/02/21. Document Control Branch 
(Document Control Desk). 8pp. 48644:075-48644:082. 

8903020311 Requests expeditious review of Proposed Change PCN-278 re rev of Tech 
Specs concerning updated PT curves to preclude plant shutdown.Change in low temp 
bounded by original relief valve sizing calculation. 

NANDY.F.R, Southern California Edison Co. 89/02/23. Document Control Branch 
(Document Control Desk). 2pp. 48669:106-48669:107. 


8903100369 Advises that util estimates that revised pressure-temp curves for four EFPY 
expire on 89041 1.NRC approval required prior to 890411 to preclude unnecessary 
plant shutdown. 

NANDY.F.R. Southern California Edison Co. 89/03/01. Document Control Branch 
(Document Control Desk). Ip. 48802:312-48802:312. 

8903160428 Summary of 890227 meeting w/C-E Owners Group in Rockville, MD re im- 
plications of implementing auxiliary mitigating sys actuation circuitry, per ATWS rule.List 
0 f rp.ee+inn attendees & viewgraphs end. 

-■CS- JSN^.r: Project Directorate IV. 89/03/03. Project Directorate IV. 28pp. 
48884:210-48884:237. 

8903150108 Forwards Amend Applications 78 & 64 to Licenses NPF-10 & NPF- 
1 S.rospr- -tlve'y.c cnssrirg of Proposed Change NPF-1 0/1 5-287 increasing capacity of 
jo: st.vnoG r.ao'KSpcr 'even Specs 3.9.7, 5.6. 1.b & 5.6.2. 

B.’iSK N,K P So./hrrn California Edison Co. 89/03/10. Document Control Branch 
(Document Control Desk). 4pp. 48863:297-48865:058. 

-8903150115 Requests that proprietary Rev 1 to WNEP-8901, "San Onofre Units 2 & 3 
Fuel Rack Seismic Ana'vsis Methods & Parameters," be withheld from public 
disclosure, per : 3C-R2 /T/.)(o)(-'-) 

WIESEMANN.R.A. Westinghouse Electric Corp. 89/02/10. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 10pp. 48863:301-48863:310. 

-8903150118 Application for amends to Licenses NPF-10 & NPF-15, cons ! st : nc o' P-c 
posed Change NPF-1 0/1 5-287, revising Tech Specs 3.9.7, 5.6.1. b & 5 6 2 :c ' ; n:r«jaso 
capacity of fuel storage pool racks. 

BASKIN.K.P. Southern California Edison Co. 89/03/10. 23pp. 48863:311-48863:333. 

—8903150120 Proposed Tech Specs 3.9.7,5.6.1.b & 5.6.2, increasing capacity of fuel 
storage pool racks. 

* Southern California Edison Co. 89/03/10. 20pp. 48863:334-48863:354. 

-8903150133 "San Onofre Units 2 & 3 Fuel Rack Seismic Analysis Methods & Param- 
eters." 

FLANDERS, H.E., WATSON, T.C., GREEN, D.J. Westinghouse Electric Corp. WNEP- 
8909 R00. 89/02/28. 58pp. 48863:355-48864:055. 

-89031 5C 148 "Spent Fuel Pool Reracking Licensing Rept." 

* Southern California Edison Co. 89/03/31. 280pp. 48864:056-48865:058. 

8903170064 Forwards Amend Application 79 to License NPF- i 0.ccns : st i rg of Proposed 
Ted- Scoc Change PCN-290, revising Tech Spec 3/4.10, “Spars' les: receptions" & 
■nc :i:iir.g new Scoc 2/4.10.7, "18 Month Channel Calibre" to Tech Specs. 

BASKIN, K i* Scunfi’n California Edison Co. 89/03/10. Document Control Branch 
(Document Control Desk). Ip. 48900:310-48900:324. 

—8903170068 Amend Application 79 to License NPF-1 0.consisting of Proposed Tech 
Spec Change PCN-290, revising Tech Spec 3/4.10, "Special Test Exceptions” to in- 
clude new Spec 3/4.10.7, "18 Month Channel Calibre." 

BASKIN.K.P. Southern California Edison Co. 89/03/10. Document Control Branch 
(Document Control Desk). 6pp. 48900:311-48900:316. 

-8903170073 Proposed Tech Specs Change NPF-1 0-290 to revise Tech Spec 3/4.10, 
"Special Test Exceptions," & include new Spec 3/4.10.7, "18 Month Channel Calibr." 

* Southern California Edison Co. 89/03/10. 8pp. 48900:317-48900:324. 

8903220316 Forwards Amend Applications 163,76 & 62 to OLs DPR-1 3, NPF-10 & NPF- 
15, consisting of proposed changes DPR-1 3-203 (PCN-203) & NPF-1 0/1 5-286 (PCN- 
286), including proposed Rev 23 to physical security plan. 

BASKIN, K.P. Southern California Edison Co. 8'J.C3/15. Document Control Branch 
(Document Control Desk). 2pp. 49003:115-49003:151. 

-8903220321 Application for amends to Licenses DPR-1 3.NPF-10 & NPF-15, consisting 
of Proposed Changes PCN-203 & PCN-286 including Rev 23 to physical security plan. 
BASKIN, K.P. Southern California Edison Co. 89/03/15. 18pp. 49003:117-49003:134. 

-8903220323 Proposed Tech Specs.updating License Conditions 3.G & 2.E to reflect 
proposed Rev 23 to physical security plan. 

* Southern California Edison Co. 89/03/15. 17pp. 49003:135-49003:151. 

8903210097 Notifies NRC of further delay due to extended outage activities associated 
w/Unit 1 return to svc.per Generic Ltr 88-14, "Instrument Air Supply Sys Problems 
Affecting Safety-Related Equipment.” 

NANDY.F.R. Southern California Edison Co. 89/03/16. Document Control Branch 
(Document Control Desk). 1 p. 48984:004-48984:004. 

8903240176 Forwards listing of proposed changes to Tech Specs to support 18-month 
surveillance interval extension for sprinkler & spray sys for fire-rated 
assemblies, snubbers, hydrogen recombiners & ac & dc sources. 

BASKIN.K.P. Southern California Edison Co. 89/03/20. Document Control Branch 
(Document Control Desk). 4pp. 49038:083-49038:086. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903270208 Notification of 890406 meeting w/util in Rockville.MD to discuss CEA drop 
time testing at plant 

HICKMAN.D.E. Project Directorate V. 89/03/22. KNIGHTON.G.W. Project Directorate 
V. 4pp. 49054:066-49054:069. 


Q. Inspection reports, IE Bulletins ft correspondence 

8902270281 Forwards SALP Mgt Meeting Repts 50-206/88-32,50-361/88-33 & 50-362/ 
88-35 on 881213.Util 890113 response to SALP rept shows substantial improvement 
in identified areas of weakness. 

MARTIN, J.B. Region 5, Ofc of the Director. 89/01/31. FOGARTY, D.J. Southern Cali- 
fornia Edison Co. 4pp. 48586:122-48586:171. 
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-8902270289 SALP Meeting Repts 50-206/88-32,50-361/88-33 & 50-362/88-35 on 
881213.Major areas discussed:results of most recent SALP, covering period Oct 1987 
-Sept 1988. 

HUEY.F.R., JOHNSON.P.R. Region 5, Ofc of the Director. 89/01/31. 5pp. 48586:126- 
48586:171. 

8902280048 Forwards insp Repts 50-206/89-04,50-361/89-04 & 50-362/88-29 on 
890123-27.No violations or deviations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/02/10. BASKIN, K.P. Southern Califor- 
nia Edison Co. 2pp. 48632:355-48632:361 . 

-8902280054 Insp Repts 50-206/89-04,50-361/89-04 & 50-362/88-29 on 890123- 
27.No violations or deficiencies noted.Major areas inspected:emergency preparedness 
program & previous insp findings. 

PRENDERGAST.K., FISH.R.F. Region 5, Ofc of the Director. 89/02/10. 5pp. 
48632:357-48632:361. 

8902280333 Informs that util 890105 response to NRC Bulletin 88-004, "Potential 
Safety-Related Pump Loss." fulfills requirement. 

HICKMAN.D.E. Project Directorate V. 89/02/13. BASKIN.K.P. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 4pp. 48624:220-48624:223. 

8903080012 Forwards Insp Repts 50-206/88-28,50-361/88-29 & 50-362/88-31 on 
881 118-8901 1 2 & notice of violation. 

ZIMMERMAN.R.P. Region 5. Ofc of the Director. 89/02/16. BASKIN.K.P. Southern 
California Edison Co. 2pp. 48768:237-48768:257. 

-8903080022 Insp Repts 50-206/88-28,50-361/88-29 & 50-362/88-31 on 881 IIS- 
8901 12. Violations noted.Major areas inspected: operational safety 

verification, radiological protection, security, evaluation of plant trips & events & LERs 
review. 

HUEY.F.R., TATUM, J.E., HON.A.L. Region 5, Ofc of the Director. 89/02/13. 17pp. 
48768:241-48768:257. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903090299 Forwards Safeguards Insp Repts 50-206/89-05,50-361/89-05 & 50-362/ 
89-05 on 890206-1 0.No violations noted.Rept withheld (ref 10CFR2.790(d)). 

PATE.R.J. Region 5, Ofc of the Director. 89/02/28. BASKIN.K.P. Southern California 
Edison Co. 2pp. 48783:289-48783:290. 

'8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741 :053-48741:1 58. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903200354 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation.” Util will provide NRC w/results of plant-specific analysis required by NRC Bul- 
letin 88-011 Action Item l.d by 910204. 

NANDY.F.R. Southern California Edison Co. 89/03/08. Document Control Branch 
(Document Control Desk). 2pp. 48983:147-48983:148. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22, 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8908170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903080428 "San Onofre Nuclear Generating Station Semiannual Effluent Rept Jul-Dec 
1988." W/890227 Itr. 

MORGAN, H.E. Southern California Edison Co. 88/12/31. 120pp. 48742:087- 
48742:198. 

8903100500 "Annual Personnel Monitoring Rept, 1988." W/890228 Itr. 

MORGAN, H.E. Southern California Edison Co. 88/12/31. 3pp. 48827:326-48827:328. 

8902270216 Monthly operating repts for Jan 1989 for San Onofre Nuclear Generating 
Station Units 2 & 3.W/89021 4 Itr. 

SIACOR.E.R., MORGAN, H.E. Southern California Edison Co. 89/01/31. 12pp. 
48586:099-48586:110. 

8903100514 Forwards annual RCS specific activity rept.Unit 2 specific activity exceeded 
limits of Tech Spec 3.4.7 on one occasion during 1988 & on no occasions did Unit 1 
or 3 exceed limits. 

MORGAN, H.E. Southern California Edison Co. 89/02/23. Document Control Branch 
(Document Control Desk). 3pp. 48804:015-48804:017. 

8903210416 Monthly operating repts for Feb 1989 for San Onofre Nuclear Generating 
Station Units 2 & 3.W/89031 3 Itr. 

SIACOR.E.R., MORGAN, H.E. Southern California Edison Co. 89/02/28. 13pp. 
48982:051-48982:063. 


S. Reportable occurrences, LERs & related correspondence 

8902270254 PNO-V-89-014:on 890209, panel annunciators illuminated before startup 
which indicated core protection calculators to be inoperable, but crew observed that 
console indications were normal.Licensee investigation still in progress. 

JOHNSON, P., HUEY.R. Region 5, Ofc of the Director. 89/02/09. 2pp. 48584:173- 
48584:174. 

8902230487 Advises that on 8901 12, unit shut down due to failure of motor on auxiliary 
feedwater pump 2P-1 41. Caused by failed welds on two core lamination stiffeners & 
welding & QC procedures at time of mfg.Photographs of failed motor end. 
NANDY.F.R. Southern California Edison Co. 89/02/10. Document Control Branch 
(Document Control Desk). 4pp. 48569:197-48569:198. 

8902280505 RO:monthly followup rept re Tech Spec fire-rated assemblies, specifically 
fire doors.found inoperable during routine surveillances in Jan 1989. Jan rept includes 
12 latching mechanism failures & 14 closure mechanism failures. 

MORGAN, H.E. Southern California Edison Co. 89/02/13. MARTIN, J.B. Region 5, Ofc 
of the Director. 2pp. 48626:259-48626:261. 

8902280146 Summary of Operating Reactors Events Meeting 89-07 on 890215.List of 
attendees, list of events discussed, summary of events for long term followup or input 
to NRC performance indicator program & summary of reactor scrams end. 
LANNING.W.D. Events Assessment Branch. 89/02/17. ROSSLC.E. Division of Oper- 
ational Events Assessment (Post 870411). 25pp. 48633:054-48633:078. 

8903140382 LER 88-036-00:on 881216,discovered spent fuel handling machine oper- 
ation with post-accident cleanup units inoperable.Caused by inadequate procedural 
controls & incomplete understanding of requirements. W/890306 Itr. 

MORGAN, H.E. Southern California Edison Co 80*C3/O6 2pp. 48855:078-48855:079. 

8903200137 LER 89-002-00:on 890205, nitrogen leak from actuator K ttinq to feedwater 
block valve found.Caused by lack of Tech Spec action s:a;cr.en:.Tech Spec amend 
request implemented. W/890306 Itr. 

MORGAN, H.E. Southern California Edison Co. 89/03/06. 2pp. 48970:248-48970:249. 

8903220427 LER 89-004-00:on 890209, operators perceived all four channels of core 
protection calculators (CPC) to be inoperable.Caused by operators 
m'sJr.dc■rs:a•'d'pg.C".ha'’t:om^^n , made to applicable procedures. W/89031 3 Itr. 
MORGAN.I- E . MCR3AN.M.E. Southern California Edison Co. 89/03/13. 10pp. 
49020:110-49020:119. 


V. Operator Examinations 


8902270369 Requests end ref matl be submitted by 890227 for reactor operator licens- 
ing exams scheduled for 890505. Inadequate or incomplete ref matl may result in 
exam rescheduled. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/02/09. MCCARTHY, C.B. Southern 
California Edison Co. 11pp. 48587:174-48587:184. 

8903280047 Confirms termination of JG LaPratt employment w/util effective on 890314. 
MORGAN.H.E. Southern California Edison Co. 89/03/17. Document Control Branch 
(Document Control Desk), 1 p. 49073:360-49073:360. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


8903020299 "Dept of California Highway Patrol, Border Div Nuclear Response Plan for 
San Onofre Nuclear Generating Station." 

* California, State of. 89/01/31. 47pp. 48669:294-48669:340. 

8902280048 Forwards Insp Repts 50-206/89-04.50-361/89-04 & 50-362/88-29 on 
8901 23-27. No violations or deviations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/02/10. BASKIN.K.P. Southern Califor- 
nia Edison Co. 2pp. 48632:355-48632:361. 
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-6902280054 Imp Repts 50-206/89-04,50-361/89-04 & 50-362/88-29 on 890123- 
27.No violations or deficiencies noted. Major areas inspectedremergency preparedness 
program & previous insp findings. 

PRENDERGAST.K. Region 5. Ofc of the Director. 89/02/10. 5pp. 48632:357- 
48632:361. 

8902230034 Forwards Rev 17A to physical security plan.Rev withheld (ref 10CFR73.21). 
MORGAN, H.E. Southern California Edison Co. 89/02/16. Document Control Branch 
(Document Control Desk). Ip. 48569:301-48569:301. 

8903080012 Forwards Insp Repts 50-206/88-28.50-361/88-29 & 50-362/88-31 on 
881 1 1 8-8901 1 2 & notice of violation. 

ZIMMERMAN, R.P. Region 5. Ofc of the Director. 89/02/16. BASKIN.K.P. Southern 
California Edison Co. 2pp. 48768:237-48768:257. 

-8903080022 insp Repts 50-206/88-28,50-361/88-29 & 50-362/88-31 on 881 IIS- 
8901 12.Violations noted.Major areas inspected: operational safety 

verification, radiological protection, security.evaluation of plant trips & events & LERs 

HUEY.F.R. Region 5, Ofc of the Director. 89/02/13. 17pp. 48768:241-48768:257. 

8903090218 Forwards Rev 7 to security force training & qualification plan.Rev withheld 
(ref 10CFR73.21). 

MORGAN.H.E. Southern California Edison Co. 89/02/21. Document Control Branch 
(Document Control Desk). Ip. 48783:214-48783:214. 

8903080481 Advises that 871229,880204 & 890216 Revs 4A,5 & 5A, respectively.to 
sa feg uard s continaencv plan accep tab le. 

. PATE.R.J. Region!, Ofc of the Director. 89/02/27. MORGAN.H.E. Southern Califor- 
nia Edison Co. 3pp. 48748:344-48748:346. 

8903090299 Forwards Safeguards Insp Repts 50-206/89-05,50-361/89-05 & 50-362/ 
89-05 on 890206-10.No violations noted.Rept withheld (ref 10CFR2.790(d)). 

PATE.R.J. Region 5, Ofc of the Director. 89/02/28. BASKIN.K.P. Southern California 
Edison Co. 2pp. 48783:289-48783:290. 

8903170361 Revised EPIPs.including Temporary Change Notice 4-3 to Rev 4 to SOI 23- 
VIII-10,Temporary Change Notice 0-2 to Rev 0 to SOI 23-VI 11-1 0.1 & Temporary 
Change Notice 2-1 0 to Rev 2 to SOI 23-VIII-0.301 .W/890308 Itr. 

PLAPPERT.R.D. Southern California Edison Co. 89/03/08. 300p. 48952:024- 
48953:031. 

8903210335 Advises that 880204 & 890216 Revs 17 & 17A to physical security 
plan.respectively.consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion 
in plan. 

PATE.RJ. Region 5, Ofc of the Director. 89/03/13. MORGAN.H.E. Southern Califor- 
nia Edison Co. 3pp. 48992:328-48992:330. 

8903220316 Forwards Amend Applications 163,76 & 62 to OLs DPR-13.NPF-10 & NPF- 
15, consisting of proposed changes DPR-1 3-203 (PCN-203) & NPF-1 0/1 5-286 (PCN- 
286), including proposed Rev 23 to physical security plan. 

BASKIN, K.P. Southern California Edison Co. 89/03/15. Document Control Branch 
(Document Control Desk). 2pp. 49003:115-49003:151. 

-8903220321 Application for amends to Licenses DPR-1 3, NPF-1 0 & NPF-1 5, consisting 
of Proposed Changes PCN-203 & PCN-286 including Rev 23 to physical security plan. 
BASKIN.K.P. Southern California Edison Co. 89/03/15. 18pp. 49003:117-49003:134. 

-8903220323 Proposed Tech Specs, updating License Conditions 3.G & 2.E to reflect 
proposed Rev 23 to physical security plan. 

* Southern California Edison Co. 89/03/15. 17pp. 49003:135-49003:151. 

8903240176 Forwards listing of proposed changes to Tech Specs to support 18-month 
surveillance interval extension for sprinkler & spray sys for fire-rated 
assemblies, snubbers, hydrogen recombiners & ac & dc sources. 

BASKIN.K.P. Southern California Edison Co. 89/03/20. Document Control Branch 
(Document Control Desk). 4pp. 49038:083-49038:086. 


I. Financial information 

8903140589 Forwards cash flow statement & annual rept to Securities & Exchange 
Commission for yr ending 881231. 

GONZALES.J. Southern California Edison Co. 89/03/08. Document Control Branch 
(Document Control Desk). 44pp. 48855:231-48855:274. 


P. Operating license stage documents & correspondence 

8902270367 Forwards corrected pages for Amends 69 & 58 to Licenses NPF-1 0 & 
NPF-1 5, respectively. Amends incorrectly designated Amends 69 & 38 & contained 
typos & administrative errors. 

HICKMAN, D.E Project Directorate V. 89/02/10. BASKIN, K.P. Southern California 
Edison Co. 4pp. 48587:236-48587:276. 

-8902270372 Amends 69 & 58 to Licenses NPF-1 0 & NPF-1 ^respectively, correcting 
amend numbers, typos & administrative errors. 

* NRC - No Detailed Affiliation Given. 89/02/10. 37pp. 48587:240-48587:276. 

8903020699 Forwards notice of issuance of amends to Licenses NPF-1 0 & NPF-1 5 & 
opportunity for hearing on 881024 request re change to Tech Spec 3/4.8. 1.1, “AC 

HICKMAN, D.E. Project Directorate V. 89/02/10. BASKIN, K.P. Southern California 
Edison Co. 3pp. 48673:351-48673:358. 

-8903020701 Notice of consideration of issuance of amends to Licenses NPF-1 0 & 
NPF-1 5 & opportunity for hearing on 881024 request Amends revise Tech Spec 3/ 
4 8.1 “AC So u rc es ” 

CHAN.T.L. Project Directorate V. 89/02/10. 5pp. 48673:354-48673:358. 

8902270403 Forwards notice of consideration of issuance of amends to Licenses NPF- 
10 & NPF-1 5 & opportunity for hearing on 881219 request to revise Tech Spec 3/ 
4.3.3.1, “Radiation Monitoring Instrumentation." 

HICKMAN, D.E Project Directorate V. 89/02/16. BASKIN, K.P. Southern California 
Edison Co. 3pp. 48589247-48589.254. 


-8902270404 Notice of consideration of issuance of amends to Licenses NPF-1 0 & 
NPR-15 & opportunity for hearing.Amends revise Tech Spec 3/4.3.3.1, “Radiation 
Monitoring Instrumentation.” 

KNIGHTON, G.W. Project Directorate V. 89/02/16. 5pp. 48589:250-48589:254. 

8902270409 Forwards notice of consideration of issuance of amends to Licenses NPF- 
10 & NPF-1 5 re 881107 request to revise Tech Specs 3/ 

4.4.8.1, 3.4.1. 4.1, 3.4.1. 3, 3.4.8.3.1 & 3.4.8.3.2. 

HICKMAN, D.E. Project Directorate V. 89/02/16. BASKIN.K.P. Southern California 
Edison Co. COTTON, G.D. San Diego Gas & Electric Co. 3pp. 48588:193-48588:202. 

-8902270411 Notice of consideration of issuance of amends to Licenses NPF-1 0 & 
NPF-1 5 & proposed NSHC determination & opportunity for hearing.Amend revises 
Tech Specs 3/4.1. 4.1 ,3.4.1 .4.1, 3.4.1.3.3.4.8.3.1 & 3.4.8.3.2. 

KNIGHTON, G.W. Project Directorate V. 89/02/16. 7pp. 48588:196-48588:202. 

8902270502 Forwards notice of consideration of issuance of amends to Licenses NPF- 
10 & NPF-1 5 & opportunity for hearing.Amends revise Tech Specs re reactor protec- 
tive instrumentation & ESFAS instrumentation. 

HICKMAN, D.E. Project Directorate V. 89/02/16. BASKIN, K.P. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp. 48589:127-48589:135. 

-8902270511 Notice of consideration of issuance of amends to Licenses NPF-1 0 & 
NPF-1 5 & opportunity for hearing.Amends revise Tech Specs re reactor protective in- 
strumentation & ESFAS instrumentation. 

KNIGHTON, G.W. Project Directorate V. 89/02/16. 6pp. 48589:128-48589:135. 

8902270534 Forwards notice of denial of Proposed Amend PCN-224 to Licenses NPF- 
10 & NPF-1 5, revising Tech Specs for main steam line isolation valves to include oper- 
ability requirements for main feedwater & auxiliary feedwater isolation valves. 
HICKMAN, D.E. Project Directorate V. 89/02/16. BASKIN.K.P. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 6pp. 48588:218-48588:226. 

-8902270541 Notice of denial of amends to Licenses NPF-1 0 & NPF-1 5. revising Tech 
Specs re main steam line isolation valves to include operability requirements for main 
feedwater isolation & steam generator sample isolation valves. 

HICKMAN, D.E. Project Directorate V. 89/02/16. 3pp. 48588:224-48588:226. 

8903010341 Forwards notice of issuance of amends to Licenses NPF-1 0 & NPF-1 5, re- 
vising Tech Spec 3/4.3.3.3, “Seismic Instrumentation." 

HICKMAN.D.E. Project Directorate V. 89/02/16. BASKIN, K.P. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp. 48648:050-48648:057. 

-8903010350 Notice of consideration of issuance of amends to Licenses NPF-1 0 & 
NPF-1 5, changing Tech Spec 3/4.3.3.3, “Seismic Instrumentation” to revise surveil- 
lance test interval from once every 1 8 months to once per refueling interval. 
KNIGHTON, G.W. Project Directorate V. 89/02/16. 5pp. 48648:053-48648:057. 

8903010358 Forwards notice of consideration of issuance of amends to Licenses NPF- 
10 & NPF-1 5, revising Tech Spec 3/4.1.3, “Position Indicator Channel- Shutdown." 
HICKMAN.D.E. Project Directorate V. 89/02/16. BASKIN, EP. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp. 48646:184-48646:191. 

-8903010361 Notice of consideration of issuance of amends to Licenses NPF-1 0 & 
NPF-1 5, revising Tech Spec 3/4.1. 3.3, "Position Indicator Channel-Shutdown.” 
KNIGHTON.G.W. Project Directorate V. 89/02/16. 5pp. 48646:187-48646:191. 

8903030021 Forwards notice of consideration of issuance of amends NPF-1 0 & NPF-1 5 
& opportunity for hearing on 881230 request re revising Tech Spec 3/4. 3. 3.1, “Radi- 
ation Monitoring Instrumentation” & Tech Spec 3/4.3.3, “ESF Actuation....” 
HICKMAN.D.E. Project Directorate V. 89/02/16. BASKIN, K.P. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp. 48692:084-48692:091. 

8903130561 Forwards notice of consideration of issuance of amends to Licenses NPF- 
10 & NPF-1 5 & opportunity for hearing re revised Tech Spec 3/4.3. 1, “Reactor Pro- 
tective Instrumentation.” 

HICKMAN.D.E. Project Directorate V. 89/02/16. BASKIN, K.P. Southern California 
Edison Co. 3pp. 48821:291-48821:298. 

-8903130591 Notice of consideration of issuance of amends to Licenses NPF-1 0 & 
NPF-1 5 proposed NSHC determination & opportunity for hearing.Proposed change 
would revise Tech Spec 3/4.3.1, "Reactor Protective Instrumentation.” 
KNIGHTON.G.W. Project Directorate V. 89/02/16. 5pp. 48821:294-48821:298. 

8903090107 Forwards notice of consideration of issuance of amends to Licenses NPF- 
10 & NPF-1 5 re Tech Spec 3/4.7.6, "Snubbers.” 

HICKMAN.D.E. Project Directorate V. 89/02/17. BASKIN, K.P. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 4pp. 48800:311-48800:320. 

-8903090109 Notice of consideration of issuance of amends to Licenses NPF-1 0 & 
NPF-1 5 & opportunity for hearing.Amend revises Tech Spec 3/4.7.6, “Snubbers.” 
KNIGHTON.G.W. Project Directorate V. 89/02/17. 6pp. 48800:315-48800:320. 

8903010318 Responds to programmed enhancements identified in Generic Ltr 88-17, 
“Loss of DHR.” Two independent,continuous full-range RCS water level indications, w/ 
low level alarm capability.will be provided in control room. 

MEDFORD, M.O. Southern California Edison Co. 89/02/21. Document Control Branch 
(Document Control Desk). 8pp. 48644:075-48644:082. 

8903020311 Requests expeditious review of Proposed Change PCN-278 re rev of Tech 
Specs concerning updated PT curves to preclude plant shutdown.Change in low temp 
overpressurization still bounded by original relief valve sizing calculation. 

NANDY.F.R. Southern California Edison Co. 89/02/23. Document Control Branch 
(Document Control Desk). 2pp. 48669:1 06-48669:1 07. 

8903160428 Summary of 890227 meeting w/C-E Owners Group in Rockville, MD re im- 
plications of implementing auxiliary mitigating sys actuation circuitry,per ATWS rule.Ust 
of meeting attendees & viewgraphs end. 

POSLUSNY.C. Project Directorate IV. 89/03/03. Project Directorate IV. 28pp. 
48884:210-48884:237. 

8903150108 Forwards Amend Applications 78 & 64 to Licenses NPF-10 & NPF- 
15, respectively, consisting of Proposed Change NPF-1 0/1 5-287 increasing capadty of 
fuel storage racks, per Tech Specs 3.9.7,5.6.1.b & 5.6.2. 

BASKIN, K.P. Southern California Edison Co. 89/03/10. Document Control Branch 
(Document Control Desk). 4pp. 48863:297-48865:058. 
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-8903150115 Requests that proprietary Rev 1 to WNEP-8901, "San Onofre Units 2 & 3 
Fuel Rack Seismic Analysis Methods & Parameters," be withheld from public 
disclosure, per 10CFR2.790(b)(4). 

WIESEMANN.R.A. Westinghouse Electric Corp. 89/02/10. MURLEV.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1 ). 1 0pp. 48863:301 -48863:31 0. 

-8903150118 Application for amends to Licenses NPF-10 & NPF-15, consisting of Pro- 
posed Change NPF-1 0/1 5-287, revising Tech Specs 3.9.7,5.6.1.b & 5.6.2 to increase 
capacity of fuel storage pool racks. 

BASKIN, K.P. Southern California Edison Co. 89/03/10. 23pp. 48863:311-48863:333. 

-8903150120 Proposed Tech Specs 3.9.7, 5.6.1. b & 5.6.2,increasing capacity of fuel 
storage pool racks. 

* Southern California Edison Co. 89/03/10. 20pp. 48863:334-48863:354. 

-8903150133 "San Onofre Units 2 & 3 Fuel Rack Seismic Analysis Methods & Param- 
eters." 

FLANDERS, H.E., WATSON, T.C., GREEN.D.J. Westinghouse Electric Corp. WNEP- 
8909 R00. 89/02/28. 58pp. 48863:355-48864:055. 


8902210351 Suppl 1 to NRC info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903090299 Forwards Safeguards Insp Repts 50-206/89-05,50-361/89-05 & 50-362/ 
89-05 on 890206-1 0.No violations noted.Rept withheld (ref 10CFR2.790(dj). 

PATE.R.J. Region 5, Ofc of the Director. 89/02/28. BASKIN.K.P. Southern California 
Edison Co. 2pp. 48783:289-48783:290. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 


-8903150148 "Spent Fuel Pool Reracking Licensing Rept." 

* Southern California Edison Co. 89/03/31. 280pp. 48864:056-48865:058. 

8903220316 Forwards Amend Applications 163,76 & 62 to OLs DPR-13, NPF-10 & NPF- 
15, consisting of proposed changes DPR-13-203 (PCN-203) & NPF-10/1 5-286 (PCN- 
286), including proposed Rev 23 to physical security plan. 

BASKIN, K.P. Southern California Edison Co. 89/03/15. Document Control Branch 
(Document Control Desk). 2pp. 49003:115-49003:151. 


8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 


-8903220321 Application for amends to Licenses DPR-13, NPF-10 & NPF-15, consisting 
of Proposed Changes PCN-203 & PCN-286 including Rev 23 to physical security plan. 
BASKIN, K.P. Southern California Edison Co. 89/03/15. 18pp. 49003:117-49003:134. 

-8903220323 Proposed Tech Specs, updating License Conditions 3.G & 2.E to reflect 
proposed Rev 23 to physical security plan. 

* Southern California Edison Co. 89/03/15. 17pp. 49003:135-49003:151. 

8903210097 Notifies NRC of further delay due to extended outage activities associated 
w/Unit 1 return to svc, per Generic Ltr 88-14, "Instrument Air Supply Sys Problems 
Affecting Safety-Related Equipment." 

NANDY.F.R. Southern California Edison Co. 89/03/16. Document Control Branch 
(Document Control Desk). Ip. 48984:004-48984:004. 

8903240176 Forwards listing of proposed changes to Tech Specs to support 18-month 
surveillance interval extension for sprinkler & spray sys for fire-rated 
assemblies,snubbers, hydrogen recombiners & ac & dc sources. 

BASKIN, K.P. Southern California Edison Co. 89/03/20. Document Control Branch 
(Document Control Desk). 4pp. 49038:083-49038:086. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York. Inc. 57pp. 48960:001-48960:057. 

8903270208 Notification of 890406 meeting w/util in Rockville.MD to discuss CEA drop 
time testing at plant. 

HICKMAN, D.E. Project Directorate V. 89/03/22. KNIGHTON, G.W. Project Directorate 
V. 4pp. 49054:066-49054:069. 


Q. Inspection reports, IE Bulletins & correspondence 


8902270281 Forwards SALP Mgt Meeting Repts 50-206/88-32,50-361/88-33 & 50-362/ 
88-35 on 881213.Util 890113 response to SALP rept shows substantial improvement 
in identified areas of weakness. 

MARTIN.J.B. Region 5, Ofc of the Director. 89/01/31. FOGARTY, D.J. Southern Cali- 
fornia Edison Co. 4pp. 48586:122-48586:171. 

-8902270289 SALP Meeting Repts 50-206/88-32,50-361/88-33 & 50-362/88-35 on 
881213.Major areas discussed:results of most recent SALP, covering period Oct 1987 
-Sept 1988. 

HUEY.F.R., JOHNSON, P.R. Region 5, Ofc of the Director. 89/01/31. 5pp. 48586:126- 
48586:171. 

8902280048 Forwards Insp Repts 50-206/89-04,50-361/89-04 & 50-362/88-29 on 
890123-27.No violations or deviations noted. 

YUHAS,G.P. Region 5, Ofc of the Director. 89/02/10. BASKIN, K.P. Southern Califor- 
nia Edison Co. 2pp. 48632:355-48632:361, 

-8902280054 Insp Repts 50-206/89-04,50-361/89-04 & 50-362/88-29 on 890123- 
27.No violations or deficiencies notedMajor areas inspected:emergency preparedness 
program & previous insp findings. 

PRENDERGAST,K., fIsH.R.f! Region 5, Ofc of the Director. 89/02/10. 5pp. 
48632:357-48632:361. 


8902280333 Informs that util 890105 response to NRC Bulletin 88-004, "Potential 
Safety-Related Pump Loss," fulfills requirement. 

HICKMAN, D.E. Protect Directorate V. 89/02/13. BASKIN.K.P. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 4pp. 48624220-48624:223. 

8903080012 Forwards Insp Repts 50-206/88-28,50-361/88-29 & 50-362/88-31 on 
881 1 1 8-8901 1 2 & notice of violation. 

ZIMMERMAN, R.P. Region 5, Ofc of the Director. 89/02/16. BASKIN, K.P. Southern 
California Edison Co. 2pp. 48768:237-48768:257. 

-8903080022 Insp Repts 50-206/88-28,50-361/88-29 & 50-362/88-31 on 881 IIS- 
8901 12. Violations noted.Major areas inspected: operational safety 

verification, radiological protection, security, evaluation of plant trips & events & LERs 

HUEY.F.R., TATUM, J.E., HON.A.L Region 5, Ofc of the Director. 89/02/13. 17pp. 
48768:241-48768:257. 


8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 


8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903200354 Responds to NRC Bulletin 88-011, "Pressurizer Surge Line Thermal Stratifi- 
cation.” Util will provide NRC w/results of plant-specific analysis required by NRC Bul- 
letin 88-01 1 Action Item l.d by 910204. 

NANDY,F.R. Southern California Edison Co. 89/03/08. Document Control Branch 
(Document Control Desk). 2pp. 48983:147-48983:148. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903080428 "San Onofre Nuclear Generating Station Semiannual Effluent Rept Jul-Dec 


1 900. VV/OSU££f III. 

MORGAN, H.E. Southern California Edison Co. 88/12/31. 120pp. 48742:087- 
48742:198. 


8903100500 “Annual Personnel Monitoring Rept, 1988.” W/890228 ltr. 

MORGAN, H.E. Southern California Edison Co. 88/12/31. 3pp. 48827:326-48827:328. 

8902270216 Monthly operating repts for Jan 1989 for San Onofre Nuclear Generating 
Station Units 2 & 3.W/890214 ltr. 

SIACOR.E.R., MORGAN, H.E. Southern California Edison Co. 89/01/31. 12pp. 
48586:099-48586:1 10. 

8903100514 Forwards annual RCS specific activity reptUnit 2 specific activity exceeded 
limits of Tech Spec 3.4.7 on one occasion during 1988 & on no occasions did Unit 1 
or 3 exceed limits. 

MORGAN, H.E. Southern California Edison Co. 89/02/23. Document Control Branch 
(Document Control Desk). 3pp. 48804:015-48804:017. 

8903210416 Monthly operating repts for Feb 1989 for San Onofre Nuclear Generating 
Station Units 2 & 3.W/890313 ltr. 

SIACOR.E.R., MORGAN, H.E. Southern California Edison Co. 89/02/28. 13pp. 
48982:051-48982:063. 


S. Reportable occurrences, LERs & related correspondence 

8902280505 RO;monthiy followup rept re Tech Spec fire-rated assemblies, specifically 
fire doors, found inoperable during routine surveillances in Jan 1989. Jan rept includes 
12 latching mechanism failures & 14 closure mechanism failures. 

MORGAN, H.E. Southern California Edison Co. 89/02/13. MARTIN, J.B. Region 5, Ofc 
of the Director. 2pp. 48626:259-48626:261. 
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V. Operator Examinations 

8902270369 Requests end ref matl be submitted by 890227 for reactor operator licens- 
ing exams scheduled for 890505.lnadequate or incomplete ref matl may result in 
exam rescheduled. 

KIRSCH.D.F. Region 5. Ofc of the Director. 89/02/09. MCCARTHY, C.B. Southern 
California Edison Co. 11pp. 48587:174-48587:184. 

8903280047 Confirms termination of JG LaPratt employment w/util effective on 890314. 
MORGAN.H.E. Southern California Edison Co. 89/03/17. Document Control Branch 
(Document Control Desk). Ip. 49073:360-49073:360. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York. Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8903240004 Rev 1 to Nuclear Generating Dept Procedure GO-EIP-138, "ROLM Sys 
Prograr-i ! -q " V. 1 '89CP2 7 ltr. 

H/' 'RSTC)N,i\ It Alabama Power Co. 89/02/27. 13pp. 49038:171-49038:183. 

8903220472 Forwards partially withheld Insp Repts 50-348/89-03 & 50-364/89-03 on 
8901 23-27.Notice of violation withheld (ref 10CFR2.790 & 73.21). 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/10. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 49020:290-49020:292. 

-8903220473 Partically withheld Insp Repts 50-348/89-03 & 50-364/89-03 on 890123- 
27 (ref 10CFR73.21). Violation noted:vital area door not secured as required in physi- 
cal security plan. 

STANSBERRY.W.W. Region 2. Ofc of the Director. 89/03/10. Ip. 49020:292- 
49020:292. 

8903270420 Forwards Insp Repts 50-348/89-01 & 50-364/89-01 on 890206- 10.No vio- 
lations or deviations noted. 

DECKER, T.R. Region 2. Ofc of the Director. 89/03/10. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 49056:059-49056:067. 

-8903270421 Insp Repts 50-348/89-01 & 50-364/89-01 on 890206-1 0.No violations or 
deviations noted.Major areas inspected: emergency preparedness, including emergen- 
cy plan & 'molerronthq procedures & emergency facilities & equipment. 

KREH.J.L Rogc-i 2, C:c of "ie Dirc:o:o\ 89/03/10. 7pp. 49056:061-49056:067. 

8903280062 Rev 7 to EPIP FNP-0-EIP-30, “Post-Accident Core Damage Assessment." 
W/890322 ltr. 

MOREY, O.N., HUDSPETH, J.B. Alabama Power Co. 89/03/22. 48pp. 49073:216- 
49073:264. 


H. General correspondence 

8903100360 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Application of adequate protection in this 
case unjustified. Util committed to goal of achieving improved reliability. 

HAIRSTON, W.G. Alabama Power Co. 89/02/27. CHILK.S.J. Office of the Secretary of 
the Commission. 3pp. 48806:306-48806:308. 


P. Operating license stage documents & correspondence 

8903020596 Forwards radial peaking factor limit rept for Cycle 7, per Paragraph 6.9.1. 1 1 
of Tech Specs.Elevation dependent peaking factor versus core height graph for Cycle 
7 in support of rept also end. 

HAIRSTON.W.G. Alabama Power Co. 89/02/22. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48673:259-48673:261. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. inspection reports, IE Bulletins & correspondence 

8903150439 Forwards list of inservice insp relief requests required for sixth refueling 
outage, per NRC request 

HAIRSTON.W.G. Alabama Power Co. 89/02/08. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48876:175-48876:177. 

8903030527 Responds to deviation noted in Insp Repts 50-348/88-32 & 50-364/88-32 
on 88121 1-8901 lO.Corrective actions: 10CFR50.59 evaluation to delete requirement 
for audible alarm from FSAR to be reviewed/approved by plant committee. 
HAIRSTON.W.G. Alabama Power Co. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48690:359-48690:360. 

8903100458 Requests NRC reconsider plan to conduct SSFI at plant during Unit 2 sixth 
refueling outage, to allow completion of self-assessment 

HAIRSTON.W.G. Alabama Power Co. 89/02/21. ERNST.M.L. Region 2, Ofc of the Di- 
rector. 2pp. 48813:138-48813:139. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903100462 Forwards insp Repts 50-348/89-02 & 50-364/89-02 on 890111-0210.Ac- 
tivities appearing to violate NRC requirements identified in rept but not cited. 
VERRELU.D.M. Region 2, Ofc of the Director. 89/02/24. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 48808:342-48808:357. 


-8903100468 Insp Repts 50-348/89-02 & 50-364/89-02 on 890111-0210. Violation 
noted.Major areas inspected:operationa! safety verification, monthly surveillance 
observation, monthly maint observation.drawing sys verification & LERs. 

MAXWELL, G.F., MILLER, W.H., CANTRELL.F.S. Region 2, Ofc of the Director. 89/02/ 
24. 14pp. 48808:344-48808:357. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903200310 Advises that safety sys functional insp delayed from Apr until Fall 1989,per 
util 890221 request. 

ERNST, M.L. Region 2, Ofc of the Director. 89/03/02. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 48971:019-48971:020. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903090264 Requests alternate schedule for Item l.b of NRC Bulletin 88-011, “Pressur- 
izer Surge Line Thermal Stratification." Util intends to comply w/all other requirements 
of bulletin. 

HAIRSTON.W.G. Alabama Power Co. 89/03/03. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48783:329-48783:331. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety' (Post 370729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. -1S70C.2!)?- 4870C.346 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Iric. If 7pp. 48/98.' V.- 
48798:231. 

8903240012 Forwards Insp Repts 50-348/89-04 & 50-364/89-04 on 890206-1 0. Viola- 
tion noted but since all criteria for categorization of licensee-identified violations met, 
violation will not be cited. 

DECKER, T.R. Region 2, Ofc of the Director. 89/03/08. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 49040:047-49040:060. 

-8903240017 Insp Repts 50-348/89-04 & 50-364/89-04 on 890206-10. Violation 
noted.Major areas inspected:radiation protection preparation for Unit 2 refueling 
outage scheduled for 890324-0426 & response to info notices. 

GLOERSEN.W.B., POTTER, J.P. Region 2, Ofc of the Director. 89/03/08. 12pp. 
49040:049-49040:060. 

8903220472 Forwards partially withheld Insp Repts 50-348/89-03 & 50-364/89-03 on 
890123-27.Notice of violation withheld (ref 10CFR2.790 & 73.21). 

CLINE, W.E. Porj'or 2. Ofc of t^c Director. 89/03/10. HAIRSTON.W.G. Alabama 
Power Co. 2pp. •‘ , .30?C:?rO-49C20.?32 

-8903220473 Parfsaty wt^eid Insp Repts 50-348/89-03 & 50-364/89-03 on 890123- 
27 (ref 13C-R/3 ?\) Vsc a 1 . on noted:vitai area door not secured as required in physi- 
cal security plan. 

STANSBERRY.W.W., MCGUIRE, D.R. Region 2. Ofc of the Director. 89/03/10. Ip. 
49020:292-49020:292. 

8903270420 Forwards Insp Repts 50-348/89-01 & 50-364/89-01 on 890206- 10.No vio- 
lations or deviations noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/03/10. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 49056:059-49056:067. 

-8903270421 Insp Repts 50-348/89-01 & 50-364/89-01 on 890206-1 0.No violations or 
deviations noted.Major areas inspected: emergency preparedness, including emergen- 
cy plan & implementing procedures & emergency facilities & equipment. 

KREH.J.L., RANKIN.W.H. Region 2, Ofc of the Director. 89/03/10. 7pp. 49056:061- 
49056:067. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants.” 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 
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89031704 i9 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903010274 "Annual Rept of Radiation Dose Distribution at JM Farley Nuclear Plant for 
1988.” W/890222 Itr. 

HAIRSTON, W.G. Alabama Power Co. 88/12/31. 2pp. 48648:102-48648:103. 

8903020620 "Tabulation of Personnel Radiation Exposure at JM Farley Nuclear Plant 
for 1988 by Work & Job Function." W/890222 Itr. 

HAIRSTON. W.G. Alabama Power Co. 88/12/31. 2pp. 48690:107-48690:108. 

8903030436 "JM Farley Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1988." W/890227 Itr. 

HAIRSTON.J.M. Alabama Power Co. 88/12/31. 135pp. 48703:086-48703:208. 

8902230479 Monthly operating rept for Jan 1989 for JM Farley Nuclear Plant Unit 2.W/ 
890210 Itr. 

MOREY.D.N., HAIRSTON, W.G. Alabama Power Co. 89/01/31. 5pp. 48570:259- 
48570:263. 

8903160164 Monthly operating rept for Feb 1988 for JM Farley Nuclear Power Plant 
Unit 2.W/890310 Itr. 

MOREY.D.N., HAIRSTON, W.G. Alabama Power Co. 89/02/28. 5pp. 48887:348- 
48887:352. 


S. Reportable occurrences, LERs & related correspondence 

8903280178 LER 89-001-00:on 890225, Tech Spec action statement requirement not 
met for inoperable fire protection sys. Caused by personnel error.Procedure revised to 
include step requiring sys be removed from override.W/890323 Itr. 

MOREY.D.N., HAIRSTON, W.G. Alabama Power Co. 89/03/23. 4pp. 49074:167- 
49074:170. 


U. Congressional/Executive Correspondence 

8903150220 Forwards Ofc of Investigations Rept for Case 2-86-005 concluding that al- 
legations of concerned employee not substantiated. 

ZECH.L.W. Commissioners. 89/02/16. SHARP, P. House of Rep., Energy & Com- 
merce. 1 p. 48871 :21 4-48871 :21 4. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8902280387 Revised emergency plan implementing instructions, including Rev 4 to EPII- 
02 & Rev 5 to EPI 1-04. W/ 890220 Itr. 

HAIRSTON, W.G. Georgia Power Co. 89/02/20. 13pp. 48624:177-48624:188. 

8903100346 Provides update on emergency operating procedure improvement plan & 
schedule for implementation of Rev 4 of BWR Owners Group emergency procedure 
guidelines. 

HAIRSTON, W.G. Georgia Power Co. 89/02/28. Document Control Branch (Document 
Control Desk). 2pp. 48813:140-48813:141. 

8903210428 Revised emergency plan implementing procedures, including Rev 1 ED.1 to 
73EP-EIP-01 5-OS.Rev 1 to 73EP-INS-002-OS,Rev 0 to 73EP-TET-001 -OS, Rev 1 to 
73EP-INS-002-OS,Rev 4 to 63EP-INS-001-OS & Rev 2 to 63EP-TET-001-OS.W/ 
890314 Itr. 

* Georgia Power Co. 89/03/14. 100pp. 48990:001-48990:127. 


H. General correspondence 

8903060129 Responds to 890202 Itr expressing concerns about family safety due to 
nearby location of nuclear plantNRC does not consider BWR w/Mark I containments 
to be unsafe & will strive to ensure that all plants made even more safe. 

LAINAS,G.C. Division of Reactor Projects - I/ll (Post 870411). 89/02/27. JAY.C.D. Af- 
filiation Not Assigned. 3pp. 48739:191-48739:196. 

-8903060131 Expresses concerns re family safety due to living near nuclear plant locat- 
ed near Baxley, GA.Imperative to assure that reactors either be shut down completely 
or fitted w/ containment domes that are not virtually certain to fail. 

JAY.C. Affiliation Not Assigned. 89/02/02. ZECH Commissioners. 2pp. 48739:194- 
48739:196. 

8903100366 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Util committed to goal of achieving improved 
reliability & safety through better maint. 

HAIRSTON, W.G. Georgia Power Co. 89/02/27. CHILK.S.J. Office of the Secretary of 
the Commission. 4pp. 48806:250-48806:253. 

8903150027 Responds to 890223 Itr to Chairman Zech expressing concern about family 
safety due to residence near nuclear plantNRC does not consider BWR reactors w/ 
Mark I containments to be unsafe.W/o stated NUREG-1285. 

BERKOW.H.N. Division of Reactor Projects - I/ll (Post 870411). 89/03/06. 
LEWIS, W.S. Affiliation Not Assigned. 5pp. 48876:125-48876:130. 


-8903150067 Expresses concern about safety of family due to residence near util 
Baxley plant.GE Mark I reactors known to be unsafe according to 1987 Reed 
Rept. Requests to be informed of NRC actions to insure public safety in event of acci- 
dent. 

LEWIS, W.S. Affiliation Not Assigned. 89/02/23. ZECH.L. Commissioners. Ip. 
48876:130-48876:130. 

8903280068 Forwards correspondence from constituent re health & safety of family be- 
cause of dangerous GE nuclear power reactor for NRC response. 

FOWLER, W. Senate, Agriculture, Nutrition & Forestry. 89/02/19. Commissioners. 2pp. 
49074:130-49074:131. 


P. Operating license stage documents & correspondence 

8610070003 Authorizes required pressure tests using nuclear heat, on one-time basis 
only, providing util chooses not to fulfill commitment to use pump heat for pressure 
testing during current outage 

BERNERO r M C .v-s.cn ol Lio 'ir.c Water Reactor (BWR) Licensing (851125-870411). 
86/09/30. RECKr AV.. ~ . CScc-gia Power Co. 3pp. 38127:057-38127:059. 

8903020030 Notification of 890228 meeting w/util in Baxley.GA to discuss licensing 
issues 

CROCKER, L.P. Project Directorate 11-3. 89/02/17. MATTHEWS, D.B. Project Director- 
ate 11-3. 3pp. 48672:220-48672:222. 

8903080257 Forwards updated list of outstanding util licensing request for plant.List 
identifies certain priority items for which util r espectful | y requests early NRC approval. 
HAIRSTON, W.G. Georgia Power Co. 89/C3-33. I^os-ror: Control Branch (Document 
Control Desk). 3pp. 48741:319-48741:321. 

8903170242 Forwards environ assessment & finding of no significant impact re util 
881025 request for exemption from Footnote d-2(c) of 10CFR20,App A on use of 
MSA GMR-I canisters in lieu of suppiied-air breathing apparatus. 

CROCKER, L.P. Project Directorate 11-3. 89/03/09. HAIRSTON, W.G. Georgia Power 
Co. 2pp. 48894:174-48894:178. 

-8903170245 Environ assessment & finding of no significant impact re util 881025 re- 
quest for exemption from Footnote d-1(c) of App A to 10CFR20 to allow use of MSA 
GMR-I canisters in lieu of supplied-air or self-contained breathing apparatus. 
MATTHEWS, D.B. Project Directorate 11-3. 89/03/09. 3pp. 48894:176-48894:178. 

8903230478 Requests that util address listed items as part of response to Generic Ltr 
87-02, per Nov 1988 equipment walkdown at plant.Floor response spectra needs to be 
reviewed & approved since rest of work dependent on spectra. 

CROCKE p .L D . Project Directorate 11-3. 89/03/16. HAIRSTON.W.G. Georgia Power 
Co. 3pp. AK2Q O'- 3-49029 051. 

8903240037 Application for amends to Licenses DPR-57 & NPF-5, revising Tech Specs 
to make limiting conditions for operation & surveillance requirements consistent w/ 
guidance in Generic Ltr 87-09 

HAIRSTON.W.G. Georgia Power Co. 89/03/17. Document Control Branch (Document 
Control Desk). 1 6pp. 49040:1 1 0-49040:1 35. 

-8903240040 Proposed Tech Specs making limiting conditions for operation & surveil- 
lance requirements consistent w/guidance provided in Generic Ltr 87-09. 

* Georgia Power Co. 89/03/17. 10pp. 49040:126-49040:135. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903270321 Notification of 890330 meeting w/util in Rockville, MD to discuss miscella- 
neous issues re suppression pool temp limits. 

CROCKER, L.P. Project Directorate 11-3. 89/03/22. MATTHEWS.D.B. Project Director- 
ate 11-3. 3pp. 49056:342-49056:344. 


Q. Inspection reports, IE Bulletins & correspondence 


8902270492 Forwards Insp Repts 50-321/88-42 & 50-366/88-42 on 881224- 
890120.Three violations will not be cited since all criteria for licensee-identified viola- 
tions met. 

HERDT.A.R. Region 2, Ofc of the Director. 89/02/16. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 48586:196-48586:210. 

-8902270498 Insp Repts 50-321/88-42 & 50-366/88-42 on 881 224-8901 20.No viola- 
tions noted.Major areas inspected;operational safety verification, maint 

observations, ESF sys walkdown.ROs, followup on NRC Bulletin 88-03 & Part 21 rept 
MENNING.J.E., MUSSER.R.A., SINKULE.M.V. Region 2, Ofc of the Director. 89/02/ 
15. 13pp. 48586:198-48586:210. 

8902280522 Responds to NRC 890109 Itr re deviations noted in Insp Repts 50-321/88- 
38 & 50-366/88-38.Corrective actions:confirmation of scaling laws & expanded data 
base now provide strong support for eliminating pool temp limit for safety valves. 
HAIRSTON.W.G. Georgia Power Co. 89/02/21. Document Control Branch (Document 
Control Desk). 6pp. 48626:290-48626:295. 

8903130172 Ack receipt of 890127 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-321/88-31 & 50-366/88-31. 

JULIAN, C.A. Region 2, Ofc of the Director, 89/02/23. HAIRSTON.W.G. Georgia 
Power Co. 10pp. 48829:327-48829:327. 


8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 


Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 


8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 
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8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903100134 Forwards response to NRC Bulletin 88-07,Suppi 1. “Power Oscillations in 
BWRs." Util has implemented GE interim recommendations within required 30 day 
period. 

HAIRSTON, W.G. Georgia Power Co. 89/02/28. Document Control Branch (Document 
Control Desk). 4pp. 48803:052-48803:055. 

8903100346 Provides update on emergency operating procedure improvement plan & 
schedule for implementation of Rev 4 of BWR Owners Group emergency procedure 
guidelines. 

HAIRSTON, W.G. Georgia Power Co. 89/02/28. Document Control Branch (Document 
Control Desk). 2pp. 4881 3:140-4881 3:1 41 . 

8903140044 Ack receipt of 890113 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-321/88-34 & 50-366/88-34.Both active & passive electrical 
failures to be considered for short-term action for reasons stated. 

REYES, LA. Region 2, Ofc of the Director. 89/03/01. HAIRSTON, W.G. Georgia Power 
Co. 5pp. 48834:202-48834:206. 

8903200331 Ack receipt of 890202 Itr informing NRC of steps taken to correct devi- 
ations noted in Insp Repts 50-321/88-38 & 50-366/88-38. Understands that util will 
suppl response to notice of deviation by 890223. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/01. HAIRSTON, W.G. Georgia 
Power Co. Ip. 48971:088-48971:088. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nudear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic EvenL” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nudear Power Plants." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports A related correspondence 

8902280257 “Annual Operating Rept for 1988 for Hatch Units 1 & 2." W/ 890222 Itr. 
HAIRSTON, W.G. Georgia Power Co. 88/12/31. 94pp. 48625:00848625:099. 

8903100211 Forwards “Semiannual Radioactive Effluent Release Rept,Jul- Dec 1988" 
& revised pages to Jul-Dec 1987 rept 

HAIRSTON, W.G. Georgia Power Co. 89/02/27. Document Control Branch (Document 
Control Desk). 2pp. 48828:213-48828:323. 

-8903100219 Revised pages to “Semiannual Rept Plant Radioactive Effluent 
Releases, Jul-Dec 1 987 11 

* Georgia Power Co. 87/12/31. 5pp. 48828:215-48828:219. 

-8903100225 “Semiannual Rept Plant Radioactive Effluent Releases, Jul-Dec 1988." 

* Georgia Power Co. 88/12/31. 100pp. 48828:220-48828:323. 

8903200281 Monthly operating repts for Feb 1989 for Hatch Units 1 & 2. W/890307 Itr. 
BEARD, R.M., HAIRSTON, W.G. Georgia Power Co. 89/02/28. 12pp. 48970:124- 
48970:135. 


S. Reportable occurrences, LERs A related correspondence 

8903090385 Special Rept 89-001 :on 890120,fire-rated assemblies inoperable for more 
than 14 days.Caused by inadequate deslgn.Umiting condition for operation established 
for each identified defidencies. 

HAIRSTON, W.G. Georgia Power Co. 89/02/28. Document Control Branch (Document 
Control Desk). 8pp. 48799:1 2348799:130. 


8903210120 Special Rept 89-00l:on 890216, fire door not restored to operable status 
within 14 days.Caused by use of structural grouting procedure instead of cosmetic 
grouting procedure. Grouting placed underneath door & individuals counseled. 
HAIRSTON, W.G. Georgia Power Co. 89/03/14. Document Control Branch (Document 
Control Desk). 5pp. 48981:356-48981:360. 

8903210154 LER 89-002-00:on 890223, discovered that current rev to procedure re daily 
inside rounds did not verify that two drcuits in panel 2R25-S105 de-energized once 
per 24 h. Caused by personnel error.Mgt memo issued.W/890314 Itr. 

TIPPS.S.B., HAIRSTON, S.B. Georgia Power Co. 89/03/14. 6pp. 48993:099- 
48993:104. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees A applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:00149005:056. 
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F. Security, medical, emergency A fire protection plans 

8903240091 Forwards “Emergency Preparedness Exercise REX-89, Exercise Scenario." 
BOYD.D.W. Arkansas Power & Light Co. 88/12/30. MARTIN.R.D. Region 4. Ofc of 
the Director. 1 0pp. 49032:227-49033:1 31 . 

-8903240097 "Emergency Preparedness Exercise REX-89, Exercise Scenario." 

* Arkansas Power & Light Co. 89/03/15. 250pp. 49032:23749033:131. 

8903270036 Public version of “Emergency Preparedness Exercise Scenario for Mar 
1989 " 

* Arkansas Power & Light Co. 89/01/20. 200pp. 49049:22349050:116. 

8902230463 Revised EPIPs,consisting of Rev 8 to 1903.13 A Rev 13 to 1903.42. 

* Arkansas Power & Light Co. 89/02/07. 9pp. 48570:32348570:331. 

8903020321 EPIPs, consisting of Rev 16 to 1903.61 & Rev 5 to 1903.62. 

* Arkansas Power & Light Co. 89/02/17. 51pp. 48738:32948739:020. 

8902280269 Advises that 881025 Rev 14 to security plan consistent w/ provisions of 
10CFR50.54(p) & acceptable. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/02/22. CAMPBELL.G. Arkansas Power 
& Light Co. 2pp. 48627:23848627:240. 

6903130228 Forwards request for addi info re fire barrier penetration seal testing. Info 
requested by 890324. 

HARBUCK.C.C., POSLUSNY.C. Project Directorate IV. 89/02/23. CAMPBELLT.G. Ar- 
kansas Power & Ught Co. 4pp. 48821:34248821:345. 

8903230228 Rev 7 to Emergency Plan Implementing Procedure 1904.001, “Offsite Dose 
Projections - Gaseous Effluent Monitoring Sys Computer Graphics Method." 

* Arkansas Power & Ught Co. 89/03/06. 77pp. 49026:15049026:226. 

8903150578 Responds to 890223 request for add! info re util 881221 submittal of re- 
sults of latest fire barrier penetration seal testing. Response to request will be submit- 
ted by 890424. Delay due to workload of fire protection group. 

HOWARD, D.R. Arkansas Power & Ught Co. 89/03/08. HARBUCK.C., POSLUSNY.C. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 48871:322- 
48871:322. 

8903140236 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS.M. Impel! Corp. 2pp. 48875:08248875:083. 

-8810130013 Informs of headquarters partidpation in listed exercises w/ regions for 
1988-1989. 

SPESSARD.R.L Division of Operational Assessment (Post 870413). 88/09/23. 
ALLAN, J.M. Region 1, Ofc of the Director. 2pp. 48875:08448875:085. 

8903220488 Rev 7 to EPtP 1905.002, “Offsite Emergency Monitoring." 

* Arkansas Power A Ught Co. 89/03/09. 4pp. 49002:31049002:313. 

8903220413 Revised EPiPs.induding Rev 9 to 1903.13, “Notification of Corporate Offi- 
cial” A Rev 16 to 1903.030, “Evacuation.” 

* Arkansas Power A Ught Co. 89/03/10. 79pp. 48997:05048997:131. 


H. General correspondence 

8903080274 Comment supporting proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

CAMPBELLT.G. Arkansas Power A Ught Co. 89/02/24. CHILK.SJ. Office of the Sec- 
retary of the Commission. 4pp. 46745:17048745:173. 


P. Operating license stage documents A correspondence 

8903090295 Requests notification within 30 days of anticipation of any problems in ac- 
commodating non-Region IV personnel. 

YANDELLLA. Region 4, Ofc of the Director. 89/02/02. CAMPBELLG. Arkansas 
Power A Ught Co. 2pp. 48781:26248781:263. 

8903080192 Forwards addendum to Amend 6 to SAR for Arkansas Nuclear One Unit 2. 
JAMES, D.E. Arkansas Power A Ught Co. 69/02/14. Document Control Branch (Docu- 
ment Control Desk). Ip. 48765:11248765:164. 

-6903080195 Addendum to Amend 6 to SAR for Arkansas Nudear One Unit 2. 

* Arkansas Power A Ught Co. 89/02/14. 52pp. 48765:11348765:164. 
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8903030363 Responds to util request for partial exemption from 10CFR50.62 require- 
ments re reduction of risk from ATWS events. Proposed schedule to meet 
10CFR50.62 requested in 30 days.Mods should be completed by next refueling 
outage. 

HOLAHAN.G.M. Division of Reactor Projects - III, IV, V & Special Projects (Post 
870411). 89/02/16. CAMPBELL, T.G. Arkansas Power & Light Co. 11pp. 48690:118- 
48690:129. 

8903010282 Forwards supplemental response to request for addl info re ATWS.Info 
covers QA program for ATWS per Generic Ltr 85-06 & maint bypass breakers in di- 
verse scram sys one-line diagram. 

HOWARD, D.R. Arkansas Power & Light Co. 89/02/21. CALVO.J.A. Project Director- 
ate IV. 9pp. 48648:1 1 1 -48648:1 1 9. 

8903090420 Application for amend to License NPF-6, revising Tech Specs to delay 
snubber insp untit upcoming outage scheduled for Sept 1 989.Fee paid. 
CAMPBELL.T.G. Arkansas Power & Light Co. 89/02/27. CALVO.J.A. Project Director- 
ate IV. 7pp. 48798:349-48798:356. 

—8903090425 Proposed Tech Spec Page 3/4 7-22, changing snubber visual insp interval 
until Sept 1989. 

* Arkansas Power & Light Co. 89/02/27. Ip. 48798:356-48798:356. 

8903100525 Forwards summary of SPDS isolation device test results. 

HOWARD, D.R. Arkansas Power & Light Co. 89/02/28. HARBUCK.C. Project Director- 
ate IV. 3pp. 48803:017-48803:019. 

8903160428 Summary of 890227 meeting w/C-E Owners Group in Rockville, MD re im- 
plications of implementing auxiliary mitigating sys actuation circuitry, per ATWS rule.List 
of meeting attendees & viewgraphs end. 

POSLUSNY.C. Project Directorate IV. 89/03/03. Project Directorate IV. 28pp. 
48884:210-48884:237. 

8903150574 Responds to Generic Ltr 88-14, "Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment” Specific actions requested to be taken listed. 
HOWARD, D.R. Arkansas Power & Light Co. 89/03/07. MIRAGLIA.F.J. Associate Di- 
rector for Projects (Post 870411). 7pp. 48858:212-48858:218. 

8903230354 Forwards Amends 116 & 89 to Licenses DPR-51 & NPF-6, respectively & 
safety evaluation.Amends add operability & surveillance requirements for core exit 

HARBUCk!cXC., POSLUSNY.C. Project Directorate IV. 89/03/08. CAMPBELL, T.G. Ar- 
kansas Power & Light Co. 4pp. 49022:283-49022:301. 

-8903230356 Amends 116 & 89 to Licenses DPR-51 & NPF-6,respectively, adding 
operability & surveillance requirements for core exit thermocouples to plant Tech 
Specs per NUREG-0737 & Generic Ltr 83-37. 

CALVO.JA Project Directorate IV. 89/03/08. 14pp. 49022:287-49022:299. 

-8903230357 Safety evaluation supporting Amends 116 & 89 to Licenses DPR-51 & 
NPF-6, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/08. 2pp. 
49022:300-49022:301. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902280358 Forwards Insp Repts 50-313/89-03 & 50-368/89-03 on 890124-25.lnsp 
conducted to review circumstances following 890120 reactor trip which led to reactor 
coolant backleakage through HPSI check valve. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/02/17. CAMPBELLG. Arkansas Power 
& Light Co. 2pp. 48624:254-48624:276. 

-6902280360 Insp Repts 50-313/89-03 & 50-368/89-03 on 890124-25.Major areas 
inspected:circumstances following 890120 reactor trip leading to reactor coolant back- 
leakage through HPSI check valve which failed to seat. 

CHAMBERLAIN, D. Region 4, Ofc of the Director. 89/02/15. 21pp. 48624:256- 
48624:276. 

8902280357 Ack receipt of 881230 ltr informing NRC of steps taken to correct violations 
noted Insp Repts 50-313/88-25 & 50-368/88-25.Response not submitted within 30 
days of 881014,as required. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/02/21. CAMPNELLG. Arkansas Power 
& Light Co. 2pp. 48624:189-48624:194. 

-8902280364 Responds to violations noted in Insp Repts 50-313/88-25 & 50-368/88- 
25.Corrective actions:operations will review control of locked valves for cold shutdown 
& refueling modes of operation & studs on check valve loosened. 

LEVINE, J.M. Arkansas Power & Ught Co. 88/12/30. CALLAN.LJ. Region 4, Ofc of 
the Director. 4pp. 48624:191-48624:194. 

8903030272 Ack receipt of 890104 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/88-20 6 50-368/88-20. 

CALLAN.L.X Region 4, Ofc of the Director. 89/02/23. CAMPBELLG. Arkansas Power 
& Light Co. 2pp. 48892:262-48692:268. 

-8903030261 Responds to violations noted in Insp Repts 50-313/88-20 & 50-368/88- 
20.Corrective actk>ns:engineering calculation performed to determine acceptability of 
installed hinge pin. Breaker handle shafts installed. 

LEVINE.J.M. Arkansas Power 6 Light Co. 89/01/04. CALLAN.LJ. Region 4, Ofc of 
the Director. 5pp. 48692:264-48692:268. 

8802170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 


8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903090420 Application for amend to License NPF-6, revising Tech Specs to delay 
snubber insp until upcoming outage scheduled for Sept 1989.Fee paid. 
CAMPBELL.T.G. Arkansas Power & Light Co. 89/02/27. CALVO.J.A. Project Director- 
ate IV. 7pp. 48798:349-48798:356. 

-8903090425 Proposed Tech Spec Page 3/4 7-22, changing snubber visual insp interval 
until Sept 1989. 

* Arkansas Power & Ught Co. 89/02/27. Ip. 48798:356-48798:356. 

8903100224 EN-89-021:on 890302, notice of violation & proposed imposition of civil pen- 
alty in amount of $25,000 issued based on failure to control occupational exposure to 
less than 3 rems per calendar quarter & perform adequate surveys. 

JOHANSEN, J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/02/27. Ip. 
48808:291-48808:291. 

8903090283 Forwards SALP for util for period Jan 1987 - June 1988, consisting of origi- 
nal SALP, summary of 881021 meeting & 881220 response to SALP board rept 
MARTIN, R.D. Region 4, Ofc of the Director. 89/03/01. CAMPBELLG. Arkansas 
Power & Light Co. 22pp. 48782:102-48782:178. 

-8903090286 Informs that util has reviewed NRC rept of SALP of 880916, Repts 50- 
313/87-41 & 50-368/87-41 for facility.Mgt meeting held on 881021 to review results 
of SALP rept w/NRC & util providing comments. 

CAMPBELL.T.G. Arkansas Power & Light Co. 88/12/20. MARTIN, R.D. Region 4, Ofc 
of the Director. 21pp. 48782:158-48782:178. 

8903090350 Ack receipt of 8901 10 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/88-26 & 50-368/88-26. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/02. CAMPBELLG. Arkansas Power 
& Light Co. 2pp. 48783:026-48783:036. 

-8903090355 Responds to violations noted in Insp Repts 50-313/88-26 & 50-368/88- 
26.Corrective actions.procedure rev effort initiated in Mar 1988 to consolidate proce- 
dures associated w/design control process & will address reorganization. 

LEVINE J.M. Arkansas Power & Ught Co. 89/01/10. CALLAN.LJ. Region 4, Ofc of 
the Director. 9pp. 48783:028-48783:036. 

8903090376 Forwards notice of violation & proposed imposition of civil penalty in 
amount of $25,OOO.Violations based on overexposure to individual in excess of NRC 
quarterly limits for radiation exposures to whole body. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/03/02. CAMPBELL, G. Arkansas 
Power & Light Co. 5pp. 48783:047-48783:054. 

-8903090377 Notice of violation & proposed imposition of civil penalty in amount of 
$25,000.Noncompliance noted:individual working in Unit 1 restricted area received 
whole body dose of 3.216 rems w/cumulative whole body dose for quarter of 4.546 
rems. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/03/02. 3pp. 48783:052-48783:054. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Utton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903140502 Ack receipt of 881228 & 890127 Itrs informing NRC of steps taken to cor- 
rect violations noted in Insp Repts 50-313/88-29 & 50-368/88-29. Violation A reviewed 
& determined to have occurred as stated. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/03. CAMPBELLG. Arkansas Power 
& Ught Co. 2pp. 48858:056-48858:066. 

8903230172 Responds to NRC Bulletin 88-011, "Pressurizer Surge Une Thermal Stratifi- 
cation.” Util will perform preliminary bounding evaluation of surge lines using actual 
data collected from C-E plants by 890701. 

HOWARD, D.R. Arkansas Power & Ught Co. 89/03/03. Document Control Branch 
(Document Control Desk). 2pp. 49029:157-49029:158. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment" Svc iist end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903200133 Forwards Page 2 of notice of violation,inadvertently left outre Insp Repts 
50-31 3/88-36 & 50-368/88-36.W/O end. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/07. CAMPBELLG. Arkansas Power 
& Ught Co. ip. 48964:089-48964:089. 

8903230389 Requests that violation noted in Insp Repts 50-313/88-47 & 50-368/88-47 
be clarified or resdnded. 

LEVINE, J.M. Arkansas Power & Ught Co. 89/03/07. CALLAN.LJ. Region 4, Ofc of 
the Director. 4pp. 49031:338-49031:341. 

8903020165 NRC Info Notice 89-027, "Umitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903170395 Forwards Insp Repts 50-313/89-02 & 50-368/89-02 on 890101-31 & notice 
of violatk>n.lncreased mgt attention required re number of util failures to rept events in 
times allotted by NRC requirements. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/09. CAMPBELL.G. Arkansas Power 
& Ught Co. 2pp. 48953:201-48953:216. 
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-8903170396 Notice of violation from insp on 890101-31 .Violations noted: failure to pro- 
vide response to notice of violation within required time & failure to comply w/LER & 
emergency diesel generator reccing -cquirements, 

* Region 4. Ofc of the Directci of». t\: jp;: 48953:203-48953:204. 

-8903170399 Insp Repts 50-313/89-02 & 50-368/89-02 on 890101-31. Violations 
noted.Major areas inspected:plant status.followup on previously identified items.LERs 
& events & operational safety & monthly maint/surveillance observations. 
JOHNSON.W.D., HAAG.R.C., CHAMBERLAIN, D. Region 4, Ofc of the Director. 89/ 
02/27. 12pp. 48953:205-48953:216. 

8903230118 Forwards Insp Repts 50-313/89-06 & 50-368/89-06 on 890221-24.No vio- 
lations or deviations noted.Two unresolved items identified. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/09. CAMPBELL.T.G. Arkansas 
Power & Light Co. 2pp. 49028:130-49028:136. 

-8903230124 Insp Repts 50-313/89-06 & 50-368/89-06 on 890221-24.No violations 
noted. Unresolved items re radiographic exam procedures for penetrameters 
noted. Major areas inspected: mods to Unit 1 HPIS & repair of Unit 2 refueling water 
tank. 

GILBERT, L.D., BARNES, I. Region 4. Ofc of the Director. 89/03/09. 5pp. 49028:13 2- 
49028:136. 

8903220222 Responds to NRC Itr re violations noted in Insp Repts 50-313/88-36 & 50- 
368/88-36.Corrective actions:radwaste supervisor reprimanded & counseled re failure 
to assure proper securing of radioactive mail package. 

LEVINE, J.M. Arkansas Power & Light Co. 89/03/10. CALLAN.L.J. Region 4, Ofc of 
the Director. 4pp. 48994:263-48994:266. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
B-eskers - Seism : c Event." Svc list end. 

":CSSI.C.r. Dr..sicn c/ Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903240210 Semiannual radiological effluent release rept for Third & Fourth Quarters 
1988.W/890301 Itr. 

HOWARD, D.R. Arkansas Power & Light Co. 88/12/31. 38pp. 49038:123-49038:160. 

8903270381 Monthly operating rept for Feb 1989 for Arkansas Nuclear One Unit 2.W/ 
890315 Itr. 

SCHAUBROECK.D., JAMES.D.E. Arkansas Power & Light Co. 89/02/28. 6pp. 
49110:044-49110:049. 


S. Reportable occurrences, LERs & related correspondence 

8903080011 LER 88-01 9-01 :on 88111 l.during disassembly of svc water pump A, failure 
of some of impeller snap rings discovered. Caused by corrosion of impeller carbon 
steel snap rings due to exposure of chlorinated lake water .W/890224 Itr. 

TAYLOR, LA., LEVINE.J.M. Arkansas Power & Light Co. 89/02/24. 4pp. 48768:001- 
48768:004. 


8903090291 LER 88-01 8-01 :on 880922,breached penetration identified in Tech Specs 
fire barrier wall FB-2081-02.ln Dec 1983,breach found acceptable due to penetration 
sealed on opposite side of adjacent walLCaused by personnel error. W/890228 Itr. 
TAYLOR, L, LEVINE, J.M. Arkansas Power & Light Co. 89/02/28. 5pp. 48783:320- 
48783:324. 

8903160034 LER 84-022-01 :on 84081 3, loss of two containment atmosphere monitoring 
sys discovered during plant tour.Caused by high ambient area temp & loose interlock- 
ing relay.Mod performed & repairs made to relay.W/890308 Itr. 

TAYLOR, L, LEVINE, J.M. Arkansas Power & Light Co. 89/03/08. 4pp. 48892:325- 
48892:328. 


8903200345 LER 89-002-00:on 8901 09, discovered that Tech Spec required 14-day peri- 
odic surveillance test for svc water flow rate to containment cooling units not 
performed.Caused by personnel error.Personnel counseled. W/890310 Itr. 

TAYLOR, LA., LEVINE, J.M. Arkansas Power & Light Co. 89/03/10. 4pp. 48971:060- 
48971:063. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.SA Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8903060105 Forwards public version of Rev 28 to “Crisis Mgt Plan for Nuclear Sta- 
tions." 

TUCKER H.B. Duke Power Co. 89/02/17. Document Control Branch (Document Con- 
trol Desk). 2pp. 48736:168-48738:130. 

-8903060120 "Crisis Mgt Plan For Nuclear Stations." 

* Duke Power Co. 88/12/01. 200pp. 48736:170-48738:130. 

8903270048 Advises that 890106 Rev 38 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/10. TUCKER, H.B. Duke Power Co. 
2pp. 49056:068-49056:069. 

8903280066 Forwards changes to util 870309 Tech Spec/license condition/ FSAR.per 
Generic Ltr 88-12, "Removal of Fire Protection Requirements from Tech Specs" & 
Generic Ltr 86-10, "Implementation of Fire Protection Requirements." 

TUCKER, H.B. Duke Power Co. 89/03/20. Document Control Branch (Document Con- 
trol Desk). 29pp. 49074:068-49074:096. 

8903280079 Forwards rev to “McGuire Nuclear Station Fire Protection Review." 
TUCKER, H.B. Duke Power Co. 89/03/20. Document Control Branch (Document Con- 
trol Desk). Ip. 49062:242-49062:293. 

-8903280082 Rev to, “McGuire Nuclear Station Fire Protection Review." 

* Duke Power Co. 77/02/28. 94pp. 49062:243-49062:293. 


H. General correspondence 

8903090237 Commends D Nelson performance as resident inspector at plant. 
MCCONNELL, T.L., TRAVIS, B. Duke Power Co. 89/02/13. SHYMLOCK.M.B. Region 2. 
Ofc of the Director. Ip. 48800:081-48800:081. 


J. Insurance & indemnity information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 


P. Operating license stage documents & correspondence 

8902230559 Application for amends to Licenses NPF-9 & NPF- 17, revising Tech Spec 
4.8.1.1.2.e to permit 18-month diesel generator surveillances, currently required to be 
performed during unit shutdown,to be perfo-ned during unit operation. 

TUCKER, H.B. Duke Power Co. 89/02/10. Document Contro: Branch (Document Con- 
trol Desk). 4pp. 48569:267-48569:290. 

-8902230565 Proposed Tech Specs re electrical power sys ac sources, surveillance re- 
quirements & diesel generator test schedule. 

* Duke Power Co. 89/02/10. 20pp. 48569:271-48569:290. 

8902240184 Lists topical repts for Core T-H which are inter-related, including correlation 
for predicting critical heat flux in mixing vane grid fuel assemblies & thermal-hydraulic 
methodology using VIPRE-01. 

TUCKER, H.B. Duke Power Co. 89/02/10. Document Control Branch (Document Con- 
trol Desk). 2pp. 48571:262-48571:263. 

8902230476 Forwards Relief Request 89-01 from ASME Code Section XI hydrostatic 
testing requirements to replace nuclear svc water pumps 1A & IB suction carbon 
steel expansion joints w/ stainless steel expansion joints. 

TUCKER, H.B. Duke Power Co. 89/02/13. Document Control Branch (Document Con- 
trol Desk). 9pp. 48569:203-48569:211. 

8902230456 Forwards Relief Request 89-02 for exemption from ASME hydrostatic test- 
ing requirements re mods on svc water sys. First of six mods scheduled for implemen- 
tation Jul 1989. 

TUCKER, H.B. Duke Power Co. 89/02/16. Document Control Branch (Document Con- 
trol Desk). 15pp. 48570:093-48570:107. 

8903010418 Forwards clarification of liquid waste effluent monitoring 
requirements, including info re restrictions & requirements affecting control of conven- 
tional waste water based on federal & state environ regulatory requirements. 

TUCKER, H.B. Duke Power Co. 89/02/21. Document Control Branch (Document Con- 
trol Desk). 71pp. 48653:103-48653:184. 

8903080003 Summary of 890118 meeting w/util at site re certain human engineering 
deficiencies identified during DCRDRs & not implemented.Attendees listed in Enel 1 & 
presentation aids listed in Enel 2. 

HOOD,D.S. Project Directorate 11-3. 89/02/21. Project Directorate 11-3. 24pp. 
48768:279-48768:302. 

8902280419 Forwards SER granting util 890505 Relief Request 88-04 from ASME Code 
XI re addition of insp port on containment spray HX.QA data packages for HXs should 
be annotated to reflect new design pressure. 

MATTHEWS, D.B. Project Directorate 11-3. 89/02/23. TUCKER, H.B. Duke Power Co. 
3pp. 48625:141-48625:146. 

-8902280421 Safety evaluation supporting util 890505 Relief Request 88-04 re addition 
of insp port on containment spray HX 1A. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/23. 3pp. 
48625:144-48625:146. 

8903060098 Forwards environ assessment & finding of significant impact re 880127 re- 
quest to amend Licenses NPF-9 & NPF-1 7, revising Tech Spec 3/4.7.13, "Groundwat- 
er Level." 

HOOD.D.S. Project Directorate 11-3. 89/02/24. TUCKER.H.B. Duke Power Co. 2pp. 
48705:354-48705:361. 
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•*8903060103 Environ assessment & finding of no sic'-’flcp.-t inrcect re amend to Li- 
censes NPF-9 & NPF-17.revising Tech Spec 3/4.7 ' Gnunr. .vaior Level." EIS un- 

warranted. 

MATTHEWS.D.B. Project Directorate 11-3. 89/02/24. 6pp. 48705:356-48705:361. 

8903080010 Forwards notice of consideration of issuance of amends to Licenses NPF-9 
& NPF-17 & opportunity for hearing on 890210 request to revise Tech Specs re cer- 
tain 18-month diesel generator surveillances. 

HOOD.D.S. Project Directorate 11-3. 89/02/28. TUCKER.H.B. Duke Power Co. 3pp. 
48741:292-48741:300. 

-8903080017 Notice of consideration of issuance of amends to Licenses NPF-9 & NPF- 
17 & opportunity f or hcari"g on 890210 request to revise Tech Spec 4.8.1.1.2.e to 
allow certain :8-*roni:i oicsci generator surveillances du-inq shutdown & operation. 
HOOD.D.S. Project Directorate :! 3 fit '0.V0' 6pp. i ?95-4£/-'.i:3C0 

8903240135 Advises of changes in crisis mgt data transmittal sys dial-in 
procedure.username remain jr.crancori.o'fective 893306. 

HARRIS, R.E. Duke Power Co 63 Tf:»C 1 nOLANL.A. Pegion 2, Ofc of the Director. 
2pp. 49040:211-49040:212. 

8903130619 Forwards Amends 93 & 74 to Licenses NPF-9 & NPF-7, respectively & 
safety evaluation.Amends change Tech Spec 3/4.7.13, "Groundwater Level" to elimi- 
nate inconsistencies w/ capabilities of groundwater monitoring sys as installed. 
HOOD.D. Project Directorate 11-3. 89/03/02. TUCKER.H.B. Duke Power Co. 4pp. 
48819:329-48819:353. 

-8903130621 Amends 93 & 74 to Licenses NPF-9 & NPF-17, respectively, changing 
Tech Spec 3/4.7.13, "Groundwater Level" to eliminate inconsistencies between Tech 
Spec & capabilities of groundwater mar.itorirg sys as installed. 

MATTHEWS.D.B. Project Directorate !l-3 09/C3 02 12pp. 48819:333-48819:344. 

-8903130623 Safety evaluation supporting Amends 93 & 74 to Licenses NPF-9 & NPF- 
17, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/02. 7pp. 
48819:345-48819:351. 

-8903130627 Notice of issuance of amends 93 & 74 to Licenses NPF-9 & NPF- 
17,respectively,changing Tech Spec 3/4.7.13, "Groundwater Level" to eliminate in- 
consistencies w/capabilities of groundwa*e- mop’-tcirg sys as installed. 

HOOD.D.S. Project Directorate 11-3. 83,03/32. ??p. 438 1 9:352-468 *. 9 353. 

8903160074 Notification of 890316 meeting w/util in Cornelius, NC to discuss status of 
licensing activities & safety initiatives. Meeting agenda end. 

HOOD.D.S. Project Directorate 11-3. 89/03/06. MATTHEWS.D.B. Project Directorate II- 
3. 7pp. 48878:080-48878:088. 

8903210059 Forwards corrected Tech Specs page changes to Amends 93 & 74 to Li- 
censes NPF-9 & NPF-17, respectively. 

HOOD.D. Project Directorate 11-3. 89/03/10. TUCKER.H.B. Duke Power Co. 3pp. 
48980:351-48980:355. 

-8903210064 Corrected Amends 93 & 74 to Licenses NPF-9 & NPF-17, respectively re 
auxiliary bldg groundwater level monitors. 

* NRC - No Detailed Affiliation Given. 89/03/10. 2pp. 48980:354-48980:355. 

8903200168 Forwards "Emergency Dose Assessment Manual.” effective on 890307. 
TUCKER.H.B. Duke Power Co. 89/03/13. Document Control Branch (Document Con- 
trol Desk). Ip. 48957:257-48958:224. 

-8903200169 "Emergency Dose Assessment Manual." 

* Duke Power Co. 89/03/07. 300pp. 48957:258-48958:224. 

8903210434 Provides current QA program description required by 
10CFR50.54(a).Quality program scope in FSAR Section 3.2 reviewed. 

GIBSON.A.F. Region 2, Ofc of the Director. 89/03/14. TUCKER.H.B. Duke Power Co. 
2pp. 48989:354-48989:355. 

8903220402 Advises that util able to successfully perform 18-month diesel generator 
surveillance due to Unit 2 trip & subsequent outage on 890303. 

TUCKER.H.B. Duke Power Co. 89/03/15. Document Control Branch (Document Con- 
trol Desk). 2pp. 49003:354-49003:355. 

8903240074 Discusses closure of outstanding Tech Spec concerns deriving from R Lic- 
ciardo differing prof opinion review of plant Tech Specs, Requests that priority be given 
to final closure including completion of remaining 45 specific items. 

LICCIARDO.R.B. Plant Systems Branch. 89/03/15. SNIEZEK.J.H. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 49033:132-49033:333. 

-8903240078 Discusses incorporation of items into Westinghouse STS deriving from 
NRC confirmation of generic & multi-plant action concerns from R Licciardo review of 
plant Tech Specs. 

LICCIARDO.R.B. Plant Systems Branch. 89/03/15. BUTCHER, E. Technical Specifica- 
tions Branch. 4pp. 49033:135-49033:333. 

8903220381 Submits Relief Request 88-04 from hydrostatic testing requirements of 
ASME Code, Section XI for containment spray HX 1A.By using vessel design pressure 
of 200 psia.util went beyond code required pressure of 149 psig. 

TUCKER.H.B. Duke Power Co. 89/03/16. Document Control Branch (Document Con- 
trol Desk). 4pp. 49002:355-49002:358. 

8903230438 Forwards corrected Tech Spec pages to Amends 88 & 69 issued to Li- 
censes NPF-9 & NPF-17, respectively on 880705. 

HOOD.D.S. Project Directorate 11-3, 89/03/16. TUCKER.H.B. Duke Power Co. 3pp. 
49031:329-49031:334. 

-8903230441 Corrected Amends 88 & 69 to Licenses NPF-09 & NPF-17, respectively. 

* Project Directorate 11-3. 89/03/16. 3pp. 49031:332-49031:334. 

8903280094 Forwards updated & more comprehensive justification for deviating from 
original human engineering discrepancies associated w/rearranging annunciators in 
lant control room, per 8901 12 meeting w/NRC. 

UCKER.H.B. Duke Power Co. 89/03/17. Document Control Branch (Document Con- 
trol Desk). 20pp. 49066:337-49066:356. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8903020111 Forwards Insp Repts 50-369/88-33 & 50-370/88-33 on 881122- 890119 & 
notice of violation. 

HERDT.A.R Region 2, Ofc of the Director. 89/02/14. TUCKER.H.B. Duke Power Co. 
2pp. 48672:003-48672:027. 

-8903020269 Notice of violation from insp on 881 122-8901 19. Violation noted:procedure 
not properly implemented in that 1A emergency diesel generator started on 881206 
using 2A emergency diesel generator test procedure. 

HERDT.A.R. Region 2, Ofc of the Director. 89/02/14. 2pp. 48672:005-48672:007. 

-8903020283 Insp Repts 50-369/88-33 & 50-370/88-33 on 881122-890119. Violations 
noted.Major areas inspected:cc3rat*cns safety verification, surveillance testing, maint 
activities,10CFR21 insp, startup :\v-i rofueirc S followup on previous insp. 
VANDOORN.K., NELSON, D., C-CTLAi-.R Region 2, Ofc of the Director. 89/02/07. 
20pp. 48672:008-48672:027. 

8902230485 Responds to NRC 890119 ltr re violations noted in Insp Repts 50-369/88- 
24,50-370/88-24,50-369/88-29 a 50-370/88-29 & forwards payment of civil penalty in 
amount of $37,500. 

TUCKER.H.B. Duke Power Co. 89/02/15. Ofc of Enforcement (Post 870413). 11pp. 
48670:056-48670:066. 

8902280476 Forwards nonproprietary WCAP 12126 5 oroprieta'y WCAP 12125, “Ca- 
tawba Unit 1 Evaluation for Tube Vibration Indited Fancun, " ir 'esponse to NRC Bul- 
letin 88-002.Proprietary rept withheld (ref 10CFP.2 ; 3"). ” 

TUCKER.H.B. Duke Power Co. 89/02/20. ERNST, M.L. Region 2, Ofc of the Director. 
4pp. 48628:022-48628:214. 

-8902280486 Requests withholding of proprietary WCAP 12125, “Catawba Unit 1 Eval- 
uation for Tube Vibration Induced Fatigue," per 10CFR2.790. 

WIESEMANN.R.A. Westinghouse Electric Corp. 89/02/10. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 10pp. 48628:026-48628:035. 

-8902280494 Nonproprietary "Catawba Unit 1 Evaluation for Tube Vibration Induced 
Fatigue." 

CONNERS, H.J., CURLEE.N.J., PITTERLE.T.A. Westinghouse Electric Corp. WCAP 
12126. 89/02/20. 1 50pp. 48628:036-48628:214. 

8902280419 Forwards SER granting util 890505 Relief Request 88-04 from ASME Code 
XI re addition of insp port on containment spray HX.QA data packages for HXs should 
be annotated to reflect new design pressure. 

MATTHEWS.D.B. Project Directorate 11-3. 89/02/23. TUCKER.H.B. Duke Power Co. 
3pp. 48625:141-48625:146. 

-8902280421 Sa'oty ova'uet'or supoortirg util 890505 Relief Request 88-04 re addition 
of insp port on ::cr:» rner.: spray HX 1 4 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/23. 3pp. 
48625:144-48625:146. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSsl, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903030142 Advises that incorporation of ASME Code Case N-401-1 into inservice insp 
programs at plants acceptable.per 880815 requestCode Case N-401, “Eddy Current 
Exam" & rev to code, Code Case N-401-1 found to be technically equivalent 
MATTHEWS.D.B. Project Directorate 11-3. 89/02/25. TUCKER.H.B. Duke Power Co. 
5pp. 48716:020-48716:024. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903060208 Ack receipt of 890215 ltr & payment for civil penalties in amount of 
$37,500. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/02/28. TUCKER.H.B. Duke 
Power Co. Ip. 48738:199-48738:199. 

8903090092 Responds to 881115 request for addl info re inservice insp program.W/813 
oversize drawings. 

TUCKER.H.B. Duke Power Co. 89/03/01. Document Control Branch (Document Con- 
trol Desk). 6pp. 48787:001-48794:046. 

-8903090094 Requests approval for use of 1980 Edition of ASME Section Xl,including 
all addenda through Winter 1980, for Unit 1 as described in inservice insp plan. 
TUCKER.H.B. Duke Power Co. 89/02/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 48787:007-48787:008. 

-8903090100 Requests approval for use of Code Case N-356:certification period for 
Level III NDE personnel.Code case end. 

TUCKER.H.B. Duke Power Co. 89/02/28. Document Control Branch (Document Con- 
trol Desk). 3pp. 48787:009-48787:016. 

-8903090113 Rev 11 to “Inservice Insp Program," Vols 1-4. 

HOGGE.A.J., UNDERWOOD, G. Duke Power Co. 89/02/21. 2,100pp. 48787:017- 
48794:046. 

8903270199 Responds to NRC Bulletin 85-003 re motor-operated valve common mode 
failures during plants transients due to improper switch settings. 

TUCKER, H.B. Duke Power Co. 89/03/01. EBNETER.S.D. Region 2, Ofc of the Direc- 
tor. 22pp. 49056:221-49056:243. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 
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8902280104 NRC Info Notice 89-023. “Environ Qualification of Utton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903240282 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation." Requests alternate schedule to that specified in buRetin.Schedule of 2 yrs 
considered sufficient time to obtain necessary addl monitoring data. 

TUCKER, H.B. Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 4pp. 49044:211-49044:214. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event” Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903290270 Forwards “Insen/ice Insp Rept Unit 1 McGuire 1988 Refueling Outage 5,” 
per 10CFR50.55a. ' 

TUCKER.H.B. Duke Power Co. 89/03/15. Document Control Branch (Document Con- 
trol Desk). Ip. 49118:212-49118:318. 

—8903230442 “Inservice Insp Rept Unit 1 McGuire 1988 Refueling Outage 5.” 
UNDERWOOD, GJ., HOGGE.A.J. Duke Power Co. 89/03/08. 100pp. 49118:213- 
49118:318. 

8903220409 Responds to violations noted in Insp Repts 50-369/88-33 & 50-370/88- 
33.Corrective actions taken:periodic surveillance test for Diesel Generator 2A suc- 
cessfully completed. 

TUCKER.H.B. Duke Power Co. 89/03/16. Document Control Branch (Document Con- 
trol Desk). 8pp. 49020:125-49020:132. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903030374 Statistical rept of recorded personnel whole body exposures for 1988.W/ 
890221 Itr. 

TUCKER, H.B. Duke Power Co. 88/12/31. 4pp. 48691:358-48691:361. 

8903100454 “Semiannual Radioactive Effluent Release Rept for McGuire Nuclear 
Station.Jul-Dec 1988." W/890228 Itr. 

TUCKER, H.B. Duke Power Co. 88/12/31. 61pp. 48814:211-48814:271. 

8903020180 Forwards monthly operating rept for Jan 1989 & corrected monthly operat- 
ing repts w/personnel exposure for Oct 1988 & Dec 1988 for McGuire Nuclear Sta- 
tion. 

TUCKER, H.B. Duke Power Co. 89/02/15. Document Control Branch (Document Con- 
trol Desk), ip. 48777:230-48777:252. 

-8902240375 Monthly operating rept for Jan 1989 for McGuire Nuclear Station. 
WILLIAMS, R A Duke Power Co. 89/01/31. 11pp. 48777:240-48777:250. 

-8903140439 Revised monthly operating rept for Dec 1988 for McGuire Nuclear Sta- 
tion. 

* Duke Power Co. 88/12/31. Ip. 48777:251-48777:251. 

-8903020240 Revised monthly operating rept for Oct 1988 for McGuire Nuclear Station. 

* Duke Power Co. 88/10/31. Ip. 48777:252-48777:252. 

8903280341 Forwards monthly operating repts for Feb 1989 for McGuire Nuclear Sta- 
tion Units 1 & 2.Page on personnel exposure for monthly operating rept for Jan 1989 
also end. 

TUCKER, H.B. Duke Power Co. 89/03/15. Document Control Branch (Document Con- 
trol Desk). Ip. 49110:264-49110:275. 

-8903220141 Monthly operating repts for Feb 1989 for McGuire Nuclear Station Units 1 

& 2 . 

WILLIAMS, R A Duke Power Co. 89/02/28. 10pp. 491 10:265-491 10:274. 

-8903280344 Revised monthly operating repts for Jan 1989 for Mcguire Nuclear Sta- 
tion. 

* Duke Power Co. 89/01/31. Ip. 49110:275-491 10:275. 


S. Reportable occurrences, LERs & related correspondence 

8902230482 LER 88-044-01: on 881211, two safety injection check valves failed RCS 
pressure isolation valve leak rate test.Caused by worn hinge pin causing valve disc to 
seat improperly & worn areas on valve seat. Valves replaced.W/890215 Itr. 

LEROY, S.E., TUCKER.H.B. Duke Power Co. 89/02/15. 9pp. 48568:172-48568:180. 

8902240022 LER 88-005-01 :on 880323, spurious Train A safety injection & main steam 
isolation resulting in reactor trip occurred. Cause undetermined.Operations personnel 
implemented Procedure AP/1 /A/5500/01. W/89021 5 Itr. 

LEROY, S.E.. TUCKER.H.B. Duke Power Co. 89/02/15. 11pp. 48621:063-48621:073. 

8902240169 LER 88-045-01 :on 881210 & 25, auxiliary feedwater sys train B 
inoperab!e.Caused by mgt deficiency & personnel error.Facility mgt personnel met on 
890127 to review & discuss incidentW/890215 Itr. 

LEROY, S.E., TUCKER.H.B. Duke Power Co. 89/02/15. 9pp. 48583:147-48583:155. 

8902240173 LER 89-001 -00:on 8901 1 7,failure to take compensatory measures when 
both trains of control room area ventilation were inoperable.Caused by lack of atten- 
tion to detail by Planner A in scheduling pending work request.W/890216 Itr. 

LEROY, S.E., TUCKER.H.B. Duke Power Co. 89/02/16. 10pp. 48579:246-48579:256. 

8902270381 LER 89-030-01 :on 88091 5, discovered that capped spare sleeves through 
fire barrier pentrations were unqualified as 3 h fire bamers.Caused by design deficien- 
cy due to incomplete documentation.Fire watches established. W/89021 7 Itr. 

LEROY, S.E., TUCKER.H.B. Duke Power Co. 89/02/17. 8pp. 48588:083-48588:090. 

8903220042 LER 88-01 7-01 :on 880702, limit switch associated w/upper containment 
ventilation unit isolation valve discovered w/pinched gasket.Caused by defective 
procedure.Aii limit switches repaired & procedure changea.W/890306 Itr. 

LEROY, S.E., TUCKER, H.B. Duke Power Co. 89/03/06. 9pp. 49005:337-49005:354. 

8903240185 PNO-ll-89-01 9:on 890307, Unit 1 manually tripped due to drop in pressurizer 
level, increase in main steam line radiation & increased charging flow revealed primary 
to secondary leak. Alert declared & onsite emergency response activated. 

SINKULE.M. Region 2, Ofc of the Director. 89/03/08. 2pp. 49039:273-49039:274. 

8903210470 LER 88-029-01 :on 880930,1005,06,07,11 & 12, fire barriers breached & 
penetration seals left open.Caused by mgt deficiencies & unknown reason$.Fire bar- 
rier penetrations properly sealed by Bahnson personnel. W/890310 Itr. 

LEROY.S.E., TUCKER.H.B. Duke Power Co. 89/03/10. 11pp. 48984:130-48984:140. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to ail power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list encl. 

VARGA, S A Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8903060105 Forwards public version of Rev 28 to “Crisis Mgt Plan for Nuclear Sta- 
tions." 

TUCKER.H.B. Duke Power Co. 89/02/17. Document Control Branch (Document Con- 
trol Desk). 2pp. 48736:1 68-48738: 1 30. 

-8903060120 “Crisis Mgt Plan For Nuclear Stations." 

* Duke Power Co. 88/12/01. 200pp. 48736:170-48738:130. 

8903270048 Advises that 890106 Rev 38 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/10. TUCKER.H.B. Duke Power Co. 
2pp. 49056:068-49056:069. 

8903280066 Forwards changes to util 870309 Tech Spec/license condition/ FSAR,per 
Generic Ltr 88-12, "Removal of Fire Protection Requirements from Tech Specs" & 
Generic Ltr 86-10, "Implementation of Rre Protection Requirements." 

TUCKER, H.B. Duke Power Co. 89/03/20. Document Control Branch (Document Con- 
trol Desk). 29pp. 49074:068-49074:096. 

8903280079 Forwards rev to “McGuire Nuclear Station Fire Protection Review." 
TUCKER.H.B. Duke Power Co. 89/03/20. Document Control Branch (Document Con- 
trol Desk). Ip. 49062:242-49062:293. 

-8903280082 Rev to, "McGuire Nuclear Station Rre Protection Review." 

• Duke Power Co. 77/02/28. 94pp. 49062:243-49062:293. 


H. General correspondence 

8903090237 Commends D Nelson performance as resident inspector at plant. 
MCCONNELL, T.L, TRAVIS, B. Duke Power Co. 89/02/13. SHYMLOCK.M.B. Region 2, 
Ofc of the Director. 1 p. 48800:081 -48800:081 . 


J. Insurance A Indemnity information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies 8 certificates. 
OCONNOR,D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 


P. Operating license stage documents A correspondencs 

8902230559 Application for amends to Licenses NPF-9 A NPF-1 7, revising Tech Spec 
4.8.1. 1.2.e to permit 18-month diesel generator survei1lances,currently required to be 
performed during unit shutdown, to be performed during unit operation. 

TUCKER, H.B. Duke Power Co. 89/02/10. Document Control Branch (Document Con- 
trol Desk). 4pp. 48569:267-48569:290. 
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-8902230565 Proposed Tech Specs re electrical power sys ac sources, surveillance re- 
quirements & diesel generator test schedule. 

* Duke Power Co. 89/02/10. 20pp. 48569:271-48569:290. 

8902240184 Lists topical repts for Core T-H which are inter-related, including correlation 
for predicting critical heat flux in mixing vane grid fuel assemblies & thermal-hydraulic 
methodology using VIPRE-01. 

TUCKER, H.B. Duke Power Co. 89/02/10. Document Control Branch (Document Con- 
trol Desk). 2pp. 48571 :262-48571 :263. 

8902230456 Forwards Relief Request 89-02 for exemption from ASME hydrostatic test- 
ing requirements re mods on svc water sys. First of six mods scheduled for implemen- 
tation Jui 1989. 

TUCKER, H.B. Duke Power Co. 89/02/16. Document Control Branch (Document Con- 
trol Desk). 15pp. 48570:093-48570:107. 

8903010418 Forwards clarification of liquid waste effluent monitoring 
requirements, including info re restrictions & requirements affecting control of conven- 
tional waste water based on federal & state environ regulatory requirements. 

TUCKER, H.B. Duke Power Co. 89/02/21 . Document Control Branch (Document Con- 
trol Desk). 71pp. 48653:103-48653:184. 

8903080003 Summary of 890118 meeting w/util at site re certain human engineering 
deficiencies identified during DCRDRs & not implemented.Attendees listed in Enel 1 & 
presentation aids listed in Enel 2. 

HOOD.D.S. Project Directorate 11-3. 89/02/21. Project Directorate 11-3. 24pp. 
48768:279-48768:302. 

8903060098 Forwards environ assessment & finding of significant impact re 880127 re- 
quest to amend Licenses NPF-9 & NPF-1 7, revising Tech Spec 3/4.7.13, "Groundwat- 
er Level." 

HOOD.D.S. Project Directorate 11-3. 89/02/24. TUCKER, H.B. Duke Power Co. 2pp. 
48705:354-48705:361. 

-8903060103 Environ assessment & finding of no significant impact re amend to Li- 
censes NPF-9 & NPF-1 7,revising Tech Spec 3/4.7.13, "Groundwater Level." EIS un- 
warranted. 

MATTHEWS, D.B. Project Directorate 11-3. 89/02/24. 6pp. 48705:356-48705:361. 

8903080010 Forwards notice of consideration of issuance of amends to Licenses NPF-9 
& NPF-1 7 & opportunity for hearing on 890210 request to revise Tech Specs re cer- 
tain 18-month diesel generator surveillances. 

HOOD.D.S. Project Directorate 11-3. 89/02/28. TUCKER.H.B. Duke Power Co. 3pp. 
48741:292-48741:300. 

-8903080017 Notice of consideration of issuance of amends to Licenses NPF-9 & NPF- 
17 & opportunity for hearing on 890210 request to revise Tech Spec 4.8.1. 1.2.e to 
allow certain 18-month diesel generator surveillances during shutdown & operation. 
HOOD.D.S. Project Directorate 11-3. 89/03/01. 6pp. 48741:295-48741:300. 

8903240135 Advises of changes in crisis mgt data transmittal sys dial-in 
procedure, username remain unchanged, effective 890306. 

HARRIS, R.E. Duke Power Co. 89/03/01. BOLAND.A. Region 2, Ofc of the Director. 
2pp. 49040:211-49040:212. 

8903130619 Forwards Amends 93 & 74 to Licenses NPF-9 & NPF-7, respectively & 
safety evaluation.Amends change Tech Spec 3/4.7.13, "Groundwater Level" to elimi- 
nate inconsistencies w/capabilities of groundwater monitoring sys as installed. 
HOOD.D. Project Directorate 11-3. 89/03/02. TUCKER.H.B. Duke Power Co. 4pp. 
48819:329-48819:353. 

-8903130621 Amends 93 & 74 to Licenses NPF-9 & NPF-1 7, respectively, changing 
Tech Spec 3/4.7.13, "Groundwater Level" to eliminate inconsistencies between Tech 
Spec & capabilities of groundwater monitoring sys as installed. 

MATTHEWS, D.B. Project Directorate 11-3. 89/03/02. 12pp. 48819:333-48819:344. 

-8903130623 Safety evaluation supporting Amends 93 & 74 to Licenses NPF-9 & NPF- 
1 7, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/02. 7pp. 
48819:345-48819:351. 

-8903130627 Notice of issuance of amends 93 & 74 to Licenses NPF-9 & NPF- 
17,respectively, changing Tech Spec 3/4.7.13, "Groundwater Level" to eliminate in- 
consistencies w/capabilities of groundwater monitoring sys as installed. 

HOOD.D.S. Project Directorate 11-3. 89/03/02. 2pp. 48819:352-48819:353. 

8903160074 Notification of 890316 meeting w/util in Cornelius, NC to discuss status of 
licensing activities & safety initiatives. Meeting agenda end. 

HOOD.u.S. Project Directorate 11-3. 89/03/06. MATTHEWS, D.B. Project Directorate II- 
3. 7pp. 48878:080-48878:088. 

8903210059 Forwards corrected Tech Specs page changes to Amends 93 & 74 to Li- 
censes NPF-9 & NPF-1 ^respectively. 

HOOD.D. Project Directorate 11-3. 89/03/10. TUCKER, H.B. Duke Power Co. 3pp. 
48980:351-48980:355. 

-8903210064 Corrected Amends 93 & 74 to Licenses NPF-9 & NPF-1 7, respectively re 
auxiliary bldg groundwater level monitors. 

* NRC - No Detailed Affiliation Given. 89/03/10. 2pp. 48980:354-48980:355. 

8903200168 Forwards "Emergency Dose Assessment Manual," effective on 890307. 
TUCKER, H.B. Duke Power Co. 89/03/13. Document Control Branch (Document Con- 
trol Desk), ip. 48957:257-48958:224. 

-8903200169 "Emergency Dose Assessment Manual." 

* Duke Power Co. 89/03/07. 300pp. 48957:258-48958:224. 


8903240074 Discusses closure of outstanding Tech Spec concerns deriving from R Uc- 
ciardo differing prof opinion review of plant Tech Specs.Requests that priority be given 
to final closure including completion of remaining 45 specific items. 

LICCIARDO.R.B. Plant Systems Branch. 89/03/15. SNIE2EK.J.H. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 49033:132-49033:333. 

-8903240078 Discusses incorporation of items into Westinghouse STS deriving from 
NRC confirmation of generic & multi-plant action concerns from R Licciardo review of 
plant Tech Specs. 

LICCIARDO.R.B. Plant Systems Branch. 89/03/15. BUTCHER, E. Technical Spedfica- 
tions Branch. 4pp. 49033:135-49033:333. 

8903230438 Forwards corrected Tech Spec pages to Amends 88 & 69 issued to Li- 
censes NPF-9 & NPF-1 7, respectively on 880705. 

HOOD.D.S. Project Directorate 11-3. 89/03/16. TUCKER.H.B. Duke Power Co. 3pp. 
49031:329-49031:334. 

-8903230441 Corrected Amends 88 & 69 to Licenses NPF-09 & NPF-1 7, respectively. 
* Project Directorate 11-3. 89/03/16. 3pp. 49031:332-49031:334. 

8903280094 Forwards updated & more comprehensive justification for deviating from 
original human engineering discrepancies assodated w/rearranging annunciators in 
plant control room, per 8901 12 meeting w/NRC. 

TUCKER.H.B. Duke Power Co. 89/03/17. Document Control Branch (Document Con- 
trol Desk). 20pp. 49066:337-49066:356. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nudear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York. Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8903020111 Forwards Insp Repts 50-369/88-33 & 50-370/88-33 on 881122- 890119 & 
notice of violation. 

HERDT.A.R Region 2, Ofc of the Director. 89/02/14. TUCKER, H.B. Duke Power Co. 
2pp. 48672:003-48672:027. 

-8903020269 Notice of violation from insp on 881 122-8901 19. Violation noted:procedure 
not properly implemented in that 1A emergency diesel generator started on 881206 
using 2A emergency diesel generator test procedure. 

HERDT.A.R. Region 2, Ofc of the Director. 89/02/14. 2pp. 48672:005-48672:007. 

-8903020283 Insp Repts 50-369/88-33 & 50-370/88-33 on 881122-890119. Violations 
notedMajor areas inspected:operations safety verification, surveillance testing.maint 
activities,10CFR21 insp, startup from refueling & followup on previous insp. 
VANDOORN.K., NELSON.D., CROTEAU, R. Region 2, Ofc of the Director. 89/02/07. 
20pp. 48672:008-48672:027. 

8902230485 Responds to NRC 8901 19 ltr re violations noted in Insp Repts 50-369/88- 
24,50-370/88-24,50-369/88-29 & 50-370/88-29 & forwards payment of civil penalty in 
amount of $37,500. 

TUCKER.H.B. Duke Power Co. 89/02/15. Ofc of Enforcement (Post 870413). 11pp. 
48670:056-48670:066. 


8902280476 Forwards nonproprietary WCAP 12126 & proprietary WCAP 12125, "Ca- 
tawba Unit 1 Evaluation for Tube Vibration Induced Fatigue," in response to NRC Bul- 
letin 88-002.Proprietary rept withheld (ref 10CFR2.790). 

TUCKER, H.B. Duke Power Co. 89/02/20. ERNST.M.L Region 2, Ofc of the Director. 
4pp. 48628:022-48628:214. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byrornlackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903030142 Advises that incorporation of ASME Code Case N-401-1 into inservice insp 
programs at plants acceptable, per 880815 requestCode Case N-401, "Eddy Current 
Exam" & rev to code, Code Case N-401-1 found to be technically equivalent 
MATTHEWS, D.B. Project Directorate 11-3. 89/02/25. TUCKER.H.B. Duke Power Co. 
5pp. 4871 6:020-4871 6:024. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York. Inc. 104pp. 48578:032-48578:137. 

8903020470 Forwards safety evaluation re util 880324,0425,0610,0810 & 1006 re- 
sponses to NRC Bulletin 88-002, “Rapidly Propagating Fatigue Cracks in Steam Gen- 
erator Tubes." Util response acceptable. 

MATTHEWS, D.B, Project Directorate 11-3. 89/02/27. TUCKER.H.B. Duke Power Co. 
3pp. 48673:181-48673:213. 


-8903020472 Safety evaluation supporting util 880324,0425,0610,0815 & 1006 re- 
sponses to NRC Bulletin 88-002, “Rapidly Propagating Fatigue Cracks in Steam Gen- 

* Office of Nudear Reactor Regulation, Director (Post 870411). 89/02/27. 3pp. 
48673:184-48673:186. 


8903210434 Provides current QA program description required by 
1 0CFR50.54(a).Quality program scope in FSAR Section 3,2 reviewed. 

GIBSON, A.F. Region 2, Ofc of the Director. 89/03/14. TUCKER.H.B. Duke Power Co. 
2pp. 48989:354-48989:355. 


-8903020474 Non-proprietary SER accepting Westinghouse methodology to resolve 
Item C.2 of NRC Bulletin 88-002, "Rapidly Propagating Fatique Cracks in Steam Gen- 


erator Tubes." 

* Materials Engineering Branch. 89/02/27. 25pp. 48673:187-48673:213. 


8903220402 Advises that util able to successfully perform 18-month diesel generator 
surveillance due to Unit 2 trip & subsequent outage on 890303. 

TUCKER.H.B. Duke Power Co. 89/03/15. Document Control Branch (Document Con- 
trd Desk). 2pp. 49003:354-49003:355. 


8903060208 Ack receipt of 890215 ltr & payment for civil penalties in amount of 
$37,500. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/02/28. TUCKER, H.B. Duke 
Power Co. Ip. 48738:199-48738:199. 
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8903090092 Responds to 881115 request for add! info re inservice insp program. W/8 13 
oversize drawings. 

TUCKER.H.B. Duke Power Co. 89/03/01. Document Control Branch (Document Con- 
trol Desk). 6pp. 48787:001-48794:046. 

-8903090094 Requests approval for use of 1980 Edition of ASME Section Xl.including 
all addenda through Winter 1980,for Unit 1 as described in inservice insp plan. 
TUCKER.H.B. Duke Power Co. 89/02/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 48787:007-48787:008. 

-8903090100 Requests approval for use of Code Case N-356:certification period for 
Level III NDE personnel.Code case end. 

TUCKER, H.B. Duke Power Co. 89/02/28. Document Control Branch (Document Con- 
trol Desk). 3pp. 48787:009-48787:016. 

-8903090113 Rev 11 to “Inservice Insp Program,'* Vols 1-4. 

HOGGE.A.J., UNDERWOOD.G. Duke Power Co. 89/02/21. 2,100pp. 48787:017- 
48794:046. 

8903270199 Responds to NRC Bulletin 85-003 re motor-operated valve common mode 
failures during plants transients due to improper switch settings. 

TUCKER.H.B. Duke Power Co. 89/03/01. EBNETER.S.D. Region 2, Ofc of the Direc- 
tor. 22pp. 49056:221-49056:243. 

8902270158 NRC Info Notice 89-022. “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903240282 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation." Requests alternate schedule to that specified in builetin.Schedule of 2 yrs 
considered sufficient time to obtain necessary addl monitoring data. 

TUCKER.H.B. Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 4pp. 49044:21 1-49044:214. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Setemic Event" Svc list end. 

F.OSSI.C.E. D:vsicr. of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903220409 Responds to violations noted in Insp Repts 50-369/88-33 & 50-370/88- 
33.Corrective actions taken:periodic surveillance test for Diesel Generator 2A suc- 
cessfully completed. 

TUCKER, H.B. Duke Power Co. 89/03/16. Document Control Branch (Document Con- 
trol Desk). 8pp. 49020:125-49020:132. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903030374 Statistical rept of recorded personnel whole body exposures for 1988.W/ 
890221 Itr. 

TUCKER.H.B. Duke Power Co. 88/12/31. 4pp. 48691:358-48691:361. 

8903100454 “Semiannual Radioactive Effluent Release Rept for McGuire Nuclear 
Station, Jul-Dec 1988." W/890228 Itr. 

TUCKER.H.B. Duke Power Co. 88/12/31. 61pp. 48814:211-48814:271. 

8903020180 Forwards monthly operating rept for Jan 1989 & corrected monthly operat- 
ing repts w/personnel exposure for Oct 1988 & Dec 1988 for McGuire Nuclear Sta- 
tion. 

TUCKER, H.B. Duke Power Co. 89/02/15. Document Control Branch (Document Con- 
trol Desk). Ip. 48777:239-48777:252. 

-8902240375 Monthly operating rept for Jan 1989 for McGuire Nuclear Station. 
WILLIAMS, R A Duke Power Co. 89/01/31. 11pp. 48777:240-48777:250. 

-8903140439 Revised monthly operating rept for Dec 1988 for McGuire Nuclear Sta- 
tion. 

* Duke Power Co. 88/12/31. Ip. 48777:251-48777:251. 


-8903020240 Revised monthly operating rept for Oct 1988 for McGuire Nuclear Station. 

* Duke Power Co. 88/10/31. Ip. 48777:252-48777:252. 

8903280341 Forwards monthly operating repts for Feb 1989 for McGuire Nuclear Sta- 
tion Units 1 & 2.Page on personnel exposure for monthly operating rept for Jan 1989 
also end. 

TUCKER.H.B. Duke Power Co. 89/03/15. Document Control Branch (Document Con- 
trol Desk). Ip. 49110:264-49110:275. 

-8903220141 Monthly operating repts for Feb 1989 for McGuire Nuclear Station Units 1 

& 2 . 

WILLIAMS, R.A. Duke Power Co. 89/02/28. 10pp. 49110:265-49110:274. 

-8903280344 Revised monthly operating repts for Jan 1989 for Mcguire Nuclear Sta- 
tion. 

* Duke Power Co. 89/01/31. Ip. 49110:275-49110:275. 


S. Reportable occurrences, LERs & related correspondence 


8902240167 LER 88-007-01 :on 880724, channel III low T-average alarm received & ESF 
main feedwater isolation occurred.Caused by equipment failure of signal comparator 
card in reactor protection sys.Card replaced. W/89021 7 Itr. 

LEROY, S.E., TUCKER.H.B. Duke Power Co. 89/02/17. 7pp. 48571:291-48571:297. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8903140027 Rev 5 to EPIP EG-10, "Offsite Personnel & Vehicle Contamination Monitor- 
ing at Relocation Ctrs for Nuclear Station Evacuees." 

GOLDEN, J.C. Commonwealth Edison Co. 89/01/31. 9pp. 48857:282-48857:290. 

8903070062 Requests response to end allegation re security issue within 45 days after 
receipt of Itr.EncI withheld (ref 10CFR2.790). 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/02/22. REED.C. Commonwealth 
Edison Co. 2pp. 48764:001-48764:002. 

8903210123 Revised EPIPs, including Rev 8 to LZP-1210,Rev 2 to LPZ-1380-2 & Rev 27 
to LAP-820-3 

* Commonwealth Edison Co. 89/02/25. 25pp. 48980:326-48980:350. 

8903270228 Forwards Safeguards Insp Repts 50-373/89-02 & 50-374/89-02 on 
890123-25 & notice of violation.Rept details & notice of violation withheld (ref 
10CFR73.21). 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/02. REED.C. Commonwealth 
Edison Co. 2pp. 49110:113-49110:115. 

-8903270231 Partially withheld Physical Security Insp Repts 50-373/89-02 & 50-374/ 
89-02 on 890123-25 (ref 10CFR73.21). Violation noted re failure to adequately control 
access to vital area Major areas inspected:890l 19 security event. 

KNICELEY.J.R., CREED, J.R. Region 3, Ofc of the Director. 89/03/01. Ip. 49110:115- 
49110:115. 

8903220458 Reviews response to Insp Repts 50-373/87-27 & 50-374/87-26 on 
870911. Violation re failure of Procedure LOA-FP-01, “Fire Alarm Response" 
occurred.Util must submit corrective actions & date of full compliance within 30 days. 
MILLER, H.J. Region 3, Ofc of the Director. 89/03/15. REED.C. Commonwealth 
Edison Co. 2pp. 49020:153-49020:154. 

8903270372 Forwards Safety Insp Repts 50-373/89-04 & 50-374/89-04 on 890227- 
0302. No violations noted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/21. REED.C. Commonwealth 
Edison Co. 2pp. 49110:132-49110:143. 

-8903270374 Insp Repts 50-373/89-04 & 50-374/89-04 on 890227-0302.No violations 
noted.Major areas inspected:emergency preparedness program,operational status of 
program, training & dose assessment & actions on previously identified items. 

SMITH, M., PATTERSON, J„ SNELL, W. Region 3, Ofc of the Director. 89/03/21. 10pp. 
49110:134-49110:143. 


J. Insurance & indemnity Information 


8903150140 Informs of onsite property damage insurance in force at plants. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/09. Document Control Branch (Doc- 
ument Control Desk). Ip. 48871:345-48871:345. 


P. Operating license stage documents ft correspondence 

8903080249 Forwards Amends 64 ft 45 to Licenses NPF-11 & NPF-18. respectively & 
safety evaluation. Amends modify Tech Spec table of primary containment isolation 
valves to identify new excess flow check valves installed. 

SHEMAMSKI.P.C. Project Directorate 111-2. 89/02/07. BLISS, H.E. Commonwealth 
Edison Co. 3pp. 48767:254-48767:267. 

-8903080253 Amends 64 ft 45 to Licenses NPF-11 & NPF-1 ^respectively, modifying 
Tech Spec table of primary containment isolation valves to identify new excess flow 
check valves installed. 

MULLER, D.R. Project Directorate 111-2. 89/02/07. 9pp. 48767:257-48767:265. 
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—8903080258 Safety evaluation supporting Amends 64 & 45 to Licenses NPF-11 & 
NPF-1 8, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/07. 2pp. 
48767:266-48767:267. 

8902240233 Application for amends to Licenses NPF-11 & NPF-1 8, revising Administra- 
tive Controls Section 6.0 to include removal of organizational figures.in accordance w/ 
Generic Ltr 88-06. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/17. MULLER, D. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48571:316-48572:010. 

-8902240235 Proposed Tech Specs,revising Administrative Controls Section 6.0 to in- 
clude removal of organizational figures. 

* Commonwealth Edison Co. 89/02/17. 53pp. 48571:318-48572:010. 

8902280351 Advises of withdrawal of 881005 proposed amend to Tech Spec adminis- 
trative controls Section 6.Request being withdrawn due to finalization of major reorga- 
nization. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/21. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48633:227-48633:228. 

8903060066 Forwards addl info re implementation of 10CFR50.62 ATWS rule.Breaker 
trips on ATWS reclosed after level &/or pressure signal cleared using control switches 
in breakers closing circuitry. 

MORGAN, W.E. Commonwealth Edison Co. 89/02/24. Document Control Branch 
(Document Control Desk). 4pp. 48715:347-48715:350. 

8903090288 Requests response to Dept of Labor investigation findings re complaint of 
discriminatory employment termination filed on 880405 by former util employee within 
30 days of ltr date. 

DAVIS, A.B. Region 3, Ofc of the Director. 89/03/01. REED,C. Commonwealth Edison 
Co. 4pp. 48801:001-48801:004. 

8903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, “QA Program for Nu- 
clear Generating Stations," incorporating Pages 1-38 & 1-44. 

RICH TER, M.H Commonwealth Edison Co. 89/03/01. Document Control Branch (Doc- 
ument Control Desk). Ip. 48808:252-48808:253. 

-8903100138 Corrected Rev 54 to "QA Program for Nuclear Generating Stations," in- 
corporating Pages 1-38 & 1-44. 

SHEWSKtf/VJ. Commonwealth Edison Co. 89/01/27. 10pp. 48808:254-48808:263. 

8903210119 Provides update of NRC current position re acceptability of use of ASME 
Code Case N-411, "Alternate Damping Values for Seismic Analysis of Class 1,2 & 3 
Piping & Alternate Seismic Evaluation Criteria." 

MULLER, D.R. Project Directorate 111-2. 89/03/01. BLISS, H.E. Commonwealth Edison 
Co. 6pp. 48983:167-48983:172. 

8903130461 Forwards 881202 request to State of IL for renewal of NPDES Permit 
IL00481 51 . 

MORGAN, W.E. Commonwealth Edison Co. 89/03/03. DAVIS, A.B. Region 3, Ofc of 
the Director. 61pp. 48820:166-48820:226. 

8903240261 Confirms 890323 meeting in Glen Ellyn, IL to discuss util quality verification 
program, per 890210 ltr. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/03. REED.C. Commonwealth 
Edison Co. 3pp. 49039:043-49039:045. 

8903160113 Confirmatory Action Ltr CAL-RIII/89-07 re 890303 telcon concerning Unit 1 
reactor trip & associated equipment problems on Unit 2 on 890302 & 03.Understand- 
ing that evaluation of trip will be performed confirmed. 

DAVIS, A.B. Region 3, Ofc of the Director. 89/03/06. REED.C. Commonwealth Edison 
Co. 2pp. 48887:318-48887:319. 

8903160058 Ack receipt of 890127 submittal of Rev 54 to QA Topical Rept CE-1- 
A.Program continues to satisfy requirements of 10CFR50,App B & acceptable. 
WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/07. REED.C. Commonwealth 
Edison Co. 2pp. 48893:108-48893:109. 

8903200294 Notice of issuance of amends to Licenses NPF-11 & NPF-1 8. Amends 
revise Tech Spec Section 6.0 to remove organizational figures & reflect change in po- 
sition title to radiation protection technician.per Generic Ltr 88-06. 

SHEMANSKI.J.C. Project Directorate 111-2. 89/03/09. 10pp. 48959:319-48959:328. 

8903210190 Supplemental application for amends to Licenses NPF-11 & NPF-18,to 
delete 3.25 limitation from refuel outage interval surveillance. 

MORGAN, W.E. Commonwealth Edison Co. 89/03/10. Document Control Branch 
(Document Control Desk). 3pp. 48981:337-48981:349. 

-8903210208 Proposed Tech Specs re surveillance requirements during operational 
conditions. 

* Commonwealth Edison Co. 89/03/10. 10pp. 48981:340-48981:349. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed productive list 
end. 

VARGA.S.A, Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902240283 Requests relief from notification & reporting requirements of IE Bulletin 86- 
002 & committed to in long-term action plan re Static O-Ring reportability. 

MORGAN, W.E. Commonwealth Edison Co. 89/02/06. Document Control Branch 
(Document Control Desk). 3pp. 48579:239-48579:241. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903060086 Responds to observations noted in Emergency Operating lnsp Repts 50- 
373/88-200 & 50-374/88-200.Calculation$ for standby liquid control shutdown weights 
revised to reflect mod to standby liquid control sys. 

JOHNSON, I.M. Commonwealth Edison Co. 89/02/24. MURLEY,T.E. Document Con- 
trol Branch (Document Control Desk). 26pp. 48705:316-48705:341. 


8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903060201 Forwards corrected page to lnsp Repts 50-373/88-30 & 50-374/88-30 on 
881213-890130. 

FORNEY, W.L. Region 3, Ofc of the Director. 89/02/27. REED.C. Commonwealth 
Edison Co. Ip. 48738:179-48738:180. 

—8903070001 Corrected page to lnsp Repts 50-373/88-30 & 50-374/88-30. Error found 
in content of rept. 

* Region 3, Ofc of the Director. 89/02/27. Ip. 48738:180-48738:180. 

8903270228 Forwards Safeguards lnsp Repts 50-373/89-02 & 50-374/89-02 on 
890123-25 & notice of violation.Rept details & notice of violation withheld (ref 
10CFR73.21). 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/02. REED.C. Commonwealth 
Edison Co. 2pp. 49110:113-49110:115. 

-8903270231 Partially withheld Physical Security lnsp Repts 50-373/89-02 & 50-374/ 
89-02 on 890123-25 (ref 10CFR73.21). Violation noted re failure to adequately control 
access to vital area.Major areas inspected:8901 19 security event. 

KNICELEY.J.R., CREED.J.R. Region 3, Ofc of the Diredor. 89/03/01. Ip. 49110:115- 
49110:115. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903090458 Forwards response to NRC Bulletin 88-007, Suppl 1 re actions taken to 
ensure that safety limit for plant min critical power ratio not violated.Stability regions of 
proposed new fuel designs will be reevaluated for stable operation. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/03. Document Control Branch (Doc- 
ument Control Desk). 6pp. 48801:180-48801:185. 

8903220440 Responds to NRC 881028 ltr re violations noted in lnsp Repts 50-373/88- 
22 & 50-374/88-21. Corrective actions:LAP-850-50-3 reviewed & revised again to sim- 
plify & clarify procedure instruction conco-rng svc : ".fc Itrs sent to plant. 

BLISS, H.E. Commonwealth Edison Co. 83/03/33. CA/IS.A.B. Region 3, Ofc of the Di- 
rector. 3pp 49008:341-49008:343. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list encl. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list encl. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/03/15. 
Consolidated Edison Co, of New York, Inc. 106pp. 48895:110-48895:215. 

8903220458 Reviews response to lnsp Repts 50-373/87-27 & 50-374/87-26 on 
8709 11. Violation re failure of Procedure LOA-FP-01, “Fire Alarm Response" 
occurred.Util must submit corrective actions & date of full compliance within 30 days. 
MILLER, H.J. Region 3, Ofc of the Director. 89/03/15. REED.C. Commonwealth 
Edison Co. 2pp. 49020:153-49020:154. 

8903270372 Forwards Safety lnsp Repts 50-373/89-04 & 50-374/89-04 on 890227- 
0302.No violations noted. 

G REGER, L.R. Region 3, Ofc of the Director. 89/03/21. REED.C. Commonwealth 
Edison Co. 2pp. 49110:132-49110:143. 

-8903270374 lnsp Repts 50-373/89-04 & 50-374/89-04 on 890227-0302.No violations 
noted.Major areas inspected:emergency preparedness program,operational status of 
program, training & dose assessment & actions on previously identified items. 

SMITH, M„ PATTERSON, J., SNELL, W. Region 3, Ofc of the Director. 89/03/21. 10pp. 
49110:134-49110:143. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 
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8903170419 NRC Info Notice 89*032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports ft related correspondence 

8903140450 Forwards occupational radiation exposure portions of plants operating repts 
for 1988, per Reg Guide 1.16. 

RESCEK.F. Commonwealth Edison Co. 89/02/22. DAVIS, A.B. Region 3, Ofc of the 
Director. Ip. 48853:218-48853:243. 

-8903140656 Forwards occupational radiation exposures rept for 1988, per Reg Guide 
1.16. 

DIEDERICH.G.J. Commonwealth Edison Co. 89/02/14. DAVIS, A.B. Region 3, Ofc of 
the Director. 1 p. 48853:240-48853:243. 

-8903140658 “Occupational Personnel Radiation Doses Rept for 1988.” 

* Commonwealth Edison Co. 88/12/31. 3pp. 48853:241-48853:243. 

8903230475 Monthly operating repts for Feb 1989 for LaSalle County Nuclear Power 
Station.W/890310 Itr. 

THUNSTEDT.J.W., DIEDERICH.G.J. Commonwealth Edison Co. 89/02/28. 23pp. 
49030:116-49030:138. 


S. Reportable occurrences, LERs ft related correspondence 

8903150038 LER 88-028-01 :on 881 21 9, reactor vessel low water level 3 switch found w/ 
setpoint out-of-tolerance in excess of reject limiLCaused by setpoint drift Level switch 
will be replaced by analog trip sys.W/890222 Itr. 

ROHRER.R.J., DIEDERICH.GJ. Commonwealth Edison Co. 89/02/2 2. 7pp. 
48871:315-48871:321. 

8902280543 LER 89-004-00:on 8901 25, spurious B control room HVAC sys “B” ammo- 
nia detector trip occurred.Root cause of event could not be determined.Tech Spec 
amend request approved on 890118 to remove refs to ammonia detectors. W/890224 
Itr. 

ROUMELIOTIS.G., DIEDERICH.GJ. Commonwealth Edison Co. 89/02/24. 5pp. 
48627:216-48627:220. 

8903210191 LER 88-029-01 :on 881 230, discovered that reactor vessel low water level 3 
switch LS-1B21-N038B found w/setpoint out-of- tolerance in excess of reject 
limiLCaused by degradation of contact on microswitch.Rejected switch removed.W/ 
890302 Itr. 

ROHRER.R.J., DIEDERICH.GJ. Commonwealth Edison Co. 89/03/02. 7pp. 
48982:099-48982:105. 

8903150481 Special repton 890203,diesei generator output breaker ACB 1423 failed to 
close during monthly operating surveillance. Caused by faulty solid state overvoltage 
relay used in closing breaker.Relay replaced temporarily w/similar relay. 
DIEDERICH.GJ. Commonwealth Edison Co. 89/03/03. DAVIS.A.B. Region 3, Ofc of 
the Director. Ip. 48860:323-48860:323. 

8903140511 PNO-lll-89-01 6A:on 890306, Unit 1 returned to operation following reactor 
scram on 890302.Unit 2 remained in operation & Unit 2 station auxiliary 
transformer, which failed on 890302,repaired & returned to svc. 

HARRISON, J., FORNEY.W. Region 3, Ofc of the Director. 89/03/06. Ip. 48855:189- 
48855:189. 

8903160090 Confirmatory Action Ltr CAL-RIII-89-07 confirming 890305 telcon w/util re 
Unit 1 reactor trip & loss of Unit 2 sys auxiliary transformer that occurred on 
890302.Concurs w/util decision to restart Unit 1. Items 1-5 of subj Itr closed. 

DAVIS.A.B. Region 3, Ofc of the Director. 89/03/08. REED.C. Commonwealth Edison 
Co. Ip. 48885:035-48885:035. 

8903140627 LER 89-005-00:on 890207, main steam high flow switch out-of-tolerance 
due to setpoint drift.Replacement flow switch installed.calibr & placed in svc by 
8902 1 0. W/890309 Itr. 

UPSHAW.P.A,, DIEDERICH.GJ. Commonwealth Edison Co. 89/03/09. 5pp. 
48848:306-48848:310. 

8903140647 LER 89-007-00:on 890210, potential loss of control room isolation 
noted.Caused by possible failure of exhaust purge dampers in open position w/o 
direct indication.Dampers mechanically disconnected & wired closed. W/8903 10 Itr. 
ROUMELIOTIS.G., DIEDERICH.GJ. Commonwealth Edison Co. 89/03/10. 4pp. 
48848:321 -48848:324. 


V. Operator Examinations 

8903210125 Advises that evaluation of requalification program & licensed personnel 
scheduled for wk of 890731. Ref matl requirements & NRC rules & guidance for exa- 
minees end. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/13. REED.C. Commonwealth 
Edison Co. 8pp. 48980:21 9-48980:226. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.SA Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


F. Security, medical, emergency ft fire protection plans 

8903140027 Rev 5 to EPIP EG-10, “Offsite Personnel & Vehicle Contamination Monitor- 
ing at Relocation Ctrs for Nudear Station Evacuees.” 

GOLDEN, J.C. Commonwealth Edison Co. 89/01/31. 9pp. 48857:282-48857:290. 

8903070062 Requests response to end allegation re security issue within 45 days after 
receipt of itr.Encl withheld (ref 10CFR2. 790)7 

WORELfUS.C.E. Region 3, Ofc of the Director. 89/02/22. REED.C. Commonwealth 
Edison Co. 2pp. 48764:001-48764:002. 


8903210123 Revised EPIPs.including Rev 8 to LZP-1210,Rev 2 to LPZ-1 380-2 & Rev 27 
to LAP-820-3 

* Commonwealth Edison Co. 89/02/25. 25pp. 48980:326-48980:350. 

8903270228 Forwards Safeguards Insp Repts 50-373/89-02 & 50-374/89-02 on 
890123-25 ft notice of vioiation.Rept details & notice of violation withheld (ref 
10CFR73.21). 

GREGER.LR. Region 3, Ofc of the Director. 89/03/02. REED.C. Commonwealth 
Edison Co. 2pp. 491 10:1 13-491 10:1 15. 

-8903270231 Partially withheld Physical Security Insp Repts 50-373/89-02 ft 50-374/ 
89-02 on 890123-25 (ref 10CFR73.21). Violation noted re failure to adequately control 
access to vital area.Major areas inspected:890119 security event. 

KNICELEY.J.R. Region 3, Ofc of the Director. 89/03/01. Ip. 49110:115-49110:115. 

8903220458 Reviews response to Insp Repts 50-373/87-27 & 50-374/87-26 on 
870911. Violation re failure of Procedure LOA-FP-01, “Fire Alarm Response” 
occurred.Util must submit corrective actions & date of full compliance within 30 days. 
MILLER, H.J. Region 3, Ofc of the Director. 89/03/15. REED.C. Commonwealth 
Edison Co. 2pp. 49020:153-49020:154. 

8903270372 Forwards Safety Insp Repts 50-373/89-04 ft 50-374/89-04 on 890227- 
0302.No violations noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/03/21. REED.C. Commonwealth 
Edison Co. 2pp. 49110:132-49110:143. 

-8903270374 Insp Repts 50-373/89-04 & 50-374/89-04 on 890227-0302.No violations 
noted.Major areas inspected:emergency preparedness program, operational status of 
program, training & dose assessment & actions on previously identified items. 

SMiTH.M. Region 3, Ofc of the Director. 89/03/21. 10pp. 49110:134-49110:143. 


J. Insurance ft indemnity information 


8903150140 Informs of onsite property damage insurance in force at plants. 
RICHTER.M.H. Commonwealth Edison Co. 89/03/09. Document Control Branch (Doc- 
ument Control Desk). Ip. 48871:345-48871:345. 


P. Operating license stage documents ft correspondence 

8903080249 Forwards Amends 64 & 45 to Licenses NPF-11 & NPF-18, respectively & 
safety evaluation.Amends modify Tech Spec table of primary containment isolation 
valves to identify new excess flow check valves installed. 

SHEMAMSKI.P.C. Project Directorate ill-2. 89/02/07. BLISS.H.E. Commonwealth 
Edison Co. 3pp. 48767:254-48767:267. 

-8903080253 Amends 64 & 45 to Licenses NPF-11 & NPF-18, respectively, modifying 
Tech Spec table of primary containment isolation valves to identify new excess flow 
check valves installed. 

MULLER, D.R. Project Directorate ill-2. 89/02/07. 9pp. 48767:257-48767:265. 

-8903080258 Safety evaluation supporting Amends 64 & 45 to Licenses NPF-11 ft 
NPF-1 8, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/07. 2pp. 
48767:266-48767:267. 

8902240233 Application for amends to Licenses NPF-11 & NPF-1 8,revising Administra- 
tive Controls Section 6.0 to include removal of organizational figures, in accordance w/ 
Generic Ltr 88-06. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/17. MULLER, D. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48571:316-48572:010. 

-8902240235 Proposed Tech Specs, revising Administrative Controls Section 6.0 to in- 
clude removal of organizational figures. 

* Commonwealth Edison Co. 89/02/17. 53pp. 48571:318-48572:010. 

8902280351 Advises of withdrawal of 881005 proposed amend to Tech Spec adminis- 
trative controls Section 6.Request being withdrawn due to finalization of major reorga- 
nization. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/21. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48633:227-48633:228. 

8903060066 Forwards addl info re implementation of 10CFR50.62 ATWS rule.Breaker 
trips on ATWS reclosed after level &/or pressure signal cleared using control switches 
in breakers closing circuitry. 

MORGAN, W.E. Commonwealth Edison Co. 89/02/24. Document Control Branch 
(Document Control Desk). 4pp. 48715:347-48715:350. 

8903090288 Requests response to Dept of Labor investigation findings re complaint of 
discriminatory employment termination filed on 880405 by former util employee within 
30 days of Itr date. 

DAVIS, A.B. Region 3, Ofc of the Director. 89/03/01. REED.C. Commonwealth Edison 
Co. 4pp. 48801:001-48801:004. 

8903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, “QA Program for Nu- 
clear Generating Stations," incoiporating Pages 1-38 & 1-44. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/01. Document Control Branch (Doc- 
ument Control Desk). Ip. 48808:252-48808:253. 

-8903100138 Corrected Rev 54 to “QA Program for Nuclear Generating Stations,” in- 
corporating Pages 1-38 ft 1-44. 

SHEWSKLW.J. Commonwealth Edison Co. 89/01/27. 10pp. 48808:254-48808:263. 

8903210119 Provides update of NRC current position re acceptability of use of ASME 
Code Case N-411, “Alternate Damping Values for Seismic Analysis of Class 1,2 & 3 
Piping ft Alternate Seismic Evaluation Criteria.” 

MULLER, D.R. Project Directorate ltl-2. 89/03/01. BLISS, H.E. Commonwealth Edison 
Co. 6pp. 48983:167-48983:172. 

8903130461 Forwards 881202 request to State of !L for renewal of NPDES Permit 
IL0048151, 

MORGAN, W.E. Commonwealth Edison Co. 89/03/03. DAVIS.A.B. Region 3. Ofc of 
the Director. 61pp. 48820:166-48820:226. 
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8903240261 Confirms 890323 meeting in Glen Ellyn.lL to discuss util quality verification 
program, per 890210 Itr. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/03. REED,C. Commonwealth 
Edison Co. 3pp. 49039:043-49039:045. 

8903160113 Confirmatory Action Ltr CAL-RIII/89-07 re 890303 teicon concerning Unit 1 
reactor trip & associated equipment problems on Unit 2 on 890302 & 03.Understand- 
ing that evaluation of trip will be performed confirmed. 

DAVIS.A.B. Region 3, Ofc of the Director. 89/03/06. REED.C. Commonwealth Edison 
Co. 2pp. 48887:318-48887:319. 

8903160058 Ack receipt of 890127 submittal of Rev 54 to QA Topical Rept CE-1- 
A.Program continues to satisfy requirements of 10CFR50,App B & acceptable. 
WRIGnT.G.C. Region 3, Ofc of the Director. 89/03/07. REED.C. Commonwealth 
Edison Co. 2pp. 48893:108-48893:109. 

8903200294 Notice of issuance of amends to Licenses NPF-11 & NPF-18. Amends 
revise Tech Spec Section 6.0 to remove organizational figures & reflect change in po- 
sition title to radiation protection technician, per Generic Ltr 88-06. 

SHEMANSKI.J.C. Project Directorate 111-2. 89/03/09. 10pp. 48959:319-48959:328. 

8903210190 Supplemental application for amends to Licenses NPF-11 & NPF-18, to 
delete 3.25 limitation from refuel outage interval surveillance. 

MORGAN.W.E. Commonwealth Edison Co. 89/03/10. Document Control Branch 
(Document Control Desk). 3pp. 48981:337-48981:349. 

-8903210208 Proposed Tech Specs re surveillance requirements during operational 
conditions. 

* Commonwealth Edison Co. 89/03/10. 10pp. 48981:340-48981:349. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902240283 Requests relief from notification & reporting requirements of IE Bulletin 86- 
002 & committed to in long-term action plan re Static O-Ring reportability. 
MORGAN.W.E. Commonwealth Edison Co. 89/02/06. Document Control Branch 
(Document Control Desk). 3pp. 48579:239-48579:241. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903060086 Responds to observations noted in Emergency Operating Insp Repts 50- 
373/88-200 & 50-374/88-200.Calculations for standby liquid control shutdown weights 
revised to reflect mod to standby liquid control sys. 

JOHNSON, I.M. Commonwealth Edison Co. 89/02/24. MURLEY.T.E. Document Con- 
trol Branch (Document Control Desk). 26pp. 48705:316-48705:341. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903060201 Forwards corrected page to Insp Repts 50-373/88-30 & 50-374/88-30 on 
881 21 3-8901 30. 

FORNEY, W.L. Region 3, Ofc of the Director. 89/02/27. REED.C. Commonwealth 
Edison Co. 1 p. 48738:1 79-48738:1 80. 

-8903070001 Corrected page to Insp Repts 50-373/88-30 & 50-374/88-30. Error found 
in content of rept. 

* Region 3, Ofc of the Director. 89/02/27. Ip. 48738:180-48738:180. 

8903270228 Forwards Safeguards Insp Repts 50-373/89-02 & 50-374/89-02 on 
890123-25 & notice of violation.Rept details & notice of violation withheld (ref 
10CFR73.21). 

GREGER,L.R. Region 3, Ofc of the Director. 89/03/02. REED.C. Commonwealth 
Edison Co. 2pp. 491 1 0:1 1 3-491 1 0:1 1 5. 

-8903270231 Partially withheld Physical Security Insp Repts 50-373/89-02 & 50-374/ 
89-02 on 890123-25 (ref 10CFR73.21). Violation noted re failure to adequately control 
access to vital area.Major areas inspected:890119 security event 
KNICELEY.J.R., CREED, J.R. Region 3, Ofc of the Director. 89/03/01. Ip. 49110:1 15- 
49110:115. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903090458 Forwards response to NRC Bulletin 88-007, Suppl 1 re actions taken to 
ensure that safety limit for plant min critical power ratio not violated.Stability regions of 
proposed new fuel designs will be reevaluated for stable operation. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/03. Document Control Branch (Doc- 
ument Control Desk). 6pp. 48801:180-48801:185. 

8903220440 Responds to NRC 881028 Itr re violations noted in Insp Repts 50-373/88- 
22 & 50-374/88-21 .Corrective actions:LAP-850-50-3 reviewed & revised again to sim- 
plify & clarify procedure instruction concerning svc info Itrs sent to plant. 

BUSS, H.E. Commonwealth Edison Co. 89/03/03. DAVIS, A.B. Region 3, Ofc of the Di- 
rector. 3pp. 49008:341-49008:343. 


8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York. Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903220458 Reviews response to Insp Repts 50-373/87-27 & 50-374/87-26 on 
870911. Violation re failure of Procedure LOA-FP-01, “Fire Alarm Response" 
occurred. Util must submit corrective actions & date of full compliance within 30 days. 
MILLER, H.J. Region 3, Ofc of the Director. 89/03/15. REED.C. Commonwealth 
Edison Co. 2pp. 49020:1 53-49020:1 54. 

8903270372 Forwards Safety Insp Repts 50-373/89-04 & 50-374/89-04 on 890227- 
0302.No violations noted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/21. REED.C. Commonwealth 
Edison Co. 2pp. 49110:132-49110:143. 

-8903270374 Insp Repts 50-373/89-04 & 50-374/89-04 on 890227-0302.No violations 
noted. Major areas inspected:emergency preparedness program.operational status of 
program, training & dose assessment & actions on previously identified items. 

SMITH, M., PATTERSON, J., SNELL.W. Region 3, Ofc of the Diredor. 89/03/21. 10pp. 
49110:134-49110:143. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903140450 Forwards occupational radiation exposure portions of plants operating repts 
for 1988, per Reg Guide 1.16. 

RESCEK.F. Commonwealth Edison Co. 89/02/2 2. DAVIS, A.B. Region 3, Ofc of the 
Director. Ip. 48853:218-48853:243. 

-8903140656 Forwards occupational radiation exposures rept for 1988, per Reg Guide 

DIEDERICH.G.J. Commonwealth Edison Co. 89/02/14. DAVIS, A.B. Region 3, Ofc of 
the Director. Ip. 48853:240-48853:243. 

-8903140658 "Occupational Personnel Radiation Doses Rept for 1988.” 

* Commonwealth Edison Co. 88/12/31. 3pp. 48853:241-48853:243. 

8903230475 Monthly operating repts for Feb 1989 for LaSalle County Nuclear Power 
Station. W/8903 10 Itr. 

THUNSTEDT.J.W., DIEDERICH.G.J. Commonwealth Edison Co. 89/02/28. 23pp. 
49030:116-49030:138. 


S. Reportable occurrences, LERs & related correspondence 

8902240345 LER 89-001 -00:on 89011 9, RWCU outboard containment isolation valve 
automatically closed on high filter/demineralizer inlet temp signal.Cause not 
determined.Hi-hi temp alarm cleared & relays checked.W/890217 Itr. 

SALOMON, F.V., DIEDERICH.GJ. Commonwealth Edison Co. 89/02/17. 5pp. 
48571:273-48571:277. 

8903140689 LER 88-01 3-01 :on 881015.LPCS min flow bypass differential switch ex- 
ceeded rejection limit & sys declared inoperable. Cause by setpoint drifLReplacement 
switch installed & calibrated.W/890222 Itr. 

DORWICK.K., DIEDERICH.G.J. Commonwealth Edison Co. 89/02/2 2. 5pp. 

48837:020-48837:024. 

8902280506 LER 89-002-00:on 890125.ESF actuation occurred due to instrument valv- 
ing error during surveillance testing.Cau$ed by personnel error.Personnel involved 
counseled on attention to detail & procedure will be revised.W/890224 Itr. 
VINYARD.H.T., DIEDERICH.GJ. Commonwealth Edison Co. 89/02/24. 6pp. 

48627:010-48627:015. 

8903100275 LER 89-006-00:on 890 128, shutdown cooling inboard suction isolation valve 
dosed, causing shutdown cooling loop to shutdown.Caused by personnel 
error.Guidelines issued to be used when partial surveillance performed.W/890227 itr. 
UPSHAW, P.A., DIEDERICH.GJ. Commonwealth Edison Co. 89/02/27. 5pp. 

48809:103-48809:107. 
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8903140671 LER 88-009-01:on 88081 7, pressure differential switch PDS-2E31-N007BB 
found to have apparent ruptured diaphragm. On 880901, spurious actuation occurred 
due to new switch not fully valved.First event caused by leakage.W/890227 Itr. 
MCLAUGHLIN.AJ., DIEDERICH.G.J. Commonwealth Edison Co. 89/02/27. 5pp. 
48853:312-48853:316. 

8903100013 LER 89-004-00:on 890201 .determined that Static O-Ring RHR min flow 
swi!c u . nxccc-dod rejection li-iits du-inc instrument sun/eillance. Reject & flow switches 
rep r.:oc A/. t-SOSOS :r 

UPSHAW.P.A., DIEDERICH.G.J. Commonwealth Edison Co. 89/03/02. 5pp. 
48810:010-48810:014. 

8903140511 PNO-1 1 1-89-0 16A:on 890306, Unit 1 returned to operation following reactor 
scram on 890302.Unit 2 remained in operation & Unit 2 station auxiliary 
transformer, which failed on 890302,repaired & returned to svc. 

HARRISON, J., FORNEY. W. Region 3, Ofc of the Director. 89/03/06. Ip. 48855:189- 
48855:189. 

8903160090 Confirmatory Action Ltr CAL-RIII-89-07 confirming 890305 telcon w/util re 
Unit 1 reactor trip & loss of Unit 2 sys auxiliary transformer that occurred on 
890302.Concurs w/util decision to restart Unit 1. Items 1-5 of subj Itr closed. 

DAVIS, A.B. Region 3, Ofc of the Director. 89/03/08. REED.C. Commonwealth Edison 
Co. ip. 48885:035-48885:035. 

8903140637 LER 89-005-00:on 890207, isolation of shutdown cooling sys due to spuri- 
ous high flow signal.Pulsation dampeners installed in Unit 2 switches.lnstrument lines 
completely walked down & verified to be properly routed.W/890309 Itr. 

UPSHAW, P. A., DIEDERICH.G.J. Commonwealth Edison Co. 89/03/09. 7pp. 

48853:337-48853:343. 

8903210480 LER 89-006-00:on 8902 14, reactor vessel low water switch found w/set- 
point out-of-tolerance in excess of limiting condition for operation.Caused by setpoint 
drift Work request written to replace rejected instrument.W/890315 Itr. 

JACKLIN.N.W., DIEDERICH.G.J. Commonwealth Edison Co. 89/03/15. 6pp. 

48981:350-48981:355. 

8903220081 LER 88-015-01:on 881026.RHR pump min flow switch found out of toler- 
ance due to setpoint driftCaused by torn diaphragm in switch. Flow switch declared 
inoperable & rejected from svc & work request written to replace switch. W/8903 15 Itr. 
UPSHAW.P.A., D1EDERICH.G.J. Commonwealth Edison Co. 89/03/15. 5pp. 

49020:103-49020:107. 


V. Operator Examinations 


8903210125 Advises that evaluation of requalification program & licensed personnel 
scheduled for wk of 890731. Ref matl requirements & NRC rules & guidance for exa- 
minees end. 

WRIGHT.G.C. Pegior 3, Ofc c* the Director. 89/03/13. REED.C. Commonwealth 
Edison Co. 8pp ^8380:7-9-48980^25 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York. Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


P. Operating license stage documents & correspondence 


8903090300 Requests notification within 30 days of Itr should util anticipate problems in 
accommodating non-Region IV personnel in abbreviated site access program. 
YANDELL.L.A. Region 4, Ofc of the Director. 89/02/02. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 48783:291-48783:292. 

8903030212 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment." During normal operation, pressure in air receiver 
maintained between 112-120 psig.Testing for hydrocarbons will be performed. 
BURSKI.R.F. Louisiana Power & Light Co. 89/02/21. Document Control Branch (Doc- 
ument Control Desk). 23pp. 48694:210-48694:232. 

8903100459 Responds to Item 1 of 881220 request for info re ATWS rule compliance at 
plant.Reactor trip sys breaker under voltage & shunt trip coils powered from station 
Batteries A & B. 

BURSKI.R.F. Louisiana Power & Light Co. 89/03/01 . Document Control Branch (Doc- 
ument Control Desk). 7pp. 48804:126-48804:132. 

8903160428 Summary of 890227 meeting w/C-E Owners Group in Rockville.MD re im- 
plications of implementing auxiliary mitigating sys actuation circuitry.per ATWS rule. List 
of meeting attendees & viewgraphs end. 

POSLUSNY.C. Project Directorate IV. 89/03/03. Project Directorate IV. 28pp. 
48884:210-48884:237. 

8903170305 Denies util 881007 request for exemption from 10CFR50.62 re installation 
of auxiliary mitigation sys actuation circuitry required by ATWS rule. 

HOLAHAN.G.M. Division of Reactor Projects - III.IV.V & Special Projects (Post 
870411). 89/03/08. DEWEASE.J.G. Louisiana Power & Light Co. 4pp. 48948:355- 
48948:358. 

8903230187 Advises that util 881223 response to Generic Ltr 88-17, “Loss of DHR" 
appears to meet itr requirements for expeditious actions.Several items to be consid- 
ered to assure that actions adequately addressed listed. 

CALVO.J.A. Project Directorate IV. 89/03/08. DEWEASE.J.G. Louisiana Power & 
Light Co. 8pp. 49028:333-49028:340. 

8903220369 Advises that util appropriately refs C-E Owners Group repts & no further 
action necessary re TMI Item II.K.3.5. 

CALVO.J.A. Project Directorate IV. 89/03/13. DEWEASE.J.G. Louisiana Power & 
Light Co. 3pp. 48997:047-48997:049. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903270170 Application for amend to License NPF-38, clarifying operability criteria for 
various HVAC components servicing control room including, control room air filtration 
sys, air temp & isolation & pressure.Fee paid. 

BARKHURST.R.P. Louisiana Power & Light Co. 89/03/21. Document Control Branch 
(Document Control Desk). 12pp. 49056:076-49056:101. 

—8903270171 Proposed Tech Specs re control room air conditioning sys, control room 
emergency air filtration sys & control room air temp. 

• Louisiana Power & Light Co. 89/03/21. 14pp. 49056:088-49056:101. 


F. Security, medical, emergency & fire protection plans 


Q. Inspection reports, IE Bulletins & correspondence 


8902280405 Forwards Insp Rept 50-382/89-03 on 890101-31 & notice of violation. 
CALLAN.LJ. Region 4, Ofc of the Director. 89/02/17. DEWEASE.J.G. Louisiana 
Power & Light Co. 3pp. 48633:208-48633:224. 


8902280405 Forwards Insp Rept 50-382/89-03 on 890101-31 & notice of violation. 
CALLAN.LJ. Region 4, Ofc of the Director. 89/02/17. DEWEASE.J.G. Louisiana 
Power & Light Co. 3pp. 48633:208-48633:224. 


-8902280409 Notice of violation from insp on 8901 01 -31 .Violation noted: fire protection 
sys pump operability test, Step 7.1.8 could not be implemented because motor-driven 
fire pump could not be shutoff. 

* Region 4. Ofc of the Diredor. 89/02/17. Ip. 48633:211-48633:211. 


-8902280409 Notice of violation from insp on 8901 01 -31 .Violation noted: fire protection 
sys pump operability test, Step 7.1.8 could not be implemented because motor-driven 
fire pump could not be shutoff. 

* Region 4, Ofc of the Director. 89/02/17. Ip. 48633:211-48633:211. 


—8902280410 Insp Rept 50-382/89-03 on 8901 01 -31 .Violations noted.Major areas 
inspected:plant status, monthly sun/eillance operation, onsite followup of events, diesel 
generator fuel oil QA & NRC Bulletin 87-002 & LER followup. 

SMITH, W.F., STAKER.T.R., CHAMBERLAIN, D. Region 4, Ofc of the Director. 89/02/ 
16. 12pp. 48633:212-48633:224. 


-8902280410 Insp Rept 50-382/89-03 on 890101-31.Violations noted.Major areas 
inspected:plant status, monthly surveillance operation, onsite followup of events,diesel 
generator fuel oil QA & NRC Bulletin 87-002 & LER followup. 

SMITH, W.F., STAKER.T.R., CHAMBERLAIN, D. Region 4, Ofc of the Director. 89/02/ 
16. 12pp. 48633:212-48633:224. 


8903020591 Confirms 890830 as date for emergency preparedness exercise & advises 
of proposed 890418 exercise objectives meeting at Percy Hebert 
Bldg t LaPlace,LA.Meeting to provide discussion on 1989 exercise objective prior to 
submittal to NRC & FEMA. 

BURSKI.R.F. Louisiana Power & Light Co. 89/02/20. Document Control Branch (Doc- 
ument Control Desk). Ip. 48674:132-48674:132. 

8903080545 Advises that 890112 Rev lO.Change 1 to physical security plan consistent 
w/1 0CFR50.54(p) & acceptable. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/02/28. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 48767:248-48767:250. 


H. General correspondence 


8903100196 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory controLAgrees w/recommendations & limits proposed by Health Phys- 
ics Society in L Taylor Itr to Commission. 

ESPENAN.G.D. Affiliation Not Assigned. 89/02/27. CHILK.S. Office of the Secretary 
of the Commission. 2pp. 48806:220-48806:221. 


8902280352 Ack receipt of 880926 & 890126 Itrs informing NRC of steps taken to cor- 
rect violations noted in Insp 50-382/88-19. Implementation of corrective actions will 
be reviewed during future insp to determine if compliance achieved. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/02/21. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 48644:207-48644:218. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 


8903100298 Comment opposing proposed rule 10CFR50 re maint programs at nuclear 
plantsProposed rule would require establishment of maint programs based on reg 
guides that have not been developed, proposed or approved. 

BURSKI.R.F. Louisiana Power & Ught Co. 89/02/28. Docketing & Services Branch. 
2pp. 48806:171-48806:172. 


8903060054 Ack receipt of $50,000 for payment of civil monetary penalty imposed by 
NRC 890103 order.NRC considers enforcement action closed.NRC intends to pursue 
util listed statementMeeting w/util will be scheduled. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/02/28. DEWEASE.J.G. Louisi- 
ana Power & Light Co. 2pp. 48735:220-48735:221. 
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8903160229 Forwards Insp Rept 50-382/89-02 on 890109-13 & notice of violation.One 
unresolved item identified. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/02. DEWEASE.J.G. Louisiana 
Power & Light Co. 3pp. 48893:018-48893:041. 

-8903160231 Notice of violation from insp on 8901 09- 13. Violations noted: valve gland 
stud for Valve 2SL-V2505 incorrectly replaced w/ASME SA-193 Grade B8 matl & fail- 
ure to specify 10CFR21 provisions applicable for procurement documents. 

* Region 4, Ofc of the Director. 89/03/02. 2pp. 48893:021-48893:022. 

-8903160232 Insp Rept 50-382/89-02 on 890 109- 13. Violations noted.Major areas 
inspected:followup of previous insp items.followup of NRC info notices & bulletins ap- 
plicable to procurement & insp of 10CFR21 activities. 

BARNES, I. Region 4, Ofc of the Director. 89/03/03. 19pp. 48893:023-48893:041. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York. Inc. 106pp. 48723:038-48723:143. 

8903080265 Responds to NRC Bulletin 88-011, "Pressurizer Surge Line Thermal Stratifi- 
cation." Listed actions items to be completed, based on 890213 meeting between util 
& NRC. 

BURSK1.R.F. Louisiana Power & Light Co. 89/03/03. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48748:339-48748:340. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903100386 Notification of 890320 meeting w/util in Rockville, MD to discuss state- 
ments in response to enforcement order re events leading to loss of shutdown cooling 
at plant in May 1988. 

WIGGINTON.D.L. Project Directorate IV. 89/03/06. CALVO.J.A. Project Directorate IV. 
4pp. 48804:122-48804:125. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903200344 Responds to violation noted in Insp Rept 50-382/88-30. Corrective 
actions:overexposed individuals decontaminated per methods established in Health 
Physics Procedure HP-02-704, "Personnel Decontamination.” 

BURSKI.R.F. Louisiana Power & Light Co. 89/03/09. Document Control Branch (Doc- 
ument Control Desk). 3pp. 48971:057-48971:059. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants.” 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903230361 Responds to violations noted in Insp Rept 50-382/89-03. Corrective 
actions:Rev 6 to Procedure OP-903-0 53 .all r.v : ng : ndividua' tosthq of three fire pumps 
& continuous njnnlng o* motor driven fro punrv. curing testing approvcc. 

E'jRSKi.R F. Lo-j'S-a-a Power & Light Co. 89.03/20. Document Control Branch (Doc- 
ument Control Desk). 4pp. 49030:092-49030:096. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903100486 "Semiannual Radioactive Effluent Release Rept,Jul-Dec 1988." W/890301 
Itr. 

BURSKI.R.F. Louisiana Power & Light Co. 88/12/31. 52pp. 48813:227-48813:278. 

8902230433 Monthly operating rept for Jan 1989 for Waterford 3.W/ 890215 Itr. 
CENTOLANZI.P., BURSKI.R.F. Louisiana Power & Light Co. 89/01/31. 7pp. 
48569:212-48569:218, 

8903150543 Forwards "Summary of Personnel Monitoring Ending 881231" & "Tech 
Spec 6.9.1. 5 End of Yr Rept, 1988." 

BURSKI.R.F. Louisiana Power & Light Co. 89/02/28. Document Control Branch (Doc- 
ument Control Desk), ip. 

-8903100135 “Summary of Personnel Monitoring Ending 881231." 

* Louisiana Power & Light Co. 88/12/31. Ip. 


-8903150545 "Tech Spec 6.9 1.5 End of Yr Rept 1988." 

* Louisiana Power & Light Co. 88/12/31. Ip. 

8903240332 Monthly operating rept for Feb 1989 for Waterford Unit 3.W/ 890310 Itr. 
CENTOLANZI.P., BURSKI.R.F. Louisiana Power & Light Co. 89/02/28. 7pp. 
49040:061 -49040:067. 


S. Reportable occurrences, LERs & related correspondence 

8903010279 LER 89-002-00:on T ,?iC.\sr. :;o-sc:: u-: discovered discrepancy w/ safety 
classification of instrument air t jr.irg :hu: .-:;r r.^-^ats-n of safc*v injection sump 

outlet isolation valves. Caused by insufficient ::ocu 'J- 't’i-V/?'- Itr. 

DAVIS, G.M., CARNS.N.S. Louisiana Power & Light Co. 89/02/24. 7pp. 48648:104- 
48648:110. 

8903080171 LER 89-003-00:on 890204,operators inadvertently allowed LPSI pump B to 
sta-i tcsting.Caused by personnel error. Personnel responsible counseled to be 
r-ov cai.::=i.st 8 thorough approach who- ‘dlcwirc c r ocedures.W/890303 Itr. 
STARKEY.R.S., CARNS.N.S. Louisiana "r.v-::- & Co. 89/03/03. 4pp. 48741:344- 
48741:347. 

8903150507 LER 89-004-00:on 890303, personnel noted that essential chiller A experi- 
encing problems maintaining chilled water temp.Caused by small crack in low pres- 
sure valve ball float. Unit shut down for maint.Chiller A replaced.W/890308 Itr. 
DAVIS.G.M., CARNS.N.S. Louisiana Power & Light Co. 89/03/08. 5pp. 48870:350- 
48870:354. 

8903200337 Special rept:on 890206, emergency diesel ga-OTStor scc.red due to failure 
of speed control circuit while generator in manual cy:***' or r. by oxidation of 
relay contacts in governor control circuitry.Contacts replaced. 

CARNS.N.S. Louisiana Power & Light Co. 89/03/08 Document Control Branch (Docu- 
ment Control Desk). 4pp. 48969:171-48969:174. 

8903280012 PNO-IV-89-020:Region IV notified of recent reactor trip at Palo Verde Unit 
3 that was complicated by inability to open steam generator atmospheric dump valves 
mfg by Control Components, Inc.No sticking problems noted at other plants. 
CHAMBERLAIN, D.J Region 4, Ofc of the Director. 89/03/23. 2pp. 49119:127- 
49119:128. 


V. Operator Examinations 


8902230165 Advises that LW Myers, senior reactor operator under License 43 106-2, re- 
signed from util, effective on 890125. 

BURSKI.R.F. Louisiana Power & Light Co. 89/02/15. Document Control Branch (Doc- 
ument Control Desk). 1 p. 48555:360-48555:360. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list encl. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8903070060 Revised EPIP, including Rev 9 to EP-I P-002, Rev 4 to EP-IP-053 & Rev 7 to 
EP-IP-001.W/890216 Itr. 

TABOR ,W., SHANK, K., KEISER.H.W. Pennsylvania Power & Light Co. 89/02/16. 
113pp. 48763:043-48763:155. 

8903200217 Rev 7 to EPIP EP-IP-019 "Mgt of Nearsite & Offsite Emergency Monitoring 
Teams" & Rev 8 to EP-IP-033, "Dose Assessment & Protective Actions." W/890301 
Itr. 

* Pennsylvania Power & Light Co. 89/03/01. 56pp. 48964:324-48965:020. 

8903210198 Forwards Safety Insp Rept 50-387/89-01 & 50-388/89-01 on 890101- 
0204.Enforcement conference scheduled for 890321 to discuss circumstances associ- 
ated w/exceeding allowable cooldown rate after reactor trip on 890112. 

KANE.W.F. Region 1, Ofc of the Director. 89/03/08. KEISER.H.W. Pennsylvania 
Power & Light Co. 3pp. 48982:203-48982:223. 

—6903210202 Insp Reps 50-387/89-01 & 50-388/89-01 on 890101-0204. Weaknesses 
noted.Major areas inspected:physical security, plant events,surveillance & maint 
activities.Events noted indicate need for increased mgt attention to weaknessess. 
BLOUGH.A.R. Region 1, Ofc of the Director. 89/03/08. 18pp. 48982:206-48982:223. 

8903140236 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS, M. Impell Corp. 2pp. 48875:082-48875:083. 

-8903140269 Informs of planned regional participation in emergency exercises for 
FY89.Tentative schedule of activities listed. 

RUSSELL, W.T. Region 1, Ofc of the Director. 88/11/04. Region 1, Ofc of the Direc- 
tor. 22pp. 48875:086-48875:107. 

8903230303 Forwards Safety Insp Repts 50-387/89-02 & 50-388/89-02 on 890222- 
23.No violations noted.Util performance during annual emergency preparedness exer- 
cise demonstrated manner that would provide adequate protection health & safety of 
public. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/03/14. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 49028:035-49028:043. 

-8903230305 Emergency Preparedness Insp Repts 50-387/89-02 & 50-388/89-02 on 
890222-23.No violations noted.Major areas inspected:full participation annual emer- 
gency preparedness exercise. 

GORDON, C.Z., LAZARUS, W.J, Region 1, Ofc of the Director. 89/03/14. 7pp. 
49028:037-49028:043. 
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8903240126 Forwards Change BB to physical security plan.Enct withheld (ref 
10CFR73.21). 

KEISER.M.W. Pennsylvania Power & Light Co. 89/03/22. RUSSELL, W.T. Region 1. 
Ofc of the Director. Ip. 49038:167-49038:167. 


H. General correspondence 

8903080213 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants.Proposed rule not needed & will not serve to increase 
Commission ability to ensure nuclear plants reliably maintained. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/02/24. CHILK.S.J. Office of the 
Secretary of the Commission. 4pp. 48745:204-48745:207. 

8903100167 Comment on proposed rule 10CFR50 re maint program at nuclear 
plants.Proposed maint rule has potential to significantly undermine util initiatives & 
direct limited resources away from real improvements in maint. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/02. ZECH.L.W. Commissioners. 
2pp. 48806: 1 67-48806: 1 68. 


J. Insurance & indemnity information 

8903280140 Provides present level of onsite property damage insurance for plant, per 
1 0CFR50.54(w)(4). 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/20. WOOD.R.S. NRC - No De- 
tailed Affiliation Given. Ip. 49074:050-49074:050. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8903210055 Replacement pages to Rev 40 of FSAR for Susquehanna Units 1 & 2 cov- 
ering emergency core cooling & definition of emergency svc water flows & heat loads. 
* Pennsylvania Power & Light Co. 89/03/07. 4pp. 48980:238-48980:241. 


P. Operating license stage documents & correspondence 

8902230556 Notification of 890303 Significant Licensee Meeting 89-033 in Region I to 
discuss evaluation of reactor bldg temp profile used for environ qualification of equip- 
ment. 

BLOUGHAR. Region i Ofc of the Director. 89/02/14. Region 1, Ofc of the Director. 
2pp. 461:70: 1 40-*-S57C: : ■' 1 . 

8902230594 Rev 1 to notification of Significant Licensee Meeting 89-014 on 890321 w/ 
util in Region I to discuss recent outage lessons learned & scope of next scheduled 
outage. 

BLOUGHAR. Region 1, Ofc of the Director. 89/02/14. Region 1, Ofc of the Director. 
2pp. 48568:121-48568:122. 

8903010153 Forwards response to Generic Ltr 88-14 re instrument air quality.including 
schedule for completion of testina.Local high efficiency filter will be installed at critical 
components & addl dryer skid will be supplied. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/02/24. BUTLER.W.R. Project Direc- 
torate 1-2. 10pp. 48637:168-48637:177. 

8903020044 Forwards NDE-89-002, "Susquehanna Steam Electric Station ECCS 
Outage Rept for Unit 1," per TMI Item II.K.3.17. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/02/24. BUTLER.W.R. Project Direc- 
torate 1-2. Ip. 48672:223-48673:014. 

—8903020047 "Susquehanna Steam Electric Station ECCS Outage Rept for Unit 1 ." 
DETAMORE.M.B. Pennsylvania Power & Light Co. NDE-89-002. 89/01/31. 151pp. 
48672:224-48673:014. 

8903090042 Forwards application for amend to License NPF-1 4, consisting of proposed 
Amer.d ■ , 2\rc.vis I ng Tech Specs to eliminate steam condensing mode of RHR. 

KE StT-.,-. W. Pennsylvania 3 ower & Light Co. 8&/02/24. 3 jr:Hn,V» R. Project Direc- 
torate 1-2. 3pp. 48784:213-48784:219. 

-8903090045 Application for amend to License NPF-1 4, consisting of proposed Amend 
121 .revising Tech Specs to eliminate steam condensing mode of RHR. 

KEISER.H.W. Pennsylvania Power & Ught Co. 89/02/24. Ip. 48784:216-48784:216. 

-8903090047 Proposed Tech Spec Table 3.6.3-1, "Primary Containment Isolation 
Valves." 

* Pennsylvania Power & Ught Co. 89/02/24. 3pp. 48784:217-48784:219. 

8903080447 Forwards Amend 86 to License NPF-1 4 & safety evaluation. Amend revises 
Tech Specs to reflect revised load profiles for 250-volt dc battery banks 1D650 & 
1D660 

BUTLER.W.R. Project Directorate 1-2. 89/02/28. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 48743:251 -48743:261 . 

-8903080451 Amend 86 to License NPF'-14,revising Tech Specs to reflect load profiles 
for 250-volt dc battery banks 1D650 & 1D660. 

BUTLER.W.R. Project Directorate 1-2. 89/02/28. 6pp. 48743:254-48743:259. 

-8903080458 Safety evaluation supporting Amend 86 to License NPF-14. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/28. 2pp. 
48743:260-48743:261. 

8903090030 Forwards application for amends to Ucenses NPF-14 & NPF-22, consisting 
of proposed Amends 120 & 69,respectively t changing Tech Spec 3.3.4. 1 & Table 
3.3.4.1-1 to reflect ATWS recirculation sys logic as one out of two trip logic. 
KEISER.H.W. Pennsylvania Power & Light Co. 89/02/28. BUTLER.W.R. Project Direc- 
torate 1-2. 3pp. 48801 :209-48801 :21 3. 

-8903090034 Application for amends to Ucenses NPF-14 & NPF-22, consisting of pro- 

S Amends 120 & 69,respectively, reflecting ATWS-recirculation pump trip sys 
is being one out of two taken twice trip logic. 

:R,H.W, Pennsylvania Power & Light Co. 89/02/27. 2pp. 48801:212-48801:213. 

8903080048 Notification of 890314 meeting w/util in Rockville, MD to review licensing 
actions schedules. 

THADANI.M.C. Project Directorate 1-2. 89/03/02, BUTLER.W.R. Project Directorate I- 
9 ^nn, 48741:301-48741:304. 


8903150244 Summary of 880208 meeting w/util, NUMARC & Bechtel re util application 
of plant methodology to risk mgt & assessment of NRC cost estimation of potential 
BWR Mark I containment improvements.Rev 2 to NPE-89-001, "PP&L Approach..." 
end. 

LANE.J.C. Severe Accident Issues Branch. 89/03/02. BECKNER.W.D. Severe Acci- 
dent Issues Branch. 51pp. 48862:153-48863:274. 

-8903150245 Rev 2 to "Pennsylvania Power & Light Co Approach to Risk Mgt & Risk 
Assessment." 

HILL.P.R., KUKIELKA.C.A. Pennsylvania Power & Light Co. NPE-89-001 R02. 89/01/ 
31. 400pp. 48862:205-48863:274. 

8903220018 Forwards Rev 6 to ISI-T-100.0 for Unit 1 & Rev 3 to ISI-T-200.0 for Unit 2 
"Pump & Valve Inservice Insp Testing Program." 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/10. BUTLER.W.R. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 49007:215-49007:221. 

-8903220118 Rev 6 to ISI-T-100.0, “Pump & Valve Inservice Insp Testing Program." 

* Pennsylvania Power & Light Co. 89/03/31. 3pp. 49007:216-49007:218. 

-8903220122 Rev 3 to ISI-T-200.0, "Pump & Valve Inservice Insp Testing Program." 

* Pennsylvania Power & Light Co. 89/03/31. 3pp. 49007:219-49007:221. 

8903280023 Responds to NRC 881018 safety evaluation re util compliance w/ 
1 0CFR50.62, "ATWS." Enel test results indicate that scram inlet valves will open in 
less than 15 s.Rev 1 to TP-155-011 re ATWS-ARI test end. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/20. BUTLER.W.R. Project Direc- 
torate 1-2. 3pp. 49066:094-49066:232. 

-8903280026 Rev 1 to TP-155-011, "ATWS-ARI Test." 

SADVASV.S.D. Pennsylvania Power & Light Co. 89/02/07. 59pp. 49066:097- 
49066:156. 

-8903280029 Rev 0 to TP-255-004, "ATWS-ARI Test." 

SADVASY.S.D. Pennsylvania Power & Light Co. 87/12/31. 60pp. 49066:157- 
49066:224. 

-8903280032 Rev 1 to Procedure SC-153-101, “Chemistry Surveillance of Unit 1 Stand- 
by Liquid Control Sys." 

WOLFEN.J.R. Pennsylvania Power & Light Co. 87/10/20. 8pp. 49066:225-49066:232. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed product$.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21, Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902230572 Notification of 890321 Significant Licensee Meeting 89-030 w/util in Region 
I re enforcement conference on excessive cooldown rate. 

BLOUGHAR. Region 1, Ofc of the Director. 89/02/14. Region 1, Ofc of the Director. 
2pp. 48568:123-48568:124. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903150236 Discusses util position re completion & implementation of NRC requested 
actions specified in Suppl 1 to NRC Bulletin 88-007, "Power Oscillations in BWRs.” 
KEISER.H.W. Pennsylvania Power & Ught Co. 89/03/07. RUSSELL.W.T. Region 1, 
Ofc of the Diredor. Ip. 48860:197-48860:206. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Ppst 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903200252 Responds to NRC 890206 ltr re violations noted in Insp Repts 50-387/88- 
20 & 50-388/88-23.Corrective actions:alarm response procedures revised to require 
that control room operators review high radiation alarm annunciation. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/08. WIGGINS.J.T. Region 1, Ofc 
of the Director. 3pp. 48968:359-48968:360. 
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8903210198 Forwards Safety Insp Bept 50-387/89-01 & 50-388/89-01 on 890101- 
0204. Enforcement conference scheduled for 890321 to discuss circumstances associ- 
ated w' exceed inn al'ewable cooldown rate after reactor trip on 8901 12. 

K.‘»\r..V c rtaacn Ofc of the Director. 89/03/08. KEISER.H.W. Pennsylvania 
•'’owcft i.:g"!t Cc oDO 48982:203-48982:223. 

-8903210202 Insp Reps 50-387/89-01 & 50-388/89-01 on 890101-0204. Weaknesses 
noted.Major areas inspected:physical security, plant events, surveillance & maint 
activities.Events noted indicate need for increased mgt attention to weaknessess. 
BLOUGH,A.R. Region 1, Ofc of the Director. 89/03/08. 18pp. 48982:206-48982:223. 

8903220018 Forwards Rev 6 to ISI-T-100.0 for Unit 1 & Rev 3 to ISI-T-200.0 for Unit 2 
"Pump & Valve Insen/ice Insp Testing Program." 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/10. BUTLER.W.R. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 49007:215-49007:221. 

-8903220118 Rev 6 to ISI-T-100.0, “Pump & Valve Inservice Insp Testing Program." 

* Pennsylvania Power & Light Co. 89/03/31. 3pp. 49007:216-49007:218. 

-8903220122 Rev 3 to ISI-T-200.0, "Pump & Valve Inservice Insp Testing Program." 

* Pennsylvania Power & Light Co. 89/03/31. 3pp. 49007:219-49007:221. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York. Inc. 107pp. 48895:001-48895:109. 

8903230303 Forwards Safety Insp Repts 50-387/89-02 & 50-388/89-02 on 890222- 
23.No violations noted.Util performance during annual emergency preparedness exer- 
cise demonstrated manner that would provide adequate protection health & safety of 
public 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/14. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 49028:035-49028:043. 

-8903230305 Emergency Preparedness Insp Repts 50-387/89-02 & 50-388/89-02 on 
890222-23.No violations noted.Major areas inspected:full participation annual emer- 
gency preparedness exercise. 

GORDON, C.Z., LAZARUS, W.J. Region 1, Ofc of the Director. 89/03/14. 7pp. 
49028:037-49028:043. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89 - 031 , “Swelling & Cracking of Hafnium Control Rods.” 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports A related correspondence 

8903020343 “Annual Personnel Exposure Rept for CY88.” W/890227 Itr. 

KEISER.H.W. Pennsylvania Power & Light Co. 88/12/31. BROOKS.B.G. Office of Nu- 
clear Regulatory Research, Director (Post 860720). 2pp. 48673:225-48673:226. 

8903100045 “Semiannual Effluent & Waste Disposal Rept,Jul-Dec 1988." W/890303 Itr. 
WIDNER.T.E., SHANK, K.E., KEISER.H.W. Pennsylvania Power & Light Co. 88/12/31. 
73pp. 48815:209-48815:281. 

8902240240 Monthly operating repts for Jan 1989 for Susquehanna Units 1 & 2.W/ 
890215 Itr. 

YOUNG, K.A., KEISER.H.W. Pennsylvania Power & Light Co. 89/01/31. 

MCDONALD, W.G. NRC - No Detailed Affiliation Given. 10pp. 48583:261-48583:270. 

8903130505 “Susquehanna Steam Electric Station Drinking Water Operational Rept, Jan 
1989." W/890217 Itr. 

COLENTTA.J., BLAHESLEY.J.A., SAXTON, C.H. Pennsylvania Power & Light Co. 89/ 
01/31, SAGER, R. Pennsylvania, Commonwealth of. 2pp. 48830:292-48830:293. 

8903240118 Monthly operating repts for Feb 1989 for Susquehanna Units 1 & 2.W/ 
890315 Itr. 

YOUNG, K.A., KEISER.H.W. Pennsylvania Power & Light Co. 89/02/28. 

MCDONALD, W.G. NRC • No Detailed Affiliation Given. 10pp. 49039:177-49039:186. 


S. Reportable occurrences, LERs ft related correspondence 

8903210293 RO:on 890128,Tech Spec Action 3.8.1.1.b entered while emergency diesel 
generator D in process of being returned to normal line-up, following maint outage.On 
890 129, generator failed post-maint start attempt. 

BYRAM, R.G. Pennsylvania Power ft Light Co. 89/03/01. Document Control Branch 
(Document Control Desk). 3pp. 48982:241-48982:243. 

8903140390 LER 89-006-00:on 890204, reactor manually shut down by inserting all con- 
trol rods ft placing mode switch Hi shutdown.Caused by suppression chamber drywell 
vacuum breaker failing to open due to bound valve.W/890306 Itr. 

WEHRY,R.R., BYRAM, R.G. Pennsylvania Power & Light Co. 89/03/06. 4pp. 
48857:358-48857:361. 

8903160019 LER 89-005-00:on 890207, condensate pump A started & extensive electri- 
cal transient occurred.Caused by electrical fault at terminals of subj pump motor.New 
components installed.W/890309 Itr. 

RYDER, T.S., BYRAM, R.G. Pennsylvania Power & Light Co. 89/03/09. 4pp. 
48884:347-48884:350. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list encl. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency ft fire protection plans 

8903070060 Revised EPIP, including Rev 9 to EP-IP-002,Rev 4 to EP-IP-053 & Rev 7 to 
EP-IP-001 .W/89021 6 Itr. 

TABOR, W., SHANK, K., KEISER.H.W. Pennsylvania Power & Light Co. 89/02/16. 
113pp. 48763:043-48763:155. 

8903200217 Rev 7 to EPIP EP-IP-019 "Mgt of Nearsite & Offsite Emergency Monitoring 
Teams" & Rev 8 to EP-IP-033, “Dose Assessment ft Protective Actions." W/890301 
Itr. 

* Pennsylvania Power ft Light Co. 89/03/01. 56pp. 48964:324-48965:020. 

8903210198 Forwards Safety Insp Rept 50-387/89-01 ft 50-388/89-01 on 890101- 
0204. Enforcement conference scheduled for 890321 to discuss circumstances associ- 
ated w/ exceeding allowable cooldown rate after reactor trip on 890112. 

KANE.W.F. Region 1. Ofc of the Director. 89/03/08. KEISER.H.W. Pennsylvania 
Power ft Light Co. 3pp. 48982:203-48982:223. 

-8903210202 Insp Reps 50-387/89-01 ft 50-388/89-01 on 890101-0204. Weaknesses 
notod.Major areas inspected:physical security, plant events.surveillance ft maint 
activities.Events noted indicate need for increased mgt attention to weaknessess. 
BLOUGH.A.R. Region 1, Ofc of the Director. 89/03/08. 18pp. 48982:206-48982:223. 

8903140236 Final response to FOIA request for documents. Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS, M. Impell Corp. 2pp. 48875:082-48875:083. 

-8903140269 Informs of planned regional participation in emergency exercises for 
FY89.Tentative schedule of activities listed. 

RUSSEL L.W.T. Region 1, Ofc of the Director. 88/11/04. Region 1, Ofc of the Direc- 
tor. 22pp. 48875:086-48875:107. 

8903230303 Forwards Safety Insp Repts 50-387/89-02 ft 50-388/89-02 on 890222- 
23.No violations noted.Util performance during annual emergency preparedness exer- 
cise demonstrated manner that would provide adequate protection health ft safety of 
public. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/14. KEISER.H.W. Pennsylvania 
Power ft Light Co. 2pp. 49028:035-49028:043. 

-8903230305 Emergency Preparedness Insp Repts 50-387/89-02 & 50-388/89-02 on 
890222-23.No violations noted.Major areas inspected:full participation annual emer- 
gency preparedness exercise. 

GORDON, C.Z. Region 1, Ofc of the Director. 89/03/14. 7pp. 49028:037-49028:043. 

8903240126 Forwards Change BB to physical security plan.EncI withheld (ref 
10CFR73.21). 

KEISER.M.W. Pennsylvania Power ft Light Co. 89/03/22. RUSSELL, W.T. Region 1. 
Ofc of the Director. Ip. 49038:167-49038:167. 


H. General correspondence 

8903080213 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants.Proposed rule not needed ft will not serve to increase 
Commission ability to ensure nuclear plants reliably maintained. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/02/24. CHILK.S.J. Office of the 
Secretary of the Commission. 4pp. 48745:204-48745:207. 

8903100167 Comment on proposed rule 10CFR50 re maint program at nuclear 
plants.Proposed maint rule has potential to significantly undermine util initiatives ft 
direct limited resources away from real improvements in maint. 

KEISER.H.W. Pennsylvania Power ft Light Co. 89/03/02. ZECH.L.W. Commissioners. 
2pp. 48806:167-48806:168. 


J. Insurance ft indemnity information 

8903280140 Provides present level of onsite property damage insurance for plant, per 
1 0CFR50.54(w)(4). 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/20. WOOD.R.S. NRC - No De- 
tailed Affiliation Given. Ip. 49074:050-49074:050. 


K. Utility Final Safety Analysis Report (FSAR) ft amends 

8903210055 Replacement pages to Rev 40 of FSAR for Susquehanna Units 1 & 2 cov- 
ering emergency core cooling ft definition of emergency svc water flows & heat loads. 
* Pennsylvania Power ft Light Co. 89/03/07. 4pp. 48980:238-48980:241. 


P. Operating license stage documents ft correspondence 

8902230556 Notification of 890303 Significant Licensee Meeting 89-033 in Region I to 
discuss evaluation of reactor bldg temp profile used for environ qualification of equip- 
ment 

BLOUGH.A.R. Region 1, Ofc of the Director. 89/02/14. Region 1, Ofc of the Director. 
2pp. 48570:140-48570:141. 

8902230594 Rev 1 to notification of Significant Licensee Meeting 89-014 on 890321 w/ 
util in Region I to discuss recent outage lessons learned ft scope of next scheduled 
outage. 

BLOUGH.A.R. Region 1, Ofc of the Director. 89/02/14. Region 1, Ofc of the Director. 
2pp. 48568:121-48568:122. 
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8903010153 Forwards response to Generic Ltr 88-14 re instrument a~ ‘■'c'-'iirq 
schedule for completion of testing.Local high efficiency filter will be r\"ii . <: 1 c^i 

components & addl dryer skid will be supplied. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/02/24. BUTLER.W.R. Project Direc- 
torate 1-2. 10pp. 48637:168-48637:177. 

8903090030 Forwards application for amends to Licenses NPF-14 & NPF-22, consisting 
of proposed Amends 120 & 69.respectively.changing Tech Spec 3.3.4. 1 & Table 
3.3.4. 1-1 to reflect ATWS r*r v r: *'?.!■ in pvs 'c-t? as one out of two trip logic. 
KEISER.H.W. Pennsylvania *. . "c 99/02/28. BUTLER.W.R. Project Direc- 
torate 1-2. 3pp. 48801:209-48801:213. 

-8903090034 Application for amends to Licenses NPF-14 & NPF-22, consisting of pro- 
posed Amends 120 & 69, respectively, reflecting ATWS-recirculation pump trip sys 
logic as being one out of two taken twice trip logic. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/02/27. 2pp. 48801:212-48801:213. 

8903080048 Notification of 890314 meeting w/util in Rockville, MD to review licensing 
actions schedules. 

THADANI.M.C. Project Directorate 1-2. 89/03/02. BUTLER.W.R. Project Directorate I- 
2. 4pp. 48741:301-48741:304. 

8903150244 Summary of 880208 mortinc w'-.itH.NUMARC & Bechtel re util application 
of plant methodology to risk mgt d acdCKsrvr.' of NRC cost estimation of potential 
BWR Mark I containment improvements.Rev 2 to NPE-89-001, “PP&L Approach...” 
end. 

LANE.J.C. Severe Accident Issues Branch. 89/03/02. BECKNER.W.D. Severe Acci- 
dent Issues Branch. 51pp. 48862:153-48863:274. 

-8903150245 Rev 2 to “Pennsylvania Power & Light Co Approach to Risk Mgt & Risk 
Assessment." 

HILL.P.R., KUKIELKA.C.A. Pennsylvania Power & Light Co. NPE-89-001 R02. 89/01/ 
31. 400pp. 48862:205-48863:274. 

8903220018 Forwards Rev 6 to ISI-T-100.0 for Unit 1 & Rev 3 to ISI-T-200.0 for Unit 2 
“Pump & Valve Inservice Insp Testing Program." 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/10. BUTLER.W.R. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 49007:215-49007:221. 

-8903220122 Rev 3 to ISI-T-200.0. "Pump & Valve 'nser/c-r 'ifn Testing Program.” 
* Pennsylvania Power & Light Co. 89/03/31. 3pp. *K0.\2'S»-.i)GCV 22 ' 

8903280023 Responds to NRC 881018 safety evaluation re util compliance w/ 
10CFR50.62, "ATWS." End test results indicate that scram inlet valves will open in 
less than 15 s.Rev 1 to TP- 155-01 1 re ATWS-AR! test end. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/20. BUTLER.W.R. Project Direc- 
torate 1-2. 3pp. 49066:094-49066:232. 

-8903280029 Rev 0 to TP-255-004, “ATWS-ARI Test." 

SADVASY.S.D. Pennsylvania Power & Light Co. 87/12/31. 60pp. 49066:157- 
49066:224. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902230572 Notification of 890321 Significant Licensee Meeting 89-030 w/util in Region 
I re enforcement conference on excessive cooldown rate. 

BLOUGH.A.R. Region 1, Ofc of the Director. 89/02/14. Region 1. Ofc of the Director. 
2pp. 48568:123-48568:124 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design 11 Svc list sncl 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton- Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, inc. 105pp. 48741:053-48741:158. 

8903150236 Discusses utii position re completion & implementation of NRC requested 
actions specified in Suppl 1 to NRC Bulletin 88-007, “Power Oscillations in BWRs." 
KEISER.H.W. Pennsylvania Power & Light Co. 89/03/07. RUSSELL, W.T, Region 1, 
Ofc of the Director. 1 p. 48860:1 97-48860:206. 


8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
teq ri tv Comakers for Disposal of Low Level Radwaste.” Svc list end. 

- .7S.„ ' Division of Low Level Waste Vp.netjcTr-t & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. .V:.-. vj-t. Inc. 117pp. 48798:114- 
48798:231. 

8903200252 Responds to NRC 890206 ltr re violations noted in Insp Repts 50-387/88- 
20 & 50-388/88-23. Corrective actions:alarm response procedures revised to require 
that control room operators review high radiation alarm annunciation. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/08. WIGGINS, J.T. Region 1, Ofc 
of the Director. 3pp. 48968:359-48968:360. 

8903210198 Forwards Safety Insp Rept 50-387/89-01 & 50-388/89-01 on 890101- 
0204.Enforcement conference scheduled for 890321 to discuss circumstances associ- 
ated w /exceeding allowable cooldown rate after reactor trip on 8901 12. 

■vW.A" ir i, Ofc of the Director. 89/03/08. KEISER.H.W. Pennsylvania 
Power & Light Co. 3pp. 48982:203-48982:223. 

-8903210202 Insp Reps 50-387/89-01 & 50-388/89-01 on 890101-0204. Weaknesses 
noted.Major areas inspected:physical security, plant events.surveillance & maint 
activities. Events noted indicate need for increased met attention to weaknessess. 
BLOUGH.A.R. Region 1, Ofc of the Director. •■■J’CS'Cs. *2?p 48982:206-48982:223. 

8903220018 Forwards Rev 6 to ISI-T-100.0 for Unit 1 & Rev 3 to ISI-T-200.0 for Unit 2 
“Pump & Valve Inservice Insp Test : -.o n, ogT:.~ " 

KEISER.H.W. Pennsylvania Power i'L-j-.t Cr. ii9/03/10. BUTLER.W.R. Office of Nu- 
clear Reactor Regulation, Director pesi :V'.V ■; Ip. 49007:215-49007:221. 

-8903220122 Rev 3 to ISI-T-200.0, “Pump & Valve Inservice Insp Testing Program." 
* Pennsylvania Power & Light Co. 89/03/31. 3pp. 49007:219-49007:221. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903230303 Forwards Safety Insp Repts 50-387/89-02 & 50-388/89-02 on 890222- 
23.No violations noted.Util performance during annual emergency preparedness exer- 
cise demonstrated manner that would provide adequate protection health & safety of 
public. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/03/14. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 49028:035-49028:043. 

-8903230305 Emergency Preparedness Insp Repts 50-387/89-02 & 50-388/89-02 on 
890222-23. No violations noted.Major areas inspected:full participation annual emer- 
gency preparedness exercise. 

GORDON, C.Z., LAZARUS, W.J. Region 1, Ofc of the Director. 89/03/14. 7pp. 
49028:037-49028:043. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903020343 "Annual Personnel Exposure Rept for CY88." W/890227 ltr. 

KEISER.H.W. Pennsylvania Power & Light Co. 88/12/31. BROOKS.B.G. Office of Nu- 
clear Regulatory Research, Director (Post 860720). 2pp. 48673:225-48673:226. 

8903100045 "Semiannual Effluent & Waste Disposal Rept t Jul-Dec 1988." W/890303 ltr. 
WIDNER.T.E.. SHANK, K.E., KEISER.H.W. Pennsylvania Power & Ught Co. 88/12/31. 
73pp. 48815:209-48815:281. 

8902240240 Monthly operating repts for Jan 1989 for Susquehanna Units 1 & 2.W/ 
890215 ltr. 

YOUNG.K.A., KEISER.H.W. Pennsylvania Power & Light Co. 89/01/31. 

MCDONALD, W.G. NRC - No Detailed Affiliation Given. 10pp. 48583:261-48583:270. 

8903130505 “Susquehanna Steam Electric Station Drinking Water Operational Rept, Jan 
1989." W/890217 ltr. 

COLENTTA.J., BLAHESLEY.J.A., SAXTON.C.H. Pennsylvania Power & Light Co. 89/ 
01/31. SAGER, R. Pennsylvania, Commonwealth of. 2pp. 48830:292-48830:293. 

8903240118 Monthiy operating repts for Feb 1989 for Susquehanna Units 1 & 2.W/ 
890315 ltr. 

YOUNG.K.A,, KEISER.H.W. Pennsylvania Power & Light Co. 89/02/28. 

MCDONALD, W.G. NRC - No Detailed Affiliation Given. 10pp. 49039:177-49039:186. 


S. Reportable occurrences, LERs & related correspondence 

8903210249 LER 89-002-00:on 881 21 5, inadvertent reactor core isolation cooling sys 
automatically initiated & injected to reactor vessel.Caused by technician failure to 
dose variable ieg isolation valve.Procedure Si-280-206 reviewed.W/890313 ltr. 

CRIST, M.L., BYRAM.R.G. Pennsylvania Power & Light Co. 89/03/13. 6pp. 48993:093- 
48993:098. 
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V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
rnf.t- ,! ccr?i'‘.c natl exam schedule. Svc list end. 

v'irVJA.ri.A Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8612120269 Forwards CSS-148-1 through CSS-148-4 of Rev 4 to safeguards contingen- 
cy plan re security organization. Ends withheld (ref 10CFR73.21). 

WOODY, C.O. Florida Power & Light Co. 86/12/08. GRACE, J.N. Region 2, Ofc of the 
Director. Ip. 38980:098-38980:098. 

8903020096 Forwards Rev 19 to physical security plan.Rev withheld (ref 10CFR73.21 & 
2.790). 

CONWAY, W.F. Florida Power & Light Co. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48673:227-48673:228. 

8903140058 Forwards Insp Repts 50-335/88-33 & 50-389/88-33 on 88121 1-8901 28.No 
violations or deviations noted. 

WILSON, B.A. Region 2, Ofc of the Director. 89/03/01. CONWAY, W.F. Florida Power 
& Light Co. 2pp. 48855:1 58-48855:166. 

-8903140063 Insp Repts 50-335/88-33 & 50-389/88-33 on 88121 1-8901 28.No viola- 
tions or deviations noted.Major areas inspected:Tech Spec compliance, operator 
performance, overall plant operations, QA practices & station & corporate mgt prac- 
tices. 

PAULK, G.L. Region 2, Ofc of the Director. 89/02/23. 7pp. 48855:160-48855:166. 

8903170102 Forwards summary of objectives for exercise of emergency plan scheduled 
for 890524.Exercise will involve participation of local emergency response agencies & 
state emergency response personnel. 

CONWAY, W.F. Florida Power & Light Co. 89/03/10. Document Control Branch (Docu- 
ment Control Desk). 7pp. 48893:209-48893:215. 

8903270266 Forwards response to regulatory effectiveness review Section 2, per NRC 
890126 Itr.EncI withheld (ref 1 0CFR2.79(a)(3)). 

CONWAY, W.F. Florida Power & Light Co. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). Ip. 49110:263-49110:263. 


P. Operating license stage documents & correspondence 

8610270362 Application for amend to License NPF-1 6, revising Tech Specs to reflect in- 
stallation of time delay circuit in auxiliary feedwater actuation sys.Fee paid. 

WOODY, C.O. Florida Power & Light Co. 86/10/17. THADANI.A.C. PWR Project Direc- 
torate 8. 4pp. 38374:065-38374:097. 

-8610270368 Proposed Tech Specs.reflecting installation of time delay circuit in auxilia- 
ry feedwater actuation sys. 

* Florida Power & Light Co. 86/10/17. 29pp. 38374:069-38374:097. 

8902230192 Notification of 890301 meeting w/util in Rockville, MD to discuss review of 
util ATWS submittal & implementation of ATWS mods. 

NORRIS, J.A. Project Directorate 11-2. 89/02/16. BERKOW.H.N. Project Directorate II- 
2. 3pp. 48568:297-48568:299. 

8903010115 Application for amends to Licenses DPR-67 & NPF-1 6, changing Tech 
Specs to implement recommendations of Generic Ltr 85-19, "Reporting Requirements 
on Primary Coolant Iodine Spikes.” 

CONWAY, W.F. Florida Power & Light Co. 89/02/21 . Document Control Branch (Docu- 
ment Control Desk). 3pp. 48653:234-48653:254. 

-8903010120 Proposed Tech Specs implementing recommendations of Generic Ltr 85- 
19. 

* Florida Power & Light Co. 89/02/21. 18pp. 48653:237-48653:254. 

8903060039 Advises that util detailed engineering schedule supports ATWS mod imple- 
mentation during 1 990,approved by NRC 870917 & 880422 Itrs.Util will meet w/NRC 
on 890301 to discuss design details. 

CONWAY, W.F. Florida Power & Light Co. 89/02/27. Document Control Branch (Docu- 
ment Control Desk), ip. 48738:250-48738:250. 

8903080035 Forwards response to NRC 880518 request for addl info re plant-specific 
ATWS diverse scram sys conceptual design. 

CONWAY, W.F. Florida Power & Light Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48741:322-48741:324. 

8903150024 Responds to NRC 890223 request for info re Section 3.3.2, "Evaluation of 
Impact on Containment Sump pH & Affected Equipment," re 880901 application for 
amend to License NPF-1 6.Containment equipment found qualified. 

CONWAY,W.F. Florida Power & Light Co. 89/03/06. Document Control Branch (Docu- 
ment Control Desk), ip. 48871:344-48871:344. 

8903220165 Informs of planned affiliation of Region 2 utils w/Nuclear Employee Data 
Sys for processing of transient workers. Suggests meeting in mid to late Mar to dis- 
cuss collection, retention & updating of contractor info by using sys. 

CONWAY.W.F. Florida Power & Light Co. 89/03/06. EBNETER.S.D. Region 2, Ofc of 
the Director. Ip. 48997:046-48997:046. 

8903160077 Forwards corrected Page 3/4 8-4 to Amend 39 to License NPF-1 6,correct- 
ing typo re emergency diesel generator. 

NORRIS.J.A. Project Directorate 11-2. 89/03/08. CONWAY.W.F. Florida Power & Ught 
Co. 3pp. 48893:068-48893:072. 

-8903160085 Revised Amend 39 to License NPF-1 6 re emergency diesel generator. 

* Project Directorate 11-2. 89/03/08. 2pp. 48893:071-48893:072. 

8903170094 Notifies that response to 890208 request for addl info re increased max 
allowable RTD delay time will be submitted by 890601 . 

CONWAY.W.F. Florida Power & Light Co. 89/03/09. Document Control Branch (Docu- 
ment Control Desk). Ip. 48894:173-48894:173. 


8903170410 Summary of 890309 meeting w/util in Rockville, MD re proposed mods to 
plant to meet requirements of ATWS rule. 

NORRIS.J.A. Project Directorate 11-2. 89/03/09. Project Directorate 11-2. 33pp. 
48948:318-48948:350. 

8903220459 Forwards Amend 40 to License NPF-1 6 & safety evaluation. Amend 
changes Tech Spec associated w/boric acid makeup sys. Requirement to heat trace 
boric acid makeup sys deleted. 

NORRIS.J.A. Project Directorate 11-2. 89/03/13. CONWAY.W.F. Florida Power & Light 
Co. 3pp. 49003:254-49003:287. 

—8903220464 Amend 40 to License NPF-1 6, revising Tech Specs associated w/ boric 
acid makeup sys. 

BERKOW.H.N. Project Directorate 11-2. 89/03/13. 22pp. 49003:257-49003:278. 

-8903220470 Safety evaluation supporting Amend 40 to License NPF-1 6. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/13. 9pp. 
49003:279-49003:287. 

8903220479 Responds to 890106 request re unknown spiked samples received on 
8901 13.Encl results were back-decay corrected to 890103. 

CONWAY.W.F. Florida Power & Light Co. 89/03/14. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49008:326-49008:327. 

8903230277 Informs of plan to suppl RETRAN topical rept as early as May 1989.Suppl 
will present generic methods applicable to all util units & will support plant improve- 
ments at St Lucie to implement reactor trip reduction activities. 

CONWAY.W.F. Florida Power & Light Co. 89/03/14. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49029:251-49029:252. 

8903230302 Forwards first set of responses to Generic Ltr 88-14, "Instrument Air 
Supply Sys Problems Affecting Safety-Related Equipment,” per phased schedule 
noted in util 881227 ltr. 

CONWAY.W.F. Florida Power & Light Co. 89/03/14. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49029:263-49029:267. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
encl. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902280301 Forwards Insp Repts 50-335/89-01 & 50-389/89-01 on 8901 09-1 3.No vio- 
lations or deviation noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/15. CONWAY.W.F. Florida Power 
& Light Co. 2pp. 48625:243-48625:262. 

-8902280305 Insp Repts 50-335/89-01 & 50-389/89-01 on 890109-13.No violations 
noted.Major areas inspected: preoutage planning, preparations & mgt support for im- 
plementing licensee radiation protection program. 

WRIGHT, F.N., POTTER.J.P. Region 2, Ofc of the Director. 88/02/13. 18pp. 
48625:245-48625:262. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list encJ. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903140058 Forwards Insp Repts 50-335/88-33 & 50-389/88-33 on 881211 -8901 28.No 
violations or deviations noted. 

WILSON, B.A. Region 2, Ofc of the Director. 89/03/01. CONWAY.W.F. Florida Power 
& Light Co. 2pp. 48855:158-48855:166. 

-8903140063 Insp Repts 50-335/88-33 & 50-389/88-33 on 881211 -8901 28.No viola- 
tions or deviations noted.Major areas inspected:Tech Spec compliance, operator 
performance.overall plant operations, QA practices & station & corporate mgt prac- 
tices. 

PAULK.G.L., CRLENJAK.R.V. Region 2, Ofc of the Director. 89/02/23. 7pp. 
48855:160-48855:166. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list encl, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903240272 Forwards Insp Repts 50-335/89-02 & 50-389/89-02 on 890123-27 & notice 
of violation. 

JULIAN,C.A. Region 2, Ofc of the Director. 89/03/03. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 49039:134-49039:156. 

-8903240279 Insp Repts 50-335/89-02 & 50-389/89-02 on 890123-27. Violations 
noted.Major areas inspected:licensee conformance to Reg Guide 1.97, Rev 3. 
FILLION.P.F., CONLON.T.E. Region 2, Ofc of the Director. 89/02/27. 19pp. 
49039:138-49039:156. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list encl. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 
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8903150005 Responds to NRC Bulletin 88-01 1 , “Pressurizer Surge Line Thermal Stratifi- 
cation." Ongoing surge line program to collect data from plants authorized. NRC 
agreed on listed action items to be completed based on program. 

CONWAY.W.F. Florida Power & Light Co. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48871:217-48871:218. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903210172 Submits Tech Spec 4.4.5.5.a rept re number of steam generator tubes 
plugged for generators A & B as result of insps.Seven tubes plugged in generator B & 
13 tubes plugged in generator A. 

CONWAY.W.F. Florida Power & Light Co. 89/03/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 48980:229-48980:229. 

8903080372 NRC Info Notice 89-028. "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48895:110-48895:215. 

8903270233 Responds to NRC Info Notice 88-082, "Torus Shells W/ Corrosion & De- 
graded Coatings in BWR Containments." Summary of relevant projects for various 
utils successfully employing underwater alternative to draining vessel end. 

STUART, C.O. S.G. Pinney Co. 89/03/15. ROSSI.C.E. Division of Operational Events 
Assessment (Post 870411). 9pp. 49056:023-49056:031. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903070017 "Combined Semiannual Radioactive Effluent Release Rept," Jul-Dec 
1988.W/890228 Itr. 

CONWAY.W.F. Florida Power & Light Co. 88/12/31. 39pp. 48740:279-48740:317. 

8903080070 "1988 Annual Operating Rept for St Lucie Units 1 & 2." W/ 890301 Itr. 
CONWAY.W.F. Florida Power & Light Co. 88/12/31. 56pp. 48742:268-48742:323. 

8903090413 “Personnel Monitoring Rept for CY88.” W/890225 Itr. 

CONWAY.W.F. Florida Power & Light Co. 88/12/31. 2pp. 48801:166-48801:167. 

8902230427 Monthly operating repts for Jan 1989 for Turkey Point Units 3 & 4 & 
StLucie Units 1 & 2.W/890213 Itr. 

BONETT.D.M. Florida Power & Light Co. 89/01/31. 17pp. 48568:142-48568:158. 

8903240172 Monthly operating repts for Feb 1989 for Turkey Point Units 3 & 4 & St 
Lucie Units 1 & 2.W/890314 |tr. 

BONNETT.D.M. Florida Power & Light Co. 89/02/28. 17pp. 49038:306-49038:322. 


S. Reportable occurrences, UERs & related correspondence 

8611120275 LER 86-01 4-00:on 861 008, discovered surveillance interval for hot shut- 
down control panel instrumentation exceed ed.Caused by personnel 

error.Departmental surveillance/testing schedule procedure implemented.W/861106 
Itr. 

GREEN, W.C., WOODY.C.O. Florida Power & Light Co. 86/11/07. 4pp. 38566:001- 
38566:004. 

8903090251 PNO-ll-89-01 1A:on 89021 7, licensee discovered screws loose from brushes 
on emergency diesel generator. Licensee knows of no planned activities that caused 
screws to be loose. Licensee taking compensatory measures to ensure safety. 
CRLENJAK.J. Region 2, Ofc of the Director. 89/02/17. Ip. 48799:062-48799:062. 

8903090259 PNO-ll-89-011B:on 890221 .licensee provided region w/update on potential 
vandalism. Investigation determined that damaged relay found in control box had been 
rendered usable. Investigation will continue to be monitored by region. 

TILLMAN, A. Region 2. Ofc of the Director. 89/02/21. Ip. 48799:084-48799:084. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York. Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8902140261 Forwards complete listing of 107 updated employee concerns special pro- 
gram suhcateqo r y repts. 

3HD EY.F. : 'ennessee Valley Authority. 89/02/06. Document Control Branch 
(Document Control Desk). 6pp. 48901:001-48931:045. 

-8902150360 Rev 1 to TVA Employee Concerns Special Program Subcategory Rept 
30700, "Nuclear Power Site Program/Procedures," consisting of Vol 3, "Operations 
Category." 

GUNNELS, R. Tennessee Valley Authority. 30700 V03 R01. 87/09/11. 217pp. 
48916:094-48916:311. 

-8902150401 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
30300, "Instrumentation & Radiation Monitoring," consisting of Vol 3, "Operations 
Category.” 

BROWN.W.R. Tennessee Valley Authority. 30300 V03 R02. 87/08/07. 74pp. 
48915:161-48915:234. 

-8902150414 Rev 1 to TVA Employee Concerns Special Program Subcategory Rept OP 
30500, "Accessibility," consisting of Voi 3, "Operations Category." 

TOUCHSTONE, C.W. Tennessee Valley Authority. OP 30500 V03 R01. 87/08/27. 
63pp. 48915:315-48916:017. 

-8902150478 Rev 2 to TVA Employee Concerns Special Program Subcategory Final 
Rept 40200, "Purchasing & Requisitioning," consisting of Vol 4, “Matl Control Catego- 

RUSSELL.J.R. Tennessee Valley Authority. 40200 V04 R02. 87/08/06. 77pp. 
48918:332-48919:047. 

-8902160176 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
50400, "Site-Specific Welding Subcategory Rept," consisting of Vol 5, "Welding Cate- 

BROWN.W.R. Tennessee Valley Authority. 50400 V05 R04. 88/03/22. 219pp. 
48921:345-48922:202. 

-8902210018 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
71700, "Personnel Qualifications," consisting of Vol 7, "Mgt & Personnel Category." 
BROWN.W.R. Tennessee Valley Authority. 71700 V07 R04. 87/05/20. 101pp. 
48925:047-48925:147. 

-8902210330 Rev 5 to TVA Employee Concerns Special Program Subcategory Rept 
80100, "QA Mgt & Policy,” consisting of Vol 8, "QA Category. 

GRAY.T.C. Tennessee Valley Authority. 80100 V0 8 R05. 88/03/18. 134pp. 
48926:051-48926:184. 

-8902210379 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
91000, "Unsafe Conditions," consisting of Vol 9, "Industrial Safety Category." 

JOYCE, J.W. Tennessee Valley Authority. 91000 V09 R02. 87/02/23. 78pp. 

48930:195-48930:272. 

-8902210385 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
91100, "Defective/Inadequate Equipment," consisting of Vol 9, "Industrial Safety Cat- 

FiSSERSJ. Tennessee Valley Authority. 91100 V09 R02. 87/02/23. 30pp. 

48930:273-48930:30 2. 

-8902210403 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
91200, "Industrial Hygiene Practice," consisting of Vol 9, “Industrial Safety Category." 
HODGES, J.C. Tennessee Valley Authority. 91200 V09 R02. 87/02/23. 104pp. 
48930:303-48931:045. 

-8902210432 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
90400, "Protective Equipment," consisting of Vol 9, "Industrial Safety Category." 
RUSSELL, J.R. Tennessee Valley Authority. 90400 V09 R02. 87/02/23. 46pp. 

48929:181-48929:226. 

-8902210439 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
90500, “Life Safety," consisting of Vol 9, "Industrial Safety Category." 

RUSSELL, J.R. Tennessee Vailey Authority. 90500 V09 R03. 87/02/23. 49pp. 

48929:227-48929:275. 

-8902210440 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
90600, “Electrical,” consisting of Vol 9, "Industrial Safety Category.” 

RUSSELL.J.R. Tennessee Valley Authority. 90600 V09 R02. 87/02/23. 84pp. 

48929:276-48929:359. 

-8902210449 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
90700, "Design re Industrial Safety," consisting of Voi 9, "Industrial Safety Category." 
RUSSELL, J.R. Tennessee Valley Authority. 90700 V09 R02. 87/02/23. 63pp. 

48929:360-48930:059. 

-8902210458 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
90900, "Walking & Working Surfaces," consisting of Voi 9, "industrial Safety Catego- 

(aRAY.D.K. Tennessee Vailey Authority. 90900 V09 R02. 87/02/23. 76pp. 48930:119- 
48930:194. 

-8902210461 Rev 4 to TVA Employee Concerns Spetial Program Subcategory Rept 
90100, "Mgt of Safety," consisting of Vol 9, "Industrial Safety Category." 

LOGAN,S.§. Tennessee Vailey Authority. 90100 V09 R04. 87/02/23. 120pp. 
48929:061-48929:180. 

8902270148 Informs of changes in util senior nuclear mgt.PP Carter now site licensing 
manager, JL McAnally resigned from TVA, effective on 890127 & NC Kazanas now 
vice president 

KINGSLEY, O.D. Tennessee Valley Authority. 89/02/14. CRUTCHFIELD.D. NRC - No 
Detailed Affiliation Given. 2pp. 48588:256-48588:257. 

8903010385 Summary of 890118-19 meeting w/util in Rockville,MD re plant corrective 
action programs in civil/structural areas.List of attendees & viewgraphs end. 
AULUCK.R. TVA Projects Division. 89/02/16. TVA Projects Division. 78pp. 48643:318- 
48644:035. 
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8903020333 Informs that vertical slice review final rept will be completed on or about 
890324.Change in completion date due to resolution of discrepancy repts. 

GRIDLEY.R. Tennessee Vs'ley Authority 80'0?/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. -'■Sc/Ti 353-4EC/3 36C 

8903020379 Forwards response to Generic Ltr 88-14, “Instrument Air Supply Svs Prob- 
lems Affecting Safety-Related Equipment." 

GRIDLEY.R. Tennessee Valley Authority. 89/02/23. Document Control Branch (Docu- 
ment Control Desk). 27pp. 48673:268-48673:294. 

8903080331 Notification of cancelled 890302 meeting w/util in Rockville, MD to discuss 
civil/seismic issues. 

AULUCK.R. Assistant Director for Projects. 89/02/24. BLACK, S. Assistant Director for 
Projects. 3pp. 48767:120-48767:122. 

8903080118 Forwards response to request for addl info re ATWS mitigation sys actu- 
ation circuitry (AMSAC). Plant AMSAC conforms to WCAP-1085P-A,Rev 1 & Adden- 
dum 1, “AMSAC Generic Design Package" including NRC safety evaluation com- 
ments. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 1 1 pp. 48768:226-48768:236. 

8903160249 Requests comments on end draft. “COMMIX Analysis of Main Steamline 
Break in Catawba Lower Containment." Section 4.2 where contractor finds that cer- 
tain local containment temps exceed environ qualification temp warrants attention. 
BLACK, S. Assistant Director for Projects. 89/03/03. KINGSLEY, O.D. Tennessee 
Valley Authority. 1 20pp. 48877:321 -48878:079. 

8903100350 Forwards update of info previously provided in 870821 ltr re application of 
later versions of ASME Section III. Expeditious review & approval for use of later code 
provisions requested. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 41pp. 48827:284-48827:324. 

8903160329 Requests that SER App D commitments be superseded by plant DCRDR 
summary rept dtd 871002,as result of NRC in-process audit of DCRDR program 
during wk of 881114. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/07. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48884:358-48884:359. 

8903240198 Forwards Vols 1-16, “Vertical Slice Review Final Rept." 

ERLER.B.A. Sargent & Lundy, Inc. 89/03/08. FULLER.E.D. Tennessee Valley Author- 
ity. 2pp. 49083:001-49104:041. 

-8903240203 Vols 1-16, “Vertical Slice Review Final Rept." 

* Sargent & Lundy, Inc. 89/03/31. 4,800pp. 49083:003-49104:041. 

8903200257 Summary of 890207-08 meeting w/TVA in Rockville.MD re Watts Bar cor- 
rective action programs. 

AULUCK.R. TVA Projects Division. 89/03/09. TVA Projects Division. 81pp. 48959:110- 
48959:190. 

8903230332 Discusses measures util taking to ensure experience from Sequoyah & 
Browns Ferry restart utilized at Watts Bar.Util upgrading nuclear experience review 
program to improve use of in-house experience when developing action plans. 
FOX.C.H. Tennessee Valley Authority. 89/03/13. CRUTCHFIELD, D. NRC - No De- 
tailed Affiliation Given. 3pp. 49022:340-49022:342. 

8903240038 Forwards "Qualification Test Program for Silicone Rubber Insulated Cables 
for Use in TVA Sequoyah & Watts Bar Nuclear Plants," prepared by Wyle Labs.Util 
concludes that remaining concerns re cable installation practices at plant resolved. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49161:203-49162:151. 

-8903240044 “Qualification Test Program for Silicone Rubber Insulated Cables for Use 
in TVA Sequoyah & Watts Bar Nuclear Plants." 

WALTER.R.T., JOHNSON, F.R., HIGHT.G.W. Wyle Laboratories. 18056-1. 89/02/13. 
351pp. 49161:205-49162:151. 

8903210388 Suppls info in cable issues corrective action program plan & vertical slice 
review response to comments. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/15. Document Control Branch (Docu- 
ment Control Desk). 8pp. 48989:103-48989:110. 

8903220294 Responds to util 890217 request re compliance of plant ESF sys isolation 
provisions w/SRP 6.2.4, Section ll.6.e. Clarification of NRC 890212 request for addl 
info re containment isolation encl.lnfo requested within 45 days. 

BLACK, S. Assistant Director for Projects. 89/03/15. KINGSLEY, O.D. Tennessee 
Valley Authority. 2pp. 49020:229-49020:230. 

8903220471 Informs of 890316 meeting in Spring City.TN w/TVA to discuss util Correc- 
tive Action Program in electric area. 

AULUCK.R. TVA Projects Division. 89/03/15. BLACK, S. Assistant Director for 

Projects. 4pp. 49008:296-49008:299. 

8903230112 Ack receipt of util 890214 ltr re notification of senior nuclear power mgt 
changes within TVA.Rev to corporate nuclear performance plan should be submitted 
within 60 days to provide mechanism for NRC review of changes. 

LIAW.B.D. TVA Projects Division. 89/03/17. KINGSLEY, O.D. Tennessee Valley Au- 
thority. 6pp. 49048:192-49048:197. 

8903230350 Notification of 890322 meeting w/util in Rockville,MD to discuss vertical 
slice review findings & conclusions. 

AULUCK.R. TVA Projects Division. 89/03/17. BLACK, S. Assistant Director for 

Projects. 4pp, 49037:092-49037:095. 

8903230359 Notification of 890322 meeting w/util in Knoxville, TN to discuss util correc- 
tive actions programs in civil/structure area. 

AULUCK,R. TVA Projects Division. 89/03/17. BLACK, S. Assistant Director for 

Projects. 4pp. 49030:079-49030:082. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


8903240067 Notification of 890327 meeting w/util in Rockville.MD to discuss review of 
FSAR revs for plant. 

AULUCK.R. TVA Projects Division. 89/03/21. BLACK.S. Assistant Director for 
Projects. 3pp. 49038:330-49038:332. 

8903270352 Submits supplementary response to R Gridley 881013 ltr re testing require- 
ments for ERCW sys mortar-lined piping.Plant will institute listed test program for 
welds in ERCW supply line in order to address stated four populations of welds. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49055:276-49055:280. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8903160329 Requests that SER App D commitments be superseded by plant DCRDR 
summary rept dtd 871 002, as result of NRC in-process audit of DCRDR program 
during wk of 881114. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/07. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48884:358-48884:359. 


F. Security, medical, emergency & fire protection plans 


8902140261 Forwards complete listing of 107 updated employee concerns special pro- 
gram subcategory repts. 

GRIDLEY, R.L. Tennessee Valley Authority. 89/02/06. Document Control Branch 
(Document Control Desk). 6pp. 48901:001-48931:045. 

-8902150418 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
30600, “Fire Protection," consisting of Vol 3, “Operations Category." 

TOUCHSTONE, C.W. Tennessee Valley Authority. 30600 V03 R02. 87/08/27. 76pp. 
48916:018-48916:093. 

-8902210454 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
90800, “Emergency Equipment & Plant Response to Emergencies," consisting of Vol 
9, “Industrial Safety Category.” 

RUSSELL, J.R. Tennessee Valley Authority. 90800 V09 R02. 87/02/23. 60pp. 
48930:060-48930:118. 

8903200316 Forwards Insp Repts 50-390/89-01 & 50-391/89-01 on 881 209-8901 31. No 
violations or deviations noted. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/03/01. KINGSLEY.O.D. 
Tennessee Valley Authority. 3pp. 48971:010-48971:018. 

-8903200321 Insp Repts 50-390/89-01 & 50-391/89-01 on 881 209-8901 31 .No viola- 
tions or deviations noted. Major areas inspected:fire protection & prevention,testing of 
pipe supports & restraints sys & temporary instruction followup. 

BRANCH, M.W., WALTON, G.A., BARR.K.P. Region 2, Ofc of the Director. 89/02/22. 
7pp. 48971:013-48971:018. 


Q. Inspection reports, IE Bulletins & correspondence 


8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903070127 Forwards response to NRC Bulletin 88-004, “Potential Safety-Related 
Pump Loss" & list of commitments.Excepting RHR pumps, pumps evaluated not ad- 
versely affected by either miniflow concerns identified by bulletin. 

GRIDLEY, R. Tennessee Valley Authority. 89/02/27. Document Control Branch (Docu- 
ment Control Desk). 6pp. 48763:011-48763:016. 

8903140086 Forwards Insp Rept 50-390/88-09 on 8811 28-1 202.No violations or devi- 
ations noted.Unresolved items re use of latest design documents for assessing design 
adequacy & util control of commitments to resolve VSR findings identified. 

MCCOY, F.R. Region 2, Ofc of the Director. 89/02/27. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 48834:217-48834:243. 

-8903140092 Team Insp Rept 50-390/88-09 on 8811 28-1 202.No violations noted.Major 
areas inspected:assessing methodology of engineering verification portion of vertical 
slice review. 

WALTON, G.A., GANG.H., SHEWMAKER.R.E. Region 2, Ofc of the Director. 89/02/ 
28. 25pp. 48834:219-48834:243. 

8903130508 Forwards supplemental response to NRC Bulletin 88-002, “Rapidly Propa- 
gating Fatigue Cracks in Steam Generator Tubes." Commitment 2 re review of data 
from future insen/ice insps being superseded due to end corrective actions. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/01. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48821:185-48821:188. 

8903200316 Forwards Insp Repts 50-390/89-01 & 50-391/89-01 on 881 209-8901 31 .No 
violations or deviations noted. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/03/01. KINGSLEY, O.D. 
Tennessee Valley Authority. 3pp. 48971:010-48971:018. 

-8903200321 Insp Repts 50-390/89-01 & 50-391/89-01 on 881 209-890131 .No viola- 
tions or deviations noted.Major areas inspected:fire protection & prevention, testing of 
pipe supports & restraints sys & temporary instruction followup. 

BRANCH, M.W., WALTON, G.A., BARR.K.P. Region 2, Ofc of the Director. 89/02/22. 
7pp. 48971 :01 3-48971 :018. 
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8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023. "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700-252-48700:3-16 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York. Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GPEEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division cf Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


S. Reportable occurrences, LERs & related correspondence 

8903070047 Final deficiency rept re deficient welds for hanger lugs on ASME code 
piping.lnitially reported on 870127.QC Instruction 4.03 revised to require QC hold point 
on welding operation sheets to document back gouging. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/27. Document Control Branch (Docu- 
ment Control Desk). 6pp. 48740:321-48740:326. 

8903070011 Revised final deficiency rept re inappropriate control circuitry for diesel gen- 
e-ator voltage regulators l nitia"y reported on 851120.Control circuitry for diesel gener- 
a:or exc-:a:i:.ri roues rjnoc & rrcdiliec 

3R.D.F V ,P Tennessee Va :ey Authority. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48763:172-48763:174. 

8903150077 Final deficiency rept re emergency gas treatment sys design. Initially re- 
ported on 890208-Required design changes will be prepared to add time delay relay 
to back up pressure switches that arm transfer to standby exhaust path. 

GRIDLEY.R. Tennessee Va 'cw A.ihoiity. 39/03/07. Document Control Branch (Docu- 
ment Control Desk). 5pp. 48G71 302-48871 -307 

8903160332 Third interim deficiency rept re failure to adequately control & document 
instrument accuracy requirements. Initially reported on 870626. Rept describing results 
of evaluation re' , .rtfcg cor r cct ; vo actions due by 890823. 

GRIDLEY.R. Tennessee Va.'Icy Authority. 89/03/07. Document Control Branch (Docu- 
ment Control Desk). 5pp. 48885:030-48885:034. 

8903270037 Interim deficiency rept re potential failure of melamine torque switches in 
limitorque actuators.lnitially reported on 89021 6.Corrective actions under 
development.Next rept will br submitted on or about 890714. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/17. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49056:296-49056:299. 


U. Congressional/Executive Correspondence 

8903230279 Forwards NRC quarterly status rept covering fourth quarter of CY88. 
ZECH.LW. Commissioners. 89/03/09. BEVILL.T, House of Rep., Appropriations. 
12pp. 49029:108-49029:1 19. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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A. Application/construction stage documents A correspondence 

8902140261 Forwards complete listing of 107 updated employee concerns special pro- 
gram subcategory repts. 

GRIDLEY.R.L. Tennessee Valley Authority. 89/02/06. Document Control Branch 
(Document Control Desk). 6pp. 48901:001-48931:045. 


-8902150360 Rev 1 to TVA Employee Concerns Special Program Subcategory Rept 
30700, "Nuclear Power Site Program/Procedures," consisting of Vol 3, "Operations 
Category." 

GUNNELS, R. Tennessee Valley Authority. 30700 V03 R01. 87/09/11. 217pp. 
48916:094-48916:311. 

-8902150401 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
30300, "Instrumentation & Radiation Monitoring,” consisting of Vol 3, "Operations 
Category." 

BROWN.W.R. Tennessee Valley Authority. 30300 V03 R02. 87/08/07. 74pp. 
48915:161-48915:234. 

-8902150414 Rev 1 to TVA Employee Concerns Special Program Subcategory Rept OP 
30500. “Accessib'^tv." consisting of Vol 3. "Opomtims Category " 

’O..C;.-:SrO\K,C .V Tennessee Valley Auft ur-:> DP 30=00 V03 R01. 87/08/27. 
63pp. 48915:315-48916:017. 

-8902150478 Rev 2 to TVA Employee Concerns Special Program Subcategory Final 
Rept 40200, "Purchasing & Requisitioning," consisting of Vol 4, "Matl Control Catego- 
ry." 

RUSSELL, J.R. Tennessee Valley Authority. 40200 V04 R02. 87/08/06. 77pp. 
48918:332-48919:047. 

-8902160176 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
50400, "Site-Specific Welding Subcategory Rept," consisting of Vol 5, “Welding Cate- 

BROWN.W.R. Tennessee Valley Authority. 50400 V05 R04. 88/03/22. 219pp 
48921:345-48922:202. 

-8902210018 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
71700, “Personnel Qualifications,” consisting of Vol 7, “Mgt & Personnel Category." 
BROWN.W.R. Tennessee Valley Authority. 71700 V07 R04. 87/05/20. 101pp. 
48925:047-48925:147. 

-8902210330 Rev 5 to TVA Employee Concerns Special Program Subcategory Rept 
80100, "QA Mgt & Policy," consisting of Vol 8, “QA Category." 

GRAY.T.C. Tennessee Valley Authority. 80100 V08 R05. 88/03/18. 134pp. 
48926:051-48926:184. 

-8902210379 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
91000, "Unsafe Conditions," consisting of Vol 9, "Industrial Safety Category. ’ 

JOYCE, J.W. Tennessee Valley Authority. 91000 V09 R02. 87/02/23. 78pp. 

48930:195-48930:272. 

-8902210385 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
91100, "Defective/ Inadequate Equipment," consisting of Vol 9, “Industrial Safety Cat- 

R<3GERS,T. Tennessee Valley Authority. 91100 V09 R02. 87/02/23. 30pp. 

48930:273-48930:302. 

-8902210403 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
91200, "Industrial Hygiene Practice," consisting of Vol 9, "Industrial Safety Category." 
HODGES, J.C. Tennessee Valley Authority. 91200 V09 R02. 87/02/23. 104pp. 
48930:303-48931:045. 

-8902210432 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
90400, "Protective Equipment," consisting of Vol 9, “Industrial Safety Category." 
RUSSELL, J.R. Tennessee Valley Authority. 90400 V09 R02. 87/02/23. 46pp. 

48929:181-48929:226. 

-8902210439 Rev 3 to TVA Employee Concerns Special Program Subcategory Rept 
90500, "Life Safety," consisting of Vol 9, “Industrial Safety Category." 

RUSSELL, J.R. Tennessee Valley Authority. 90500 V09 R03. 87/02/23. 49pp. 

48929:227-48929:275. 

-8902210440 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
90600, "Electrical," consisting of Vol 9, "Industrial Safety Category." 

RUSSELL, J.R. Tennessee Valley Authority. 90600 V09 R02. 87/02/23. 84pp. 

48929:276-48929:359. 

-8902210449 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
90700, "Design re Industrial Safety," consisting of Vol 9, “Industrial Safety Category." 
RUSSELL, J.R. Tennessee Valley Authority. 90700 V09 R02. 87/02/23. 63pp. 

48929:360-48930:059. 

-8902210458 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
90900, "Walking & Working Surfaces," consisting of Vol 9. "Industrial Safety Catego- 

(aRAY.D.K. Tennessee Valley Authority. 90900 V09 R02. 87/02/23. 76pp. 48930:119- 
48930:194. 

-8902210461 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
90100, “Mgt of Safety,” consisting of Vol 9, "Industrial Safety Category." 

LOGAN, S.B. Tennessee Valley Authority. 90100 V09 R04. 87/02/23. 120pp. 
48929:061-48929:180. 

8902270148 Informs of changes in util senior nuclear mgtPP Carter now site licensing 
manager, JL McAnally resigned from TVA, effective on 890127 & NC Kazanas now 
vice president. 

KINGSLEY, O.D. Tennessee Valley Authority. 89/02/14. CRUTCHFIELD.D. NRC - No 
Detailed Affiliation Given. 2pp. 48588:256-48588:257. 

8903010385 Summary of 890118-19 meeting w/util in Rockville, MD re plant corrective 
action programs in civil/structural areas.List of attendees & viewgraphs end. 
AULUCK.R. TVA Projects Division. 89/02/16. TVA Projects Division. 78pp. 48643:318- 
48644:035. 

8903020333 Informs that vertical slice review final rept will be completed on or about 
890324.Change in completion date due to resolution of discrepancy repts. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48673:359-48673:360. 

8903020379 Forwards response to Generic Ltr 88-14, “Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment." 

GRIDLEY.R. Tennessee Valley Authority. 89/02/23. Document Control Branch (Docu- 
ment Control Desk). 27pp. 48673:268-48673:294. 
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8903080331 Notification of cancelled 890302 meeting w/util in Rockville.MD to discuss 
civil/seismic issues. 

AULUCK.R. Assistant Director for Projects. 89/02/24. BLACK, S. Assistant Director for 
Projects. 3pp. 48767:120-48767:122. 

8903080118 Forwards response to request for addl info re ATWS mitigation sys actu- 
ation circuitry (AMSAC).PIant AMSAC conforms to WCAP-1085P-A,Rev 1 & Adden- 
dum 1, "AMSAC Generic Design Package" including NRC safety evaluation com- 
ments. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 11pp. 48768:226-48768:236. 

8903160249 Requests comments on end draft, "COMMIX Analysis of Main Steamline 
Break in Catawba Lower Containment." Section 4.2 where contractor finds that cer- 
tain local containment temps exceed environ qualification temp warrants attention. 
BLACK, S. Assistant Director for Projects. 89/03/03. KINGSLEY.O.D. Tennessee 
Valley Authority. 120pp. 48877:321-48878:079. 

8903100350 Forwards update of info previously provided in 870821 Itr re application of 
later versions of ASME Section III. Expeditious review & approval for use of later code 
provisions requested. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 41pp. 48827:284-48827:324. 

8903160329 Requests that SER App D commitments be superseded by plant DCRDR 
summary rept dtd 87 1002, as result of NRC in-process audit of DCRDR program 
during wk of 881114. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/07. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48884:358-48884:359. 

8903240198 Forwards Vols 1-16, "Vertical Slice Review Final Rept." 

ERLER.B.A. Sargent & Lundy. Inc. 89/03/08. FULLER ,E.D. Tennessee Valley Author- 
ity. 2pp. 49083:001-49104:041. 

—8903240203 Vols 1-16, "Vertical Slice Review Final Rept." 

* Sargent & Lundy, Inc. 89/03/31. 4,800pp. 49083:003-49104:041. 

8903200257 Summary of 890207-08 meeting w/TVA in Rockville.MD re Watts Bar cor- 
rective action programs. 

AULUCK.R. TVA Projects Division. 89/03/09. TVA Projects Division. 81pp. 48959:1 IQ- 
48959: 190. 

8903230332 Discusses measures util taking to ensure experience from Sequoyah & 
Browns Ferry restart utilized at Watts Bar.Utii upgrading nuclear experience review 
program to improve use of in-house experience when develop 1 rq achon plans. 
FOX.C.H. Tennessee Valley Authority. 89/03/ *3 CRUTCH? IcLD.D NRC - No De- 
tailed Affiliation Given. 3pp. 49022:340-49022:342. 

8903240038 Forwards “Qualification Test Program for Silicone Rubber Insulated Cables 
for Use in TVA Sequoyah & Watts Bar Nuclear Plants," prepared by Wyle Labs. Util 
concludes that remaining concerns re cable installation practices at plant resolved. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49161:203-49162:151. 

—8903240044 “Qualification Test Program for Silicone Rubber Insulated Cables for Use 
in TVA Sequoyah & Watts Bar Nuclear Plants." 

WALTER.R.T. Wyle Laboratories. 18056-1. 89/02/13. 351pp. 49161:205-49162:151. 

8903210388 Suppls info in cable issues corrective action program plan & vertical slice 
review response to comments. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/15. Document Control Branch (Docu- 
ment Control Desk). 8pp. 48989:1 03-48989: 110. 

8903220294 Responds to util 890217 request re compliance of plant ESF sys isolation 
provisions w/SRP 6.2.4, Section ll.6.e. Clarification of NRC 890212 request for addl 
info re containment isolation encl.lnfo requested within 45 days. 

BLACK, S. Assistant Director for Projects. 89/03/15. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49020:229-49020:230. 

8903230112 Ack receipt of util 890214 Itr re notification of senior nuclear power mgt 
changes within TVA.Rev to corporate nuclear performance plan should be submitted 
within 60 days to provide mechanism for NRC review of changes. 

LIAW.B.D. TVA Projects Division. 89/03/17. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 6pp. 49048:192-49048:197. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903270352 Submits supplementary response to R Gridley 881013 Itr re testing require- 
ments for ERCW sys mortar-lined piping.Plant will institute listed test program for 
welds in ERCW supply line in order to address stated four populations of welds. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49055:276-49055:280. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8903160329 Requests that SER App D commitments be superseded by plant DCRDR 
summary rept dtd 871 002, as result of NRC in-process audit of DCRDR program 
during wk of 881114. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/07. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48884:358-48884:359. 


F. Security, medical, emergency & fire protection plans 

8902140261 Forwards complete listing of 107 updated employee concerns special pro* 

S am subcategory repts. 

RIDLEY, R.L. Tennessee Valley Authority. 89/02/06. Document Control Branch 
(Document Control Desk). 6pp. 48901:001-48931:045. 

-8902150418 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
30600, “Fire Protection," consisting of Vol 3, “Operations Category." 
TOUCHSTONE.C.W. Tennessee Valley Authority. 30600 V03 R02. 87/08/2 7. 76pp. 
48916:018-48916:093. 


-8902210454 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
90800, "Emergency Equipment & Plant Response to Emergencies," consisting of Vol 
9, "industrial Safety Category." 

RUSSELL, J.R. Tennessee Valley Authority. 90800 V09 R02. 87/02/23. 60pp. 
48930:060-48930:118. 

8903200316 Forwards Insp Repts 50-390/89-01 & 50-391/89-01 on 881 209-8901 31 .No 
violations or deviations noted. 

MCCOY.F.R. Assistant Director for inspection Programs. 89/03/01. KINGSLEY.O.D. 
Tennessee Valley Authority. 3pp. 48971:010-48971:018. 

-8903200321 Insp Repts 50-390/89-01 & 50-391/89-01 on 881 209-890131. No viola- 
tions or deviations noted.Major areas inspected:fire protection & prevention, testing of 
pipe supports & restraints sys & temporary instruction followup. 

BRANCH, M.W. Region 2, Ofc of the Director. 89/02/22. 7pp. 48971:013-48971:018. 


Q. Inspection reports, IE Bulletins & correspondence 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903070127 Forwards response to NRC Bulletin 88-004, “Potential Safety-Related 
Pump Loss" & list of commitments. Excepting RHR pumps, pumps evaluated not ad- 
versely affected by either miniflow concerns identified by bulletin. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/27. Document Control Branch (Docu- 
ment Control Desk). 6pp. 48763:011-48763:016. 

8903130508 Forwards supplemental response to NRC Bulletin 88-002, “Rapidly Propa- 
gating Fatigue Cracks in Steam Generator Tubes." Commitment 2 re review of data 
from future inservice insps being superseded due to encl corrective actions. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/01. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48821:185-48821:188. 

8903200316 Forwards insp Repts 50-390/89-01 & 50-391/89-01 on 881 209-890 131. No 
violations or deviations noted. 

MCCOY.F.R. Assistant Director for inspection Programs. 89/03/01. KINGSLEY.O.D. 
Tennessee Valley Authority. 3pp. 48971:010*48971:018. 

-8903200321 Insp Repts 50-390/89-01 & 50-391/89-01 on 88 1209-8901 31 .No viola- 
tions or deviations noted.Major areas inspected:fire protection & prevention, testing of 
pipe supports & restraints sys & temporary instruction followup. 

BRANCH, M.W., WALTON, G.A., BARR.K.P. Region 2. Ofc of the Director. 89/02/22. 
7pp. 48971:013-48971:018. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list encl. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list encl. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231 . 


8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepandes for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903240051 Forwards listing of inspector followup items not required to address pro- 
grammatic issues & do not support layup program. Topics include, NUREG-0737, Items 
n.B.3 re post-accident sampling & II.F.1 re accident monitoring instrumentation. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/20. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49038:298-49038:301. 
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8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. * 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


S. Reportable occurrences, LERs & related correspondence 

8903070047 Final deficiency rept re deficient welds for hanger lugs on ASME code 
piping. Initially reported on 870127.QC Instruction 4.03 revised to require QC hold point 
on welding operation sheets to document back gouging. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/27. Document Control Branch (Docu- 
ment Control Desk). 6pp. 48740:321 -48740:326. 

8903070011 Revised final deficiency rept re inappropriate control circuitry for diesel gen- 
erate' voltage regulators IritiaMy reported on 851120.Control circuitry for diesel gener- 
a:cr oxc ia::ori redesigned & modified. 

GTDLFY.R. Tennessee Va'-'fl y Authority. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48763:172-48763:174. 

8903150077 Final defidency rept re emergency gas treatment sys design. Initially re- 
ported on 890208.Required design changes will be prepared to add time delay relay 
to back up pressure switches that arm transfer to standby exhaust path. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/07. Document Control Branch (Docu- 
ment Control Desk).* 5pp. 48871 :302-48871 :307. 

8903160332 Third interim deficiency rept re failure to adequately control & document 
instrument accuracy requirements. Initially reported on 870626.Rept describing results 
of evaluation including corrective actions due by 890823. 

GRIDLEY.R. Tenntessee Valley Authority. 89/03/07. Document Control Branch (Docu- 
ment Control Desk). 5pp. 48885:030-48885:034. 

8903270037 Interim deficiency rept re potential failure of melamine torque switches in 
limitorque actuators. Initially reported on 89021 6.Corrective actions under 
development Next rept will br submitted on or about 890714. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/17. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49056:296-49056:299. 


U. Congressional/Executive Correspondence 

8903230279 Forwards NRC quarterly status rept covering fourth quarter of CY88. 
ZECH.L.W. Commissioners. 89/03/09. BEVILL.T. House of Rep., Appropriations. 
1 2pp. 49029:1 08-49029:1 1 9. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8903140325 Forwards Insp Rept 50-395/88-26 on 881114-18,1205-09 & 20-23 & notice 
of violation. 

GIBSON, A.F. Region 2, Ofc of the Director. 89/02/27. BRADHAM.O.S. South Caroli- 
na Electric & Gas Co. 2pp. 48848:21648848:271. 

-8903140329 Notice of violation from insp on 881114-18,1205-09 & 20-23. Violations 
noted:failure to implement procedures for planning & performing maint w/Maint Work 
Request 8801131 released by maint planners w/o transient combustible permit 
GIBSON, A.F. Region 2, Ofc of the Director. 89/02/27. 3pp. 48848:21848848:220. 

-8903140335 Insp Rept 50-395/88-26 on 881114-18,1205-09 & 20-23. Violations 
noted.Major areas inspected:current level of performance in area of plant operations 
w/evaluation of effectiveness of various plant groups, including operations. 
LAWYER,LL., PEEBLES.T.A. Region 2, Ofc of the Director. 89/02/17. 51pp. 
48848:22148848:271. 

8903080239 Rev 7 to Emergency Plan Procedure EPP-009, "Onsite Medical.” W/ 
890301 ltr. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/01. 15pp. 48743:008- 
48743:022. 

8903150084 Discusses insp on 881128-1202 & forwards notice of violation ft proposed 
imposition of civil penalty in amount of $62,500. Violations re significant failures of se- 
curity force at all levels to implement security program. 

ERNST, M.L Region 2, Ofc of the Director. 89/03/02. BRADHAM.O.S. South Carolina 
Electric & Gas Go. 3pp. 48859:09548859:097. 

8903130571 Forwards Amend 24 to physical security plan.Amend withheld (ref 
1 0CFR73.21). 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/03. Document Control 
Branch (Document Control Desk). Ip. 48821:36048821:360. 

8903240120 Forwards Insp Rept 50-395/89-02 on 890123-27 & notice of 
violation.Attention directed to violation re emergency response training.Concems ex- 
pressed re implementation of mgt control sys. 

ERNST, M.L Region 2, Ofc of the Director. 89/03/07. BRADHAM.O.S. South Carolina 
Electric & Gas Co. 2pp. 49040:15749040:173. 

-8903240123 Notice of violation from insp on 890123-27.VK>lation noted: seven individ- 
uals assigned to offsite radiological monitoring team had not completed training, per 
Attachment 1 of Emergency Plan Procedure 018. 

ERNST, M.L Region 2, Ofc of the Director. 89/03/07. 2pp. 49040:15949040:160. 


-8903240127 Insp Rept 50-395/89-02 on 8901 23-27. Violations noted.Major areas 
inspected:review of training.changes to emergency organization, distribution of 
changes to emergency plan & emergency plan procedures & audits repts. 

GOODEN, A., RANKIN, W. Region 2, Ofc of the Director. 89/02/23. 13pp. 49040:161- 
49040:173. 


H. General correspondence 

8903080190 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Proposed maint rule should not be exempt 
from performing analysis in accordance w/backfit rule. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/02/22. Docketing & Services 
Branch. 3pp. 48745:26048745:262. 


I. Financial information 


8903200001 Forwards util annual financial repts for 1988. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/13. Document Control 
Branch (Document Control Desk). Ip. 48983:00648983:120. 

-8903200006 "Santee Cooper Annual Rept 1988." 

- HOLDER.D.A., MESCHER.W.C. Santee Cooper. 88/12/31. 60pp. 48983:007- 
48983:066. 

-8903200011 "SCANA 1988 Annual Rept." 

WARREN, J.A. South Carolina Electric & Gas Co. 88/12/31. 49pp. 48983:067- 
48983:120. 


J. Insurance & indemnity information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:05548585:179. 


P. Operating license stage documents & correspondence 

8903060202 Summary of 890207 meeting w/util in Rockville, MD re status of licensing 
issues for facility. List of attendees & handouts end. 

HAYES, J.J. Project Directorate 11-1. 89/02/28. Project Directorate 11-1. 15pp. 
48739:23248739:246. 

8903200074 Forwards "Semiannual Effluent & Waste Disposal Rept for Operating for 
Jul-Dec 1988” & proprietary Attachment I entitled, "VC Summer Nuclear Station Proc- 
ess Control Program." Attachment I withheld (ref 10CFR2.790). 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/01. EBNETER.S.D. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48970:01948970:096. 

-8903200088 Forwards affidavit requesting that end Change C to Rev 7 to PCP-001, 
"Process Control Program for Progressive Wet Waste” be withheld from public disclo- 
sure (ref 10CFR2.790). 

HOUSE, W.B. Chem-Nuclear Systems, Inc. 89/02/21. ERNST, M.L. Region 2, Ofc of 
the Director. 4pp. 48970:09448970:096. 

8903150208 Forwards tentative milestone schedufe for installation of SPDS. 
BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/06. Document Control 
Branch (Document Control Desk). 2pp. 48871:21548871:216. 

8903220233 Advises that end notice of withdrawal of 831208 application for amend to 
License NPF-1 2, changing Tech Spec Tables 3.3-1 & 4.3-1, per Generic Ltr 83-28,for- 
warded to Ofc of FR for publication.W/o notice. 

HAYES, J.J. Project Directorate 11-1. 89/03/13. BRADHAM.O.S. South Carolina Electric 
& Gas Co. 2pp. 49008:29049008:291. 

8903230208 Advises that NRC will conduct post-implementation audit insp to verify ef- 
forts re Generic Ltr 88-14, "Instrument Air Suppy Sys Problems Affecting Safety-Relat- 
ed Equipment." 

HAYES, J.J. Project Directorate 11-1. 89/03/14. BRADHAM.O.S. South Carolina Electric 
& Gas Co. 2pp. 49032:07249032:073. 

8903230107 Closes out TMI Action Plan Item II.K.3.5, “Reactor Coolant Pump Trip" 
(Multi-Plant Action G-01).Util addressed plant-specific info via Westinghouse Owners 
Group methodology per Generic Ltr 85-12. 

HAYES, J.J. Project Directorate 11-1. 89/03/15. BRADHAM.O.S. South Carolina Electric 
& Gas Co. 3pp. 49029: 1 4049029: 1 42. 

8903240273 Forwards expanded no significant hazards evaluation re 890120 Tech Spec 
change request on reactor trip breaker testing.per Generic Ltr 85-09, "Tech Specs for 
Generic Ltr 83-28." 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/20. Document Control 
Branch (Document Control Desk). 2pp. 49040:23649040:237. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGAS.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:00148960:057. 


Q. Inspection reports, IE Bulletins ft correspondence 

8902280516 Forwards Insp Rept 50-395/89-01 on 890101-0205.No violations or devi- 
ations noted.Addl violation cited in Insp Rept 50-395/89-01 re labeling,valve lineup & 
as-built drawings noted. 

VERRELLI.D.M. Region 2, Ofc of the Director. 89/02/17. BRADHAM.O.S. South Caro- 
lina Electric ft Gas Co. 2pp. 48633:09648633:107. 

-8902280523 Insp Rept 50-395/89-01 on 890101-0205.No violations or deviations 
noted.Major areas inspected:monthly surveillance & maint observations,operational 
safety verification ft ESF sys walkdown. 

PREVATTE.R.L, HOPKINS.P.C., CANTRELL.F.S. Region 2, Ofc of the Director. 89/ 
02/09. 1 0pp. 48633:09848633:1 07. 
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8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073. “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903100019 EN-89-020:on or about 890302, notice of proposed imposition of civil penal- 
ty in amount of $62,500 will be issued to licensee.Action based on multiple significant 
failures to control access to proteded area of plant. 

ROSANO.R.P., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/02/27. Ip. 
48810:015-48810:015. 

8903140325 Forwards Insp Rept 50-395/88-26 on 881114-18,1205-09 & 20-23 & notice 
of violation. 

GIBSON.A.F. Region 2, Ofc of the Director. 89/02/27. BRADHAM.O.S. South Caroli- 
na Eledric & Gas Co. 2pp. 48848:216-48848:271. 

-8903140329 Notice of violation from insp on 881114-18,1205-09 & 20-23. Violations 
noted:failure to implement procedures for planning & performing maint w/ Maint Work 
Request 8801 131 released by maint planners w/o transient combustible permit. 
GIBSON, A.F. Region 2, Ofc of the Diredor. 89/02/27. 3pp. 48848:218-48848:220. 

-8903140335 Insp Rept 50-395/88-26 on 881114-18,1205-09 & 20-23. Violations 
noted.Major areas inspected:current level of performance in area of plant operations 
w/evaluation of effectiveness of various plant groups.including operations. 

LAWYER, L.L., PEEBLES.T.A. Region 2, Ofc of the Director. 89/02/17. 51pp. 
48848:221-48848:271. 


8903150054 Forwards completion rept for valves remaining in program for IE Bulletin 
85-003, "Motor-Operated Valves Common Mode Failures During Plant Transients due 
to Improper Switch Settings.” 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/02/27. ERNST, M.L. Region 2, 
Ofc of the Director. 4pp. 48860:302-48860:305. 

8903090077 Requests schedule extension re NRC Bulletin 88-011, "Pressurizer Surge 
Line Thermal Stratification," of 2 yrs to reply to Action l.d to update stress & fatigue 
analyses. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/01. Document Control 
Branch (Document Control Desk). 4pp. 48801:108-48801:1 11. 

8903150084 Discusses insp on 881128-1202 & forwards notice of violation & proposed 
imposition of civil penalty in amount of $62,500. Violations re significant failures of se- 
curity force at all levels to implement security program. 

ERNST, M.L. Region 2, Ofc of the Director. 89/03/02. BRADHAM.O.S. South Carolina 
Eledric & Gas Co. 3pp. 48859:095-48859:097. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connedors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903150326 Provides final confirmation that flanges installed on main feedwater sys in- 
spected per NRC Bulletin 88-005, "Nonconforming Matls Supplied by Piping 
Supplies, Inc at Folsom.NJ & West Jersey Mfg Co at WilTiamstown.NJ." 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/06. Document Control 
Branch (Document Control Desk), Ip. 48871:268-48871:268. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York. Inc. 105pp. 48741:053-48741:158. 


8903240120 Forwards Insp Rept 50-395/89-02 on 890123-27 & notice of 
violation,Attention directed to violation re emergency response training.Concerns ex- 
pressed re implementation of mgt control sys. 

ERNST.M.L Region 2, Ofc of the Diredor. 89/03/07. BRADHAM.O.S. South Carolina 
Electric & Gas Co. 2pp. 49040:157-49040:173. 


-8903240123 Notice of violation from insp on 890123-27.Violation noted: seven Individ- 
uals assigned to offsite radiological monitoring team had not completed training, per 
Attachment 1 of Emergency Plan Procedure 018. 

ERNST.M.L, Region 2, Ofc of the Diredor. 89/03/07. 2pp. 49040:159-49040:160. 


-8903240127 insp Rept 50-395/89-02 on 890 123-27. Violations noted.Major areas 
inspeded:review of training, changes to emergency organization,distributlon of 
changes to emergency plan & emergency plan procedures & audits repts. 

GOODEN.A., RANKIN.W. Region 2, Ofc of the Diredor. 89/02/23. 13pp. 49040:161- 
49040:173. 


8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GrEEVES,J.T. Division of Low Level Waste Management 6 Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp, 48798:114- 
-48798:231. 

8903270381 Forwards Insp Rept 50-395/89-03 on 890206-28 & notice of violation. 
VERRELU.D.M. Region 2, Ofc of the Director. 89/03/09. BRADHAM.O.S. South Caro- 
lina Eledric & Gas Go. 2pp. 49056:102-49056:1 13. 


-8903270365 Notice of violation from insp on 890206-28. Violation noted: operator failed 
to restore valve XVD-6186-NB to required closed position prior to removing danger 
tags during valve maint. 

VERRELU.D.M. Region 2. Ofc of the Director. 89/03/09. 2pp. 49056:104-49056:105. 

-8903270366 Insp Rept 50-395/88-03 on 890206-28.Violation noted.Major areas 
inspected: monthly surveillance & maint observations, operational safety 

verification ,ESF sys walkdown & action on previous insp findings. 

PREVATTE.R.L., HOPKINS, P.C., CANTRELL, F.S. Region 2. Ofc of the Director. 89/ 
03/09. 8pp. 49056:106-49056:1 13. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903230208 Advises that NRC will conduct post-implementation audit insp to verify ef- 
forts re Generic Ltr 88-14, "instrument Air Suppy Sys Problems Affecting Safety-Relat- 
ed Equipment." 

HAYES.J.J. Project Directorate 11-1. 89/03/14. BRADHAM.O.S. South Carolina Eledric 
& Gas Co. 2pp. 49032:072-49032:073. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 

8903280197 Forwards summary of temp monitoring sys data collected during Dec 1988 
- Feb 1 989,per NRC Bulletin 88-008, Thermal Stresses in Piping Connected to Reac- 
tor Coolant Sys." 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/23. Document Control 
Branch (Document Control Desk). 5pp. 49075:105-49075:109. 


R. Periodic operating reports & related correspondence 


8903220164. "1988 Annual Operating Rept for VC Summer Nuclear Station." W/890228 

BRADHAM.O.S. South Carolina Electric & Gas Co. 88/12/31. ERNST.M.L. Region 2, 
Ofc of the Diredor. 9pp. 49004:030-49004:038. 

8902280535 Monthly operating rept for Jan 1989 for Virgil C Summer Nuclear 
Station.W/890215 ltr. 

HALTIWANGER.J., BRADHAM.O.S. South Carolina Electric & Gas Co. 89/01/31. 5pp. 
48626:314-48626:318. 

8903220093 Monthly operating rept for Feb 1989 for VC Summer Nuclear Station, Unit 
1.W/890309 ltr. 

HALTIWANGER.J., BRADHAM.O.S. South Carolina Electric & Gas Co. 89/02/28. 
BARRY.L.W. Document Control Branch (Document Control Desk). 5pp. 48993:326- 
48993:330. 

8903200074 Forwards "Semiannual Effluent & Waste Disposal Rept for Operating for 
Jul-Dec 1988" & proprietary Attachment I entitled, “VC Summer Nuclear Station Proc- 
ess Control Program." Attachment I withheld (ref 10CFR2.790). 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/01. EBNETER.S.D. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48970:019-48970:096. 

-8903200083 "Semiannual Effluent & Waste Disposal Rept for Jul-Dec 1988." 
GOWDY.G.M., RILEY.T.D., BLUE.L.A. South Carolina Eledric & Gas Co. 88/12/31. 
72pp. 48970:021-48970:093. 

-8903200088 Forwards affidavit requesting that end Change C to Rev 7 to PCP-001, 
"Process Control Program for Progressive Wet Waste" be withheld from public disclo- 
sure (ref 10CFR2.790). 

HOUSE, W.B. Chem-Nuclear Systems, Inc. 89/02/21. ERNST.M.L. Region 2. Ofc of 
the Diredor. 4pp. 48970:094-48970:096. 

8903280154 Forwards Technical Rept 88-4, "Seismic Adivity Near VC Summer Nuclear 
Station for Period Od-Dec 1988." 

BRADHAM.O.S. South Carolina Eledric & Gas Co. 89/03/20. Document Control 
Branch (Document Control Desk). Ip. 49110:291-49110:311. 

-8903280159 "Seismic Adivity Near VC Summer Nuclear Station for Period Od-Dec 
1 988 " 

TALWANI.P. South Carolina, Univ. of, Columbia, SC. 88-4. 88/12/31. 20pp. 
49110:292-49110:311. 


S. Reportable occurrences, LERs & related correspondence 


8902270205 LER 89-002-00:on 8901 15, discovered that scaffolding & shielding Installa- 
tions in east & west penetration rooms may have adverse impad on operability of 
safety-related sys during seismic event.Caused by personnel error.W/890214 ltr. 
HIGGINS.W.R., BRADHAM.O.S. South Carolina Electric & Gas Co. 89/02/14. 7pp. 
48586:083-48586:089. 
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8902240205 Special Rept SPR 89-002:on 890202, Delta T 10-40 meter indications in- 
consistent w/actual environ conditions.Caused by failure of 10-meter aspirator 
motor. Rotation corrected to move air flow across element to aspirator motor. 
BRADHAM.O.S. South Carolina Electric & Gas Co. 89/02/17. ERNST,M.L. Region 2, 
OfC of the Director. 2pp. 48576:359-48576:360. 

8903230335 LER 88-007-01 :on 880601, reactor trip occurred while personnel testing 
train A solid state protection sys actuation logic & master relay.Caused by inadequate 
procedures. Label placed on breaker & switch.W/890316 Itr. 

HIGGINS. W.R., BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/16. 6pp. 
49028:166-49028:171. 

8903230353 LER 88-009-01 :on 880726, reactor trip occurred while personnel testing 
train B solid state protection sys actuation logic & master relay.Caused by lack of ad- 
herence to procedures.Procedures revised.W/890316 Itr. 

HIGGINS. W.R., BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/16. 6pp. 
49037:108-49037:1 13. 


V. Operator Examinations 

8903210014 Forwards applications for renewal of reactor operator & senior reactor op- 
erator licenses for listed personnel.W/o ends. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/03. EBNETER.S.D. Region 
2. Ofc of the Director. Ip. 48980:242-48980:242. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York. Inc. 54pp. 49005:001-49005:056. 
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P. Operating license stage documents & correspondence 

8903240275 Forwards Amend 5 to License R-123 & safety evaluation.Amend allows 
postponement of surveillance requirements if reactor in unloaded state. 

ADAMS, A. Standardization & Non-Power Reactor Project Directorate. 89/03/15. 
MULDER.R.U. Virginia, Univ. of, Charlottesville. VA. 3pp. 49038:066-49038:075. 

-8903240280 Amend 5 to License R-123,allowing postponement of surveillance require- 
ments if reactor in unloaded state. 

MILLER, C.L. Standardization & Non-Power Reactor Project Directorate. 89/03/15. 
5pp. 49038:069-49038:073. 

-8903240281 Safety evaluation supporting Amend 5 to License R-123. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/15. 2pp. 
49038:074-49038:075. 


V. Operator Examinations 

8903270079 Recommends that G Hopper be certified as operator licensing examiner on 
non-power reactors.Opergtirg test autft rept end. 

MUNRO.J.F Region 2. C!c c: IV C;r actor. 89/03/07. ERNST, M.L. Region 2, Ofc of 
theDirecto- 2pp 49255 JS! -43055.062 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


-8902270470 SER supporting util responses to Generic Ltr 83-28,ltem 2.1 (Part 2) re 
vendor :nto r *acr r'ccrnm for reactor trip sys components. 

* NRC - K: 'irslio'! Given. 89/02/16. 4pp. 48588:214-48588:217. 

8903130550 Forwards notice of consideration of issuance of amends to License NPF-21 
& proposed NSHC determination & opportunity for hearing re change to Tech Specs 
surveillance requirement 4.8.1.1.2.e.7 re diesel generator trips. 

SAMWORTH.R.B. Project Directorate V. 89/02/16. SORENSEN, G.C. Washington 
Public Power Supply System. 3pp. 48832:011-48832:013. 

-8903130555 Notice of consideration of issuance of amend to License NPF-21 & pro- 
posed NSHC determination & opportunity for hearing.Amend changes Tech Spec sur- 
veillance requirement 4.8.1.1.2.e.7,showing bypass occurs on ECCS signal. 
KNIGHTON, G.W. Project Directorate V. 89/02/16. 7pp. 48832:014-48832:020. 

8903030289 Forwards Amend 65 to License NPF-21 & safety evaluation. Amend revises 
Tech Spec Table 3.3.2-1, “Isolation Actuation Instrumentation." 

SAMWORTH.R.B. Project Directorate V. 89/02/22. SORENSEN, G.C. Washington 
Public Power Supply System. 3pp. 48692:057-48692:067. 

-8903030291 Amend 65 to License NPF-21 .revising Tech Spec Table 3.3.2-1, "Isolation 
Actuation Instrumentation." 

KNIGHTON.G.W. Project Directorate V. 89/02/22. 5pp. 48692:060-48692:064. 

-8903030296 Safety evaluation supporting Amend 65 to License NPF-21. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/22. 3pp. 
48692:065-48692:067. 

8903090017 Forwards status rept re Generic Ltr 88-14, "Instrument Air Supply Sys Af- 
fecting Sa f ety-Re)ated Equipment.” Significant chancer re* info requested by generic 
Itr will be '3‘.ccec :r licensee final suhhitta '.V.:wc cvo'sizo drawngs 
SORENSEN, G.C. Washington Public Power Sjpp-y Sys’om. fs9/02.'24 Document 
Control Branch (Document Control Desk). 77pp. 48753:152-48753:235. 

8903200261 Summary of 890131 meeting w/util in Rockville.MD re improvement of 
safety performance at plant. Viewgraphs end. 

SAMWORTH.R.B. Project Directorate V. 89/02/27. Project Directorate V. 38pp. 
48964:291-48964:323. 

8903140174 Summary of 890216 meeting w/Devonrue re BWR-6 alternate ac approach 
to satisfy station blackout rule.Attendance list & handout matl end. 

TAM.P.S. Project Directorate 1-4. 89/03/02. Project Directorate 1-4. 34pp. 48834:155- 
48834:188. 

8903090438 Application for amend to License NPF-21 .revising Tech Specs to allow use 
of Advanced Nuclear Fuels Corp reload fuel in Cycle 5. 

SORENSEN, G.C. Washington Public Power Supply System. 89/03/03. Document 
Control Branch (Document Control Desk). 6pp. 48807:305-48808:098. 

-8903090441 Proposed Tech Specs re use of Advanced Nuclear Fuels Corp reload fuel 
in Cycle 5. 

* Washington Public Power Supply System. 89/03/03. 15pp. 48807:311-48807:325. 

-8903090450 "Washington Nuclear Plant-2 Cycle 5 Plant Transient Analysis." 
KRAJICEK, J.E. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
ANF-89-01. 89/01/31. 47pp. 48807:326-48808:011. 

-8903090451 "Washington Nuclear Plant-2 Cycle 5 Reload Analysis." 

KRAJICEK.J.E. Advanced Nuc'ear File's Coro, (formor'y Exxon Nuclear Co., Inc.). 
ANF-89-02. 89/01/31. 48pp. ^0808:012-48808.059. 


F. Security, medical, emergency & fire protection plans 


8902230502 Revised emergency plan irrdemert'rg procedures. i"d‘Jding Rev 4 to EPIP- 
1 3.7.1 ,Rev 5 to EPIP-13.7.3,Rev 6 to EF =»-;3./.b. Rev 5 to E=:P-* 3.10.4, Rev 4 to 
EPIP-13.10.10,Rev 5 to EPIP- 13.11.3 & Rev 5 to EPIP-13.1 1.9. 

BAKER, J.W. Washington Public Power Supply System. 89/02/15. 55pp. 48570:030- 
48570:084. 


8902280092 Forwards "WPPS Unit 2 Remedial Exercise, 870603" & "WPPS Unit 2 Ex- 
ercise of Offsite Response Plans & Preparedness, 88091 3- 14.” FEMA exerdse as- 
sessment withheld until review of offroad vehicle park complete. 

KRIMM.R.W. Federal Emergency Management Agency. 89/02/16. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
48625:276-48626:042. 


-8903090455 "Wash'ngtcn Nudear Plant-2 Cycle 5 Reload Summary Rept." 
WClE-N-iAUbR/.VC., PETRAGi iA.j.P., HUMPHREYS, M.C. Washington Public Power 
Supply System. WPPSS-EANF-124. 89/02/28. 38pp. 48808:060-48808:098. 

8903100545 Responds to 890217 telcon re 880510 Itr requesting exemption from 
10CFR20,App A, "Use of GWR-I Canisters for Protection Against Radiodine." Util 
agrees to change Attachment l.'tem A.5 of ref Itr as listed. 

SCRKNSEVG £. Washington Public Power Supply System. 89/03/03. Document 
Con'.rcl -Vanch (Uor.uno.n: Consroi Desk). 2pp. 48802:346-48802:347. 

8903170136 Application for amend to License NPF-21, revising Tech Spec Table 4.3.2.1- 
1, "Isolation Actuation Instrumentation Surveillance Requirements” to reflect en- 
hanced operating capabilities of leak detection sys due to new equipment. 
SORENSRN.G.C ‘Washington Public Power Supply System. 89/03/08. Document 
Ccr.ircl Bra.-c-i (Document Control Desk). 6pp. 48894:266-48894:274. 


-8902280103 "WPPS Unit 2 Remedial Exercise.870603.” 

* Federal Emergency Management Agency. 88/12/31. 26pp. 48625:278-48625:303. 

-8902280110 "WPPS Unit 2 Exercise of Offsite Response Plans & Prepared- 
ness, 88091 3-14.” 

* Federal Emergency Management Agency. 88/12/09. 98pp. 48625:304-48626:042. 

8903090221 Forwards Rev 13 to physical security plan.Rev withheld (ref 10CFR73.21). 
SORENSEN.G.C. Washington Public Power Supply System. 89/02/21. Document 
Control Branch (Document Control Desk). 2pp. 48785:075-48785:076. 

8903220056 Responds to issues noted in Insp Rept 50-397/88-29. Corrective 
actions:operational support ctr director will be required to review all team debriefing 
forms in more detail & health physics person assigned to ctr. 

SORENSEN.G.C. Washington Public Power Supply System, 89/03/03. FISH.R. 
Region 5, Ofc of the Director. 5pp. 49004:050-49004:054. 

8903210313 Forwards FEMA rept on offsite activities during emergency preparedness 
exercise on 880913-14. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/03/16. SORENSEN.G.C. Washington 
Public Power Supply System. 2pp. 48990:137-48990:262. 


-8903170138 Proposed Tech Specs, revising Table 4.3.2.1-1, "Isolation Actuation Instru- 
mentation Surveillance Requirements." 

* Washington Public Power Supply System. 89/03/08. 3pp. 48894:272-48894:274. 

8903230197 Forwards supplemental info re Amend 6 to offsite dose calculation 
manual.Richland potable water intake considered nearest public intake.lnfo clarified 
on Page 8. 

SORENSEN.G.C. Washington Public Power Supply System. 89/03/15. Document 
Control Branch (Document Control Desk). 5pp. 49029:143-49029:147. 

8903220095 Comments on draft NUREG-1335, "Individual Plant Exam: Submittal Guid- 
ance." Generic findings should be issued for info only & should not become part of 
NRC insp & audit recommendations & guidance. 

SORENSEN, G.J. Washington Public Power Supply System. 89/03/17. Document Con- 
trol Branch (Document Control Desk). 5pp. 48993:331-48993:335. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


P. Operating license stage documents & correspondence 

8902270461 Forwards SER supporting util responses to Generic Ltr 83-28, Item 2.1 
(Part 2) re interface program for reactor trip sys components. 

SAMWORTH.R.B. Project Directorate V. 89/02/16. SORENSEN.G.C. Washington 
Public Power Supply System. 3pp. 48588:211-48588:217. 


Q. Inspection reports, IE Bulletins & correspondence 

8902280398 Forwards Insp Rept 50-397/88-45 on 881 21 2-8901 08.No violations noted. 
ZIMMERMAN.R.P, Region 5, Ofc of the Director. 89/02/14. SORENSEN.G.C. Wash- 
ington Public Power Supply System, 2pp. 48644:182-48644:191. 
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—8902280413 Insp Rept 50-397/88-45 on 881 21 2-8901 08. No violations or deviations 
noted.Major areas inspected:ESF status, maint & surveillance programs.LERs, special 
insp topics & review of periodic repts. 

BOSTED.C.J., SORENSEN, R.C., JOHNSON, P.H. Region 5, Ofc of the Director. 89/ 
02/13. 8pp. 48644:184-48644:191. 

8903030500 Forwards Insp Rept 50-397/89-03 on 890109-13.No violations noted. 
ZIMMERMAN.R.P. Region 5. Ofc of the Director. 89/02/16. SORENSEN, G.C. Wash- 
ington Public Power Supply System. 2pp. 48692:202-48692:214. 

—8903030504 Insp Rept 50-397/89-03 on 8901 09-1 3. No violations noted. Major areas 
inspected:QA program implementation, followup of inspector-identified items.actions on 
items of noncompliance & LER followup. 

CALDWELL, C.W., JOHNSON.P.H. Region 5, Ofc of the Director. 89/02/16. 11pp. 
48692:204-48692:214. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903160152 Ack receipt of 881221 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-397/88-24. Violation A withdrawn based on response & discus- 
sions. Violation B occurred as stated 

CHAFFEE, A.E. Region 5, Clc c* iho Director. 89/03/02. SORENSON.G.C. Washing- 
ton Public Power Supply System. 3pp. 48887:248-48887:259. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York. Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903090327 Responds to IE Bulletin 88-007, Suppl 1, "Power Oscillations in BWRs." GE 
interim stability recommendations fully implemented by procedural rev on 881 115. 
SORENSEN, G.C. Washington Public Power Supply System. 89/03/03. Document 
Control Branch (Document Control Desk). 5pp. 48786:356-48786:360. 

8903220056 Responds to issues noted in Insp Rept 50-397/88-29. Corrective 
actions:operational support ctr director will be required to review all team debriefing 
forms in more detail & health physics person assigned to ctr. 

SORENSEN, G.C. Washington Public Power Supply System. 89/03/03. FISH.R. 
Region 5, Ofc of the Director. 5pp. 49004:050-49004:054. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety ( D cs! 370729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 4B7» 252-'.a r DC:rMt>. 

8903140431 Provides revised schedule dates for commitments made in response to vio- 
lations noted in Insp Repts 50-397/87-19 & 50-397/88-41. Plant Procedures 10.25.19 
& 1 1.2.1. 2 will be issued by 890417. 

SORENSEN.G.C. Washington Public Power Supply System. 89/03/06. Document 
Control Branch (Document Control Desk). 2pp. 48858:193-48858:194. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREfcVES,J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903170254 Expresses concern w/util 890213 response to violation noted in Insp Rept 
50-397/88-40.Response did not ack validity of item B & did not properly address regu- 
latory issues. Response unacceptable, per Tech Spec 4.0.3. 

MARTIN, J.B. Region 5, Ofc of the Director. 89/03/09. MAZUR, D.W. Washington 
Public Power Supply System. 4pp. 48950:285-48950:293. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030. "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc, 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903270382 Forwards amended response to notice of violation contained in Insp Rept 
50-397/88-40.Corrective actions-.guidance document will be prepared to better under- 
stand processes associated w/refief from Tech Specs re vital switchgear. 

MAZUR, D.W. Washington Public Power Supply System. 89/03/22. Document Control 
Branch (Document Control Desk). 3pp. 49110:053-49110:055. 


8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903130595 "Annual Operating Rept 1988." W/890228 Itr. 

POWERS, C.M. Washington Public Power Supply System. 88/12/31. MARTIN, J.B. 
Region 5, Ofc of the Director. 71pp. 48821:198-48821:268. 

8902230474 Monthly operating rept for Jan 1989 for Washington Nuclear Plant-2.W/ 
890210 Itr. 

HUTCHISON.L.B., POWERS, C.M. Washington Public Power Supply System. 89/01/ 
31. 4pp. 48568:213-48568:216. 

8903220263 Varf-iy cc?ra“nq -ep* for Feb 1989.W/890309 Itr. 

HJ'C J 3CN,: r. , : C‘A , E=S 1 t: M Washington Public Power Supply System. 89/02/ 
28. 4pp. 49008:226-49008:229. 


S. Reportable occurrences, LERs & related correspondence 

8903090053 Special rept:on 890203, plant personnel unable to obtain sample from 
PASS due to lack of compression in vacuum pump. Caused by broken pump 
shaft.Replacement parts currently on order & pump will be repaired as soon as possi- 
ble. 

POWER, C.M. Was hi rcton Dublic Power Supply System. 89/02/16. MARTIN, J.B. 
Region 5, Clc c' :J» Dirsi’.cr 2pp. 48801:144-48801:145. 

8903130682 PNS-V-89-002:on 890224, security dept informed by Region V of suspected 
deliberate damage to personnel contamination monitor booths.Damage in at least five 
instances appears tc to do.'ifcomto '■"voslcatic-n : “itiotori 

NORDERHAUG.L., SCHUSTL-' V D. P : ; r. ?,r 5 O’C c‘ the Director. 89/02/24. Ip. 
48821:171-48821:171. 

8903130165 LER 89-002-00:on 8901 30, reactor scram occurred due to turbine control 
valve fast closure actuation of reactor proto:? 1 *: s*.s 'cg: Ca-nc-.-f by equipment 
design deficiency. Damaged 500 kV insulator stacs ro^.cu.'l'.V. ■jsl.-i'?:: Itr. 

DAVISON, W.S., POWERS,C.M. Washington Public Power Supply System. 89/02/28. 
8pp. 48818:346-48818:353. 

8903220241 LER 89-003-00:on 890209, control room emergency filtration sys adsorber 
charcoal sample not taken after 720 h of operation.Caused by misinterpretation of 
Tech Snnns Cna-nca! sample nrnlyzed & procedure revised. W/8903 10 Itr. 

\\ AS U, NG f ON,S._., PQWESS.CAI. Washington Public Power Supply System. 89/03/ 
10. 6pp. 48995:139-48995:144. 

8903230301 LER 88-036-01 :on 881 VS ^cc-s'storcv noted between channel functional 
test surveillance procedure & Tech Specs ! y n v ■ 4.16 KV emergency bus undervol- 
tage degraded voltage.Caused by inadequate procedure.Tech Spec revised.W/ 
890314 Itr. 

DAVISON, W.S., POWERS, C.M. Washington Public Power Supply System. 89/03/14. 
6pp. 49023:028-49023:033. 

8903220038 PNO-V-89-018:on 89031 6, discovered nonconservative assumptions used in 
post-accident control room exposure calculations.Dose could exceed 200 rem.Unusual 
event declared.Power level restricted to 52% power. 

CICOTTE.G., YUHAS.G. Region 5, Ofc of the Director. 89/03/17. 2pp. 49003:340- 
49003:341. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8903010252 Rev 5 to Plant Emergency Procedure PEP-301 , "Notification of Non-CP&L 
Emergency Response Organizations.” W/890223 Itr. 

WATSON, R.A., HINNANT.C.S. Carolina Power & Light Co. 89/02/23. 24pp. 
48645:159-48645:182. 


8903270325 Forwards Insp Rept 50-400/89-02 on 890130-0203 & notice of 
violation. Rept details & notice of violations withheld (ref 10CFR2.790(d) & 73.21). 
CLINE.W.E. Region 2, Ofc of the Director. 89/03/16. UTLEY, E.E. Carolina Power & 
Ught Co. 2pp. 49110:088-49110:090. 

-8903270331 Partially withheld Insp Rept 50-400/89-02 on 890130-0203 (ref 
i0GFR2.790(d) & 73.21 V Violation nctedvradecuate package search at protected area 
barncr.Maior areas :nspecied:ccre insc p-og-arr & followup items. 

MASNVK.O.M.. MCGJPE.D.R. Region 2. Ofc of the Director. 89/03/16. Ip. 
491 ’0:090-431 *3.090. 


H. General correspondence 


8902280201 Requests that Shearon Harris correspondence be sent to listed address & 
that A Upchurch re HB Robinson Plant be deleted from NRC distribution list 
HOLLAND, E. A. Triangle J Council of Governments, NC. 89/02/03. ADENSAM.E.G. 
NRC - No Detailed Affiliation Given. Ip. 48627:177-48627:177. 
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J. Insurance ft indemnity information 

8903270309 Final response to FOIA request for records.App A records end & available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/23. WILLIAMS.O.G. JRA Associates. 2pp. 

-8903270312 Responds to 890218 Itr re amended indemnity agreement w/ utils to 
permit storage of spent nuclear fuel.FR notice end. 

INGRAM.F. Public Affairs. 89/02/22. SMITH.J.J. Affiliation Not Assigned. 2pp. 


P. Operating license stage documents ft correspondence 

8902280489 Application for amend to License NPF-63,changing Tech Spec 3.9.S.2, 
"Refueling Operations-Low Water Level," to delete RHR flow requirements whenever 
water level below reactor vessel flange, per Generic Ltr 88-17. 

MCDUFFIE, M.A. Carolina Power ft Light Co. 89/02/22. Document Control Branch 
(Document Control Desk). 9pp. 48633:1 18-48633:129. 

-8902280499 Proposed Tech Specs re refueling operations water level. 

* Carolina Power & Light Co. 89/02/22. 3pp. 48633:127-48633:129. 

8903030317 Application for amend to License NPF-63, revising limits for end-of-life mod- 
erator temp coefficient. Nonproprietary WCP-11939 & proprietary WCAP-11914, 
“Safety Evaluation..." ft application for withholding WCAP-1 1914 end. 

MCDUFFIE.M.A. Carolina Power & Light Co. 89/02/22. Document Control Branch 
(Document Control Desk). 12pp. 48739:059-48739:131. 

-8903030327 Proposed Tech Specs Section 3. 1.1. 3 b changing limiting condition for 
operation moderator temp coefficient to -49 pcm/degree F & Section 4.1.1.1.3b 
changing associated surveillance requirement to -41.5 pcm/degree F. 

* Carolina Power & Light Co. 89/02/22. 4pp. 48739:080-48739:083. 

-8903030330 “Safety Evaluation Supporting More Negative End-Of-Life Moderator 
Temp Coefficient Tech Spec for Shearon Harris Nuclear Power Plant." 

PERRY, W.R., LAMURO.R.C.. ANKNEY.R.D. Westinghouse Electric Corp. WCAP- 
11939. 88/08/31. 49pp. 48739:084-48739:131. 

8903270306 FOIA request for JL Smith 890215 Itr to NRC re spent fuel shipment from 
Brunswick Nuclear Power Station to Harris Plant. 

WILLIAMS.O.G. JRA Associates. 89/02/27. GRIMSLEY.D.H. NRC - No Detailed Affili- 
ation Given. 2pp. 

8903070205 Notification of 890307 meeting w/BWR Owners Group in Rockville, MD to 
discuss items of current interesLAgenda end. 

SHAO.LC. Division of Engineering ft Systems Technology (Post 870411). 89/02/28. 
MIRAGLIA.F.J. Associate Director for Inspection ft Technical Assessment (Post 
87041 1 ). 8pp. 48763:023-48763:030. 

8903200319 Forwards Amend 9 to License NPF-63 ft safety evaluation.Amend revises 
Tech Spec 6.2.2.e to require that manager-operations must hold senior reactor opera- 
tor (SRO) license or have held SRO license at facility or similar plant. 

BECKER.R.A. Project Directorate 11-1. 89/03/02. UTLEY, E.E. Carolina Power ft Light 
Co. 5pp. 48969:284-48969:294. 

-8903200324 Amend 9 to License NPF-63, changing Tech Specs to require that manag- 
er-operations hold senior reactor operator (SRO) license or have at one time held 
SRO license at fadlity or similar plant. 

REEVES, E.A. Project Directorate 11-1. 89/03/02. 4pp. 48969:289-48969:292. 

-8903200328 Safety evaluation supporting Amend 9 to License NPF-63. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/02. 2pp. 
48969:293-48969:294. 

8903140107 Responds to station blackout rule.Listed mods ft procedure changes identi- 
fied in Parts B ft C will be completed within 2 yrs of notification provided by NRR. 
MCDUFFIE.M.A. Carolina Power ft Light Co. 89/03/03. Document Control Branch 
(Document Control Desk). 5pp. 48834:197-48834:201. 

8903210095 Notification of 890320 meeting w/util in Rockville, MD to discuss licensing 
status at facility. 

BECKER.R.A. Project Directorate 11-1. 89/03/10. REEVES, E.A. Project Directorate II- 
1. 3pp. 48981:319-48981:321. 

8903210392 Forwards results of radiochemical analyses in support of NRC Confirmatory 
Measurements Program. 

WATSON, R A Carolina Power ft Light Co. 89/03/16. KAHLE.J.B. Region 1, Of c of 
the Director. 2pp. 48980:1 74-48980:1 75. 

8903160296 Generic Ltr 89-02 to all holders of OLs ft CPs for nuclear power reactors re 
actions to improve detection of counterfeit ft fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903270309 Final response to FOIA request for records.App A records end ft available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information ft Publications Services (Post 
890205). 89/03/23. WILLIAMS, O.G. JRA Associates. 2pp. 

-8903300256 Advises that granting permission to move spent fuel rods for storage at 
Shearon Harris considered unsafe move. 

SMITH, J.J. Chatham, NC. 89/02/18. NRC - No Detailed Affiliation Given. Ip. 


Q. Inspection reports, IE Bulletins ft correspondence 

8902270107 Forwards Insp Rept 50-400/89-01 on 890109-1 3.No violation or deviations 
noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/13. UTLEY,E.E. Carolina Power ft 
Light Co. 2pp. 48586:111-48586:121. 

-8902270114 Insp Rept 50-400/89-01 on 8901 09-1 3,No violations or deviations 
noted.Major areas inspected:liquid ft gaseous radioactive effluents ft plant chemistry. 
HUGHEY, C.A., KAHLE.J.B. Region 2, Ofc of the Director. 89/02/09. 9pp. 48586:113- 
48586:121. 


8902230649 Advises that 880405 ft 0927 responses to NRC Bulletin 88-001 , “Defects 
in Westinghouse Circuit Breakers" acceptable, 

BECKER.R.A. Project Directorate 11-1. 89/02/16. UTLEY, E.E. Carolina Power ft Light 
Co. 2pp. 48555:355-48555:356. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021. "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080532 Responds to Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifica- 
tion." Util participating in program for partial resolution of issue through Westinghouse 
Owners Group.Objectives listed. 

MCDUFFIE.M.A. Carolina Power & Light Co. 89/02/28. Document Control Branch 
(Document Control Desk). 3pp. 48767:130-48767:132. 

8903140051 Forwards Insp Rept 50-400/89-05 on 890206-1 0.No violations or devi- 
ations noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/03/01. UTLEY, E.E. Carolina Power ft 
Light Co. 2pp. 48855:172-48855:188. 

-8903140054 Insp Rept 50-400/89-05 on 890206-1 0.No violations noted. Major areas 
inspected:util radiation protection program, including organization ft mgt 
controls,training ft qualifications ft internal ft external exposure control. 

BASSETT.C.H., POTTER.J.P. Region 2, Ofc of the Director. 89/03/01. 15pp. 
48855:174-48855:188. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903270393 Forwards Insp Rept 50-400/88-40 on 881121-890120 ft notice of violation. 
REYES.L.A. Region 2, Ofc of the Director. 89/03/03. UTLEY, E.E. Carolina Power ft 
Light Co. 2pp. 491 10:144-491 10:159. 

-8903270394 Notice of violation from insp on 881 121 -8901 20.Violation noted:post 
maint testing requirements of checking motor rotation & monitoring for unusual noise 
or vibration for room cooler not performed. 

REYES.LA. Region 2, Ofc of the Director. 89/03/03. 2pp. 49110:146-49110:147. 

-8903270396 Insp Rept 50-400/88-40 on 881 121 -890 120. Violations noted. Major areas 
inspected:operational safety verification, surveillance observations.maint 
observations, LERs ft followup of events at operating power reactors. 

BRADFORD, W.H., SHANNON, M.C., DANCE, H. Region 2, Ofc of the Director. 89/02/ 
16. 12pp. 49110:148-49110:159. 

8902280162 NRC info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903230454 Forwards Insp Rept 50-400/89-04 on 890130-0203.No violations noted. 
PEEBLES, T.A. Region 2, Ofc of the Director. 89/03/06. UTLEY, E.E. Carolina Power ft 
Light Co. 2pp. 49023:008-49023:017. 

-8903230462 Insp Rept 50-400/89-04 on 890130-0203.No violations noted. Major 
areas inspected:design, design changes & plant mod. 

SMITH, C., JAPE.F. Region 2, Ofc of the Director. 89/03/02. 8pp. 49023:010- 
49023:017. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management ft Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 11 7pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight ft Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903270325 Forwards Insp Rept 50-400/89-02 on 890130-0203 ft notice of 
violation.Rept details ft notice of violations withheld (ref l0CFR2.790(d) ft 73.21). 
CLINE, W.E. Region 2. Ofc of the Director. 89/03/16. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 49110:088-49110:090. 
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-8903270331 Partially withheld Insp Rept 50-400/89-02 on 890130-0203 (ref 
10CFR2.790(d) & 73.21). Violation noted: inadequate package search at protected area 
barrier.Major areas inspected:core insp program & followup items. 

MASNYK.O.M., MCGUIRE, D.R. Region 2, Ofc of the Director. 89/03/16. Ip. 
49110:090-49110:090. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list encf. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903270201 Ack receipt of 890127 Itr & payment for civil penalty proposed by NRC on 
881228.Corrective actions will be examined during future insps to determine if further 
enforcement necessary. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/22. UTLEY. E.E. Carolina 
Power & Light Co. Ip. 49056:220-49056:220. 

8903280022 Responds to NRC 890303 Itr re violations noted in Insp Rept 50-400/88- 
40.Corrective actions:motor leads reconnected, fan operation verified on 881206 & 
maint hold point will be implemented to verify reconnection of motor leads. 
WATSON.R.A. Carolina Power & Light Co. 89/03/22. Document Control Branch (Doc- 
ument Control Desk). 3pp. 49074:051-49074:053. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. ef New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903070030 “Shearon Harris Nuclear Power Plant Semiannual Radioactive Effluent Re- 
lease Rept for Jul - Dec 1988." W/890227 Itr. 

HINNANT.C.S., SIPP.J.R., WATSON.R.A. Carolina Power & Ught Co. 88/12/31. 49pp. 
48763:226-48763:274. 

8902240288 Monthly operating rept for Jan 1989 for Harris Nuclear Power Plant Unit 
1.W/890214 Itr. 

HALE.M.W., WATSON, R.A. Carolina Power & Light Co. 89/01/31. 8pp. 48583:340- 
48583:347. 

8903220183 Monthly operating rept for Feb 1989 for Harris Nuclear Plant Unit 1.W/ 
890315 Itr. 

HALE.M.W., WATSON, R.A. Carolina Power & Light Co. 89/02/28. 8pp. 49004:298- 
49004:305. 


S. Reportable occurrences, LERs & related correspondence 

8903210164 LER 89-003-00:on 890206, shaft of main feedwater pump A 

sheared, causing sudden reduction in feedwater flow to steam generators & pump 
trip.Caused by corrosion in shaftPump & local components repaired.W/890308 Itr. 
HOWE.A.J., WATSON, R.A. Carolina Power & Ught Co. 89/03/08. 4pp. 48992:302- 
48992:305. 

8903160060 LER 89-004-00:on 890207, loss of all three circulating water pumps resulted 
in loss of all flow to main condenser, causing reactor trip.Caused by air entering circu- 
lating water pump seal water sys.Components repaired.W/890309 Itr. 

LEW.G.T., WATSON, R.A. Carolina Power & Ught Co. 89/03/09. 8pp. 48878:094- 
48878:101. 

8903230055 LER 89-001 -01 :on 8901 16, plant tripped due to low condenser vacuum 
caused by personnel error on valve lineup.Shift foreman clearance placed on manual 
valve & repair to motor operated valve completed.W/890315 Itr. 

SCHWABENBAUER, WATSON.R.A. Carolina Power & Light Co. 89/03/15. 7pp. 
49036:320-49036:326. 

8903270363 LER 89-001 -02:on 8901 16,w/plant in Mode l.redudion of turbine load 
ensued & turbine trip occurred due to low condenser vacuum resulting in automatic 
reactor trip.Caused by personnel error.Personnel counselled.W/890323 Itr. 
SCHWABENBAUER, WATSON, R.A. Carolina Power & Light Co. 89/03/23. 7pp. 
49056:014-49056:020. 


V. Operator Examinations 

8903200319 Forwards Amend 9 to License NPF-63 & safety evaluation.Amend revises 
Tech Spec 6.2.2.e to require that manager-operations must hold senior reactor opera- 
tor (SRO) license or have held SRO license at facility or similar plant. 

BECKER, R.A. Project Directorate 11-1. 89/03/02. UTLEY, E.E. Carolina Power & Light 
Co. 5pp. 48969:284-48969:294. 

—8903200324 Amend 9 to License NPF-63,chanaing Tech Specs to require that manag- 
er-operations hold senior reactor operator (SRO) license or have at one time held 
SRO license at facility or similar plant 

REEVES. E.A. Project Directorate 11-1 . 89/03/02. 4pp. 48969:289-48969:292. 

-8903200328 Safety evaluation supporting Amend 9 to Ucense NPF-63. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/02. 2pp. 
48969:293-48969:294. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list encl. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


P. Operating license stage documents A correspondence 

8902230392 Supplemental application for amend to Ucense DPR-45, revising 880222 
application by changing Tech Spec 5.4.2.2.a to propose min inventory of 150 gallons 
per fuel storage tank. 

TAYLOR, J.W. Dairyland Power Cooperative. 89/02/15. Document Control Branch 
(Document Control Desk). 2pp. 48569:349-48569:352. 


-8902230395 Proposed Tech Spec 5.4.2.2.a, reflecting revised proposed min inventory 
of 1 50 gallons per fuel storage tank. 

* Dairyland Power Cooperative. 89/02/15. 2pp. 48569:351-48569:352. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
encl. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins A correspondence 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York. Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety.” Svc list encl. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York. Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list encl. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event" Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. . 


R. Periodic operating reports A related correspondence 


8903100195 “Radioactive Effluent Rept A Radiological Environ Monitoring Rept for 
LACBWR 1 988." W/890224 Itr. 

TAYLOR, J.W. Dairyland Power Cooperative. 88/12/31. DAVIS, A.B. Region 3, Ofc of 
the Director. 70pp. 48810:038-48810:108. 


S. Reportable occurrences, LERs A related correspondence 


8903070036 Suppl to 880104 special rept re inoperability of high pressure svc water 
diesel lB.Fuel supplu sys was source of problem.Fuel supply sys will be replaced w/ 
above ground tanks for both diesels. 

TAYLOR, J.W. Dairyland Power Cooperative. 89/02/16. DAVIS, A.B. Region 3, Ofc of 
the Director. 4pp. 48763:31 3-48763:316. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all powSr reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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DOCKET 50-410 NINE MILE POINT NUCLEAR STATION. UNIT 2 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8608280064 Releases end draft info, provided to util on 860825 to assist in responding 
to NRC concerns,to PDR & LPDR. 

HAUGHEY.M. BWR Project Directorate 3. ADENSAM.E. NRC - No Detailed Affiliation 
Given. 86/08/26. MCKNIGHT, J. Records Services Branch (Document Control Branch) 
(Pre 870120). Ip. 37695:163-37695:181. 

-8608190413 Lists comments re util comments on emergency preparedness areas of 
SSERs 1 & 2.Figure 8 in Item 138 should be Figure 1 & stated sentence in SER Page 
1?-?0.fif*h nara<raph.r Item 152 should be removed. 

r I morcc-nov Preparedness Br.Div Emergency Preparedness & Engi- 
neering 85# 26 -12. ADENSAM.E.G. BWR Project Directorate 3. 7pp. 

37695:164-37695:170. 


F. Security, medical, emergency & fire protection plans 

8608280064 Releases end draft info.provided to util on 860825 to assist in responding 
to NRC concerns, to PDR & LPDR. 

HAUGHEY.M. BWR Project Directorate 3. ADENSAM.E. NRC - No Detailed Affiliation 
Given. 86/08/26. MCKNIGHT, J. Records Services Branch (Document Control Branch) 
(Pre 870120). ip. 37695:163-37695:181. 

-8608190413 Lists comments re util comments on emergency preparedness areas of 
SSERs 1 & 2.Figure 8 in Item 138 should be Figure 1 & stated sentence in SER Page 
13-20,fifth paragraph.in Item 152 should be removed. 

MATTHEWS D 3 Eme-cency D 'eparedness Br.Div Emergency Preparedness & Engi- 
neering Kespcr.s-..'. il 96.06/12. ADENSAM.E.G. BWR Project Directorate 3. 7pp. 
37695:164-37695:170. 

8903140236 Final response to FOIA request for documents. Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS.M. Impel! Corp. 2pp. 48875:082-48875:083. 

-8810130013 Informs of headquarters participation in listed exercises w/ regions for 
1988-1989. 

SPESSARD.R.L. Division of Operational Assessment (Post 870413). 88/09/23. 
ALLAN.J.M. Region 1 , Ofc of the Director. ERNEST.M.L. Region 2, Ofc of the Direc- 
tor. PAPERIELLO.C.J. Region 3. Ofc of the Director. 2pp. 48875:084-48875:085. 

-8903140269 Informs of planned regional participation in emergency exercises for 
FY89.Tentative schedule of activities listed. 

RUSSELL.W T. Region 1. Ofc of the Director. 88/11/04. Region 1, Ofc of the Direc- 
tor. 22pp. 48875:086-48875:107. 


H. General correspondence 

8612240206 Lists appropriate recipients for correspondence re nuclear activities, security 
matters & QA. 

DONLON.W.J. Niagara Mohawk Power Corp. 86/12/15. STELLO.V. Ofc of the Execu- 
tive Director for Operations. Ip. 39086:085-39086:085. 


J. Insurance & indemnity Information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 


P. Operating license stage documents & correspondence 

8902280049 Informs that submittal of response to Generic Ltr 88-14, “Instrument Air 
Supply Sys Problems Affecting Safety-Related Equipment" delayed until 890310. 
TERRY.C.D. Niagara Mohawk Power Corp. 89/02/17. Office of Nuclear Reactor Reg- 
ulation, Director (Post 87041 1). Ip. 48636:153-48636:153. 

8903060099 Forwards "Supplemental Power Ascension Test Program.Final Startup 
Rept” & Rev 1 to "Power Ascension Test Program, Final Startup Rept." Enel suppl to 
rept documents potential plant safety effects of core flow problem as required in LER. 
BURKHARDT,L Niagara Mohawk Power Corp. 89/02/21. Document Control Branch 
(Document Control Desk). Ip. 48733:114-48734:185. 

-8903060102 “Supplemental Fined Startup Rept" 

PAO.T., JONES.M.C., CONWAY, J.T. Niagara Mohawk Power Corp. 89/02/15. 125pp. 
48733:115-48733:251. 

-8903060104 Rev 1 to “Power Ascension Test Program.Final Startup Rept.” 

* Niagara Mohawk Power Corp. 89/02/28. 225pp. 48733:252-48734:185. 

8903020482 Forwards Rev 4 to NMPC-QATR-1, "QA Program Topical Rept for Nine 
Mile Point Nuclear Station Operations.” Revs include corporate reporting & responsi- 
bility changes as well as descriptions for organizations not previously identified. 
PALMER, D.R. Niagara Mohawk Power Corp. 89/02/22. Document Control Branch 
(Document Control Desk). 4pp. 48674:001-48674:086. 

-8903020488 “QA Program Topical Rept for Nine Mile Point Nuclear Station Oper- 
ations." 

PALMER, D.R. Niagara Mohawk Power Corp. 88/12/31. 82pp. 48674:005-48674:086. 

8903150004 Summary of 890222-23 meetings w/util & EG&G Idaho, Inc re issues result- 
ing from review of Unit 1 pump & valve inservice testing program.List of attendees 
end. 

MCCREE.V.C. Project Directorate 1-1. 89/03/10. Project Directorate 1-1. 22pp. 
48876:102-48876:124. 

8903200013 Notification of 890315 meeting w/util in Rockville.MD to discuss licensing 
action status for plant 

SLOSSON.M.M. Project Directorate 1-1. 89/03/13. MURLEY.T., SNIEZEK.J., 
MIRAGLIA.F. NRC • No Detailed Affiliation Given. 4pp. 48964:079-48964:082. 


8903240019 Summary of 890307 meeting w/util to introduce J Endries & L Burkhardt & 
discuss Burkhardt plans for improving performance at facility.List of attendees end. 
SLOSSON,M.M. Project Directorate 1-1. 89/03/17. Project Directorate 1-1. 5pp. 
49040:001-49040:005. 

8903280240 Advises that submittal of final rept in response to Generic Ltr 88-14 de- 
layed until 890331 due to util not completing review. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/03/20. Document Control Branch 
(Document Control Desk). Ip. 49075:359-49075:359. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903140479 Responds to NRC Bulleitn 88-007,Suppl 1, “Power Oscillation in BWRs." 
Training of plant operating staff in revised procedure completed w/exception of 
makeup class for those who missed their regular training period. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/03/06. Document Control Branch 
(Document Control Desk). Ip. 48858:179-48858:179. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 

merit tr Ust end* 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York. Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903170118 Responds to violations noted in Insp Rept 50-410/88-30. Corrective 
actions:memo will be issued advising engineering oerscnnel to use extra caution to 
ensure that input for safety evaluations suf'ic.orily dntai'cd & clear. 

BURKHARDT.L. Niagara Mohawk Power Corp. 63: 03/10. Document Control Branch 
(Document Control Desk). 4pp. 48894:215-48894:218. 

8903210328 Forwards Insp Repts 50-220/89-02 & 50-410/89-01 on 8901 06-021 /.In- 
spectors noted unsatisfactory trend in control of sys status at Unit 2, specifically, acid 
drain line valves, tygon tubing & scram discharge vol air vents not aligned. 
WENZINGER.E.C. Region 1, Ofc of the Director. 89/03/10. BURKHARDT.L. Niagara 
Mohawk Power Corp. 2pp. 48981:092-48981:116. 

-8903210337 Insp Repts 50-220/89-02 & 50-410/89-01 on 890106-0217. Violation 
noted.Major areas inspected:outage work.licensee action on previously identified 
items.NRC bulletin & generic ltr reviews & Unit 1 core spray pipe wail spider cracking. 
JOHNSON.J.R. Region 1, Ofc of the Director. 89/03/09. 23pp. 48981:094-48981:116. 

8903230219 Discusses Safety Insp Rept 50-410/88-21 on 881203-21 & forwards notice 
of violation.Civil penalty will not be issued since util corrective actions for violations 
were comprehensive. 

RUSSELL, W.T. Region 1, Ofc of the Director. 89/03/13. BURKHARDT L. Niagara 
Mohawk Power Corp. 4pp. 49022:148-49022:153. 

-8903230221 Notice of violation from insp on 881 203-21. Violation noted: ADS Div I trip 
sys inoperable due to wiring error in logic circuitry & reactor not placed in hot shut- 
down condition w/reactor in Operational Condition 1,2 & 3. 

RUSSELL,W.T. Region 1, Ofc of the Director. 89/03/13. 2pp. 49022:152-49022:153. 

8903240299 Forwards Safety Insp Rept 50-410/89-03 on 890123-27.No violations 
noted. 

MARTIN, T.T. Region 1, Ofc of the Director. 89/03/13. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 49082:343-49082:351. 

-8903240302 Insp Rept 50-410/89-03 on 890122-27.No violations noted. Major areas 
inspected:inservice insp activities to ascertain if licensee activities in compliance w/ 
ASME Code & regulatory requirements & NDE personnel certification. 
MCBREARTY.R.A., KERCH.H.W., STROSNIDER,J.R. Region 1, Ofc of the Director. 
89/02/28. 7pp. 49082:345-49082:351. 
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8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903220432 Documents util commitment in response to Special Team Insp concerns re 
procedural compliance, per 890314 telcon w/util. NRC agreed to review corporate & 
station policies ccncordr- procedural adherence to assure consistency. 

CAPRA R.A =»'Ojec: Drcciorate 1-1. 89/03/15. WENZINGER.E.C. Region 1, Ofc of 
the Director. 4pp. 49003:288-49003:291 . 

8903220261 Advises that screenhouse not designated vital area, in response to Insp 
Repts 50-220/88-20 & 50-410/88-20. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/03/16. Document Control Branch 
(Document Control Desk). Ip. 49007:159-49007:159. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903140035 "Semiannual Radioactive Effluent Release Rept Jul-Dec 1988." W/890302 
Itr. 

WILLIS, J.L. Niagara Mohawk Power Corp. 88/12/31. 49pp. 48858:111-48858:159. 

8903240321 Monthly operating rept for Feb 1989 for Nine Mile Point Nuclear Station 
Uni 2 W.'69:.313 .ir 

TOMLINSON, E.S., WILLIS.J.L. Niagara Mohawk Power Corp. 89/02/28. 44pp. 
49044:215-49044:258. 


S. Reportable occurrences, LERs & related correspondence 


8902240342 LER 87-024-02:on 870517 & 27,actuation of ESF occurred. Caused by use 
of excessively conservative trip setpoints for flow switches.Flow switches in both 
above & below refueling floor main exhaust ducts recalibr.W/890209 Itr. 
MAZZAFERRO.P.A., WILLIS f J,L. Niagara Mohawk Power Corp. 89/02/09. 6pp. 
48579:263-48579:268. 


8902230384 LER 88-043-01 :on 881 008, unit experienced HPCS initiation & concurrent 
div 3 diesel generator room standby exhaust fans start due to lo lo water level 
signal.Caused by personnel error.Technician received disciplinary action.W/890215 Itr. 
LAGOE.L.J., WILLIS, J.L. Niagara Mohawk Power Corp. 89/02/15. 5pp. 48568:292- 
48568:296. 


8902280375 LER 89-001 -00:on 8901 22, reactor shutdown cooling sys isolated during 
surveillance testing.Caused by inadequate procedure review.lsolation seal-in signal 
reset.Procedure revised.W/890217 Itr. 

LAGOE.L.J., WILLIS, J.L. Niagara Mohawk Power Corp. 89/02/17. 5pp. 48633:291- 
48633:295. 


8903060171 PNO-l-89-011. Entry of Operational Mode 2 (startup) pending resolution of 
design problem w/svc water sys divisional cross-connect valves scheduled.No con- 
cerns identified that would preclude Unit 2 startup activities. 

COOK.W., JOHNSON, J. Region 1. Ofc of the Director. 89/02/24. Ip. 48713:358- 
48713:358. 


8903070025 LER 89-002-00:on 8901 25, unidentified electrical blockout in wall found not 
to have been sealed.Caused by design deficiency.Work request issued to seal 
blockout.Evaluation of water tight penetration seals performed.W/890224 Itr. 

WARD.K., BURKHARDT.L. Niagara Mohawk Power Corp. 89/02/24. 6pp. 48764:119- 
48764:124. 


8903230160 LER 87-071 -01 :on 871 11 2, Div 1 isolation of RCIC sys & isolation signal to 
various Div 1 RHR sys isolation valves experienced.Caused by design 
deficiency.lnstrument & control technicians trained re event.W/890310 Itr. 

WARD.K., WILLIS, J.L. Niagara Mohawk Power Corp. 89/03/10. 6pp. 49028:140* 
49028:145. 

8903220357 Part 21 rept re defect in post-lube pilot valve of emergency diesel genera- 
tors. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/03/16. RUSSELL, W.T. Region 1, Ofc 
of the Director. 3pp. 49004:358-49004:360. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list encl. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8903090298 Advises that 880818 Rev 5, Issue 4 to physical security plan consistent w/ 
provisions of 10CFR50.54(p) & acceptable. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/02/27. SIEBER.J.D. Duquesne Light 
Co. 3pp. 48800:244-48800:246. 

8903140206 Forwards Safety Insp Repts 50-334/89-01 & 50-412/89-01 on 890101- 
021 5. No violations noted. 

WIGGINS, J.T. Region 1, Ofc of the Director. 89/03/02. SIEBER.J.D. Duquesne Light 
Co. 2pp. 48840:342-48840:358. 

-8903140209 Insp Repts 50-334/89-01 & 50-412/89-01 on 890101-0215.No violations 
or unresolved items identified. Major areas inspected: licensee actions on previous insp 
findings, plant ooera^ons. security -ariioloc'ca 1 controls & fire protection. 

TRIPP.L.E. Rey:tn \ Ole ol :n 6 Diroclcf -"!:/03/02. 15pp. 48840:344-48840:358. 


J. Insurance & indemnity information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 

8902270310 Forwards replacement Endorsements 1,2,3 & 4 to NELIA & MAELU Certifi- 
cates N-110 & M- 110, respectively. 

OCONNOR.D.J. Marsh & McLennan, Inc. 89/02/08. DINITZ.I. Office of Nuclear Reac- 
tor Regulation. Director (Post 870411). 13pp. 48587:097-48587:109. 

8903140254 Submits info re property damage insurance coverages for plant. 
SIEBER.J.D. Duquesne Light Co. 89/03/01. Document Control Branch (Document 
Control Desk). 2pp. 48855:076-48855:077. 

8903230393 Forwards certificate of company re guarantee of payment of deferred pre- 
miums & ack by Ameritrust that bank reserving portion of company line of credit for 
deferred premiums. 

MORAN, T.R. Cleveland Electric Illuminating Co. 89/03/15. DINITZ.I. NRC - No De- 
tailed Affiliation Given. 2pp. 49036:360-49036:362. 


P. Operating license stage documents & correspondence 

8903010028 "Startup Rept Suppl 4 for Beaver Valley Power Station, Unit 2." W/890203 
Itr. 

SIEBER.J.D, Duquesne Light Co. 89/02/03. 18pp. 48653:255-48653:272. 

8902270452 Responds to design & operations verification requested by Generic Ltr 88- 
14, “Instrument Air Supply Sys Problems A^ectinc Safety-Re'ated Enuicrent." Con- 
tainment instrument air dewpoint will oo 'oi.s noly momtoroc LSng icc.ca'.or. 
SIEBER.J.D. Duquesne Light Co. 83. C?/'". Doc j men I :?cn:rc 3* , s’\r’. ^Document 
Control Desk). 1 3pp. 48586:247-48586:259. 

8903030186 Notification of 890228 meeting w/util in Rockville, MD to discuss util per- 
sonnel technical issues re proposed request to eliminate certain large-bore snubbers. 
TAM.P.S. Project Directorate 1-4. 89/02/22. MURLEY.T., SNIEZEK.J., MIRAGLIA.F. 
NRC - No Detailed Affiliation Given. 3pp. 48693:219-48693:221. 

8903100091 Forwards response to recommended programmed enhancements in Ge- 
neric Ltr 88-1 7, “Loss of DHR." Mods will be completed to provide two independent 
RCS level indications.Preparation of procedure revs underway. 

SIEBER.J.D. Duquesne Light Co. 89/02/23. Document Control Branch (Document 
Control Desk). 7pp. 48806:077-48806:083. 

8903020418 Forwards nonproprietary Suppl 1 to WCAP-12094 & proprietary Suppl 1 to 
WCAP-12093, “Addl Info in Support of Evaluation of Thermal Stratification for Beaver 
Valley Unit 2 Pressurizer...." Proprietary rept withheld (ref 10CFR2.790). 

SIEBER.J.D. Duquesne Light Co. 89/02/24. Document Control Branch (Document 
Control Desk). 4pp. 48739:021-48739:058. 

-8903020429 Requests withholding of proprietary Suppl 1 to WCAP-12093, "Addl Info 
in Support of Evaluation of Thermal Stratification for Beaver Valley Unit 2 Pressurizer 
Surge Line," (ref 10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. 89/02/20. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). 25pp. 48739:025-48739:050. 

-8903020440 Suppl 1 to "Add! Info in Support of Evaluation of Thermal Stratification for 
Beaver Valley Unit 2 Pressurizer Surge Line." 

COSLOW, B.J., ANTAKI.G.A., PALUSAMY.S.S. Westinghouse Electric Corp. WCAP- 
12094 SOI. 89/02/28. 9pp. 48739:051-48739:058. 

8903090273 Clarifies util 890224 Itr for interim approval of request for primary compo- 
nent support snubber elimination for period of one fuel cycle to allow snubber removal 
during Unit 2 first refueling outage.W/revised attachment to 890224 Itr. 

SIEBER.J.D. Duquesne Light Co. 89/02/27. Document Control Branch (Document 
Control Desk). 3pp. 48783:350-48783:352. 

8903090043 Forwards notice of withdrawal of Amend Request 10 to revise applicable 
specs to reduce number of incore instrument thimbles required to be operable during 
first fuel cycle, per 880113 request. 

TAM.P.S. Project Directorate 1-4. 89/03/01. SIEBER.J.D. Duquesne Light Co. 4pp. 
48784:006-48784:013. 

-8903090049 Notice of withdrawal of amend to License NPF-73, revising Tech Specs to 
reduce number of incore instrument thimbles required to be operable during first fuel 
cycle. 

TAM.P.S. Project Directorate 1-4. 89/03/01. 4pp. 48784:010-48784:013. 

8903090128 Advises that 880225 Issue 2, Rev 0 & Issue 1,Rev 1 to offsite dose calcula- 
tion manuals acceptable, 

TAM.P.S. Project Directorate 1-4. 89/03/02. SIEBER.J.D. Duquesne Light Co. 2pp. 
48800:339-48800:340. 
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8903130244 Grants 881027 request to modify RCS component supports for Unit 2. 
STOLZ.J.F. Project Directorate 1-4. 89/03/03. SIEBER.J.D. Duquesne Light Co. 4pp. 
48821:269-48821:272. 

8903160501 Responds to 881 103 request re use of ASME Code Cases N-356, N-445 & 
N-446.Code cases acceptable for use in facility inservice msp program. 

T AM. D S Broket D ir ectorate 1-4. 89/03/08. SIEBER.J.D. Duquesne Light Co. 4pp. 

8903210058 Forwards notice of proposed util corporate restructuring for FR 
publication.Plan would create new holding company.DQE. Inc, which would wholly own 
Duquesne Light Co. 

TAM.P.S. Project Directorate 1-4. 89/03/09. SIEBER.J.D. Duquesne Light Co. 2pp. 
48980:259-48980:262. 

—8903210060 Notice of proposed util corporate restructuring, creating holding 
company.DQE, Inc, to become sole owner of Duquesne Light Co.Duquesne stock will 
be transferred to DQE.Inc. 

TAM.P.S. Project Directorate 1-4. 89/03/09. 2pp. 48980:261-48980:262. 

8903210254 Forwards detailed description of specific items associated w/DCRDR & 
SPDS which util cannot complete p' ; cr to s*a*tiip fc'-'cwhg fi-s* 'efueling outage, per 
890222 discussion w/NRC re util 89C13J r. cpc;s:>d icons-., chance 
SIEBER.J.D. Duquesne Light Co. £ ‘.Xi'C5 Doci.r^n: C;.r:*::i Branch (Document 
Control Desk). 12pp. 48980:176-48980:187. 

8903270089 Submits supplemental response to NRC p-ccrarncd o-hancorrcnts idrr.ti 
fied in Generic Ltr 88-17, “Loss of DHR." Dates for sovor:- A firs: ■o'jc. ir;g -::i fa. '..My 
provided. 

SIEBER.J.D. Duquesne Light Co. 89/03/17. Document Control Branch (Document 
Control Desk). 2pp. 49056:218-49056:219. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903140684 Forwards Insp Repts 50-334/89-03 & 50-412/89-03 on 890130-0203.0ne 
licensee identified violation reviewed w/ respect to criteria for nonissuance of notice 
of violation. All criteria met. 

BELLAM V ,R.R. Region 1. Ofc of the Diredor. 89/03/01. SIEBER.J.D. Duquesne Light 
Co. 3pp. 4e£o3:23:i-:HSi3.206. 

-8903140690 Radiological Controls Insp Repts 50-334/89-03 & 50-412/89-03 on 
890130-0203.Major areas inspected:licensee action on previous NRC findings & plan- 
ning preparation for upcoming refueling outage Licensee identified violation reviewed. 
NIMITZ.R.L, SHANBAKY.M. Region 1, O':* o= the Director. 89/02/23. 11pp. 
48853:296-48853:306. 

8903140206 Forwards Safety Insp Repts 50-334/89-01 & 50-412/89-01 on 890101- 
0215.No violations noted. 

WIGGINS, J.T. Region 1, Ofc of the Director. 89/03/02. SIEBER.J.D. Duquesne Light 
Co. 2pp. 48840:342-48840:358. 

-8903140209 Insp Repts 50-334/89-01 & 50-412/89-01 on 890101-0215.No violations 
or unresolved items identified.Major areas inspected:licensee actions on previous insp 
findings, plant operations,security, radiological controls & fire protection. 

TRIPP, L.E. Region 1, Ofc of the Director. 89/03/02. 15pp. 48840:344-48840:358. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903160501 Responds to 881103 request re use of ASME Code Cases N-356, N-445 & 
N-446.Code cases acceptable for use in facility inservice insp program. 

TAM.P.S. Project Directorate 1-4. 89/03/08. SIEBER.J.D. Duquesne Light Co, 4pp. 
48879:357-48879:360. K 


8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co, of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903100202 "Semiannual Radioactive Effluent Release Rept Second Half 1988." W/ 
890223 ltr 

SIEBER.J.D. Duquesne Light Co. 88/12/31. 65pp. 48813:142-48813:206. 

8903160037 Monthly operating repts for Feb 1989 for Beaver Valley Power Station 
Units 1 & 2.W/890308 ltr. 

WINGER, M A. SIEBER.J.D. Duquesne Light Co. 89/02/28. 10pp. 48885:012- 
48885:021. 


S. Reportable occurrences, LERs & related correspondence 


8902270693 LER 89-002-00:on 890119,control room bottled air pressurization sys actu- 
ated when chlorine detector B tripped.Caused by probe carrier absorbing chlorine 
from test rig.Emergency air bottles isolated.W/890217 ltr. 

NOONAN, T.P. Duquesne Light Co. 89/02/17. 5pp. 48589:111-48589:115. 

8903220424 LER 89-003-00:on 89021 2, noticed erratic operation of main feedwater reg- 
ulating valve C & turbine trip/reactor trip occurred due to high water level in steam 
generator C.Caused by valve vibration & hydraulic forces.W/890314 ltr. 

NOONAN.T.P. Duquesne Light Co. 89/03/14. 6pp. 49003:052-49003:057. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
e r a*™ licensing rat 1 exam schedule. Svc list end. 

VARG^s A Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 


8902280340 Emergency Plan Implementing Procedure HP/0/B/ 1009/07, “In-Plant Par- 
ticulate & Iodine Monitoring Under Accident Conditions." W/890216 ltr. 

TUCKER, H.B. Duke Power Co. 89/02/16. 9pp. 48625:229-48625:237. 

8902270420 Ack receipt of scope & objectives for 890427 radiological emergency pre- 
paredness exercise.Submittal appears to fulfill requirements. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/17. TUCKER, H.B. Duke Power Co. 
ip. 48585:360-48585:360. 

8903060105 Forwards public version of Rev 28 to “Crisis Mgt Plan for Nuclear Sta- 
tions." 

TUCKER ,H.B. Duke Power Co. 89/02/17. Document Control Branch (Document Con- 
trol Desk). 2pp. 48736:168-48738:130. 

-8903060120 "Crisis Mgt Plan For Nuclear Stations.” 

* Duke Power Co. 88/) 2/01. 200pp. 48736:170-48738:130. 

8903200362 Advises that 881230 Rev 11 to emergency plan meets planning stds of 
10CFR50.47(b) & requirements of App E to 10CFR50 except for Figure E-3 re techni- 
cal support ctr activation checklist.Figure should be revised. 

DECKER, T.R. Region 2, Ofc of the Director. 89/03/02. TUCKER, H.B. Duke Power Co. 
2pp. 48959:329-48959:330. 

8903220480 Advises that util currently assessing changes required to 870828 & 1020 
submittals of Tech Spec changes to remove all fire protection requirements from Tech 
Specs in order to be consistent w/Generic Ltr 88-12. 

TUCKER.H.B. Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 4pp. 49008:322-49008:325. 

8903270061 Advises that 890105 Rev 23 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

CLINE, W.E. Region 2. Ofc of the Director. 89/03/10. TUCKER.H.B. Duke Power Co. 
3pp. 49056:215-49056:217. 

8903280119 Ack receipt of scenario for plant radiological emergency preparedness ex- 
ercise scheduled for 890427. 

DECKER, T.R. Region 2, Ofc of the Director. 89/03/10. TUCKER, H.B. Duke Power Co. 
Ip. 49075:067-49075:067. 
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H. General correspondence 


8903280204 Informs that recipient name will be removed from NRC mailing list unless 
NRC receive request within 30 days of Itr receipt wishing to remain on list. 
JABBOUR.K.N. Project Directorate 11-3. 89/03/22. HIRSCH.M. Federal Emergency 
Management Agency. 2pp. 49074:165-49074:166. 


J. Insurance & indemnity information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 


P. Operating license stage documents & correspondence 

8901120160 Requests response to 860228 questions re Tech Spec applicability when 
snubber removed for surveillance testing, including which, if any, portion of Tech Specs 
applicable when snubber removed from sys for tcstr.c 's-jrvni'la-co p-.rposos. 
NORELIUS.C.E. Region 3, Ofc of the Director 56 . ?ti. EiS'iVil. i.DG. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 48706:107-48706:108. 

-8902270379 Requests interpretation & resolution of Tech Spec requirement pertaining 
to safctv-rolator! pipe supports based on util 860103 discovery.Early response appreci- 
ated & proposed info notice being considered. 

GIBSON, A.F Region 2, Ofc of the Director. 86/03/17. rSENSi i'JT.C G. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). 3pp 'Z6 T.S-^Cfi- 113. 

8902240184 Lists topical repts for Core T-H which are inter-related, including correlation 
for predicting critical heat flux in mixing vane grid fuel assemblies & thermal-hydraulic 
methcdc'ogv using VIPRE-01. 

TUCKER, H 3 Duke Power Co. 89/02/10. Document Control Branch (Document Con- 
trol Desk). 2pp. 48571:262-48571:263. 

8903100561 Informs that response to 881018 request for addl info re performance test- 
ing of relief & safety valves will be provided by 89031 6. Responses to Questions 2 & 4 
will be provided prior to 890731 after all reanalyses completed. 

TUCKER, H.B. Duke Power Co. 89/02/24. Document Control Branch (Document Con- 
trol Desk). Ip. 48808:282-48808:282. 

8903130173 Discusses Relief Request 89-02 re zero leak requirements of hydrostatic 
pressure testing. 

TUCKER, H.B. Duke Power Co. 89/02/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 48820: 1 09-48820:1 1 0. 

8903130027 Advises that implementation of auditable & systematic program will be 
completed prior to 890601 .per Generic Ltr 88-05, “Boric Acid Corrosion of Carbon 
Steel Reactor Pressure Boundary Components in PWR Plants." 

TUCKER, H.B. Duke Power Co. 89/03/01. Document Control Branch (Document Con- 
trol Desk), ip. 48821:326-48821:326. 

8903240135 Advises of changes in crisis mgt data transmittal sys dial-in 

B rocedure, username remain uncnanged.effective 890306. 

IARRIS.R.E. Duke Power Co. 89/03/01. BOLAND, A. Region 2, Ofc of the Director. 
2pp. 49040:211-49040:212. 

8903160074 Notification of 890316 meeting w/util in Cornelius, NC to discuss status of 
licensing activities & safety initiatives. Meeting agenda end. 

HOOD.D.S. Project Directorate 11-3. 89/03/06. MATTHEWS, D.B. Project Directorate II- 
3. 7pp. 48878:080-48878:088. 

8903220394 Forwards radial peaking factor limit rept for facility Cycle 4.Cycle 4 initial 
criticality took place on 890203. 

TUCKER, H.B. Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 7pp. 49004:023-49004:029. 

8903220480 Advises that util currently assessing changes required to 870828 & 1020 
submittals of Tech Spec changes to remove all fire protection requirements from Tech 
Specs in order to be consistent w/Generic Ltr 88-12. 

TUCKER.H.B. Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 4pp. 49008:322-49008:325. 

8903230134 Application for amends to Licenses NPF-35 & NPF-52, revising require- 
ments for undervoltage & shunt trip attachments to reactor trip breakers & bypass trip 
breakers,per Generic Ltr 85-09. 

TUCKER.H.B. Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 7pp. 49028:020-49028:034. 

-8903230162 Proposed Tech Specs re reactor trip sys instrumentation & ESFAS instru- 
mentation. 

* Duke Power Co. 89/03/10. 8pp. 49028:027-49028:034. 

8903200168 Forwards "Emergency Dose Assessment Manual," effective on 890307. 
TUCKER.H.B. Duke Power Co. 89/03/13. Document Control Branch (Document Con- 
trol Desk). Ip. 48957:257-48958:224. 

-8903200169 "Emergency Dose Assessment Manual." 

* Duke Power Co. 89/03/07. 300pp. 48957:258-48958:224. 

8903210434 Provides current QA program description required by 
10CFR50.54(a).Quality program scope in FSAR section 3.2 reviewed. 

GIBSON.A.F. Region 2, Ofc of the Director. 89/03/14. TUCKER.H.B. Duke Power Co. 
2pp. 48989:354-48989:355, 

8903280074 Forwards response to KN Jabbour 881018 request for addl info re NUREG- 
0737, Item II.D.1, "Performance Testing of Relief & Safety Valves." Corrected value for 
valve closing pressure rise for worst case valve is 71 psi. 

TUCKER.H.B. Duke Power Co, 89/03/16. Document Control Branch (Document Con- 
trol Desk). 1 1 pp, 49074:21 3-49074:223. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of Nevy York, Inc. 57pp. 48960:001 -48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902280105 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation." Surge line inspected during end of Cycle 3 -ofus'^r ojfctro : n Jar 1989. 
TUCKER.H.B. Duke Power Co. 89/02/01. Documert Co-.-r:: *.).:eument Con- 

trol Desk), ip. 48633:277-48633:277. 

8902280476 Forwards nonproprietary WCAP 12126 & proprietary WCAP 12125, “Ca- 
tawba Unit 1 Evaluation for Tube Vibration Induced Fatigue," in response to NRC Bul- 
letin 88-002. Proprietary rept withheld (ref 10CFR2.790). 

TUCKER.H.B. Duke Power Co. 89/02/20. ERNST, M.L. Region 2, Ofc of the Director. 
4pp. 48628:022-48628:214. 

-8902280486 Requests withholding of proprietary WCAP 12125, “Catawba Unit 1 Eval- 
uation for Tube Vibration Induced Fatigue," per 10CFR2.790. 

WIESEMANN.R.A. Westinghouse Electric Corp. 89/02/10. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 10pp. 48628:026-48628:035. 

-8902280494 Nonproprietary “Catawba Unit 1 Evaluation for Tube Vibration Induced 
f ati.j.io.” 

CGN.\l RH.I-. .i , CURLEE.N.J., PITTERLE.T.A. Westinghouse Electric Corp. WCAP 
1 21 26. 89/02/20. 1 50pp. 48628:036-48628:21 4. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903090361 Responds to NRC 890126 Itr re violations noted in Insp Repts 50-413/88- 
34 & 50-414/88-34.Corrective actions:Abnormal Procedure AP/0/A/5500/34 changed 
to allow reduced shutdown rate to be used. 

TUCKER.H.B. Duke Power Co. 89/02/24. Document Control Branch (Document Con- 
trol Desk). 2pp. 48783:357-48783:358. 

8903030142 Advises that incorporation of ASME Code Case N-401-1 into insen/ice insp 
programs at plants acceptable, per 880815 request.Code Case N-401, “Eddy Current 
Exam" & rev to code, Code Case N-401-1 found to be ‘creh-'saUv cr-va'crt 
MATTHEWS, D.B. Project Directorate 11-3. 89/02/25. ’\.CKL L v ■ Cji-.i- =>ower Co. 
5pp. 48716:020-48716:024. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903140311 Forwards Insp Repts 50-413/89-03 & 50-414/89-03 on 890130- 0203.No 
violations or deviations noted. 

PEEBLES T*. «=> rq i rn ?. ofc of the Director. 89/02/27. TUCKER.H.B. Duke Power 
Co. 2pp. '.5S-33.206- , S35S:2G?. 

-8903140315 Insp Repts 50-413/89-03 & 50-414/89-03 on 8901 30-0203.0ne weak- 
ness identified re photomultiplier tube.Major a-eas 'nppected-des'gn changes, plant 
mods & licensee action on previously identified ■rsp i r.^rgs 
THOMAS.M., WRIGHT, R., JAPE.F. Region 2, Ole a! the 2-ezicr. 39/02/23. 5pp. 
48853:288-48853:292. 

8903160494 Forwards Insp Repts 50-413/88-38 & 50-414/88-38 on 881127-890204 & 
notice of violations.One addl violation described in rept under consideration for esca- 
lated enforcement action. 

ERNST, M.L. Region 2, Ofc of the Director. 89/03/02. TUCKER.H.B. Duke Power Co. 
2pp. 48885:147-48885:173. 

-8903160497 Notice of violation from insp on 881 127-0204. Violation noted:failure to de- 
clare equipment inoperable & perform written safety evaluation & 890126 partial ob- 
struction of Unit 1 pit drain. 

ERNST, M.L. Region 2, Ofc of the Director. 89/03/02. 2pp. 48885:149-48885:150. 

-8903160500 Resident Insp Repts 50-413/88-38 & 50-414/88-38 on 881127- 
890204.0ne strength, one weakness & one apparent violator i de n t'* i eri.Majc’* areas 
inspected:plant operations, surveillance testing.maint cbscrvaicn & prcccdu'os 
review. 

ORDERS, W.T., LESSER, M.S., SHYMLICK.M.B. Region 2, Ofc of the Director. 89/02/ 
25. 23pp. 48885:151-48885:173. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903240238 Forwards Insp Repts 50-413/89-02 & 50-414/89-02 on 890130- 0203 & 
notice of violation.Enforcement conference scheduled on 890309 to discuss corrective 
actions. 

ERNST, M.L. Region 2, Ofc of the Director. 89/03/03. TUCKER.H.B. Duke Power Co. 
2pp. 49039:195-49039:214. 

-8903240242 Notice of violation from insp on 8901 30-0203. Violations noted:two licens- 
ee employees not provided w/info & instructions re entering high radiation area & 
area not posted. 

ERNST, M.L. Region 2, Ofc of the Director. 89/03/03. 3pp. 49039:197-49039:199. 

-8903240244 Insp Repts 50-413/89-02 & 50-414/89-02 on 890130-0203. Violations 
noted.Major areas inspected:preoutage planning, preparations & mgt support for im- 
plementing licensee radiation protection program. 

WRIGHT, F.N., POTTER, J.P. Region 2, Ofc of the Director. 89/03/03. 15pp. 
49039:200-49039:214. 
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8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York. Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
men t " 2vc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tcgrty Ccntjrners for Disposal of Low Level Radwaste." Svc list end. 

GXFfcVFS,... ~ Division of Low Level Waste Management & Decommissioning ( D ost 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc l'7pp 48*")S :: a - 
48798:231, 

8903210288 Advises that since checking proper P-4 contact following every reactor 
trip.no cases of improper contact occurred. Insp of contacts after every reactor trip 
will no longer be done. 

TUCKER, H.B. Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). Ip. 48982:037-48982:037. 

8903240282 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation." Requests alternate schedule to that specified in bulletin.Schedule of 2 yrs 
considered sufficient time to obtain necessary addl monitoring data. 

T UCKFR H B Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
tro 1 Uosk; *pp. 49044:211-49044:214. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903240285 Responds to NRC Bulletin 88-009, “Thimble Tube Thinning in Westing- 
house Readors." Thimble wear does not appear to be problem at facility. 

TUCKER.H.B. Duke Power Co. 89/03/16. Document Control Branch (Document Con- 
trol Desk). 3pp. 49046:045-49046:047. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903100104 “Statistical Rept of Recorded Personnel Whole Body Exposures for 1988." 
W/890224 Itr. 

TUCKER, H.B. Duke Power Co. 88/12/31. 6pp. 48806:063-48806:068. 

8903210092 "Summary of Liquid & Gaseous Effluents Released; 1988 Fuel Cycle Calcu- 
lations; 1988 Meterological Survey & Solid Waste Rept." W/890301 Itr. 

TUCKER.H.B. Duke Power Co, 88/12/31. 57pp. 48982:125-48982:181. 

8902270232 Monthly operating repts for Jan 1989 for Catawba Nuclear Station Units 1 
& 2.W/890215 Itr. 

WILl.'AMSP A , MEAD.J.J. TUCKER.H.B. Duke Power Co. 89/01/31. 12pp. 
••f>584.32/-4&58^-:338 

8903290008 Forwards monthly operating repts for Feb 1989 for Catawba Units 1 & 2 & 
personnel exposure info for Jan 1989. 

TUCKER.H.B. Duke Power Co. 89/03/15. Document Control Branch (Document Con- 
trol Desk). Ip. 49120:092-49120:092. 

-8903220106 Monthly operating repts for Feb 1989 for Catawba Nuclear Station Units 1 

& 2 . 

WILLIAMS.R.A., TUCKER.H.B. Duke Power Co. 89/02/28. 13pp. 49120:093- 
49120:105. 

-8903290010 Personnel exposure info from monthly operating repts for Jan 1989 for 
Catawba Units 1 & 2. 

* Duke Power Co. 89/03/15. Ip. 49120:106-49120:106. 


S. Reportable occurrences, LERs & related correspondence 

8903030521 Special repton 890205,all rod out isosthermal temp coefficient measured 
to be in excess of Tech Specs limits. Temporary control rod withdrawal limits estab- 
lished to maintain moderator temp coefficient less positive. 

TUCKER.H.B. Duke Power Co. 89/02/15. Document Control Branch (Document Con- 
trol Desk). 3pp. 48690:1 58-48690:1 60. 

8902270689 PNO-ll-89-012:on 89021 5, security guard claimed to have been assaulted 
onsite.Guard treated & released from hosp.Guard involved in security event on 
890113 re inattentiveness on post.Guard claimed inattentiveness due to illness. 

ENNIS, J. Region 2, Ofc of the Director. 89/02/16. 2pp. 48589:163-48589:164. 

8903090351 Special repton 881 208, found inoperable seismic monitoring instrumenta- 
tion due to vibrations on auxiliary feedwater (CA) line.lnstrumentation removed from 
CA line & relocated to another location not subj to vibrations. 

TUCKER.H.B. Duke Power Co. 89/02/24. Document Control Branch (Document Con- 
trol Desk). 2pp. 48783:212-48783:213. 


8903130030 Special repton 8901 27, diesel generator IB valid failure occurred during 
monthly operability test.Light smoke observed coming from left bank turbocharger & 
smoke/vapors flashed into flames. Insulation removed from turbocharge- 
TUCKER.H.B. Duke Power Co. 89/02/24. Document Contro. Hrarcn' (Documoni Con- 
trol Desk). 3pp. 48819:271-48819:273. 

8903200100 LER 89-002-00:on 890201 .maint personnel declared floor elevations 543 
through 594 ft of auxiliary bldg inoperable as fire boundary seals.lncident classified as 
design oversight.Security initiated hourly fire watch.W/890302 Itr. 

TORRE, J. 3., TUCKER.H.B. Duke Power Co. 89/03/02. 6pp. 48954:322-48954:327. 

8903210220 LER 89-003-00:on 890206, manual auxiliary feedwater actuation occurred 
following manual turbine trip due to high turbine vibration.Caused by equipment 
malfuncion.Condenser vacuum broken to reduce turbine speed.W/890308 Itr. 

TORRE, J.B., TUCKER.H.B. Duke Power Co. 89/03/08. 6pp. 48989:111-48989:116. 

8903220385 Special rept:on 890202, Channel 3, upper head of Unit 1 vibration & loose 
parts monitor sys declared inoperable. Cause unknown.Work Request 446680PS writ- 
ten to investigate & repair channel during next refueling outage. 

TUCKER.H.B. Duke Power Co. 89/03/13. Document Control Branch (Document Con- 
trol Desk). 2pp. 49020:133-49020:134. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8902280340 Emergency Plan Implementing Procedure HP/0/B/1009/07, "In-Plant Par- 
ticulate & Iodine Monitoring Under Accident Conditions." W/890216 Itr. 

TUCKER.H.B. Duke Power Co. 89/02/16. 9pp. 48625:229-48625:237. 

8902270420 Ack receipt of scope & objectives for 890427 radiological emergency pre- 
paredness exercise.Submittal appears to fulfill requirements. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/17. TUCKER.H.B. Duke Power Co. 
Ip. 48585:360-48585:360. 

8903060105 Forwards public version of Rev 28 to "Crisis Mgt Plan for Nuclear Sta- 
tions." 

TUCKER.H.B. Duke Power Co. 89/02/17. Document Control Branch (Document Con- 
trol Desk). 2pp. 48736:168-48738:130. 

-8903060120 "Crisis Mgt Plan For Nuclear Stations." 

* Duke Power Co. 88/12/01. 200pp. 48736:170-48738:130. 

8903200362 Advises that 881230 Rev 11 to emergency plan meets planning stds of 
10CFR50.47(b) & requirements of App E to 10CFR50 except for Figure E-3 re techni- 
cal support ctr activation checklist.Figure should be revised. 

DECKER.T.R. Region 2, Ofc of the Director. 89/03/02. TUCKER.H.B. Duke Power Co. 
2pp. 48959:329-48959:330. 

8903220480 Advises that util currently assessing changes required to 870828 & 1020 
submittals of Tech Spec changes to remove all fire protection requirements from Tech 
Specs in order to be consistent w/Generic Ltr 88-12. 

TUCKER.H.B. Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 4pp. 49008:322-49008:325. 

8903270061 Advises that 890105 Rev 23 to physical security plan consistent w/provi- 
sions of 1 0CFR50.54(p) & acceptable. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/10. TUCKER.H.B. Duke Power Co. 
3pp. 49056:215-49056:217. 

8903280119 Ack receipt of scenario for plant radiological emergency preparedness ex- 
ercise scheduled for 890427. 

DECKER.T.R. Region 2, Ofc of the Director. 89/03/10. TUCKER.H.B. Duke Power Co. 
ip. 49075:067-49075:067. 


H. General correspondence 

8903280204 Informs that recipient name will be removed from NRC mailing list unless 
NRC receive request within 30 days of Itr receipt wishing to remain on list. 
JABBOUR.K.N. Project Directorate 11-3. 89/03/22. HIRSCH.M. Federal Emergency 
Management Agency. 2pp. 49074:165-49074:166. 


J. Insurance & indemnity Information 

8902270612 Forwards endorsements to listed NELIA & MAELU policies & certificates. 
OCONNOR.D.J. Marsh & McLennan, Inc. 89/01/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 125pp. 48585:055-48585:179. 


P. Operating license stage documents & correspondence 

8901120160 Requests response to 860228 questions re Tech Spec applicability when 
snubber removed for surveillance testing, including which, if any, portion of Tech Specs 
applicable when snubber removed from sys for testing/surveillance purposes. 
NORELIUS.C.E. Region 3, Ofc of the Director. 86/04/28. EISENHUT.D.G. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 48706:107-48706:108. 

—8902270379 Requests interpretation & resolution of Tech Spec requirement pertaining 
to safety-related pipe supports based on util 860103 discovery.Early response appreci- 
ated & proposed info notice being considered. 

GIBSON, A.F. Region 2, Ofc of the Director. 86/03/17. EISENSHUT.D.G. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). 3pp. 48706:109-48706:113. 
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8902240184 Lists topical repts for Core T-H which are inter-related, including correlation 
for predicting critical heat flux in mixing vane grid fuel assemblies & thermal-hydraulic 
methodology using VIPRE-01. 

TUCKER. H.B. Duke Power Co. 89/02/10. Document Control Branch (Document Con- 
trol Desk). 2pp. 48571:262-48571:263. 

8903100561 Informs that response to 881018 request for addl info re performance test- 
ing of relief & safety valves will be provided by 890316.Responses to Questions 2 & 4 
will be provided prior to 890731 after all reanalyses completed. 

TUCKER.H.B. Duke Power Co. 89/02/24. Document Control Branch (Document Con- 
trol Desk). Ip. 48808:282-48808:282. 

8903130173 Discusses Relief Request 89-02 re zero leak requirements of hydrostatic 
pressure testing. 

TUCKER.H.B. Duke Power Co. 89/02/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 48820:109-48820:110. 

8903130027 Advises that implementation of auditable & systematic program will be 
completed prior to 890601, per Generic Ltr 88-05, “Boric Acid Corrosion of Carbon 
Steel Reactor Pressure Boundary Components in PWR Plants.” 

TUCKER.H.B. Duke Power Co. 89/03/01. Document Control Branch (Document Con- 
trol Desk). Ip. 48821:326-48821:326. 

8903240135 Advises of changes in crisis mgt data transmittal sys dial-in 
procedure,usemame remain unchanged, effective 890306. 

HARRIS. R.E. Duke Power Co. 89/03/01. BOLAND, A. Region 2, Ofc of the Director. 
2pp. 49040:21 1 -49040:21 2. 

8903150497 Submits addl info to clarify 881228 submittal to allow for complete review 
of request allowing for changing setpoints for Unit 2 steam generator level trips due to 
relocation of level taps. 

TUCKER.H.B. Duke Power Co. 89/03/06. Document Control Branch (Document Con- 
trol Desk). 2pp. 48873:354-48873:355. 

8903160074 Notification of 890316 meeting w/util in Cornelius, NC to discuss status of 
licensing activities & safety initiatives. Meeting agenda end. 

HOOD.D.S. Project Directorate 11-3. 89/03/06. MATTHEWS, D.B. Project Directorate II- 
3. 7pp. 48878:080-48878:088. 

8903220480 Advises that util currently assessing changes required to 870828 & 1020 
submittals of Tech Spec changes to remove all fire protection requirements from Tech 
Specs in order to be consistent w/Generic Ltr 88-12. 

TUCKER.H.B. Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 4pp. 49008:322-49008:325. 

8903230134 Application for amends to Licenses NPF-35 & NPF-52,revising require- 
ments for undervoltage & shunt trip attachments to reactor trip breakers & bypass trip 
breakers, per Generic Ltr 85-09. 

TUCKER, H.B. Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 7pp. 49028:020-49028:034. 

-8903230162 Proposed Tech Specs re reactor trip sys instrumentation & ESFAS instru- 
mentation. 

* Duke Power Co. 89/03/10. 8pp. 49028:027-49028:034. 

8903200168 Forwards “Emergency Dose Assessment Manual," effective on 890307. 
TUCKER.H.B. Duke Power Co. 89/03/13. Document Control Branch (Document Con- 
trol Desk), ip. 48957:257-48958:224. 

-8903200169 “Emergency Dose Assessment Manual." 

* Duke Power Co, 89/03/07. 300pp. 48957:258-48958:224. 

8903210434 Provides current QA program description required by 
1 0CFR50.54(a).Quality program scope in FSAR Section 3.2 reviewed. 

GIBSON, A.F. Region 2, Ofc of the Director. 89/03/14. TUCKER.H.B. Duke Power Co. 
2pp. 48989:354-48989:355. 

8903280074 Forwards response to KN Jabbour 881018 request for addl info re NUREG- 
0737, Item 11.0.1 , “Performance Testing of Relief & Safety Valves." Corrected value for 
valve closing pressure rise for worst case valve is 71 psi. 

TUCKER.H.B. Duke Power Co. 89/03/16. Document Control Branch (Document Con- 
trol Desk). 11pp. 49074:213-49074:223. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902280476 Forwards nonprqprietary WCAP 12126 & proprietary WCAP 12125, "Ca- 
tawba Unit 1 Evaluation for tube Vibration Induced Fatigue," in response to NRC Bul- 
letin 88-002.Proprietary rapt withheld (ref 10CFR2.790). 

TUCKER, H.B. Duke Power Co. 89/02/20. ERNST.M.L Region 2. Ofc of the Director. 
4pp. 48628:022-48628:214. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROS&I.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903090361 Responds to NRC 890126 ltr re violations noted in Insp Repts 50-413/88- 
34 & 50-41 4/88-34.Corrective actions:Abnormal Procedure AP/0/A/5500/34 changed 
to allow reduced shutdown rate to be used. 

TUCKER.H.B. Duke Power Co. 89/02/24. Document Control Branch (Document Con- 
trol Desk). 2pp. 48783:357-48783:358. 

8903030142 Advises that incorporation of ASME Code Case N -40 1-1 into inservice insp 
programs at plants acceptable.per 880815 requestCode Case N-401, “Eddy Current 
Exam" & rev to code, Code Case N-401 -1 found to be technically equivalent. 
MATTHEWS, D.B. Project Directorate 11-3. 89/02/25. TUCKER.H.B. Duke Power Co. 
5pp. 4871 6:020-487 1 6:024. 

8902210351 Suppl 1 to NRC Info Notice 884)73, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York. Inc. 102pp. 48589:001-48589:110. 


8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578.137. 

8903140311 Forwards Insp Repts 50-413/89-03 & 50-414/89-03 on 890130- 0203.No 
violations or deviations noted. 

PEEBLES, T.A. Region 2, Ofc of the Director. 89/02/27. TUCKER.H.B. Duke Power 
Co. 2pp. 48853:286-48853:292. 

-6903140315 Insp Repts 50-413/89-03 & 50-414/89-03 on 890130-0203.0ne weak- 
ness identified re photomultiplier tube.Major areas inspected:design changes,plant 
mods & licensee action on previously identified insp findings. 

THOMAS, M., WRIGHT, R., JAPE.F. Region 2, Ofc of the Director. 89/02/23. 5pp. 
48853:288-48853:292. 

8903150459 Inservice insp rept for end of Cycle 1 refueling outage steam generator. 
TUCKER.H.B. Duke Power Co. 89/02/28. Document Control Branch (Document Con- 
trol Desk). 8pp. 48860:313-48860:321. 

8903100529 Forwards revised response to violation noted in Insp Rept 50-414/86- 
18.Corrective action:all valves inspected by shift personnel & properly positioned & all 
locked valves in each sys were listed & categorized by mfg & size. 

TUCKER, H.B. Duke Power Co. 89/03/01. Document Control Branch (Document Con- 
trol Desk). 3pp. 48804:012-48804:014. 

8903160494 Forwards Insp Repts 50-413/88-38 & 50-414/88-38 on 881127-890204 & 
notice of violations.One addl violation described in rept under consideration for esca- 
lated enforcement action. 

ERNST.M.L. Region 2, Ofc of the Director. 89/03/02. TUCKER.H.B. Duke Power Co. 
2pp. 48885:147-48885:173. 

-8903160497 Notice of violation from insp on 881127-0204.Violation noted:failure to de- 
clare equipment inoperable & perform written safety evaluation & 890126 partial ob- 
struction of Unit 1 pit drain. 

ERNST.M.L Region 2, Ofc of the Director. 89/03/02. 2pp. 48885:149-48885:150. 

-8903160500 Resident Insp Repts 50-413/88-38 & 50-414/88-38 on 881127- 
890204.0ne strength, one weakness & one apparent violation identified.Major areas 
inspected:plant operations, surveillance testing.maint observation & procedures 

ORDERS, W.T., LESSER, M.S., SHYMLICK.M.B. Region 2, Ofc of the Director. 89/02/ 
25. 23pp. 48885:1 51-48885:1 73. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023. "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903240238 Forwards Insp Repts 50-413/89-02 & 50-414/89-02 on 890130- 0203 & 
notice of violation.Enforcement conference scheduled on 890309 to discuss corrective 
actions. 

ERNST.M.L. Region 2. Ofc of the Director. 89/03/03. TUCKER.H.B. Duke Power Co. 
2pp. 49039:195-49039:214. 

-8903240242 Notice of violation from insp on 8901 30-0203. Violations noted:two licens- 
ee employees not provided w/info & instructions re entering high radiation area & 
area not posted. 

ERNST.M.L. Region 2, Ofc of the Director. 89/03/03. 3pp. 49039:197-49039:199. 

-8903240244 Insp Repts 50-413/89-02 & 50-414/89-02 on 890130-0203. Violations 
noted.Major areas inspected:preoutage planning, preparations & mgt support for im- 
plementing licensee radiation protection program. 

WRIGHT, F.N., POTTER, J.P. Region 2, Ofc of the Diredor. 89/03/03. 15pp. 
49039:200-49039:214. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903210288 Advises that since checking proper P-4 contact following every reactor 
trip.no cases of improper contact occurred. Insp of contacts after every reactor trip 
will no longer be done. 

TUCKER, H.B. Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). Ip. 48982:037-48982:037. 

8903240282 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation." Requests alternate schedule to that spedfied in bulietin.Schedule of 2 yrs 
considered sufficient time to obtain necessary addl monitoring data. 

TUCKER.H.B. Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 4pp. 49044:211-49044:214. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Dlscrepandes for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Bpveri Circuit 
Breakers During Seismic Event" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. erf New York, Inc. 106pp. 48870:053-48870:169. 
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8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903100104 “Statistical Rept of Recorded Personnel Whole Body Exposures for 1988.” 
W/890224 Itr. 

TUCKER, H.B. Duke Power Co. 88/12/31. 6pp. 48806:063-48806:068. 

8903210092 "Summary of Liquid & Gaseous Effluents Released; 1988 Fuel Cycle Calcu- 
lations^ 988 Meterological Survey & Solid Waste Rept." W/890301 Itr. 

TUCKER.H.B. Duke Power Co. 88/12/31. 57pp. 48982:125-48982:181. 

8902270232 Monthly operating repts for Jan 1989 for Catawba Nuclear Station Units 1 
& 2.W/890215 Itr. 

WILLIAMS.R.A., MEAD.J.J., TUCKER.H.B. Duke Power Co. 89/01/31. 12pp. 
48584:327-48584:338. 

8902270358 Forwards "Startup Rept Quarterly Update, Catawba Unit 2 Cycle 1,” per 
Tech Spec 6.9.1 ,3.As indicated in util 881111 Itr, one test not complete. 

TUCKER.H.B. Duke Power Co. 89/02/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 48587:314-48587:315. 

8903290008 Forwards monthly operating repts for Feb 1989 for Catawba Units 1 & 2 & 
personnel exposure info for Jan 1989. 

TUCKER.H.B. Duke Power Co. 89/03/15. Document Control Branch (Document Con- 
trol Desk), ip. 49120:092-49120:092. 

-8903220106 Monthly operating repts for Feb 1989 for Catawba Nuclear Station Units 1 

& 2 . 

WILLIAMS.R.A., TUCKER.H.B. Duke Power Co. 89/02/28. 13pp. 49120:093- 
49120:105. 

-8903290010 Personnel exposure info from monthly operating repts for Jan 1989 for 
Catawba Units 1 & 2. 

* Duke Power Co. 89/03/15. Ip. 49120:106-49120:106. 


S. Reportable occurrences, LERs & related correspondence 

8902240116 LER 89-001 -00:on 8901 1 2,Bus$mann FNA fuse failure caused main feed- 
water control valve circuit to fail to close. Caused by mfg & mgt deficiency. Fuses 
replaced.W/890210 Itr. 

TORRE, J.G., TUCKER.H.B. Duke Power Co. 89/02/10. 7pp. 48576:334-48576:340. 

8902270689 PNO-1 1-89-0 12:on 8902 Insecurity guard claimed to have been assaulted 
onsite.Guard treated & released from hosp.Guard involved in security event on 
890113 re inattentiveness on post.Guard claimed inattentiveness due to illness. 
ENNIS.J. Region 2, Ofc of the Director. 89/02/16. 2pp. 48589:163-48589:164. 

8903060032 LER 89-002-00:on 8901 21, reported manual trip of reactor due to decreas- 
ing steam generator leveLCaused by mechanical malfunction of temp transmitter for 
generator stator CWS. Transmitter calibrated. W/890220 Itr. 

TORRE, J.G., TUCKER.H.B. Duke Power Co. 89/02/20. 10pp. 48739:247-48739:256. 

8903280072 LER 89-033-01 :on 880401, containment air return fan damper 2A failed to 
open during auxiliary safeguards test.Caused by installation of wiring.Wiring 
corrected.W/89031 6 Itr. 

TORRE, J.G., TUCKER.H.B. Duke Power Co. 89/03/16. 8pp. 49075:181-49075:188. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York. Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 

8902270120 Forwards Insp Rept 50-416/89-03 on 8901 10-12 & notice of violation. 
DECKER, T.R. Region 2, Ofc of the Director. 89/02/13. COTTLE, W.T. System Energy 
Resources, Inc. 2pp. 48584:182-48584:189. 

-8902270121 Notice of violation from insp on 8901 10-1 2. Violation noted: licensee failed 
to document all emergency preparedness training provided or ensured to offsite sup- 
port agencies. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/13. Ip. 48584:184-48584:184. 

-8902270126 Insp Rept 50-416/89-03 on 89011 0-1 2.Vioiations noted.Major areas 
inspected:alert & notification sys, training of offsite support agency personnel assigned 
to sys monitoring & operation & review of emergency preparedness procedures. 
CUNNINGHAM.A.L, RANKIN, W.H. Region 2, Ofc of the Director. 89/02/10. 5pp. 
40584:185-48584:189. 

8903080056 Advises that Rev 5 to safeguards contigency plan consistent w/provisions 
of 10CFR50.54(p) & acceptable. 

CLINE,W.E. Region 2, Ofc of the Director. 89/02/21. COTTLE.W.T. System Energy 
Resources, Inc. 3pp. 48742:324-48742:326. 


8902280545 Advance Change Notice 1 to Rev 0 to Corporate Emergency Plan Proce- 
dure CEPP 302, "Initial Emergency Notification." W/890222 Itr. 

KAVANAUGH.M.W., CESARE.J.G. System Energy Resources. Inc. 89/02/22. 3pp. 
48627:351-48627:353. 

8903210250 Forwards Insp Repts 50-416/89-05 & 50-417/89-05 on 8901 31 -0201. No 
violations or deviations noted. 

CLINE.W.E. Region 2, Ofc of the Director. 89/03/08. COTTLE.W.T. System Energy 
Resources, Inc. 2pp. 48998:356-48998:358. 

-8903210251 Partially withheld Insp Repts 50-416/89-05 & 50-417/89-05 on 890131- 
0201 (ref 10CFR2.790(d) & 73.21). No violations or deviations noted.Major areas 
inspected:mgt support.security program plans & protected area barriers. 
STANS3ERRY.W.W., MCGUIRE, D.R. Region 2, Ofc of the Director. 89/03/08. Ip. 
48998:358-48998:358. 

8903220066 Responds to violation noted in Insp Rept 50-416/89-03. Corrective 
actions:training readministered & documented for offsite agency personnel represent- 
ing Claiborne County & Tensas Parish & sheriff ofcs. 

CESARE.J.G. System Energy Resources, inc. 89/03/15. Document Control Branch 
(Document Control Desk). 3pp. 49020:293-49020:295. 


H. General correspondence 

8903080320 Comment supporting proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

CESARE.J.G. System Energy Resources, Inc. 89/02/25. Docketing & Sen/ices 
Branch. 1 p. 48744:1 97-48744: 1 97. 


I. Financial information 


8903200106 Advises that initial owner participants, Lease Mgt Realty transferred interest 
in plant to Textron Financial Corp & Public Svc Resources Corp transferred interest to 
Resources Capital Mgt. 

CESAR E,J.G. System Energy Resources, Inc. 89/03/07. Document Control Branch 
(Document Control Desk). 2pp. 48970:246-48970:247. 


P. Operating license stage documents & correspondence 

8902230509 Forwards Amend 55 to License NPF-29 & safety evaluation. Amend 
changes downtravei power cutoff setpoint for refueling platform hoist in Tech Spec 3/ 
a 9,6. “Refueling Equipment.” 

K.'NTNEU.Lw.. Project Directorate ll-‘. 89/02/15. COTTLE.W.T. System Energy Re- 
soirees, Inc. 3pp 486/0-231 -48570:299 

-8902230515 Amend 55 to License NPF-29, changing downtravei power cutoff setpoint 
for refueling platform hoist in Tech Spec 3/4.9.6, "Refueling Equipment." 

REEVES, E.A. Project Directorate 11-1. 89/02/15. 4pp. 48570:294-48570:297. 

-8902230516 Safety evaluation supporting Amend 55 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/15. 2pp. 
48570:298-48570:299. 

8902280241 Application for amend to License NPF-29,allowing one-time exceptions to 
Tech Spec 3.0.4 in lieu of much broader scope changes associated w/Genenc Ltr 87- 
09. 

COTTLE, W.T. System Energy Resources, Inc. 89/02/20. Document Control Branch 
(Document Control Desk). 26pp. 48632:291-48632:332. 

-8902280244 Proposed Tech Specs allowing one-time exceptions for certain Tech 
Specs requirements, in lieu of much broader scope changes associated w/Generic Ltr 
87-09. 

* System Energy Resources, Inc. 89/02/20. 16pp. 48632:317-48632:332. 

8903020437 Responds to Generic Ltr 88-14, "Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment." During annual requalification training.licensed op- 
erators respond to loss of instrument air as required manipulation. 

COTTLE, W.T. System Energy Resources, Inc. 89/02/20. Document Control Branch 
(Document Control Desk). 9pp. 48674:345-48674:353. 

8903010370 Forwards request for addl info re alternate DHR sys. specifically design of 
sys supports.Util should identify which RHR trains operable,operating & functional & 
outage activities which require Tech Spec 3.0.4 exception. 

KINTNER.L.L. Project Directorate 11-1. 89/02/21. COTTLE.W.T. System Energy Re- 
sources, Inc. 6pp. 48648:158-48648:163. 

8903020078 Forwards request for addl info re 890126 Itr concerning proposed Tech 
Specs change for one-time exception to Tech Spec 3.0.4 for certain activities sched- 
uled during third refueling outage. 

KINTNER.L.L Project Directorate 11-1. 89/02/21. COTTLE, W.T. System Energy Re- 
sources, Inc. 3pp. 48673:295-48673:297. 

8903010159 Forwards "Grand Gulf Nuclear Station Rept on Evaluation of Torsion Shear 
Stress Components in Design of Pipe Supports.” 

CLONINGER.T.H. System Energy Resources, Inc. 89/02/22. Document Control 
Branch (Document Control Desk). 3pp. 48648:283-48648:329. 

-8903010163 “Grand Gulf Nuclear Station Rept on Evaluation of Torsion Shear Stress 
Components in Design of Pipe Supports." 

* System Energy Resources, Inc. 89/02/2 2. 44pp. 48648:286-48648:329. 

8903030100 Forwards addl info in support of 880923 application for amend to License 
NPF-29, adding alternate DHR sys. 

COTTLE.W.T. System Energy Resources, Inc. 89/02/23. Document Control Branch 
(Document Control Desk). 28pp. 48694:147-48694:174. 

8903020337 Forwards proprietary portion of response to request for addl info in support 
of proposed amend on core stability. Proprietary response withheld. 

COTTLE, W.T. System Energy Resources, Inc. 89/02/24. Document Control Branch 
(Document Control Desk). 5pp. 48669:091-48669:095. 
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8903030079 Forwards modified pages from 881219 application for amend to License 
NPF-29 re scramming of plant in event of two recirculation pump trip while mode 
switch is in RUN position.as discussed in meeting w/NRC. 

COTTLE.W.T. System Energy Resources. Inc. 89/02/24. Document Control Branch 
(Document Control Desk). 8pp. 48703:304-48703:324. 

-<8903030082 Proposed Tech Specs re changes made for scramming plant in event of 
two recirculation pump trip while mode switch in RUN position. 

* System Energy Resources. Inc. 89/02/24. 13pp. 48703:312-48703:324. 

8903130385 Forwards RPAS-SR-89/007, “Criticality Safety Analysis of Grand Gulf Nu- 
clear Station, Unit 1 Spent Fuel Storage Racks W/Gaps in Neutron Absorbing Panels." 
COTTLE.W.T. System Energy Resources, Inc. 89/02/27. Document Control Branch 
(Document Control Desk). 2pp. 48829:001-48829:031. 

-8903130395 “Criticality Safety Analysis of Grand Gulf Nuclear Station Unit 1 Spent 
Fuel Storage Racks W/Gaps in Neutron Absorbing Panels." 

EASTBURN.M.R., PATCHANA.T., SMITH.F.H. System Energy Resources, Inc. RPAS- 
SR-89/007. 89/02/28. 29pp. 48829:003-48829:031 . 

8903090397 Discusses Generic Ltr 88-11, "NRC Position on Radiation Embrittlement of 
Reactor Vessel Matls & Impact on Plant Operations." Util will submit proposed OL 
amend changing Tech Specs to reflect limitation of 10 EFPY.Fee paid. 
CLONINGER.T.H. System Energy Resources, Inc. 89/02/28. Document Control 
Branch (Document Control Desk). 6pp. 48800:006-48800:011. 

8903080342 Forwards notice of environ assessment & no significant impact re 880725 
request to amend Tech Specs by changing sampling plans for surveillance tests for 
snubbers. 

KINTNER.LL. Project Directorate 11-1. 89/03/01. COTTLE.W.T. System Energy Re- 
sources, Inc. 2pp. 48765:041-48765:047. 

-8903080346 Environ assessment & finding of no significant impact supporting pro- 
posed amend to License NPF-29 re changing Tech Specs 4.7.4 to reflect surveillance 
requirements for snubbers containing three alternative sampling plans. 

REEVES, E.A. Project Directorate 11-1. 89/03/01. 5pp. 48765:043-48765:047. 

8903140174 Summary of 890216 meeting w/Devonrue re BWR-6 alternate ac approach 
to satisfy station blackout rule.Attendance list & handout matl end. 

TAM.P.S. Project Directorate 1-4. 89/03/02. Project Directorate 1-4. 34pp. 48834:155- 
48834:188. 

8903140148 Application for amend to License NPF-29, allowing one time exceptions to 
Tech Spec 3.0.4 to support upcoming third refueling outage.Fee paid. 

COTTLE.W.T. System Energy Resources, Inc. 89/03/03. Document Control Branch 
(Document Control Desk). 30pp. 48833:337-48834:023. 


—8903220143 Safety evaluation supporting Amend 57 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/13. 10pp. 
49020:349-49020:357. 

8903230376 Notifies of 890320 & 24 visits to plant to audit piping support calculations 
for safety-related sys. Proposed visit will have little effect on refueling outage per 
890309 & 1 3 discussion .Agenda explaining assistance required end. 

REEVES, E.A. Project Directorate 11-1. 89/03/14. COTTLE.W.T. System Energy Re- 
sources, Inc. 5pp. 49022:278-49022:282. 

8903270010 Forwards Amend 58 to License NPF-29 & safety evaluation. Amend pro- 
vides one-time exceptions to Tech Spec 3.0.4 approved for use only during third refu- 
eling outage. 

KINTNER.L.L. Project Directorate 11-1. 89/03/16. COTTLE.W.T. System Energy Re- 
sources, Inc. 6pp. 49056:249-49056:277. 

-8903270015 Amend 58 to License NPF-29, providing one time exceptions to Tech 
Spec 3.0.4 approved for use only during third refueling outage. 

REEVES, E.A. Project Directorate 11-1. 89/03/16. 13pp. 49056:255-49056:267. 

—8903270016 Safety evaluation supporting Amend 58 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/16. 9pp. 
49056:268-49056:277. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902280096 Forwards Insp Rept 50-416/89-02 on 890124-27.No violations or devi- 
ations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/02/10. COTTLE, W.T. System Energy 
Resources, Inc. 2pp. 48625:269-48625:275. 

-8902280100 Insp Rept 50-416/89-02 on 890124-27.No violations or deviations 
noted.Major areas inspectedrassessment of compliance w/NRC Bulletin 88-007, 
‘‘Power Oscillations in BWRs." 

BURNETT, P.T., BELISLE.G.A. Region 2, Ofc of the Director. 89/02/08. 5pp. 
48625:271-48625:275. 


-8903140150 Proposed Tech Specs, allowing one time exception to Tech Spec 3.0.4 to 
support upcoming third refueling outage. 

* System Energy Resources, Inc. 89/03/03. 16pp. 48834:008-48834:023. 

8903170227 Addresses concern identified during NRC review of 890220 request for 
amend, requesting one-time exemptions to Spec 3.0.4 re manual realignment of LPCI 
during operational Conditions 4 & 5. 

COTTLE, W.T. System Energy Resources, Inc. 89/03/06. Document Control Branch 
(Document Control Desk). 2pp. 48894:316-48894:317. 

8903170035 Forwards response to 890303 request for addl info on alternate DHR 
sys.Advanced DHR sys has sufficient heat removal capability to maintain reactor cool- 
ant temp of 185 F 24 h following reactor shutdown. 

COTTLE, W.T. System Energy Resources, Inc. 89/03/08. Document Control Branch 
(Document Control Desk). 21pp. 48894:179-48894:199. 


8902270120 Forwards Insp Rept 50-416/89-03 on 890110-12 & notice of violation. 
DECKER, T.R. Region 2, Ofc of the Director. 89/02/13. COTTLE, W.T. System Energy 
Resources, Inc. 2pp. 48584:182-48584:189. 

-8902270121 Notice of violation from insp on 8901 10-1 2. Violation noted: licensee failed 
to document all emergency preparedness training provided or ensured to offsite sup- 
port agencies. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/13. Ip. 48584:184-48584:184. 

-8902270126 Insp Rept 50-416/89-03 on 89011 0-1 2.Violations noted.Major areas 
inspected:aiert & notification sys, training of offsite support agency personnel assigned 
to sys monitoring & operation & review of emergency preparedness procedures. 
CUNNINGHAM, A.L., RANKIN, W.H. Region 2, Ofc of the Director. 89/02/10. 5pp. 
48584:185-48584:189. 


8903270333 Forwards INPO memo transmitting util European Plant Outage Rept APO- 
89/057 to all domestic utils.Util presented rept to INPO & NRC in Nov 1988.W/0 end. 
COTTLE.W.T. System Energy Resources, Inc. 89/03/08. CANTRELL, F. Region 2, Ofc 
of the Director. 2pp. 49054:043-49054:044. 

8903200349 Provides rev to proposed schedule for implementing mods to DCRDR 
program. By end of Refueling Outage 3,all but two of Category 2 human engineering 
discrepancies will be completed. 

COTTLE, W.T. System Energy Resources, Inc. 89/03/09, Document Control Branch 
(Document Control Desk). 3pp. 48971:021-48971:022. 

8903200348 Forwards Amend 56 to License NPF-29 & safety evaluation. Amend revises 
Tech Spec 3/4.7.4, ‘‘Snubbers," & associated bases by changing Sampling Plan 2 to 
eliminate requirement to test all snubbers & deleting Sampling Plan 3. 

KINTNER.LL. Project Directorate 11-1. 89/03/10. COTTLE.W.T. System Energy Re- 
sources, Inc. 3pp. 48969:159-48969:170. 

-8903200355 Amend 56 to License NPF-29.revising Tech Specs 3/4.7.4, “Snubbers," 
& associated bases by changing Sampling Plan 2 to eliminate requirement to test all 
snubbers & deleting Sampling Plan 3. 

REEVES, E.A. Project Directorate 11-1. 89/03/10. 6pp. 48969:162-48969:167. 

-8903200360 Safety evaluation supporting Amend 56 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/10. 3pp. 
48969:168-48969:170. 

8903200433 Forwards notice of environ assessment & finding of no significant impact re 
880630 request for amend to License NPF-29 changing reactor protection sys instru- 
mentation surveillance test intervals & allowed outage times. 

KINTNER.LL. Project Directorate 11-1. 89/03/10. COTTLE, W.T. System Energy Re- 
sources. Inc. 2pp. 48970:305-48970:310. 

-8903200436 Environ assessment & finding of no significant impact re util 880630 re- 
quest for amend to License NPF-29, changing Tech Spec 3/4.3.1 re reactor protection 
sys instrumentation surveillance test intervals & allowed outage times. 

LO.R.H. Project Directorate 11-1. 89/03/10. 4pp. 48970:307-48970:310. 

8903220128 Forwards Amend 57 to License NPF-29 & safety evaluation. Amend 
changes Tech Spec re safety limits, power distribution limits & fuel assemblies to sup- 
port Fuel Cycle 4 reload. 

KINTNER.LL. Project Directorate 11-1. 89/03/13. COTTLE, W.T. System Energy Re- 
sources, Inc. 3pp. 49020:328-49020:357. 

-8903220135 Amend 57 to License NPF-29,changing Tech Specs re safety limits, power 
distribution limits & fuel assemblies to support Fuel Cycle 4 load. 

REEVES.E.A. Project Directorate 11-1. 89/03/13. 18pp. 49020:331-49020:348. 


8902270081 Forwards Insp Rept 50-416/89-01 on 890109-13.No violations or devi- 
ations noted. 

PEEBLES, T.A. Region 2, Ofc of the Director. 89/02/16. COTTLE.W.T. System Energy 
Resources, Inc. 2pp. 48586:090-48586:098. 

-8902270101 Insp Rept 50-416/89-01 on 890109-13.No violations or deviations 
noted.Major areas inspected:design control, design changes & mods. 

SMITH, C., JAPE.F. Region 2, Ofc of the Director. 89/02/13. 7pp. 48586:092- 
48586:098. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080062 Responds to NRC Bulletin 88-007, Suppl 1, "Power Oscillations in BWRs." 
Off-Normal Emergency Procedure 05-1-02-111-3, “Decrease in Recirculation Sys Flow 
Rate," changed to incorporate BWR Owners Group recommendations. 

COTTLE, W.T. System Energy Resources, Inc. 89/02/27. Document Control Branch 
(Document Control Desk). 4pp. 48742:351-48742:354. 

8903090164 Forwards corrected Page 4 of Insp Rept 50-416/88-27. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/27. COTTLE, W.T. System Energy 
Resources, Inc. 2pp. 48800:078-48800:080. I 

-8903090174 Corrected Page 4 to Insp Rept 50-416/88-27. 

* Region 2, Ofc of the Director. 89/02/27. Ip. 48800:080-48800:080. 

8903070074 Responds to NRC 890131 ltr re violations noted in Insp Rept 50-416/88- 
28.Corrective actions:Quaiity Deficiency Rept 358-88 initiated.Operations personnel 
performed review of inoperable annunciator logbooks. 

CESARE.J.G. System Energy Resources, Inc. 89/02/28. Document Control Branch ! 

(Document Control Desk). 4pp. 48763:033-48763:036. ■ ' 

i 1 
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8903150246 Responds to NRC 890131 Itr re violations noted in Insp Rept 50-416/88' 
28 Corrective actions:chemist grade hydrometers procured & incorporated into GGNS 
& M&TE program. 

CESARE.J.G. System Energy Resources, Inc. 89/02/28. Document Control Branch 
(Document Control Desk). 3pp. 48871:326-48871:328. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 11 7pp. 48798:114- 
48798:231. 

8903210250 Forwards Insp Repts 50-416/89-05 & 50-417/89-05 on 890131 -0201 .No 
violations or deviations noted. 

CLINE.W.E. Region 2, Ofc of the Director. 89/03/08. COTTLE, W.T. System Energy 
Resources, Inc. 2pp. 48998:356-48998:358. 

-8903210251 Partially withheld Insp Repts 50-416/89-05 & 50-417/89-05 on 8901 SI- 
0201 (ref 1 0CFR2.790(d) & 73.21 ).No violations or deviations noted.Major areas 
irspectrH-mqt *r:prort*ec'jritv program plans & protected area barriers. 

S”A NS™ F r: R v , i\ . .V., M-Cs JihE.D R. Region 2, Ofc of the Director. 89/03/08. Ip. 
48998:358-48998:358. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants.” 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903220066 Responds to violation noted in Insp Rept 50-416/89-03. Corrective 
actions:training readministered & documented for offsite agency personnel represent- 
ing Claiborne County & Tensas Parish & sheriff ofcs. 

CESARE.J.G. System Energy Resources, Inc. 89/03/15. Document Control Branch 
(Document Control Desk). 3pp. 49020:293-49020:295. 

8903230017 Forwards NIS-2 Summary Rept 00206 for repairs/replacements, removal & 
functional testing of snubber pin as part of inservice insp summary rept for Refueling 
Outage 2. 

CESARE.J.G. System Energy Resources, Inc. 89/03/15. Document Control Branch 
(Document Control Desk). 3pp. 49029:301-49029:303. 

8903230053 Advises that inservice insp program revised to reclassify Class 2 section of 
RWCU piping as Class 1 for insp & testing.Results of stress analysis submitted to 
NRC in util 871223 Itr. 

CESARE.J.G. System Energy Resources, Inc. 89/03/16. Document Control Branch 
(Document Control Desk). 2pp. 49029:359-49029:360. 

8903230217 Responds to violation noted in Insp Rept 50-416/88-28. Corrective 
action$:plant licensing section cautioned not to interpret verbal NRC discussions as 
preapproval for actions that require NRC approval. 

CESARE.J.G. System Energy Resources, Inc. 89/03/16. Document Control Branch 
(Document Control Desk). 5pp. 49022:126-49022:130. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903030093 “Summary of Operating Experience - 1988." W/890228 Itr. 

COTTLE.W.T. System Energy Resources. Inc. 88/12/31. 7pp. 48703:325-48703:332. 

8903130116 “Semianuual Radioactive Effluent Release Rept,Jul-Dec 1988." W/890301 
Itr. 

CESARE.J.G. System Energy Resources, Inc. 88/12/31. 81pp. 48819:162-48819:243. 

8902240209 Monthly operating rept for Jan 1989 for Grand Gulf Nuclear Station Unit 
1.W/890215 Itr. 

EDGE.W.E., CESARE.J.G. System Energy Resources, Inc. 89/01/31. 4pp. 48583:307- 
48583:310. 


8903170219 Forwards "Summary of Operating Experience - 1988." No main steam line 
safety relief valve challenges experienced or failed fuel indications/insps occurred 
during 1988. 

COTTLE.W.T. System Energy Resources, Inc. 89/02/27. Document Control Branch 
(Document Control Desk). 2pp. 48950:174-48950:181. 

-8903170352 "Summary of Operating Experience - 1988." 

* System Energy Resources, Inc. 88/12/31. 6pp. 48950:176-48950:181. 

8903220084 Monthly operating rept for Feb 1989 for Grand Gulf Nuclear Station Unit 
1.W/890314 Itr. 

EDGE.W.E., CESARE.J.G. System Energy Resources, Inc. 89/02/28. 4pp. 48993:115- 
48993:118. 

8903090141 Forwards quarterly status rept, “Degraded Core Accident Hydrogen Control 
Program,” for Oct-Dec 1988. 

CESARE.J.G. System Energy Resources, Inc. 89/03/01. Document Control Branch 
(Document Control Desk). 4pp. 48785:039-48785:042. 


S. Reportable occurrences, LERs & related correspondence 

8903090020 Special rept:on 890201, diesel generator failed to load during test.Caused 
by malfunction of tachometer transmitter. Transmitter replaced & diesel generator 
functional test successfully completed. 

CESARE.J.G. System Energy Resources, Inc. 89/03/02. Document Control Branch 
(Document Control Desk). 2pp. 48781:027-48781:028. 

8903200111 Confirms 890306 telcon w/F Cantrell re request for extension for submittal 
of Final Special Rept 88-007 to 890531. 

CESARE.J.G. System Energy Resources, Inc. 89/03/07. Document Control Branch 
(Document Control Desk). 2pp. 48964:087-48964:088. 

8903210219 Special Rept 89-002:on 890225, turbine bldg ventilation exhaust accident 
range radiation monitor removed from svc. Channels 3 & 4 failed & Channel 4 re- 
mained in check source. Monitor retested satisfactorily & restored to svc on 890302. 
CESARE.J.G. System Energy Resources, Inc. 89/03/09. Document Control Branch 
(Document Control Desk). 2pp. 48982:025-48982:026. 

8903230322 LER 85-008-01 :on 85021 3,instrument air compressor tripped due to low 
cooling water pressure while air vented from turbine bldg cooling water sys. Caused by 
loss of feedwater. Main turbine manually tripped & MS 'Vs closed. -.V 'fiSCOT 7 Itr. 
BYRD.R.W., CESARE.J.G. System Energy Resources, Inc. 89/03/17. 5pp. 49028:232- 
49028:236. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list encl. 

VARGA, S. A. Associate Director for D rojects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 43C05 OCr^ACOc.Obfi 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8903140174 Summary of 0902 ! 6 meelhtj w/Devcrrue re BWR-6 alternate ac approach 
to satisfy station ::lackou( rule./Viondanco i:sl & hands*! -nai 1 encl. 

TAM.P.S. Project D-rociora:o :-4 89/03 '02 Project D.roctcraro 1-4. 34pp. 48834:155- 
48834:188. 

8903270333 Forwards INPO memo transmitting util European Plant Outage Rept APO- 
89/057 to all domestic utils. Util presented rept to INPO & NRC in Nov 1988.W/0 encl. 
COTTLE.W.T. System Energy Resources, Inc. 89/03/08. CANTRELL, F. Region 2, Ofc 
of the Director. 2pp. 49054:043-49054:044. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
encl. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


F. Security, medical, emergency & fire protection plans 

8903080056 Advises that Rev 5 to safeguards contigency plan consistent w/provisions 
of 1 0CFR5O.54(p) & acceptable. 

CLINE, W.E. Region 2, Ofc of the Director. 89/02/21. COTTLE.W.T. System Energy 
Resources, Inc. 3pp. 48742:324-48742:326. 

8903210250 Forwards Insp Repts 50-416/89-05 & 50-417/89-05 on 8901 31 -0201 .No 
violations or deviations noted. 

CLINE.W.E. Region 2, Ofc of the Director. 89/03/08. COTTLE.W.T. System Energy 
Resources, Inc. 2pp. 48998:356-48998:358. 

-8903210251 Partially withheld Insp Repts 50-416/89-05 & 50-417/89-05 on 890131- 
0201 (ref 1 0CFR2.79O(d) & 73.21 ).No violations or deviations noted.Major areas 
inspected:mgt support, security program plans & protected area barriers. 
STANSBERRY, W.W, Region 2, Ofc of the Director. 89/03/08. Ip. 48998:358- 
48998:358. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 
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8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080062 Responds to NRC Bulletin 88-007, Suppl 1, "Power Oscillations in BWRs." 
Off-Normal Emergency Procedure 05-1 -02-1 1 1-3, "Decrease in Recirculation Sys Flow 
Rate,” changed to incorporate BWR Owners Group recommendations. 

COTTLE.W.T. System Energy Resources. Inc. 89/02/27. Document Control Branch 
(Document Control Desk). 4pp. 48742:351-48742:354. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903210250 Forwards Insp Repts 50-416/89-05 & 50-417/89-05 on 8901 31-0201 .No 
violations or deviations noted. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/08. COTTLE.W.T. System Energy 
Resources, Inc. 2pp. 48998:356-48998:358. 

-8903210251 Partially withheld Insp Repts 50-416/89-05 & 50-417/89-05 on 890131- 
0201 (ref 10CFR2.790(d) & 73.21 ).No violations or deviations noted.Major areas 
inspoctf!d:mgt support.securitv program plans & protected area barriers. 
STANSDERRY.W.W , MCG JRr-.,:).R Region 2, Ofc of the Director. 89/03/08. Ip. 
48998:358-48998:358. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reador licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Assodate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8902230121 Forwards Safety Insp Rept 50-423/88-24 on 881 220-8901 23.No violations 
noted.lnsp Rept Detail 5.1 describes continuing problems w/fire barrier 
effectiveness.Evaluation of acceptability of util corrective actions is ongoing. 
BETTENHAUSEN.L. Region 1, Ofc of the Director. 89/02/16. MROCZKA.E.J. North- 
east Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 48555:175-48555:194. 

-8902230128 Insp Rept 50-423/88-24 on 881220-8901 23.No violations noted. Major 
areas inspected:masonry wall design, fastener testing to determine conformance w/ap- 
plicable matl specs, cracking in feedwater sys piping & health physics phone line to 
NRC. 

MCCABE.E.C. Region 1, Ofc of the Director. 89/02/16. 18pp. 48555:177-48555:194. 

8902280331 Advises that util 880527 Rev 5 to physical security plan & Rev 7 to guard 
training & qualification plan consistent w/provisions of 10CFR50.54(p) & acceptable. 
BELLAMY, R.R. Region 1, Ofc of the Director. 89/02/17. MROCZKA.E. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 4pp. 48636:111-48636:114. 


8903140664 Forwards Safeguards Insp Repts 50-245/89-01.50-336/89-02 & 50-423/ 
89-01 on 890130-0203.No violations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/02. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 48834:081-48834:092. 

-8903140670 Partially deleted Insp Repts 50-245/89-01,50-336/89-02 & 50-423/89-01 
on 890130-0203 (ref 10CFR73.21).No noncompliances noted.Major areas 
! nspected securi*v program plans & audits & detection & assessment aids. 

. AN^AST’-'P/.v K Region 1, Ofc of the Director. 89/02/28. 9pp. 48834:084- 
48834:092. 

8903200251 Forwards Rev 8 to physical security plan.Enct withheld (ref 10CFR2.790(a) 
& 73.21 ).Rev does not decrease effectiveness of physical security plan. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/03/14. Document Control Branch (Document 
Control Desk). Ip. 48965:046-48965:046. 

8903200248 Forwards response to NRC 890216 notice of violation from physical securi- 
ty insp.EncI withheld (ref 10CFR2.790(a) & 73.21). 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/03/16. -ocjrr.r.it Ccr irol Branch (Document 
Control Desk). 2pp. 48965:077-48965:078. 


H. General correspondence 

8902230566 Responds to 881206 ltr raising question whether nuclear pollution from fa- 
cilities could travel to Charlestown, Rl. NRC assessment concluded that potential of fa- 
cility operation having radiation effect on Charlestown extremely remote. 

RUSSELL, W.T. Pe q ! o" 1. Ofc cS !•*> Sector. 89/02/08. SHERWOOD, R. Affiliation 
Not Assigned. 4pp ■:3::Sa ?C5-':a:>6‘3 2:2 

-8902230567 Forwards constituent, R Sherwood 881206 ltr inquiring about possibility of 
radiation contamination downwind from facilities.Response requested. 

CHAFFE.J.H. Senate. 88/12/19. ZECH.L.W. Commissioners. 2pp. 48568:209- 
48568:212. 

8903100336 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants. Proposed rule on maint will not improve maint in 
plants nor improve safety or reliability of plants. Proposed rule much too vague. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 89/02/27. Docketing & Serv- 
ices Branch. 12pp. 48806:334-48806:345. 

8903210102 Comments on proposed Rev 3 to Reg Guide 1.9, “Selection, 
Design, Qualification, Testing & Reliability of Diesel Generator Units Used as Onsite 
Electric Power Sys at Nuclear Power Plants." Reg guide does not provide flexibility. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 89/03/08. MEYER, D.L. Regu- 
latory Publications Branch. 8pp. 48990:128-48990:135. 

8903280075 Comment on proposed Rev 3 to Reg Guide 1.9 re selection 
design, qualification, testing & reliability of diesel generator units used as onsite electric 
power sys at nuclear power plants. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 89/03/08. MEYER, D.L NRC - 
No Detailed Affiliation Given. 8pp. 49144:050-49144:057. 


I. Financial information 


8903130667 Advises that 890201 submittal of financial info for 1989 satisfies 
10CFR 140.21 requirements that licensee maintain approved guarantee of payment of 
deferred premiums for each operating reactor over 100 Mw(e). 

NASH.D.A. Policy Development & Technical Support Branch (Post 870411). 89/03/ 
01. STULGIS.P.J. Fitchburg Gas & Electric Light Co. Ip. 48820:027-48820:027. 


P. Operating license stage documents & correspondence 

8902230595 Responds to NRC concerns re potential use of noncode class fastners in 
ASME class applications-Administrative control procedure exists to provide require- 
ments for repair & reoiacenert. 

MROCZKA.E.J., SL'ARS.C.F. Northeast Nuclear Energy Co, (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. 89/02/16. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48569:043-48569:045. 

8903020448 Responds to request for addl info re 890124 proposed rev to Tech Spec 
Sections 5.3.1, “Fuel Assemblies" & Section 5.3.2, "Control Rod Assemblies." Fuel 
assemblies used for Cycle 3 & contingency plan for use of other assemblies dis- 
cussed. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/02/23. Document Control Branch (Document 
Control Desk). 2pp. 48673:105-48673:106. 

8903170433 Forwards info re radwastes at plants, including radwaste vol projections for 
Class A,B & C & mixed waste for 1990-1994, estimate of present radwaste storage 
capacity & estimate for expansion of storage capacity. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 89/03/08. 
LINSCOTT.S.K. Connecticut, State of. 7pp. 48953:246-48953:252. 

8903200162 Application for amend to License NPF-49,deleting name of city of 
Burlington, VT as owner of facility.City ownership transferred to Connecticut Municipal 
Eiectnc Energy Cooperative. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/03/10. Document Control Branch (Document 
Control Desk). 5pp. 48965:324-48965:328. 

8903210101 Ack receipt of 890213 ltr notifying of change in ownership interest in facility 
from Burlington Electric Light Dept to Connecticut Municipal Electric Energy 
Cooperative.No further review of transfer required. 

STOLZ.J.F. Project Directorate 1-4. 89/03/13. FRANCIS.F.E. Spiegel & McDiarmid. 
2pp. 48983:276-48983:277. 

8903270299 Application for amends to Licenses DPR-61 1 DPR-21,DPR-65 & NPF- 
49, changing Tech Specs re administrative controls & organizational charts, per Generic 

MROCKZA.E.J. Connecticut Yankee Atomic Power Co. 89/03/13. Document Control 
Branch (Document Control Desk). 4pp. 49055:159-49055:196. 
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-8903270303 Proposed Tech Specs re administrative controls & o'sr-.-ir-fcm' charts. 

* Connecticut Yankee Atomic Power Co. 89/03/13. 34pp. 49G55 l.’.'t ■'■y.'l'j'Pc 

8903230101 Application for amend to License NPF-49, replacing surveillance require- 
ments of Section 4.3.4.2 w/more comprehensive turbine overspeed protection maint 
& testing program. 

MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.EJ. Northeast Utilities. 89/03/14. Document Control Branch (Document 
Control Desk). 5pp. 49029:244-49029:250. 

-8903230105 Proposed Tech Specs, replacing surveillance requirements of Section 
4.3.4.2 w/more comprehensive turbine overspeed protection maint & *cstir.c pncj-anr. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 03 C‘S. '-i 2pp. 
49029:249-49029:250. 

8903230366 Forwards Amend 31 to Ucense NPF-49 & safety evaluation. Amend revises 
Tech Spec Tables 2.2-1 & 3.3-4 to decrease reactor trip setpoint & ESFAS for auxilia- 
ry feedwater initiation. 

JAFFE.D.H. Project Directorate 1-4. 89/03/14. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 49037:033-49037:046. 

-8903230369 Amend 31 to License NPF-49, revising Tech Spec Tables 2.2-1 & 3.3-4 to 
decrease reactor trip setpoint & ESFAS for auxiliary feedwater initiation. 

STOLZ.J.F. Project Directorate 1-4. 89/03/14. 9pp. 49037:035-49037:043. 

-8903230370 Safety evaluation supporting Amend 31 to License NPF-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/14. 3pp. 
49037:044-49037:046. 


8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 


8903240293 Forwards Insp Rept 50-423/89-02 on 890124-0227.No violations 
noted.Strong safety emphasis during evaluation of high reactor coolant pump stator 
temp noted. 

BETTENHAUSEN.L. Region 1, Ofc of the Director. 89/03/13. MROCZKA.E.J. North- 
east Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 49045:058-49045:076. 

-8903240297 Insp Rept 50-423/89-02 on 890124-0227.No violations noted. Major 
areas inspected:plant operations, LERs, maint, surveillance.shutdown Bank D failing to 
move on command & reactor coolant pump B high stator temp. 

MCCABE, E.C. Region 1, Ofc of the Director. 89/03/10. 17pp. 49045:060-49045:076. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 


8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 87041 1). 89/03/21 . Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903280037 Forwards inventory rept for hazardous chemicals present at facility in quan- 
tities exceeding min threshold established in 40CFR370.20. 

MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/03/21. Document Control Branch (Document 
Control Desk). 13pp. 491 1 0:350-491 1 0:362. 


Q. Inspection reports, IE Bulletins & correspondence 

8902230121 Forwards Safety insp Rept 50-423/88-24 on 881220-890 123.No violations 
noted.lnsp Rept Detail 5.1 describes continuing problems w/fire barrier 
effectiveness.Evaluation of acceptability of util corrective actions is ongoing. 
BETTENHAUSEN.L. Region 1. Ofc of the Diredor. 89/02/16. MROCZKA.EJ. North- 
east Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 48555:175-48555:194. 

-8902230128 Insp Rept 50-423/88-24 on 881 220-8901 23.No violations noted. Major 
areas inspected:masonry wall design.fastener testing to determine conformance w/ ap- 
plicable mat! specs, cracking in feedwater sys piping & health physics phone line to 

MCCABE.E.C. Region 1, Ofc of the Director. 89/02/16. 18pp. 48555:177-48555:194. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Charader- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 


8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903200248 Forwards response to NRC 890216 notice of violation from physical securi- 
ty insp.EncI withheld (ref 1 0CFR2.790(a) & 73.21). 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/03/16. Document Control Branch (Document 
Control Desk). 2pp. 48965:077-48965:078. 

8903210421 Responds to NRC Bulletin 88-010, "Nonconforming Molded Case Circuit 
Breakers." Ust of in-stock items w/model numbers & mfg names end. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 89/03/16. 
Document Control Branch (Document Control Desk). 14pp. 48977:163-48977:176. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:14 7. 


R. Periodic operating reports & related correspondence 


8902210584 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:1 37. 

8903030047 Forwards rept detailing status of each open item noted in June 1988 regu- 
latory effectiveness review.Rept withheld (ref 10CFR2.790). 

MROCZKA,EJ. Northeast Nudear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.EJ. Northeast Utilities. 89/02/27, Document Control Branch (Document 
Control Desk). 1 p. 48691 :357-48691 :357. 


8903030387 “Haddam Neck Plant & Millstone Station Units 1,2 & 3, Annual Rept for 
1988.” W/890221 ltr. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 88/12/31. 529pp. 48667:281- 
48669:090. 

8903100351 "Milestone Nudear Power Station, Units 1,2 & 3 Semiannual Radioactive 
Effluents Release Rept,Jul-Dec 1988.” W/890228 ltr. 

MROCZKA.E.J., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). 88/12/31. 84pp. 48813:279-48813:362. 


8903090375 Requests extension of required analyses in response to NRC Bulletin 88- 
011, "Pressurizer Surge Line Thermal Stratification." Required insp at facility expected 
to be performed during scheduled 890909 refueling outage. 

MROCZKA.E.J., SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 8pp. 48783:069-48783:076. 

8903140684 Forwards Safeguards Insp Repts 50-245/89-01,50-336/89-02 & 50-423/ 
89-01 on 890130-0203.No violations noted. 

BELLAMY.R.R. Region 1, Ofc of the Diredor. 89/03/02. MROCZKA.EJ. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 48834:081-48834:092. 

-8903140670 Partially deleted Insp Repts 50-245/89-01,50-336/89-02 & 50-423/89-01 
on 890130-0203 (ref 10CFR73.21).No noncompliances noted.Major areas 
inspectedrsecurity program plans & audits & detection & assessment aids. 
LANCASTER.W.K., CAMERON, D.F., KEIMIG.R.R. Region 1, Ofc of the Director. 89/ 
02/28. 9pp. 48834:084-48834:092. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902260104 NRC Info Notice 89-023, ‘‘Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C,E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280182 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.RE. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 


8903270174 Revised monthly operating rept for Jan 1989 for Millstone Nuclear Power 
Station Unit 3.Rev corrects docket number on cover sheet.W/890320 ltr. 

ELMS.A.L., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 89/01/31. 5pp. 49055:271-49055:275. 

8903240231 Monthly operating rept for Feb 1989 for Millstone Unit 3. W/890309 ltr. 
ELMS.A.L, SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 89/02/28. 5pp. 49039:305-49039:309. 


8903270185 Revised monthly operating rept for Feb 1989 for Millstone Unit 3.W/ 
890320 ltr. 

ELMS.AL, SCACE.S.E. Northeast Nudear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 89/02/28. 5pp. 49056:244-49056:248. 


S. Reportable occurrences, LERs & related correspondence 


8903130245 LER 88-026-02:on 881 11 8, discovered that certain circumstances could 
lead to facility becoming isolated from plant switchyard while on-line.Caused by inad- 
equate plant design.Moa planned for next refueling outage.W/890228 ltr. 

KELLER.R.N., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 89/02/28. 6pp. 48821:192-48821:197. 

8903240095 LER 89-003-00:on 890207, unidentified temporary sealed fire penetration 
discovered between Trains A & B on containment recirculation spray sys cubicles in 
ESF bldg. Caused by personnel error.Fire watch established.W/890309 ltr. 

FREEMAN, P.A., SCACE.S.E. Northeast Nudear Energy Co. (subs, of Northeast Utili- 
ties). FREEMAN, P.A. Northeast Utilities. 89/03/09. 4pp. 49076:357-49076:360. 
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V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-424 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8612240287 Summary of 861117 meeting w/util & Bechtel re seismic adequacy of plas- 
tic tie wraps as cable supports in vertical raceways. Attendance list, Article 300-19 of 
Natl Electric Code & discussion of issue as contained in Module 22 end. 

MILLER, M.A. PWR Project Directorate 4. 86/12/19. PWR Project Directorate 4. 26pp. 
39075:234-39075:259. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8612040323 Forwards addl info re seismic & pump/valve operability issues, per SER 
Open Item 1 concerning equipment qualification. W/one oversize drawing. Proprietary 
calculation withheld (ref 10CFR2.790). 

BAILEY, J. A. Georgia Power Co. * Southern Company Services, Inc. 86/11/21. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (851125-870411). 
YOUNGBLOOD, B.J. PWR Project Directorate 4. 3pp. 38831:149-38831:185. 

-8612040344 Rev 0 to "Guidelines for Nut/Bolt Thread Engagement Walkdown for 
Vogtle Electric Generating Plant Safety-Related Mechanical Equipment" 

BAILEY, J.A. Georgia Power Co. 86/09/16. 7pp. 38831:152-38831:158. 

-8612040360 Requests Calculation X4CPS.0075.075, “Statistical Analysis of Nut/Bolt 
Thread Engagement" be withheld (ref 10CFR2.790). 

MARSH.F.B. Bechtel Group, Inc. 86/11/21. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (851125-870411). 27pp. 38831:159-38831:185. 

8903140114 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
VOGTLE ELECTRIC GENERATING PLANT.UNITS 1 AND 2.Docket Nos. 50-424 And 
50-425.(Georgia Power Co.et al) 

* Division of Reactor Projects - I/ll (Post 870411). NUREG-1137 S08. 89/02/28. 
107pp. 48840:233-48840:341. 


F. Security, medical, emergency & fire protection plans 


8902270626 Forwards Insp Repts 50-424/89-01 & 50-425/89-01 on 89011 7-1 9.No vio- 
lations or deviations noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/09. HAIRSTON, W.G. Georgia 
Power Co. 2pp. 48584:202-48584:209. 

-8902270634 Insp Repts 50-424/89-01 & 50-425/89-01 on 89011 7-1 9.No violations or 
deviations noted.Major areas inspected:util response to improvement & incomplete 
items identified in Unit 2 emergency preparedness implementation appraisal. 
CUNNINGHAM, A.L., RANKIN, W.H. Region 2, Ofc of the Director. 89/02/07. 6pp. 
48584:204-48584:209. 

8902270414 Forwards Insp Repts 50-424/88-61 & 50-425/88-79 on 881217-890120 & 
notice of violation. 

HERDT.A.R. Region 2, Ofc of the Director. 89/02/10. HAIRSTON, W.G. Georgia 
Power Co. 2pp. 48589:214-48589:246. 

-8902270418 insp Repts 50-424/88-61 & 50-425/88-79 on 881217-890120. Violations 
noted.Major areas inspected:plant operations, radiological 
controls, maint,surveillance, fire protection, security, preoperation testing & quality pro- 

&OGGE.J.F., BURGER, C.W., AIELLO, R.F. Region 2, Ofc of the Director. 89/02/10. 
29pp. 48589:218-48589:246. 

8902280387 Revised emergency plan implementing instructions, including Rev 4 to EPII- 
02 & Rev 5 to EPII-04.W/890220 ltr. 

HAIRSTON.W.G. Georgia Power Co. 89/02/20. 13pp. 48624:177-48624:188. 

8903020068 Forwards response to violations noted in Insp Rept 50-424/89-06.Re- 
sponse withheld. 

HAIRSTON.W.G. Georgia Power Co. 89/02/28. Document Control Branch (Document 
Control Desk). Ip. 48673:236-48673:236. 

8903080357 Revised EPIPs, including Rev 3 to EPIP 91 701 -C, "Preparation & Control of 
Emergency Planning Documents'* & Rev 6 to EPIP 91 601 -C, "Emergency Prepared- 
ness Training." W/890303 ltr. 

HAIRSTON.W.G. Georgia Power Co. 89/03/03. 22pp. 48768:303-48768:324. 

8903210358 Forwards Insp Rept 50-424/89-09 on 890202-03 & notice of 
violation.Notice of violation & rept details withheld (ref 10CFR2.790(d) & 73.21). 
CUNE.W.E. Region 2, Ofc of the Director. 89/03/10. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 48984:012-48984:01 5. 

-8903210364 Partially withheld Insp Rept 50-424/89-09 on 890202-03 (ref 
10CFR2.790(d) & 73.21). Violations noted:badge$ of terminated employees not re- 
moved from badge issue area.Major areas in$pected:badge access areas. 

MCGUIRE, D.R., THOMPSON, D.H. Region 2. Ofc of the Director. 89/03/10. Ip. 
48984:015-48984:015. 

8903210045 Forwards suppl to Rev 1 1 to emergency plan.Suppl corrects administrative 
errors. 

HAIRSTON.W.G. Georgia Power Co. 89/03/14. Document Control Branch (Document 
Control Desk). 2pp. 48979:045-48979:055. 

-8903210063 Rev 11 suppl to emergency plan. 

* Georgia Power Co. 89/03/31. 9pp. 48979:047-48979:055. 


H. General correspondence 


8903100366 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Util committed to goal of achieving improved 
reliability & safety through better maint. 

HAIRSTON.W.G. Georgia Power Co. 89/02/27. CHILK.S.J. Office of the Secretary of 
the Commission. 4pp. 48806:250-48806:253. 


J. Insurance A indemnity information 

8903030409 Forwards Amend 4 to Indemnity Agreement B-107.W/O end. 

HOPKINS, J.B. Project Directorate 11-3. 89/02/28. HAIRSTON.W.G. Georgia Power Co. 
3pp. 48690:328-48690:330. 

8903280176 Provides rept of present level of insurance & sources of insurance for 
plant, per 10CFR50.54(W)(2). 

HAIRSTON.W.G. Georgia Power Co. 89/03/23. Document Control Branch (Document 
Control Desk). 2pp. 49075:054-49075:055. 


M. Antitrust correspondence 


8903030429 Forwards finding of no significant changes re antitrust review for Unit 2 Li- 
cense CPPR-I09,for signature.Finding based on end NRC analysis after consultation 
w/DOJ. 

GILLESPIE, F.P. Program Management. Policy Development & Analysis Staff (Post 
870411). 89/02/28. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director 
(Post 87041 1 ). 3pp. 48692:092-48692:148. 

-8903030443 ‘‘Finding of No Significant Antitrust Changes." 

* NRC - No Detailed Affiliation Given. 89/02/28. 42pp. 48692:107-48692:148. 


P. Operating license stage documents A correspondence 

8902280016 Forwards personnel resumes for review by Commissioner Rogers.W/o 
ends. 

HAIRSTON.W.G. Georgia Power Co. 89/02/09. SINKULE.M. Region 2. Ofc of the Di- 
rector. 1 p. 48627:350-48627:350. 

8903090476 Forwards Amend 18 to License NPF-68 & safety evaluation. Amend re- 
places Unit 1 Tech Specs w/combined Tech Specs for Units 1 & 2. 

HOPKINS, J.B. Project Directorate 11-3. 89/02/09. HAIRSTON.W.G. Georgia Power Co. 
5pp. 48801 :045-48801 :057. 

-8903090477 Amend 18 to License NPF-68,repladng Unit 1 Tech Specs w/ combined 
Tech Specs for Units 1 & 2. 

MATTHEWS, D.B. Project Directorate 11-3. 89/02/09. 4pp. 48801:050-48801:053. 

-8903090478 Safety evaluation supporting Amend 18 to License NPF-68. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/09. 4pp. 
48801:054-48801:057. 

8902280113 Requests util provide response to employees allegation of discrimination 
after voicing nuclear safety concerns re plant & basis for employment action taken,if 
any.JH Allen 881202 ltr re allegation end. 

ERNST.M.L. Region 2, Ofc of the Director, 89/02/13. HAIRSTON.W.G. Georgia 
Power Co. 6pp. 48625:263-48625:268. 

8903090244 Responds to Generic Ltr 88-14, "Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment," per NUREG-1275,Vol 2.lnstrument air sys ade- 
quate for operation of pneumatically-operated, safety-related equipment. 
HAIRSTON.W.G. Georgia Power Co. 89/02/17. Region 2. Ofc of the Director. 28pp. 
48800:183-48800:210. 

8903010180 Forwards notice of withdrawal of application for amend to License NPF- 
68.Amend would have modified alarm/trip setpoint limit for chlorine detection sys to 
initiate operation of control room emergency filtration sys in isolation mode. 

HOPKINS, J.B. Project Directorate 11-3. 89/02/25. HAIRSTON.W.G. Georgia Power Co. 
2pp. 48647:189-48647:192. 

-8903010183 Notice of withdrawal of application for amend to License NPF-68, modify- 
ing alarm/trip setpdnt for chlorine detection sys to initiate operation of control room 
emergency filtration sys in isolation mode. 

HOPKINS, J.B. Project Directorate 11-3. 89/02/22. 2pp. 48647:191-48647:192. 

8903090479 Forwards SSER 8 issued by NRR re application for OLs for plantW/o end. 
HOPKINS, J.B. Project Directorate 11-3. 89/02/25. HAIRSTON.W.G. Georgia Power Co. 
3pp. 48801:058-48801:060. 

8903140124 TECHNICAL SPECIFICATIONS FOR VOGTLE ELECTRIC GENERATING 
PLANT.UNITS 1 And 2.Docket Nos. 50-424 And 50-425.(Georgia Power Company) 

* Division of Reactor Projects - I/ll (Post 870411). NUREG-1343. 89/02/28. 400pp. 
48852:102-48853:213. 

8903150488 Application for amends to Licenses NPF-68 & NPF-79, revising Tech Spec 
4.5.2.h.1(b) by raising max flow rate from 550 to 555 gpm. 

MCDONALD, R.P, Georgia Power Co. 89/03/06. Document Control Branch (Document 
Control Desk). 10pp. 48876:086-48876:096. 

-8903150490 Proposed Tech Specs,raising pump flow rate from 550 to 555 gpm. 

* Georgia Power Co. 89/03/06. Ip. 48876:096-48876:096. 

8903160511 Forwards Amends 19 & 1 to Licenses NPF-68 & NPF-79, respectively & 
safety evaluation.Amends modify Tech Specs to increase max total charging pump 
flow rate w/single pump running. 

HOPKINS, J.B. Project Directorate 11-3. 89/03/08. HAIRSTON.W.G. Georgia Power Co. 
4pp. 48884:238-48884:253. 

-8903160512 Amends 19 & 1 to Licenses NPF-68 & NPF-79, respectively, revising Tech 
Specs to increase max total charging pump flow w/single pump running. 
ADENSAM.E.G. Project Directorate H-3. 89/03/08. 8pp. 48884:242-48884:249. 



200 DOCKETED ITEMS 


-8903160513 Safety evaluation supporting Amends 19 & 1 to Licenses NPF-68 & NPF- 
79,respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/03/08. 4pp. 
48884:250-48884:253. 

8903170279 Informs of completion of 1,000 h availability test of SPDS. Several radiation 
monitors out-of-svc during part of test period or for entire test period. W/ monitors ex- 
cluded from test criteria,availability of 99.936 4 /o achieved. 

HAIRSTON. W.G. Georgia Power Co. 89/03/10. Document Control Branch (Document 
Control Desk). Ip. 48893:208-48893:208. 

8903200172 “Vogtle Electric Generating Plant.Unit 1 .Cycle 2 Startup Test Rept." W/ 
890313 Itr. 

BOCKHOLD.J.. HAIRSTON.W.G. Georgia Power Co. 89/03/13. 22pp. 48954:128- 
48954:149. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902270186 Forwards Insp Repts 50-424/88-55 & 50-425/88-71 on 881212-16 & 
890103-06.No violations or deviations noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/07. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 48586:039-48586:052. 

-8902270192 Insp Repts 50-424/88-55 & 50-425/88-71 on 881212-16 & 890103-06.No 
violations O' deviations nc*ed.Ms;c' areas inspectcd-Mcu^ & gaseous ' 3 ri waste treat- 
rnr. s/s ft n:liUG": monnc r.g sampinq sys & uviron rad o oq.cf: n3n.:o r ini: 
STODCA-.'.P.G. •CArT.t.J.E Rogior 2, Ofc cl ihe Greclc* 89 C2/C2 12pp. 
48550'04 ■ -£3 'j3c'C52 

8902270626 Forwards Insp Repts 50-424/89-01 ft 50-425/89-01 on 89011 7-1 9.No vio- 
lations or deviations noted. 

DECKER.T.R. Region 2, Ofc of the Director. 89/02/09. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 48584:202-48584:209. 

-8902270634 Insp Repts 50-424/89-01 & 50-425/89-01 on 89011 7-1 9.No violations or 
deviations noted.Major areas inspected:util response to improvement ft incomplete 
items identified in Unit 2 emergency preparedness implementation appraisal. 
CUNNINGHAM, A.L, RANKIN, W.H. Region 2, Ofc of the Director. 89/02/07. 6pp. 
48584:204-48584:209. 

8902270414 Forwards Insp Repts 50-424/88-61 & 50-425/88-79 on 881217-890120 & 
notice of violation. 

HERDT.A.R. Region 2, Ofc of the Director. 89/02/10. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 48589:21 4-48589:246. 

-8902270416 Notice of violation from insp on 88121 7-8901 20. Violations noted.improper 
control room rounds being conducted & inadequate corrective action taking place w/ 
respect to control room chart recorders. 

HERDT.A.R. Region 2, Ofc of the Director. 89/02/10. 2pp. 48589:216-48589:217. 

-8902270418 Insp Repts 50-424/88-61 ft 50-425/88-79 on 881217-890120. Violations 
noted.Major areas inspected:plant operations, radiological 
controls,maint,surveillance,fire protection, security.preoperation testing & quality pro- 
grams. 

ROGGE, J.F., BURGER.C.W., AIELLO.R.F. Region 2, Ofc of the Director. 89/02/10. 
29pp. 48589:218-48589:246. 

8903090365 Forwards Insp Repts 50-424/89-05 & 50-425/89-06 on 890117-20 & 23- 
27.No violations or deviations noted. 

DECKER.T.R. Region 2, Ofc of the Director. 89/02/21. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 48798:234-48798:251 . 

-8903090369 Insp Repts 50-424/89-05 & 50-425/89-06 on 890123-27.No violations or 
deviations noted.Major areas inspected: confirmatory radiological measurements for 
units & preoperational sys tests for Unit 2. 

STODDART.P.G., KAHLE.J.B. Region 2, Ofc of the Director. 89/02/21. 16pp. 
48798:236-48798:251. 

8903100356 Forwards nonradiologicai confirmatory measurements results, suppl to Insp 
Repts 50-424/88-46 & 50-425/88-61. 

DECKER, T.R. Region 2. Ofc of the Director. 89/02/21. HAIRSTON.W.G. Georgia 
Power Co. 5pp. 48808:245-48808:249. 

8903010197 Forwards “Inservice Insp Final Rept First Refueling Outage (Period 1/ 
Outage 1),” Vol 1 ft 2, for review. 

HAIRSTON.W.G. Georgia Power Co. 89/02/2 2. Document Control Branch (Document 
Control Desk). 2pp. 48649:013-48650:320. 

-8903010200 "Inservice Insp Final Rept First Refueling Outage (Period 1 /Outage 1),” 

4 Southern Company Services, Inc. 89/02/2 2. 300pp. 48649:015-48650:320. 

8903090239 Ack receipt of 890206 response to violations noted in Insp Rept 50-424/ 
88-52. 

JULIAN, CA Region 2, Ofc of the Director. 89/02/2 2. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 48781 :033-48781 :034, 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411), 89/02/24. 
Consolidated Edison Co. of New York. Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info. Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end, 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consdidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 


8903020068 Forwards response to violations noted in Insp Rept 50-424/89-06.Re- 
sponse withheld. 

HAIRSTON.W.G. Georgia Power Co. 89/02/28. Document Control Branch (Document 
Control Desk). Ip. 48673:236-48673:236. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners ” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York. Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton- Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Pest 3?C?29). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. ■:8ro:):^52 -'■8' , CC-3'-6 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903150240 Responds to violations noted in Insp Rept 50-424/88-61. Corrective 
actions:shift operators counseled on failure to follow procedural requirements of Pro- 
cedure 10001-C. 

HAIRSTON.W.G. Georgia Power Co. 89/03/07. Document Control Branch (Document 
Control Desk). 4pp. 48859:088-48859:091. 

8903150254 Forwards revised response to violation noted in Insp Rept 50-424/88-56 on 
88l029-1216.Corrective actions:performance of post-refueling outage containment 
insp & evaluation upgraded ft operations personnel briefed on subj notice. 
HAIRSTON.W.G. Georgia Pcwe r Co. 89/03/07. Document Control Branch (Document 
Control Desk). 4pp '.98 7 - 284-'.8871:287. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 


8903210262 Forwards Insp Repts 50-424/89-02 & 50-425/89-02 on 890208-14.No vio- 
lations or deviations noted. 

JULIAN.C.A. Rcgkr 2. Ofc c 1 the Director. 89/03/09. HAIRSTON.W.G. Georgia 
Power Co. 2pp. ■' 6 ) 'B GC'-W : 3 ' 

-8903210264 Insp Repts 50-424/89-02 & 50-425/89-02 on 890208-1 4.No violations or 
deviations noted.Major areas inspected: witnessing initial fuel load of Unit 2 & review 
of proposed startup tests for Unit 2. 

BURNETT.P.T., ZEILER.J., BELISLE.G.A. Region 2, Ofc of the Director. 89/03/02. 
8pp. 48979:006-48979:013. 

8903210358 Forwards Insp Rept 50-424/89-09 on 890202-03 & notice of 
violation.Notice of violation & rept details withheld (ref 10CFR2.790(d) & 73.21). 
CLINE.W.E. Region 2, Ofc of the Director. 89/03/10. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 48984:01 2-48984:01 5. 

-8903210364 Pariialiy withheld Insp Rept 50-424/89-09 on 890202-03 (ref 
10CFR2.790(d) 8 "3.2: :.Vio!a ions noted:badges of terminated employees not re- 
moved f r crr badge issue area.Wajc' areas inspectedrbadge access areas 
MCGUIFC.C R., THOMPSON CH Rog.cn 2, Cfc o? tno Director. 89/03/10. Ip. 
48984:015-48984:015. 


8903270383 Ack receipt of 890228 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-424/89-06. 

CLINE.W.E. Region 2. Ofc of the Director. 89/03/10. HAIRSTON.W.G. Georgia Power 
Co. 2pp. 491 1 0:063-491 1 0:065. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903090213 "Semiannual Effluent Release Rept for Jul-Dec 1988.” W/ 890228 Itr. 
HAIRSTON.W.G. Georgia Power Co. 88/12/31. 150pp. 48785:133-48786:081. 

8903090320 "Annual Operating Rept Part I.” W/890228 ltr. 

HAIRSTON.W.G. Georgia Power Co. 88/12/31. 8pp. 48783:037-48783:044. 
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8903090312 Forwards sixth suppl to summary rept of startup test program. Initial sum- 
mary rept submitted on 870831. Suppl addresses remaining startup tests incomplete 
as of fast submittal. 

HAIRSTON, W.G. Goorcva D owo- Co “9/02/28. Document Control Branch (Document 
Control Desk). 3pp '.■•8X /V-'.sS.r; 249. 

8903240247 Forwards revised monthly operating rept for Jan 1989 & monthly operating 
rept for Feb 1989 for Vogtle.Units 1 & 2. 

HAIRSTON, W.G. Georgia Power Co. 89/03/15. NRC - No Detailed Affiliation Given. 
Ip. 49039:026-49039:042. 

—8903210423 Revised monthly operating repts for Jan 1989 for Vogtle Units 1 & 2.. 
MOYE.R.A. Georgia Power Co. 89/02/28. 6pp. 49039:027-49039:032. 

-8903240251 Monthly operating repts for Feb 1 989 for Vogtle Units 1 & 2. 

MOYE.R.A. Georgia Power Co. 89/02/28. 10pp. 49039:033-49039:042. 


S. Reportable occurrences, LERs & related correspondence 

8902280003 LER 87-080-00:on 870920, failed to locate evidence documenting comple- 
tion of Tech Spec Table 4.7-1 surveillance.Caused by personnel error & failure to 
follow Procedure 30025-C.W/890217 Itr. 

SWARTZWELDER.J., HAIRSTON.W.G. Georgia Power Co. 89/02/17. 4pp. 

48625:180-48625:183. 

8902280480 LER 89-004-00:on 8901 19, reactor shutdown initiated due to RCPB leakage 
from RCS. Moisture observed in drain valve for pressurizer safety valve loop seal 
line.Caused by fatigue failure due to vibration.Supports added. W/89021 7 Itr. 
SWART2WELDER.J., HAIRSTON.W.G. Georgia Power Co. 89/02/17. 4pp. 

48633:114-48633:117. 

8902280485 LER 89-003-00:on 89011 9, ESF Train B chiller removed from svc for 
calihr/esulting in enternc Limiting Condition for Operation 1-89-032.Caused by per- 
scr.ne' calib' .vrcng trar. 'rain 3 restored to operable status. W/89021 7 Itr. 
S7.ARTZWi-:,DEi?,J , HAIRSTON.W.G. Georgia Power Co. 89/02/17. 5pp. 

48633:109-48633:113. 

8903090104 PNO-i 1-89-0 13:on 890221, chemical technician in demineralized water plant 
slipped because of oil film on room floor.ln falling, technician broke instrument line 
containing sulfuric acid & received chemical burns on 15% of body. 

TROCINE.L. Region 2. Ofc of the Director. 89/02/21. Ip. 48780:049-48780:049. 

8903170282 LER 89-005-00:on 890210, main feedwater pump turbine tripped on high 
vibration.Cause cannot be positively identified. Corrective actions include temporarily 
hstalPnc vibration : "-strumentation to collect vibration data.W/890310 Itr. 

S »V Ai rrZWc-Dlin,.. HAIRSTON.W.G. Georgia Power Co. 89/03/10. 5pp. 

48894:319-48894:323. 

8903210046 LER 88-041-01:on 881 21 3, containment purge supply isolation valve in pen- 
etration 83 not fully seated.Caused by valve not fully closing even though limit switch 
indicated valve closed.Valve manually seated.W/890313 Itr. 

SWARTZWCLDER..!.. HAIRSTON.W.G. Georgia Power Co. 89/03/13. 4pp. 

48983.268-489^3-27 *. 

8903210062 LER 89-007-00:on 890216, plant operator noted lack of entry for fuel han- 
dling bldg room B008 & missed readings for two previous shifts.Caused by personnel 
error.Personnel counseled & data sheets reviewed.W/890314 Itr. 

SWARTZWELDER.J., HAIRSTON.W.G. Georgia Power Co. 89/03/14. 4pp. 

48989:251-48989:254. 

8903230410 LER 88-022-01 :on 88071 4, generator/turbine/reactor trip occurred as result 
of overexcitation condition of generator field.Caused by failure of potential transformer 
resulting in electrical transient.Boards replaced. W/ 8903 16 Itr. 

SWARTZWELDER.J., HAIRSTON.W.G. Georgia Power Co. 89/03/16. 6pp. 

49026:144-49026:149. 


V. Operator Examinations 

8903210311 Forwards listed indices used to train students scheduled for June 1989 re- 
placement operator exams.W/o ends. 

BOCKHOLD.G. Georgia Power Co. 89/03/06. ARILDSEN.J. Region 2, Ofc of the Di- 
rector. Ip. 48977:177-48977:177. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 87041 1 ). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-425 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8612240287 Summary of 861117 meeting w/ util & Bechtel re seismic adequacy of plas- 
tic tie wraps as cable supports in vertical raceways. Attendance list,Article 300-19 of 
Natl Electric Code & discussion of issue as contained in Module 22 end. 

MILLER.M.A. PWR Project Directorate 4. 86/12/19. PWR Project Directorate 4. 26pp. 
39075:234-39075:259. 

8902270355 Forwards proprietary draft WCAP-12132, “Surge Line Stratification Presen- 
tation Overheads - Georgia Power/NRC Meeting - 890124.“ Rept withheld (ref 
10CFR2.790). 

BAILEY, J .A. Georgia Power Co. 89/02/02. Document Control Branch (Document Con- 
trol Desk). 2pp. 48586:053-48586:054. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8612040323 Forwards addl info re seismic & pump/valve operability issues, per SER 
Open Item 1 concerning equipment qualification.W/one oversize drawing.Proprietary 
calculation withheld (ref 10CFR2.790). 

BAILEY, J.A. Georgia Power Co. * Southern Company Services, Inc. 86/11/21. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (851125-870411). 
YOUNGBLOOD, B.J. PWR Project Directorate 4. 3pp. 38831:149-38831:185. 


-8612040344 Rev 0 to "Guidelines for Nut/Bolt Thread Engagement Walkdown for 
Vogtle Electric Generating Plant Safety-Related Mechanical Equipment." 

BAILEY, J.A. Georgia Power Co. 86/09/16. 7pp. 38831:152-38831:158. 

-8612040360 Requests Calculation X4CPS.0075.075, "Statistical Analysis of Nut/Bolt 
Thread Engagement" be withheld (ref 10CFR2.790). 

MARSH, F.B. Bechtel Group, Inc. 86/11/21. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (851125-870411). 27pp. 38831:159-38831:185. 

8903140114 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
VOGTLE ELECTRIC GENERATING PLANT, UNITS 1 AND 2.Docket Nos. 50-424 And 
50-425. (Georgia Power Co,et al) 

* Division of Reactor Projects - I/ll (Post 870411). NUREG-1137 S08. 89/02/28. 
107pp. 48840:233-48840:341. 

8903240283 Forwards comments on SSER 8.Spent fuel storage racks will have Boraflex 
on all sides, including sides adjacent to fuel pool walls. 

BAILEY, J.A. Georgia Power Co. 89/03/16. Document Control Branch (Document Con- 
trol Desk). 3pp. 49039:310-49039:312. 


F. Security, medical, emergency & fire protection plans 

8902270626 Forwards Insp Repts 50-424/89-01 & 50-425/89-01 on 890117-19.No vio- 
lations or deviations noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/09. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 48584:202-48584:209. 

-8902270634 Insp Repts 50-424/89-01 & 50-425/89-01 on 89011 7-1 9.No violations or 
deviations noted.Major areas inspected:util response to improvement & incomplete 
items identified in Unit 2 emergency preparedness implementation appraisal. 
CUNNINGHAM, A.L. Region 2, Ofc of the Director. 89/02/07. 6pp. 48584:204- 
48584:209. 

8902270414 Forwards Insp Repts 50-424/88-61 & 50-425/88-79 on 881217-890120 & 
notice of violation. 

HERDT.A.R. Region 2, Ofc of the Director. 89/02/10. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 48589:214-48589:246. 

-8902270418 Insp Repts 50-424/88-61 & 50-425/88-79 on 881.217-890120. Violations 
noted.Major areas inspected:plant operations, radiological 

controls, maint,surveillance, fire protection, security, preoperation testing & quality pro- 
grams. 

ROGGE, J.F., SINKULE.M.V. Region 2, Ofc of the Director. 89/02/10. 29pp. 
48589:218-48589:246. 

8903010320 Forwards Insp Rept 50-425/89-04 on 8901 09-1 2.No violations or devi- 
ations noted.Summary of 890117 meeting to discuss findings noted in Insp Rept 50- 
425/88-59 also end. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/02/18. HAIRSTON.W.G. Georgia 
Power Co. 9pp. 48637:144-48637:164. 

-8903010322 Insp Rept 50-425/89-04 on 8801 09-1 2.No violations or deviations 
noted.Major areas inspected:fire prevention & protection & review of previously identi- 
fied NRC open items. 

HARRIS, J.R., WARD.D.C., CONLON.T.E. Region 2, Ofc of the Director. 89/02/15. 
12pp. 48637:153-48637:164. 

8902280387 Revised emergency plan implementing instructions.including Rev 4 to EPII- 
02 & Rev 5 to EPII-04.W/890220 Itr. 

HAIRSTON.W.G. Georgia Power Co. 89/02/20. 13pp. 48624:177-48624:188. 

8903080357 Revised EPIPs, including Rev 3 to EPIP 91 701 -C, "Preparation & Control of 
Emergency Planning Documents" & Rev 6 to EPIP 91 601 -C, "Emergency Prepared- 
ness Training." W/890303 Itr. 

HA'HSTON.W.ti Georgia Power Co. 89/03/03. 22pp. 48768:303-48768:324. 

8903210045 Forwards suppl to Rev 11 to emergency plan.SuppI corrects administrative 
errors. 

HAIRSTON.W.G. Georgia Power Co. 89/03/14. Document Control Branch (Document 
Control Desk). 2pp. 48979:045-48979:055. 

—8903210063 Rev 11 suppl to emergency plan. 

* Georgia Power Co. 89/03/31. 9pp. 48979:047-48979:055. 


H. General correspondence 

6903100366 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Util committed to goal of achieving improved 
reliability & safety through better maint. 

HAIRSTON.W.G. Georgia Power Co. 89/02/27. CHILK.S.J. Office of the Secretary of 
the Commission. 4pp. 48806:250-48806:253. 


J. Insurance & indemnity information 

8903030409 Forwards Amend 4 to Indemnity Agreement B-107.W/O end. 

HOPKINS, J.B. Project Directorate 11-3. 89/02/28. HAIRSTON.W.G. Georgia Power Co. 
3pp. 48690:328-48690:330. 

8903270049 Forwards executed Amend 4 to Indemnity Agreement B-107. 
HAIRSTON.W.G. Georgia Power Co. 89/03/16. Document Control Branch (Document 
Control Desk). Ip. 49055:259-49055:261. 

-8903270053 Executed Amend 4 to Indemnity Agreement B-107. 

THOMAS, C.O. Policy Development & Technical Support Branch (Post 870411). 89/ 
03/15. 2pp. 49055:260-49055:261. 

8903280176 Provides rept of present level of insurance & sources of insurance for 
plant,per 10CFR50.54(W)(2). 

HAIRSTON.W.G. Georgia Power Co. 89/03/23. Document Control Branch (Document 
Control Desk). 2pp. 49075:054-49075:055. 
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M. Antitrust correspondence 

8903030429 Forwards firdro cf r c. sicn : ' ! cc"t changes re antitrust review for Unit 2 Li- 
cense CPPR-109,for s..=nr.i.iin F.ncinq tascd on end NRC analysis after consultation 
w/DOJ. 

GILLESPIF.F ° P-cgran Maragcnent, Policy Development & Analysis Staff (Post 
870411). 39; 0?.* 2ft WJHLFY.tr. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 3pp. 48692:092-48692:148. 

-8903030434 "Finding of No Significant Antitrust Changes " 

* NRC - No Detailed Affiliation Given. 89/02/28 i Spp -'-3592 C?5~: 3692. ■ 00 

-8903030443 “Firdirp of No Sic-tfsarst Antitrust Changes ” 

* NRC - No Celaiioc At'iiaton C.vr.n. 5»*r«2. > 28 4E£9?: a C~-4K69?- 148. 

8903060005 Discusses transaction between Oglethorpe Power Corp & Seminole Power 
Cooperative,per antitrust review.Antitrust review reflects assertions that are factually 
incorrect & should reflect addl facts available. 

PATRIZIA.C.A. Paul, Hastings, Janofsky & Walker. PATRIZIA.C.A. Oglethorpe Power 
Corp. 89/02/28. RUTBERG.J. Deputy General Counsel. 3pp. 48739:341-48739:343. 

8903090166 Forwards notice of no significant antitrust changes & time for filing requests 
for reevaluation for transmittal to Ofc of FR for filing & publication. 

THOMAS.C.O. Policy Development & Technical Support Branch (Post 870411). 89/ 
02/28. Office of Administration (Post 890205). 2pp. 48801:061-48801:068. 

-8903090168 Notice of no significant antitrust changes & time for filing requests for re- 
evaluation. 

THOMAS.C.O. Policy Development & Technical Support Branch (Post 870411). 89/ 
02/28. 6pp. 48801:063-48801:068. 

8903090159 Forwards notice of significant antitrust changes & time for filing requests 
for evaluation.Director of NRR made finding that no significant antitrust changes have 
occurred. 

GILLESPIE.F.P, Program Management, Policy Development & Analysis Staff (Post 
870411). 89/03/02. HAIRSTON.W.G. Georgia Power Co. Ip. 48757:173-48757:233. 

-8903090165 Notice of significant antitrust changes & time for filing requests for 
reevaluation.No significant changes found in licensee activities or proposed activities 
since completion of previous antitrust review. 

THOMAS, C.O. Policy Development & Technical Support Branch (Post 870411). 89/ 
03/02. 60pp. 48757:174-48757:233. 

8903130118 Forwards notice re director of NRR finding that no significant changes oc- 
curred subsequent to previous antitrust OL review for Unit 1 & staff review. W/o stated 
ends. 

LAMBE.W.M. Policy Development & Technical Support Branch (Post 870411). 89/03/ 
03. PATRIZIA.C.A. Paul, Hastings, Janofsky & Walker. Ip. 48819:360-48819:360. 

8903130455 Forwards notice being submitted to FR re finding that no significant anti- 
trust changes have occurred subsequent to previous antitrust OL review of Unit 1. 
LAMBE.W.M. Policy Development & Technical Support Branch (Post 870411). 
LAMBE.W.M. Program Management, Policy Development & Analysis Staff (Post 
870411). 89/03/03. EDWARDS.R.P. Troutman, Sanders, Lockerman & Ashmore. Ip. 
48821:303-48821:303. 

8903270349 “Reevaluation & Affirmation of No Significant Change Finding Per Vogtle 
Unit 2 OL Antitrust Review.” 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
22. 7pp. 49110:056-49110:062. 


P. Operating license stage documents & correspondence 

8902280016 Forwards personnel resumes for review by Commissioner Rogers. W/o 
ends. 

HAIRSTON, W.G. Georgia Power Co. 89/02/09. SINKULE.M. Region 2, Ofc of the Di- 
rector. Ip. 48627:350-48627:350. 

8903100241 Forwards License NPF-79.FR notice of issuance & Amend 4 to Indemnity 
Agreement B-107. 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). .89/02/09. 
HAIRSTON.W.G. Georgia Power Co. 4pp. 48808:292-48808:329. 

-8903100248 License NPF-79 for Vogtle Unit 2. 

MURLEY.T.E Office of Nudear Reactor Regulation, Director (Post 870411). 89/02/ 
09. 10pp. 48808:296-48808:305. 

-8903100255 Environ protection plan (nonradiologicai). 

* NRC - No Detailed Affiliation Given. 89/02/09. 18pp. 48808:306-48808:323. 

-8903100268 Notice of issuance of License NPF-79 to Georgia Power Co for Vogtle 
Unit 2. 

02/09^pp '4880832^4^^3^^ & Technical Su PP° rt Branch (Post 870411). 89/ 

8902280113 Requests util provide response to employees allegation of discrimination 
after voicing nuclear safety concerns re plant & basis for employment action taken, if 
anyJH Allen 881202 Itr re allegation end. 

ERNST jM. Lp Rajgn^Ofe^ 268 D ‘ reCt0r ' 89/02/1 3 * HAIRSTON.W.G. Georgia 

8903090244 Responds to Generic Ltr 88-14. “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment,” per NUREG-1275,Vol 2.lnstrument air sys ade- 
quate for operation of pneumatically-operated, safety-related equipment 
HAIRSTON.W.G. Georgia Power Co. 89/02/17. Region 2, Ofc of the Director. 28pp. 
48800:183-48800:210. 

8902280517 Forwards summary of evaluation of util nudear svc cooling water pumps 
NPSH.Results indicate that pumps will have discharge pressures similar to Unit 1 at 
4.5 ft basin water level. 

BAILEY.JA Georgia Power Co. BA1LEY,JA Southern Company Services, Inc. 89/02/ 
24. Document Control Branch (Document Control Desk). 4pp, 48627:028-48627:031. 

8903010326 Forwards request for addl info re full power OL including, initial startup test 
program, TDI diesel generators & NUREG-0737,ltem ll.Fi re calibr data 
WPK^gJ^Pr^ed^ectorate 11-3, 89/02/25. HAIRSTON.W.G. Georgia Power Co. 


8903030148 Advises that WCAP-12112, "Evaluation of Thermal Stratification for Alvin 
Vogtle Unit 2 RHR Lines," withheld (ref 10CFR2.790(b)(5)),per 890117 request. 
HOPKINS, J.B. Project Directorate 11-3. 89/02/25. WIESEMANN.R.A. Westinghouse 
Electric Corp. 3pp. 48716:259-48716:261. 

8903090479 Forwards SSER 8 issued by NRR re application for OLs for plant.W/o end. 
HOPKINS, J.B. Project Directorate 11-3. 89/02/25. HAIRSTON.W.G. Georgia Power Co. 
3pp. 48801:058-48801:060. 

8903080469 Requests expedition of publishing of FR notice for NRC. Notice needs to 
be published by 890302. 

THOMAS.C.O. Policy Development & Technical Support Branch (Post 870411). 89/ 
02/28. Office of the Federal Register. Ip. 48768:011-48768:011. 

8903090322 Forwards "Reactor Containment Bldg Integrated Leakage Rate Test," per 
10CFR50,App J. " 

HAIRSTON.W.G. Georgia Power Co. 89/02/28. Document Control Branch (Document 
Control Desk). Ip. 48780:069-48780:164. 

-8903090325 “Reactor Containment Bldg Integrated Leakage Rate Test.” 

* Georgia Power Co. 88/11/30. 95pp. 48780:070-48780:164. 

8903140124 TECHNICAL SPECIFICATIONS FOR VOGTLE ELECTRIC GENERATING 
PLANT, UNITS 1 And 2.Docket Nos. 50-424 And 50-425.(Georgia Power Company) 

* Division of Reactor Projects - I/ll (Post 870411). NUREG-1343. 89/02/28. 400pp. 
48852:102-48853:213. 

8903150286 Forwards addl Info on three full power OL items,per JB Hopkins 890225 
request.lnitial startup test program, TDI diesel generators & NUREG-0737,ltem II.F.2 
addressed. 

BAILEY.JA Georgia Power Co. 89/03/06. Document Control Branch (Document Con- 
trol Desk). 7pp. 48871:250-48871:256. 

8903150488 Application for amends to Licenses NPF-68 & NPF-79, revising Tech Spec 
4.5.2.h.1(b) by raising max flow rate from 550 to 555 gpm. 

MCDONALD, R.P. Georgia Power Co. 89/03/06. Document Control Branch (Document 
Control Desk). 10pp. 48876:086-48876:096. 

-8903150490 Proposed Tech Specs, raising pump flow rate from 550 to 555 gpm. 

* Georgia Power Co. 89/03/06. Ip. 48876:096-48876:096. 

8903160511 Forwards Amends 19 & 1 to Licenses NPF-68 & NPF-79, respectively & 
safety cvaSuatcn Amords modify Tech Specs to increase max total charging pump 
:Ica -ato w's-nce ojno 'unnirg. 

-.OPKINS....H. F'cjec'. Dirostoraio U-3. 89/03/08. HAIRSTON.W.G. Georgia Power Co. 
4pp. 48884:238-48884:253. 

-8903160512 Amends 19 & 1 to Licenses NPF-68 & NPF-79, respectively, revising Tech 
Specs to increase max total charging pump flow w/singie pump running. 
ADENSAM.E.G. Project Directorate 11-3. 89/03/08. 8pp. 48884:242-48884:249. 

-8903160513 Safety evaluation supporting Amends 19 & 1 to Licenses NPF-68 & NPF- 
79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/08. 4pp. 
48884:250-48884:253. 

8903150392 Advises that util 890215 submittal of WCAP-12132, “Surge Line Stratifica- 
tion Presentation Overheads-Util/NRC Meeting 890124” will be withheld from public 
disclosure (ref 10CFR2.790). 

HOPKINS, J.B. Project Directorate 11-3. 89/03/09. WIESEMANN.R.A. Westinghouse 
Electric Corp. 3pp. 48876:324-48876:326. 

8903210038 Forwards draft WCAP-12199, “Surge Line Stratification Presentation Over- 
heads GP/NRC Meetings 890309.” Addl info requested at meeting re leak before 
break calculations included.Rept withheld (ref 10CFR2.790). 

BAILEY, J.A. Georgia Power Co. 89/03/13. Document Control Branch (Document Con- 
trol Desk). 2pp. 48989:097-48989:098. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902270186 Forwards Insp Repts 50-424/88-55 & 50-425/88-71 on 881212-16 & 
890l03-06.No violations or deviations noted. 

DECKER.T.R. Region 2, Ofc of the Director. 89/02/07. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 48586:039-48586:052. 

-8902270192 Insp Repts 50-424/88-55 & 50-425/88-71 on 881212-16 & 890103-06.No 
violations or deviations noted.Major areas inspectedriiquid & gaseous radwaste treat- 
ment sys & effluent monitoring sampling sys & environ radiological monitoring. 
STODDART.P.G., KAHLE.J.B. Region 2, Ofc of the Director. 89/02/02. 12pp. 


8902270626 Forwards Insp Repts 50-424/89-01 & 50-425/89-01 on 89011 7-1 9.No vio- 
lations or deviations noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/09. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 48584:202-48584:209. . 

-8902270634 Insp Repts 50-424/89-01 & 50-425/89-01 on 89011 7-1 9.No violations or 
deviations noted. Major areas inspected:utii response to improvement & incomplete 
items identified in Unit 2 emergency preparedness implementation appraisal. 
CUNNINGHAM, A.L, RANKIN.W.H. Region 2, Ofc of the Director. 89/02/07. 6pp. 


8902270414 Forwards Insp Repts 50-424/88-61 & 50-425/88-79 on 881217-890120 & 
notice of violation. 

HERDT.A.R. Region 2, Ofc of the Director. 89/02/10. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 48589:21 4-48589:246. U 
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-8902270416 Notice of violation from insp on 88 121 7-890 120. Violations noted:improper 
control room rounds being conducted & inadequate corrective action taking place w/ 
respect to control room chart recorders. 

HERDT.A.R. Region 2. Ofc of the Director. 89/02/10. 2pp. 48589:216-48589:217. 

-8902270418 Insp Repts 50-424/88-61 & 50-425/88-79 on 881217-890120. Violations 
noted.Major areas in$pected:plant operations, radiological 
controls.maint.surveillance.fire protection, security.preoperation testing & quality pro- 
grams. 

ROGGE, J.F., BURGER.C.W., AIELLO.R.F. Region 2, Ofc of the Director. 89/02/10. 
29pp. 48589:218-48589:246. 

8903010312 Forwards Insp Rept 50-425/88-78 on 881219-22.No violations or devi- 
ations noted. 

JULIAN.C.A. Region 2. Ofc of the Director. 89/02/18. HAIRSTON, W.G. Georgia 
Power Co. 2pp. 48644:049-48644:061. 

"8903010314 Insp Rept 50-425/88-78 on 881219-22.No violations noted. Major areas 
inspected.'preservice insp program & procedure review.housekeeping.matls identifica- 
tion & control & action on previous insp findings. 

GLASMAN.M.M., BLAKE, J. Region 2, Ofc of the Director. 89/02/16. 11pp. 48644:051- 
48644:061. 

8903010320 Forwards Insp Rept 50-425/89-04 on 8901 09-1 2.No violations or devi- 
ations noted.Summary of 890117 meeting to discuss findings noted in Insp Rept 50- 
425/88-59 also end. 

JULIAN, C. A. Region 2, Ofc of the Director. 89/02/18. HAIRSTON, W.G. Georgia 
Power Co. 9pp. 48637: 1 44-48637: 164. 

"8903010322 Insp Rept 50-425/89-04 on 8801 09-1 2.No violations or deviations 
noted.Major areas inspected:fire prevention & protection & review of previously identi- 
fied NRC open items. 

HARRIS, J.R., WARD.D.C., CONLON.T.E. Region 2, Ofc of the Director. 89/02/15. 
1 2pp. 48637: 1 53-48637: 1 64. 

8903090365 Forwards Insp Repts 50-424/89-05 & 50-425/89-06 on 890117-20 & 23- 
27. No violations or deviations noted. 

DECKER, T.R. Peqio" 2 Ofc o* the Director. 89/02/21. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 'd 'SS ?34-<9/&8.2S \ 

"8903090369 Insp Repts 50-424/89-05 & 50-425/89-06 on 890123-27.No violations or 
deviations noted.Major areas inspected: confirmatory radiological measurements for 
units & preoperational sys tests for Unit 2. 

STODDART.P.G., KAHLE.J.B. Region 2, Ofc of the Director. 89/02/21. 16pp. 
48798:236-48798:251. 

8903100356 Forwards nonradiological confirmatory measurements results, suppl to Insp 
Repts 50-424/88-46 & 50-425/88-61 . 

DECKER.T.R. Redo- 2. Ofc of the Director. 89/02/21. HAIRSTON.W.G. Georgia 
Power Co. 5pp. ■'■8Kjs.2-l5-4ij:iCa-2^9 

8903080116 Forwards Insp Rept 50-425/89-09 on 890123-27.No violations or devi- 
ations noted. 

PEEBLES.T.A. Rcg'e- 2. O'c of the- Director. 89/02/22. HAIRSTON.W.G. Georgia 
Power Co. 2pp. *0 '68 - 1 59-4 5768. 1 66. 

"8903080120 Insp Rept 50-425/89-09 on 890123-27.No violations or deviations 
noted.Major areas inspected:QA coverage for startup testing & licensee action on pre- 
viously identified items. 

MOORE, L.R., JAPE.F. Region 1. Ofc of the Director. 89/02/21. 6pp. 48768:161- 
48768:166. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903130611 Submits daily highlight-Meeting will be held on 890309 in Rockville, MD to 
review util response to NRC Bulletin 88-01 1 re thermal stratification pressurizer surge 
line. 

HOPKINS, J.B. Project Directorate 11-3. 89/03/02. MURLEY.T., SNIEZEK.J., 
MIRAGLIA.F. NRC - No Detailed Affiliation Given. 4pp. 48821:299-48821:302. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York. Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES,J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 


8903210262 Forwards Insp Repts 50-424/89-02 & 50-425/89-02 on 890208- 14.No vio- 
lations or deviations noted. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/03/09. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 48979:004-48979:013. 

"8903210264 Insp Repts 50-424/89-02 & 50-425/89-02 on 890208-1 4.No violations or 
deviations noted.Major areas inspected: witnessing initial fuel load of Unit 2 & review 
of proposed startup tests for Unit 2. 

BURNETT, P.T., ZEILER.J., BELISLE.G.A. Region 2. Ofc of the Director. 89/03/02. 
8pp. 48979:006-48979:013. 

8903200418 Su-rnra-/ if 8903C9 t ceding w/utils & Westinghouse in Rockville, MD re 
ssl: vo: s./i:;- Inu «v a.\ri.A -i ilk: or so to NRC Bulletin 88-11. 

HGrK\S.jB -r rr.-.sc: :. : ::>ri:--.. I 89/03/10. Project Directorate 11-3. 4pp. 

48964:048-48964:051. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York. Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903240247 Forwards revised monthly operating rept for Jan 1989 & monthly operating 
rept fc' C cb i 989 for Vcgtle. Units 1 & 2. 

HAInSfON 3. 3<Nr=.H s c.ve' Co. 89/03/15. NRC - No Detailed Affiliation Given. 
Ip. :i , C3£'Z2£-'’-9C39 Z'-'-Si 

"8903210423 Revised monthly operating repts for Jar 1999 f c- Voct'e Units 1 & 2.. 
MOYE.R.A. Georgia Power Co. 89/02/28. 6pp. .'.9:: 3 3: 332 

"8903240251 Monthly operating repts for Feb 1989 for Vogtle Units 1 & 2. 

MOYE.R.A. Georgia Power Co. 89/02/28. 10pp. 49039:033-49039:042. 


S. Reportable occurrences, LERs & related correspondence 

8903090104 PNO-ll-89-013:on 890221 .chemical technician in demineralized water plant 
slipped because of oil film on room floor.ln falling, technician broke instrument line 
containing sulfuric acid & received chemical burns on 15% of body. 

TROCINE.L. Region 2, Ofc of the Director. 89/02/21. Ip. 48780:049-48780:049. 

8903150286 Forwards addl info on three full power OL items.per JB Hopkins 990225 
request.lnitial startup test program, TDI diesel generators & \ JRrC-CVS", sen II.F.2 
addressed. 

BAILEY, J.A. Georgia Power Co. 89/03/06. Document Control Branch (Document Con- 
trol Desk). 7pp. 48871:250-48871:256. 

8903240130 LER 89-001-00:on G9C? ■■i.cor.-c' room isolation occurred due to spurious 
signal from radiation monitor cna-rie' Causco by random failure of component in data 
processing module. Radiation monitor repaired & observed.W/890313 Itr. 
SWARTZWELDER.J., HAIRSTON.W.G. Georgia Power Co. 89/03/13. 5pp. 

49040:029-49040:033. 

8903240307 LER 89-002-00;on 89021 9, personnel realized that RCS loops not filled & 
two open discharge valves required to be dcsod.L ! Tit ! n; sond’fon for operation 
initiated.Caused by personnel error. Po's.tt.ci cojnso:oo.^./i903 * 7 ’:r. 
SWARTZWELDER.J., HAIRSTON.W.G. Georgia Power Co. 89/03/17. 4pp. 

49040:039-49040:042. 


V. Operator Examinations 

8903210311 Forwards listed indices used to train students scheduled for June 1989 re- 
placement operator exams.W/o ends. 

BOCKHOLD.G. Georgia Power Co. 89/03/06. ARILDSEN.J. Region 2, Ofc of the Di- 
rector. Ip. 48977:177-48977:177. 

8903220159 Generic Ltr 89-03 to ail power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


A. Application/construction stage documents & correspondence 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 
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Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York. Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES,„.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York. Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breako-s Du-ing Se : smic Event." Svc list end. 

RCSSI.C.E. ■Ji.is.c' 1 . of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protedion Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 104pp. 48992:044-48992:147. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8902140261 Forwards complete listing of 107 updated employee concerns special pro- 
gram subcategory repts. 

GRIDLEY.R.L Tennessee Valley Authority. 89/02/06. Document Control Branch 
(Document Control Desk). 6pp. 48901:001-48931:045. 

-8902160166 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
50200, “Bellefonte Nuclear Plant,” consisting of Vol 5, "Welding Category." 
BROWN.W.R. Tennessee Valley Authority. 50200 V05 R04. 87/12/28. 67pp. 
48921:180-48921:246. 

8902270148 Informs of changes in util senior nuclear mgtPP Carter now site licensing 
manager, JL McAnally resigned from TVA, effective on 890127 & NC Kazanas now 
vice president 

KINGSLEY, O.D. Tennessee Valley Authority. 89/02/14. CRUTCHFIELD, D. NRC - No 
Detailed Affiliation Given. 2pp. 48588:256-48588:257. 

8903230112 Ack receipt of util 890214 itr re notification of senior nuclear power mgt 
changes within TVA.Rev to corporate nuclear performance plan should be submitted 
within 60 days to provide mechanism for NRC review of changes. 

LIAW.B.D. TVA Projects Division. 89/03/17. KINGSLEY, O.D. Tennessee Valley Au- 
thority. 6pp. 49048:192-49048:197. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S A Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:13 7. 

8903140358 Forwards revised cover Itr page ‘crwardinq ! rsp Repts 50-438/89-06 & 50- 
439/88-06 & for insp of Licenses SNM-1865 ft -f-rsioS i C 
MCCOY, F.R. Assistant Director for Inspection Programs. 89/03/01. KINGSLEY, O.D. 
Tennessee Valley Authority. 3pp. 48858:047-48858:049. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903150047 Responds to NRC 890203 Itr re violations noted in Insp Repts 50-438/88- 
06 & 50-439/88-06.Corrective actions:preventive maint program for Limitorque valve 
operators revised & description of QA program in TVA-TR75-1 A changed 
GRIDLEY.R. Tennessee Valley Authority. 89/03/06. Document Con:ici Branch (Docu- 
ment Control Desk). 9pp. 48871:293-48871:301. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 


8902140261 Forwards complete listing of 107 updated employee concerns special pro- 
gram subcategoiy repts. 

GRIDLEY.R.L. Tennessee Valley Authority. 89/02/06. Document Control Branch 
(Document Control Desk). 6pp. 48901:001-48931:045. 

-8902160166 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
50200. "Bellefonte Nuclear Plant," consisting of Vol 5, "Welding Category." 
BROWN.W.R. Tennessee Valley Authority. 50200 V05 R04. 87/12/28. 67pp. 
48921:180-48921:246. 



DOCKETED ITEMS 205 


8902270148 Informs of changes in util senior nuclear mgt.PP Carier now site licensing 
manager, JL McAnally resigned from TV A. effective on 890127 & NC Kazanas now 
vice president. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/02/14. CRUTCHF1ELD.D. NRC - No 
Detailed Affiliation Given. 2pp. 48588:256-48588:257. 

8903230112 Ack receipt of util 890214 Itr re notification of senior nuclear power mgt 
changes within TVA.Rev to corporate nuclear performance plan should be submitted 
within 60 days to provide mechanism for NRC review of changes. 

LIAW.B.D. TVA Projects Division. 89/03/17. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 6pp. 49048:192-49048:197. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903140358 Forwards revised cover ltr page forwarding Insp Repts 50-438/89-06 & 50- 
439/88-06 & for insp of Licenses SNM-1865 & 41-08165-10. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/03/01. KINGSLEY.O.D. 
Tennessee Valley Authority. 3pp. 48858:047-48858:049. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903150047 Responds to NRC 890203 Itr re violations noted in Insp Repts 50-438/88- 
06 & 50-439/88-06.Corrective actions:preventive maint program for Limitorque valve 
operators revised & description of QA program in TVA-TR75-1A changed. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 9pp. 48871:293-48871:301. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741 :053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 11 7pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


V. Operator Examinations 

8803220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8603050037 Board Notification 86-009:advises Commission of investigation into allega- 
tions re applicant electrical contractor LK Comstock. Determinations re allegations not 
end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing (851125-870411). 
86/03/03. PALLADINO, ROBERTS, ASSELSTINE Commissioners. 4pp. 34953:300- 
34953:303. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8903140201 Discusses proposed changes to Commitments 7,14,16,4,8 & 10 to resolve 
issues -ema^ng f'-om plant SER (NUREG-0887),for approval. 

KAP. AN, A. C ovdir/; Electric Illuminating Co. 89/03/03. Document Control Branch 
(Document Control Desk). 5pp. 48848:344-48848:348. 


F. Security, medical, emergency & fire protection plans 

8903140236 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS.M. Imped Corp. 2pp. 48875:082-48875:083. 

-8903140279 Informs that Region III required to participate in emergency response ex- 
ercises on quarterly basis.Approved exercises for FY89 listed. 

NORELIUS.C.E. Region 3, Ofc of the Director. 88/08/15. Region 3, Ofc of the Direc- 
tor. 5pp. 48875:108-48875:112. 

8903210110 Revised emergency plan implementing procedures.including Rev 3 to EPI- 
A1 ,Rev 6 to EPI-A6 & Rev 5 to EPI-A8.W/890313 Itr. 

KAPLAN, A. Cleveland Electric Illuminating Co. 89/03/13. 52pp. 49020:049-49020:100. 

8903210136 Rev 9 to “Emergency Plan for Perry Nuclear Power Plant." W/890313 Itr. 
KAPLAN, A. Cleveland Electric Illuminating Co. 89/03/13. 7pp. 48981:322-48981:328. 


H. General correspondence 

8903080348 Comment on behalf of OCRE re proposed rule concerning OL amend 
request.Amend request, as submitted, deficient because stability analysis not conduct- 
ed. 

HIATT, S.L. Ohio Citizens for Responsible Energy. 89/02/22. Printing & Audiovisual 
Services Branch. 2pp. 48822:001-48822:002. 

8903100262 Comment on proposed rule 10CFR50 re maint for nuclear plants.Strongly 
support NUMARC position & emphasize that rule unnecessary w/many required pro- 
gram elements already in place at plant.Rule would do more harm than good. 

KAPLAN, A. Cleveland Electric Illuminating Co. 89/02/27. CHILK.S.J. Office of the 
Secretary of the Commission. 2pp. 48806:235-48806:236. 

8903280111 Comment supporting petition for rulemaking PRM-20-19 requiring detecta- 
ble odor to be injected into radioactive emissions of nuclear power plants & all other 
facilities. 

KLINE, C. Affiliation Not Assigned. 89/03/17. Docketing & Services Branch. Ip. 
49144:037-49144:037. 


J. Insurance & indemnity information 

8902270407 Forwards Endorsement 4 to NELIA Certificate NW-183 & MAELU Certifi- 
cate MW-94. 

ERTLE.R.F. Centerior Energy. 89/01/31. DINITZ.I. Office of Nuclear Reactor Regula- 
tion, Director (Post 87041 1 ). 3pp. 48588:203-48588:205. 

8903230393 Forwards certificate of company re guarantee of payment of deferred pre- 
miums & ack by Ameritrust that bank reserving portion of company line of credit for 
deferred premiums. 

MORAN, T.R. Cleveland Electric Illuminating Co. 89/03/15. DINITZJ. NRC - No De- 
tailed Affiliation Given. 2pp. 49036:360-49036:362. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8903200113 Rev 1 to updated FSAR for Perry Nuclear Power Plant. W/8903 15 Itr. 
KAPLAN, A. Cleveland Electric Illuminating Co. 89/03/15. 1,500pp. 48960:058- 
48962:279. 


P. Operating license stage documents & correspondence 

8903080282 Studies of 860131 Northeastern Ohio earthquake.* 

* Interior, Dept, of. Geological Survey. #189 8097. 86/01/31. 68pp. 48695:020- 
48695:087. 

8903080287 Earthquake on 860131 near Chardon.OH 8 significance for Perry Nuclear 
Power Plant & for earthquake hazard in Eastern US.* Testimony before Subcommittee 
on Energy & Environ. 

SEEBER.L. Columbia Univ., New York, NY. #189 8098. 86/04/08. 19pp. 48695:001- 
48695:019. 

8903080309 Forwards util audits of GE San Jose,CA,per request. 

RILEY, E. NRC - No Detailed Affiliation Given. #189 8136. 87/08/11. 
CONNAUGHTON.K. NRC - No Detailed Affiliation Given. 5pp. 48659:337-48659:341. 

8903080390 Northeastern OH earthquake of 86013l:was it induced.* Paper from bulle- 
tin of Seismological Society of America,Vo! 78, Number 1, 

* Seismological Society of America. #189 8106. 88/02/28. 30pp. 48695:088- 
48695:117. 
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8903080315 Advises that due to lack of sufficient info to serve as basis for investigation 
into alleged fraudulent Director’s Decision DD-86-4, matter closed w/o further mvesti- 

SoNNELLY.S.R. Office of Inspector & Auditor. #189 8137. 88/05/10. LIEBERMAN.J. 
Ofc of Enforcement (Post 870413). 2pp. 48659:335-48659:336. 

8903290304 FOIA request for investigative rept on 861231 incident at facility & allega- 
tion of drunkenness against senior manager. _ ^ 

SULLIVAN.E. Plain Dealer, Cleveland. OH. 88/09/14. NRC - No Detailed Affiliation 
Given. 4pp. 49140:301-49140:304. 

8903080400 Incomplete abstracts of papers, per 58th annual meeting. 

* Affiliation Not Assigned. #189 8107. 88/11/10. Ip. 48697:279-48697:279. 

8902230287 Application for amend to License NPF-58.Amend adds ref to end “DCRDR 
- First Refuel HED Revs Repts,” Attachment 1. Enel supersedes rept sheets end w/ 
Attachment 2 of util 871012 Itr. _ . , _ . 

KAPLAN, A. Cleveland Electric Illuminating Co. 89/02/10. Document Control Branch 
(Document Control Desk). 55pp. 48569:118-48569:173. 

8902280396 Forwards info verifying adequacy of instrument air sys design.testing.maint 
& related training, per NUREG-1275.Vol 2 & Generic Ltr 88-14. 

KAPLAN.A. Cleveland Electric Illuminating Co. 89/02/2 2. Document Control Branch 
(Document Control Desk). 7pp. 48625:157-48625:163. 

8903070205 Notification of 890307 meeting w/BWR Owners Group in Rockville.MD to 
discuss items of curont irterest. Agenda one!. 

SHAO.L.C. Division of Engineer.rg & Systems Technology (Post 870411). 89/02/28. 
MIRAGLIA.F.J. Assoc.a:.V Director fer Inspection & Technical Assessment (Post 
870411). 8pp. 48763:023-48763:030. 

8903140174 Summary of 890216 meeting w/Devonrue re BWR-6 alternate ac approach 
to satisfy station blackout rule. Attendance list & handout matl end. 

TAM,P.S. Project Directorate 1-4. 89/03/02. Project Directorate 1-4. 34pp. 48834:155- 
48834:188. 

8903150294 Provides addl info & commitment re request to revise Tech Spec 3.6.1.2.C 
concerning main steam line (MSL) leakage limits.Util will keep current limit below 200 
SCFH for all MSLs & commits to administrative limit on individual MSLs. 

KAPLAN,A. Cleveland Electric Illuminating Co. 89/03/06. Document Control Branch 
(Document Control Desk). 2pp. 48871:243-48871:244. 

8903230498 Forwards notice of consideration of issuance of amend to License NPF-58 
& opportunity for hearing on 890118 request to add two containment isolation valves 

COLBUR S NJ C G. Project Directorate 111-3. 89/03/13. KAPLAN.A. Cleveland Eledric Illu- 
minating Co. 2pp. 49029:319-49029:324. 

—8903230499 Notice of consideration of issuance of amend to License NPF-58 & pro- 
posed NSHC determination & opportunity for hearing. Amend revises Tech Spec 
Tables 3.6.4-1 & 3.3.7.4-1 to add two containment isolation valves 
COLBURN.T.G. Project Directorate 111-3. 89/03/13. 4pp. 49029:321-49029:324. 

8903230388 Forwards environ assessment & finding of no significant impact re 881229 
application for amend to License NPF-58 re containment isolation valve testing w/pn- 
mary containment integrity-shutdown. _ , _ 1F1 

COLBURN.T.G. Project Directorate 111-3. 89/03/15. KAPLAN.A. Cleveland Electnc Illu- 
minating Co. 2pp. 49037:001-49037:006. 

-8903230395 Environ assessment & finding of no significant impactAmend would 
revise provisions in Tech Specs re definition of primary containment integnty-shut- 
down to provide limited flexibility during performance of 1 0CFR50,App J Type C. 
COLBURN, T.G. Project Directorate 111-3. 89/03/15. 4pp. 49037:003-49037:006. 

8903230402 Forwards safety evaluation re implementation of 10CFR50.62, ATWS 
rule.Alternate rod injection design,automatic recirculating pump trip design & standby 
liquid control sys design in compliance W/10CFR50.62. 

COLBURN.T.G. Project Directorate ill-3. 89/03/15. KAPLAN, A Cleveland Electnc Illu- 
minating Co. 2pp. 49036:327-49036:337. 

-8903230407 Safety evaluation supporting util implementation of 10CFR50.62 ATWS 

^Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/15. 9pp. 
49036:329-49036:337. 

8903270190 Forwards request for addl info re Generic Ltr 88-01, “NRC Position on 
IGSCC in BWR Austenitic Stainless Steel Piping.” „ , ... 

COLBURN.T.G. Project Directorate 111-3. 89/03/15. KAPLAN.A. Cleveland Electric Illu- 
minating Co. 11pp. 49055:347-49055:357. 

8903240098 Forwards assessment & Tech Spec clarification re 881212 loss of 5-volt dc 
power supply & loss of rod display & operator control modules.Restoration of normal 
rod position indication, rather than rod-by-rod indication, proper. 

VIRGILIO.M.J. Assistant Director for Region III & Region V Reactors. 89/03/20. 
GREENMAN.E.G. Region 3. Ofc of the Director. 6pp. 49039:350-49039:355. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 

VARGA, SA Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903290307 Final response to FOIA request for records,Releasable portions of App B 
documents endApp A records available in PDR-App B records partially & completely 
withheld (ref FOIA Exemptions 6 & 7). 

PHILIPS,! Division of Freedom of Information & Publications Services (Post 890205). 
89/03/27. SULLIVAN.E. Plain Dealer, Cleveland, OH. 10pp. 49140:305-49141:328. 

-8903290312 Partially withheld investigation Rept 3-87-01 7.Noncompliance noted.Major 
areas investigated:plant manager allegedly intoxicated onsite & allegedly directed con- 
trol room reactor operator activities. 

KALKMAN.J.N., PAWLIK.E.T. Region 3, Ofc of the Director. HAYES, B.B. Office of In- 
vestigations. 88/07/07, 350pp. 49140:316-49141:328. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 

ROsU,C.i VC DNisfon ' of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080187 Forwards Safety Insp Rept 50-440/89-03 on 890206-09 & 21. No violations 

COOPER, R.W. Region 3, Ofc of the Director. 89/02/28. KAPLAN, A. Cleveland Elec- 
tric Illuminating Co. 2pp. 48741:331-48741:343. 

-8903080191 insp Rept 50-440/88-03 on 890206-09 & 21 .No violations noted.One un- 
resolved item identified re inservice testing. Major areas inspected:implementation of 
inservice testing, including administrative & technical procedures. 

SMITH.J.F., DANIELSON, D.H. Region 3, Ofc of the Director. 89/02/27. 11pp. 
48741:333-48741:343. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners.” Svc list 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 

ROSSI.CJE ^Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 

tnqrity Containers for Disposal of Low Level Radwaste” Svc list end. ... 

SREEVfcS,J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 481895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. . . . . on /r . 0/HC 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 

ROSSLC.E 0 * Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903220125 Describes Installation Std Spec 2700 & capability to provide improved level 
of assurance for maintaining equipment qualification requirements. 

KAPLAN.A. Cleveland Electric Illuminating Co. 89/03/17. Document Control Branch 
(Document Control Desk). 2pp. 49008:224-49008:225. 

8903270368 Forwards Safety Insp Rept 50-440/89-04 on 890206-1 0.No violations 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/20. KAPLAN, A. Cleveland Electric 
Illuminating Co. 2pp. 49055:292-49055:302. 

-8903270370 Insp Rept 50-440/89-04 on 890206-1 0.No violations noted. Major areas 
inspected:confirmatory measurements, including plant chemistry organization,mgt 
controls,training & qualifications, QA,audits & PASS. - 

BOCANEGRA.R., SCHUMACHER.M. Region 3, Ofc of the Director. 89/03/20. 9pp. 
49055:294-49055:302. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 

ROSSLC.E 0 *' Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. _ 

ROSSI, C,E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 

R. Periodic operating reports & related correspondence 

8903060185 “Annual Occupational Radiation Exposure Rept Personnel Whole Body Ex- 
ure QYflg »♦ yy /39Q224 )tr 

KAPLAN, A. Cleveland Electric Illuminating Co. 88/12/31. 2pp. 48736:129-48736:130. 

8903090214 “Annual Rept for 1988." W/ 890227 ltr. 

KAPLAN, A. Cleveland Electric Illuminating Co. 88/12/31. 9pp. 48781:035-48781:043. 
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8903090416 "Perry Nuclear Power Plant Unit 1 Semiannual Radioactive Effluent Re- 
lease Rept for Jul-Dec 1988.” W/890301 !tr. 

KINSICHI.S.F.. KAPLAN, A. Cleveland Electric Illuminating Co. 88/12/31. 84pp. 
48783:128-48783:211. 

8903220384 "Safety Evaluation Summary per 10CFR50.59(b)(2) 1988." W/890315 Itr. 
KAPLAN, A. Cleveland Electric Illuminating Co. 88/12/31. 281pp. 48998:065- 
48998:345. 

8902240356 Monthly operating rept for Jan 1989 for Perry Nuclear Power Plant Unit 

I. W/890215 Itr. 

DUNN.G.A., KAPLAN, A. Cleveland Electric Illuminating Co. 89/01/31. 6pp. 
48576:350-48576:355. 

8902230162 Forwards annual ECCS outage rept for 1988, per TMI Action Plan Item 

II. K.3.1 7 & NUREG-0887, Section 6.3.3. 

KAPLAN.A. Cleveland Electric Illuminating Co. 89/02/14. Document Control Branch 
(Document Control Desk). Ip. 48555:145-48555:154. 

—8902230188 "Annual ECCS Outage Rept.1988." 

* Cleveland Electric Illuminating Co. 88/12/31. 9pp. 48555:146-48555:154. 

8903090407 Forwards “Ninth Quarterly Rept - Seismic Monitoring Network, Oct-Dec 
1988." Info re continued operation of network through at least 1989 also end. 
KAPLAN, A. Commonwealth Edison Co. 89/02/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48799:032-48799:060. 

-8903090410 “Ninth Quarterly Rept of Seismic Monitoring Network Oct-Dec 1988.” 

* Weston Geophysical Corp. 89/02/28. 27pp. 48799:034-48799:060. 

8903210440 Monthly operating rept for Feb 1989 for Perry Unit 1. W/890315 Itr. 
DUNN.G.A., KAPLAN, A. Cleveland Electric Illuminating Co. 89/02/28. 6pp. 
48982:038-48982:043. 


S. Reportable occurrences, LERs & related correspondence 

8903070020 Special repton 8901 12, vibration & loose part monitoring sys experienced 
series of spurious alarms.Caused by excessive background noises.Channel 4 declared 
inoperable on 890122. Channel will be reworked during first refueling outage. 
KAPLAN.A. Cleveland Electric Illuminating Co. 89/02/21. Document Control Branch 
(Document Control Desk). 2pp. 48740:123-48740:124. 

8903130043 Forwards LERs 89-004-00 & 88-001-01. 

KAPLAN.A. Cleveland Electric Illuminating Co. 89/03/03. Document Control Branch 
(Document Control Desk). Ip. 48819:308-48819:315. 

-8903130049 LER 89-004-00:on 890203, RWCU sys containment isolation occurred due 
to high pump room differential temp.Caused by inadequate ventilation sys flowrates in 
auxiliary bldg ventilation sys due to component failure. Valve replaced. 

DUNN.G.A. Cleveland Electric Illuminating Co. 89/03/03. 3pp. 48819:309-48819:311. 

-8903130054 LER 88-001 -01 :on 880103,reactor scram occurred due to upscale trip on 
intermediate-range neutron monitors.Caused by excessive feedwater injection into re- 
actor vessel while adjusting potentiometer.Low speed stop lowered. 

DUNN.G.A. Cleveland Electric Illuminating Co. 89/03/03. 4pp. 48819:312-48819:315. 


V. Operator Examinations 

8903080240 Requests end list of ref mat! at least 60 days prior to requalification pro- 
gram evaluation scheduled for 890626. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/02/27. KAPLAN.A. Cleveland Electric 
Illuminating Co. 8pp. 48743:228-48743:235. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8903080282 Studies of 860131 Northeastern Ohio earthquake/ 

* Interior, Dept of, Geological Survey. #189 8097. 86/01/31. 68pp. 48695:020- 
48695:087. 

8603050037 Board Notification 86-009:advises Commission of investigation into allega- 
tions re applicant electrical contractor LK Comstock. Determinations re allegations not 
end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing (851125-870411). 
86/03/03. PALLADINO, ROBERTS, ASSELSTINE Commissioners. 4pp. 34953:300- 
34953:303. 

8903080287 Earthquake on 860131 near Chardon.OH & significance for Perry Nuclear 
Power Plant & for earthquake hazard in Eastern US/ Testimony before Subcommittee 
on Enemy & Environ. 

SEEBER.L Columbia Univ.. New York, NY. #189 8098. 86/04/08. 19pp. 48695:001- 
48695:019. 

8903080309 Forwards util audits of GE San Jose, CA, per request. 

RILEY, E. NRC - No Detailed Affiliation Given. #189 8136. 87/08/11. 
CONNAUGHTON.K. NRC - No Detailed Affiliation Given. 5pp. 48659:337-48659:341. 

8903080390 Northeastern OH earthquake of 860131:was it induced/ Paper from bulle- 
tin of Seismological Society of America, Vol 78, Number 1 . 

* Seismological Society of America. #189 8106. 88/02/28. 30pp. 48695:088- 
48695:117. 

8903080315 Advises that due to lack of sufficient info to serve as basis for investigation 
into alleged fraudulent Director’s Decision DD-86-4,matter closed w/o further investi- 
gation rept 

CONNELLY, S.R. Office of Inspector & Auditor. #189 8137. 88/05/10. LIEBERMAN,J. 
Ofc of Enforcement (Post 870413). 2pp. 48659:335-48659:336. 


8903290304 FOIA request for investigative rept on 861231 incident at facility & allega- 
tion of drunkenness against senior manager. 

SULLIVAN, E. Plain Dealer, Cleveland, OH. 88/09/14. NRC - No Detailed Affiliation 
Given. 4pp. 49140:301-49140:304. 

8903080400 Incomplete abstracts of papers,per 58th annual meeting. 

* Affiliation Not Assigned. #189 8107. 88/11/10. Ip. 48697:279-48697:279. 

8903070205 Notification of 890307 meeting w/BWR Owners Group in Rockville, MD to 
discuss items of current interest.Agenda end. 

SHAO.LC. Division of Engineering & Systems Technology (Post 870411). 89/02/28. 
MIRAGLIA.F.J. Assodate Director for Inspection & Technical Assessment (Post 
870411). 8pp. 48763:023-48763:030. 

8903150294 Provides addl info & commitment re request to revise Tech Spec 3.6.1.2.C 
concerning main steam line (MSL) leakage limits.Util will keep current limit below 200 
SCFH for all MSLs & commits to administrative limit on individual MSLs. 

KAPLAN.A. Cleveland Electric illuminating Co. 89/03/06. Document Control Branch 
(Document Control Desk). 2pp. 48871:243-48871:244. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed productive list 
end. 

VARGA, S. A. Assodate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903290307 Final response to FOIA request for records.Releasable portions of App B 
documents encl.App A records available in PDR.App B records partially & completely 
withheld (ref FOIA Exemptions 6 & 7). 

PHILIPS, J. Division of Freedom of Information & Publications Services (Post 890205). 
89/03/27. SULLIVAN, E. Plain Dealer, Cleveland, OH. 10pp. 49140:305-49141:328. 

-8903290312 Partially withheld Investigation Rept 3-87-01 7.Noncompliance noted,Major 
areas investigated: plant manager allegedly intoxicated onsite & allegedly directed con- 
trol room reactor operator activities. 

KALKMAN.J.N., PAWLIK.E.T. Region 3. Ofc of the Director. HAYES, B.B. Office of In- 
vestigations. 88/07/07. 350pp. 49140:316-49141:328. 


F. Security, medical, emergency 8t fire protection plans 

8903140236 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS.M. Impell Corp. 2pp. 48875:082-48875:083. 

-8903140279 Informs that Region III required to participate in emergency response ex- 
ercises on quarterly basis.Approved exerdses for FY89 listed. 

NORELIUS.C.E. Region 3, Ofc of the Director. 88/08/15. Region 3, Ofc of the Direc- 
tor. 5pp. 48875:1 08-48875:1 1 2. 

8903210110 Revised emergency plan implementing procedures, including Rev 3 to EPI- 
AI.Rev 6 to EPI-A6 & Rev 5 to EPI-A8.W/890313 Itr. 

KAPLAN, A. Cleveland Electric Illuminating Co. 89/03/13. 52pp. 49020:049-49020:100. 

8903210136 Rev 9 to "Emergency Plan for Perry Nuclear Power Plant" W/890313 Itr. 
KAPLAN, A. Cleveland Electric Illuminating Co. 89/03/13. 7pp. 48981:322-48981:328. 


H. General correspondence 

8903080348 Comment on behalf of OCRE re proposed rule concerning OL amend 
requestAmend request, as submitted.deficient because stability analysis not conduct- 
ed. 

HIATT, S.L. Ohio Citizens for Responsible Energy. 89/02/22. Printing & Audiovisual 
Services Branch. 2pp. 48822:001-48822:002. 

8903100262 Comment on proposed rule 10CFR50 re maint for nuclear plants.Strongly 
support NUMARC position & emphasize that rule unnecessary w/many required pro- 
gram elements already in place at plantRule would do more harm than good. 
KAPLAN, A. Cleveland Electric Illuminating Co. 89/02/27. CHILK.S.J. Office of the 
Secretary of the Commission. 2pp. 48806:235-48806:236. 

8903280111 Comment supporting petition for rulemaking PRM-20-19 requiring detecta- 
ble odor to be injected into radioactive emissions of nuclear power plants & all other 
facilities. 

KLINE, C. Affiliation Not Assigned. 89/03/17. Docketing & Services Branch. Ip. 
49144:037-49144:037. 


J. Insurance & indemnity information 

8902270407 Forwards Endorsement 4 to NELIA Certificate NW-183 & MAELU Certifi- 
cate MW-94. 

ERTLE.R.F. Centerior Energy. 89/01/31. DINITZ.I. Office of Nuclear Reactor Regula- 
tion, Director (Post 87041 1 ). 3pp. 48588:203-48588:205. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI ,C.E, Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021. "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 
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8902270158 NRC Info Notice 89-022. "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York. Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024. "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York. Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tog-tv Containers for Disposal of Low Level Radwaste." Svc list end. 

GPFEt.'FS.J " Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 11 7pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vuican Air-Operated Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers Dv;'irc Se ! smic Event." Svc list end. 

noss .c..: Cv-s-c-. of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903090407 Forwards "Ninth Quarterly Rept - Seismic Monitoring Network, Oct-Dec 
1988." Info re continued operation of network through at least 1989 also end. 
KAPLAN, A. Commonwealth Edison Co. 89/02/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48799:032-48799:060. 

—8903090410 “Ninth Quarterly Rept of Seismic Monitoring Network Oct-Dec 1988." 

* Weston Geophysical Corp. 89/02/28. 27pp. 48799:034-48799:060. 


V. Operator Examinations 


8903080240 Requests end list of ref matl at least 60 days prior to requalification pro- 
gram evaluation scheduled for 890626. 

WRIGHT.G.C. Region 3. Ofc of the Director. 89/02/27. KAPLAN, A. Cleveland Electric 
Illuminating Co. 8pp. 48743:228-48743:235. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8903200307 Discusses completion of licensing issues & confirmation of commitments in 
SER & SSERs.lssues include, containment sys, control room habitability, radiation data 
mat sys, new fuel storage & handling & fire protection. 

NERSES.V. Project Directorate 1-3. 89/03/13. BROWN.E. Public Service Co. of New 
Hampshire. 5pp. 48968:354-48968:358. 


F. Security, medical, emergency A fire protection plans 

8611140376 Notification of 861113 fire protection meeting w/util in Bethesda.Md to dis- 
cuss revised fire hazards analysis performed on charcoal filters. 

NERSES, V. PWR Project Directorate 5. 86/11/06. NOONAN, V.S. PWR Project Direc- 
torate 5. 5pp. 38604:072-38604:076. 

8903170397 Advises that 890120 ltr referred to ASLB for onsite proceeding which has 
jurisdiction over sirens within EPZ. Served on 890202. 

SMITH.I.W. Atomic Safety and Licensing Board Panel. #189 7975. 89/02/01. 
ANDERSON.F. Ideas & Information, Inc. Ip. 48878:231-48878:242. 

-8903170413 Discusses two itrs sent to State of NH & Governor J Gregg as result of 
State of NH issuing emergency plan info calendar in late Dec as part of radiological 
emergency response plan for plant.Catendar filled w/errors & inconsistencies. 
ANDERSON.F. Ideas & Information, Inc. 89/01/20. SMITH.I.W. Atomic Safety and Li- 
censing Board Panel, 11pp. 48878:232-48878:242. 


8903060166 Forwards draft ERCI-R/88-76, "Seabrook Station Site-Specific Offsite Radi- 
ological Emergency Preparedness Alert & Notification Sys QA Verification." Sys en- 
hancements remain to be completed in New Hampshire. 

NERSES.V. Project Directorate 1-3. 89/02/02. BROWN.E. Public Service Co. of New 
Hampshire. 3pp. 48734:198-48735:090. 

-8902020304 Forwards preliminary draft rept assessing adequacy of siren coverage as 
presented in plant alert & notification rept. Alerting coverage determined as 
adequate.W/o end. 

KRIMM.R.W. Federal Emergency Management Agency. 89/01/23. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
48734:201-48734:201. 

-8903060174 Draft "Seabrook Station Site-Specific Offsite Radiological Emergency Pre- 
paredness Alert & Notification Sys QA Verification." 

* ERC International, Inc. * Federe! Emeroencv Management Agency. ERCI-R/88-76 
DR FT. 88/11/17. 249pp. 4873* '?.Z? '2% 2*3 

8903030382 Forwards Safety Insp Rept 50-443/89-02 on 890130-0203.No violations or 
deviations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/02/23. BROWN.E.A. Public Service 
Co. of New Hampshire. 3pp. 48692:007-48692:015. 

-8903030385 Emergency Preparedness Insp Rept 50-443/89-02 on 890130- 0203.No 
deviations noted.Major areas inspected:licensee action on previously identified 
items, emergency response facilities & equipment & mgt control & orendratbr 
FOX.E.F., LAZARUS, W.J. Region 1, Ofc of the Director. 89.T-2/: : ' ■ pp »“■'*.«£ f - C 
48692:015. 

8903130205 Forwards for filing in proceeding, applicant trial brief re Seabrook plan for 
Commonwealth of MA Communities & rebuttal testimonies.W/o brief.Related corre- 
spondence. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8226. 89/02/28. Docketing & Services Branch. 3pp. 48723:144-48727:204. 

-8903130212 Applicant Rebuttal Testimony 6 (protective actions for particular popula- 
tions).* Suopo'fng documentation end. Related correspondence. 

BOYD.R., Cr- _Lr NDRE'_ SINCLAIR, M.C. Public Service Co. of New Hampshire. 

89/02/28. 256pp. 48723:147-48724:044. 

-8903130227 Applicant Rebuttal Testimony 7 (preemergency public info).* Supporting 
documentation end. Related correspondence. 

CALLENDRELLO.A., MILETI.D.S. Public Service Co. of New Hampshire. MILETI.D.S. 
Colorado State Univ., Fort Collins, CO. 89/02/28. 37pp. 48724:045-48724:081. 

-8903130269 Applicant rebuttal Testimony 8 (transportation resources).* Supporting 
documentation encI.Related correspondence. 

BOYD.R., CALLENDRELLO.A., CATAPANO.G.J. Public Service Co. of New Hamp- 
shire. 89/02/28. 53pp. 48724:082-48724:134. 

-8903130293 Applicant rebuttal Testimony 9 (traffic mgt & evacuation of special popula- 
tions).* Supporting documentation encI.Related correspondence. 

BALDACCI.S.M., CALLENDRELLO.A., LIEBERMAN.E.B. Public Service Co. of New 
Hampshire. 89/02/28. 162pp. 48724:135-48724:296. 

-8903130312 Applicant rebuttal Testimony 10 (offsite response organization staffing).* 
Supporting documentation end. Related correspondence. 

CALLENDRELLO.A.. ELLIS SJ . FRANK.C.M. Public Service Co. of New Hampshire. 
89/02/28. 98pp. 48- ? ?4:297-.'.3/2E:C3-1. 

-8903130331 Applicant rebuttal Testimony 11 (protective action recommendation gen- 
eration).* Supm'tirg info encI.Related correspondence. 

CA: ;.E\CR=_LC.A. LITTLEFIELD, P. Public Service Co. of New Hampshire. 

LT"!_E-=.3,F. Yankee Atomic Electric Co. 89/02/28. 50pp. 48725:035-48725:084. 

-8903130380 Applicant rebuttal Testimony 13 (radwaste handling & disposal).* Support- 
ing info encI.Related correspondence. 

CALLENDRELLO.A., LITTLEFIELD.P. Public Service Co. of New Hampshire. 

LITTLEFIELD, P. Yankee Atomic Electric Co. 89/02/28. 9pp. 48725:102-48725:110. 

-8903130399 Applicant rebuttal Testimony 14 (effects of strike by members of New 
Hampshire Yankee offsite response organization).* Supporting info encI.Related corre- 
spondence. 

CALLENDRELLO.A., ELLIS, S.J., FRANK.C.M. Public Service Co. of New Hampshire. 
89/02/28. 14pp. 48725:111-48725:124. 

-8903130415 Applicant Rebuttal Testimony 15 (liability & response of members of New 
Hampshire Yankee offsite response organization). * Supporting documentation & Cer- 
tificate of Svc encI.Related correspondence. 

MILETI.D.S. Public Service Co. of New Hampshire. MILETI.D.S. Colorado State Univ., 
Fort Collins, CO. 89/02/28. 670pp. 48725:125-48727:204. 

8903170012 Commonwealth of MA Atty General JM Shannon opposition to applicant 
motion for sanctions & cross motion for particular relief.* No violation of protective 
order occurred & motion should be denied in entirety. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8241. 89/03/06. Atomic 
Safety and Licensing Board Panel. 15pp. 48812:197-48812:304. 

-8903170037 Forwards new first page to applicant answer in opposition to Common- 
wealth of MA atty general motion to compel answers to Commonwealth of MA second 
set of interrogatories.Supporting documentation & Certificate of Svc end. 
SELLECK.K.A. Public Service Co. of New Hampshire. ELLECK.K.A. Ropes & Gray. 
88/11/30. SMITH.I., HARBOUR, J., LINENBERGER.G. Atomic Safety and Licensing 
Board Panel. 22pp. 48812:283-48812:304. 

8903170191 Applicant supplemental answers to Intervenors interrogatories re transpor- 
tation resources.* Supporting info & Certificate of Svc encI.Related correspondence. 
FEIGENBAUM.T.C., SELLECK.K.A. Public Service Co. of New Hampshire. 
SELLECK.K.A. Ropes & Gray. #189 8259. 89/03/07, Massachusetts, Commonwealth 
Of. 1 9pp. 4881 1 :054-4881 1 :072. 

8903230173 Forwards Revs 43 & 44 to station emergency response procedures. 
THOMAS.G.S. Public Service Co. of New Hampshire. 89/03/15. Document Control 
Branch (Document Control Desk). Ip. 49024:086-49024:277. 
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-8903230175 Rev 44 to "Production Emergency Response Manual." 

MACDONALD, J.A. Public Service Co. of New Hampshire. 89/03/03. 87pp. 49024:087- 
49024:169. 

-8903230178 Rev 43 to “Production Emergency Response Manual." 

MACDONALD, J.A. Public Service Co. of New Hampshire. 89/02/18. 106pp. 
49024:170-49024:277. 

8903230131 NRC Staff further supplemental response to town of Hampton first set of 
interrogatories & request for production of documents to NRC Staff on 880628-29 ex- 
ercise (exercise).* Certificate of Svc encI.Related correspondence. 

CHAN.E.I. Assistant General Counsel for Hearings. #189 8321. 89/03/16. Hampton, 
NH. 14pp. 48888:211-48888:224. 

8903290122 Seacoast Anti-Pollution League motion for extension of record of litigation 
re State of NH radiological emergency response plan notice of appeal * Addl two 
pages requested.W/ supporting documentation & Svc list. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #189 8343. 89/03/21. Atomic Safety and Licensing Appeal Panel. 6pp. 
49001:118-49001:123. 

8903290141 Seacoast Anti-Pollution League brief on appeal of partial initial decision on 
State of NH Radiological Emergency Response Plan LBP-88-32.* Svc list & support- 
ing documentation end. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #189 8345. 89/03/21. Atomic Safety and Licensing Appeal Panel. 82pp. 
48999:201-48999:282. 


G. Adjudicatory correspondence 


8903010170 Brief of Seacoast Anti-Pollution League in support of reversal of LBP-88-32 
in light of ALAB-905.* Certificate of Svc end. 

BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #189 8089. 89/02/24. Atomic Safety and Licensing Appeal Panel. 41pp. 
48565:142-48565:182. 

8903100353 Motion for expedited review of LBP-88-32 re ALAB-905 issue.* Denied by 
Board on 890228.Certificate of Svc end. 

* Seacoast Anti-Pollution League. #189 8200. 89/02/24. Atomic Safety and Licensing 
Appeal Panel. 5pp. 48701:238-48701:24 2. 

8903170130 Joint stipulation re Joint Intervenor (Jl) Contention 60.* Withdraws Jl Con- 
tention 60, per applies "t agreement to add mere trnffc cones as required & to reflec- 
torize all cones In: n:gr-. v.'sci y .V • .caio c S-.c 

HILL-WHILTON i? .Vest Nowc-ry, MA H.L.-Wh . 7CN.F Lagoulis, Clark, Hill-Whilton 
& McGuire. TROUT.J.P. Public Service Co. of New Hampshire. #189 8233. 89/02/24. 
5pp. 48811:181-48811:185. 

8903010114 Commonwealth of MA atty general motion for directed certification of LBP- 
89-8.* Atty general requests permission to file memorandum in support of motion set- 
ting forth in detail further grounds on 890301. W/Certificate of Svc. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8093. 89/02/27. Atomic 
Safety and Licensing Appeal Panel. 5pp. 48566:001-48566:005. 

8903010123 NRC staff response to applicant motion to strike reply of Commonwealth of 
MA atty general to responses of applicant & staff to Commonwealth of MA atty gener- 
al motion for reconsideration of CLI-88-10.* W/Certificate of Svc. 

BERRV.G.A. Assistant General Counsel for Hearings. #189 8094. 89/02/27. Commis- 
sioners. 8pp. 48566:032-48566:039. 


8903100183 NRC Staff response to Seacoast Anti-Pollution League (SAPL) motion to 
accept late-filed contention on financial qualification in response to NRC Order CLI- 
88-10.* SAPL motion should be denied.W/Certificate of Svc. 

BERRY,G.A. Assistant General Counsel for Hearings. #189 8195. 89/02/10. Atomic 
Safety and Licensing Board Panel. 23pp. £8699' *45-49689 IS" 

8903010078 Response of FEMA to Seacoast Anti-Pollution League request for admis- 
sions to FEMA re graded exercise issues.* Related correspondence. 

FLYNN.H.J. Federal Emergency Management Agency. #189 8082. 89/02/14. Atomic 
Safety and Licensing Board Panel. 12pp. 48565:272-48565:308. 

—8903010085 FEMA responses to town of Hampton first set of interrogatories & request 
for production of documents to FEMA on 880628-29 exercise.* W/Certificate of 
Svc.Related correspondence. 

FLYNN.H.J. Federal Emergency Management Agency. 89/02/21. Hampton, NH. 
25pp. 48565:284-48565:308. 

8903010144 Seacoast Anti-Pollution League (SAPL) trial brief on Seabrook Plan for 
Commonwealth of MA Communities (SPMC).* SAPL intends to show means for han- 
dling waste water & contaminated matls.W/Svc list. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #189 8081. 89/02/20. Atomic Safety and Licensing Board Panel. 5pp. 
48565:357-48565:361. 

8903100010 NRC Staff response to Commonwealth of MA atty general petition for 
waiver of or exception to financial qualification rules for full power operation.* Petition 
should be dismissedCertificate of Svc end. 

BERRY, G.A. Assistant General Counsel for Hearings. #189 8187. 89/02/21. Atomic 
Safety and Licensing Board Panel. 20pp. 48702:048-48702:067. 

8903100284 Joint stipulation re status of certain Salisbury contentions.* Certificate of 
Svc end. 

GRAHAM, C.P. Salisbury, MA. GRAHAM, C.P. Murphy & Graham. TROUT.J.P. Public 
Service Co. of New Hampshire. #189 8199. 89/02/22. 6pp. 48702:042-48702:047. 

8903010137 Notice of hearing.* Evidentiary hearing in proceeding will resume 
890321 .W/Certificate of Svc. 

SMITH J.W. Atomic Safety and Licensing Board Panel. #189 8086. 89/02/23. 6pp. 
48565:351-48565:356. 

8903010162 Joint stipulation re evacuation time estimate issues.* Commonwealth of MA 
atty general agrees that (ntervenors will not appeal portions of board partial initial 
decision.W/ Certificate of Svc. 

GREER, L. Massachusetts, Commonwealth of. SMITH.J.B. Public Service Co. of New 
Hampshire. SMITH, J.B. Ropes & Gray. #189 8088. 89/02/23. 9pp. 48566:040- 
48566:048. 

8903100130 Applicant motion for sanctions in response to Commonwealth of MA atty 
general deliberate misuse of protected info.* Relief sought by applicant should be 
granted, in full. Certificate of Svc end. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. #189 
8215. 89/02/23. Atomic Safety and Licensing Board Panel. 13pp. 48702:098- 
48702:110. 

8903100315 Addition to app of S Moriearty Jl 48.* Certificate of Svc encI.Related corre- 

?ALBOT,P. Massachusetts, Commonwealth of. #189 8201. 89/02/23. 7pp. 

48701:323-48701:329. 

8903100323 Errata sheet re trial brief of Commonwealth of MA atty general on Joint 
Intervenor contentions on Seabrook plan for Commonwealth of MA communities.* 
TALBOT.P. Massachusetts, Commonwealth of. #189 8202. 89/02/23. 3pp. 

48701:161-48701:234. 


8903010131 NRC staff response to Joint Intervenors application for stay of LBP-89-04 
pending appeal.* Commission should deny Joint Intervenors stay application.W/Certifi- 
cate of Svc. 

BERRY, G.A., REIS.E.J. Assistant General Counsel for Hearings. #189 8095. 89/02/ 
27. Commissioners. 20pp. 48566:012-48566:031. 

8903100061 Motion of Seacoast Anti-Pollution League (SAPL) & Commonwealth of MA 
atty general for reconsideration of denial of SAPL 890224 motion for expedited review 
of LBP-88-32 re ALAB-905.* Denied by Board on 890301. 

* Seacoast Anti-Pollution League. * Massachusetts, Commonwealth of. #189 8204. 
89/02/28. Atomic Safety and Licensing Appeal Panel. 5pp. 48702:070-48702:074. 

8903100099 Motion of Seacoast Anti-Pollution League (SAPL) & Commowealth of MA 
atty general for reconsideration of denial of SAPL 890224 motion for expedited review 
of LBP-88-32 re ALAB-905.* W/Certificate of Svc.Related info end. 

BACKUS, B. Seacoast Anti-Pollution League. BACKUS, B. Backus. Meyer & Solomon. 
TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8206. 89/02/28. Atomic 
Safety and Licensing Appeal Panel. 125pp. 48700:054-48700:178. 

8903100140 Applicant cross-ref to Joint Intervenor contentions & applicant rebuttal tes- 
timony.* Certificate of Svc end. Related correspondence. 

* Public Service Co. of New Hampshire. #189 8224. 89/02/28. 14pp. 48702:113- 
48702:126. 

8903100148 Applicant trial brief as to first filing phase of litigation as to Seabrook plan 
for Commonwealth of MA communities & exercise contentions.* Certificate of Svc 
end. ^ 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8223. 89/02/28. Atomic Safety and Licensing Board Panel. 113pp. 48700:347- 
48701:099. 

8903100296 Applicant supplemental answers to intervenor expert witness interrogato- 
ries.* Certificate of Svc encI.Related correspondence. 

FEIGENBAUM.T.C., SELLECK.K.A. Public Service Co. of New Hampshire. 
SELLECK.K.A. Ropes & Gray. #189 8225. 89/02/28. New England Coalition on Nu- 
clear Pollution. 79pp. 48701:243-48701:322. 

8903170121 Joint stipulation re Joint Intervenor (Jl) Contention 8.* Withdraws Jl Con- 
tention 8,per applicant agreement to include listed addl info in emergency broadcast 
sys messages to be broadcast during evacuation.W/Certificate of Svc. 

FIERCE, A.R. Massachusetts, Commonwealth of. MIZNER.J.H. West Newbury, MA. 
TROUT.J.P. Public Service Co. of New Hampshire. #189 8232. 89/02/28. 5pp. 
48811:201-48811:205. 

8903100243 Memorandum of Commonwealth of MA atty general in support of 890227 
motion for directed certification of LBP-89-08.* Board should grant motion, take inter- 
locutory review of LBP-89-08 & reverse rulings-Certificate of Svc & info end. 
TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8218. 89/03/01. Atomic 
Safety and Licensing Appeal Panel. 200pp. 48699:172-48700:032. 

8903170057 Forwards corrected certificate of svc.Certificate of Svc encI.Related corre- 
spondence. _ 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8230. 89/03/01. Docketing & Services Branch. 9pp. 48812:137-48812:145. 

8903100125 Memorandum.* Advises that Seacoast Anti-Pollution League will have to 
include argument based on ALAB-905 in brief due on 890324,per 890228 denial of 
motion & therefore accompanying brief.W/Certificate of Svc.Served on 890303. 
TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. #189 8208. 89/03/02. 
5pp. 48700:033-48700:037. 


—8903100330 Trial brief of Commonwealth of MA atty general on Joint Intervenor con- 
tentions on Seabrook plan for Commonwealth of MA communities.* Certificate of Svc 

TALBOT.P. Massachusetts, Commonwealth of. 89/02/21. Atomic Safety and Licens- 
ing Board Panel. 71pp. 48701:164-48701:234. 


8903010030 Motion for expedited review of LBP-88-32 re ALAB-905 issue. Appeal 
Board should accept end brief in support of reversal of LBP-88-32 in light of ALAB- 
905, w/o prejudice to filing of further brief by 890324.Svc list end. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #189 8090. 89/02/24. Atomic Safety and Licensing Appeal Panel. 5pp. 
48566:049-48566:053. 


8903170151 Second motion for reconsideration of CLI-88-10.* Commission should re- 
consider CLI-88-10 & admit contentions dealing w/ cost & availability of low-level 
waste disposal for litigatlon.W/supporting info & Certificate of Svc. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8235. 89/03/03. Commis- 
sioners. 1 5pp. 4881 1 :1 86-4881 1 :200. 

8903170189 Commonwealth of MA atty general application for deposition subpoena 
duces tecum.* Requests that Board issue subpoena for T Monahan for deposition on 
890313 in Portsmouth, NH. Notice of deposition encI.Related correspondence, 

BROCK, M. Massachusetts, Commonwealth of. #189 8236. 89/03/03. Atomic Safety 
and Licensing Board Panel. 6pp. 48812:149-48812:169. 
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-8903170217 Commonwealth of MA atty general application for deposition subpoena 
duces tecum.* Issuance of deposition subpoena duces tecum for appearance of N 
Katner on 890313 in Portsmouth, NH requested.Notice of appearance end. Related 
correspondence. 

BROCK, M. Massachusetts, Commonwealth of. 89/03/03. Atomic Safety and Licens- 
ing Board Panel. 6pp. 48812:155-48812:160. 

-8903170224 Commonwealth of MA atty general application for deposition subpoena 
duces tecum.* Requests that Board issue deposition subpoena duces for appearance 
of W Clancy on 890313 in Portsmouth, NH. W/Certificate of Svc. Related correspond- 
ence. 

BROCK, M. Massachusetts. Commonwealth of. 89/03/03. Atomic Safety and Licens- 
ing Board Panel. 9pp. 48812:161-48812:169. 

8903170241 Advises that due date for filing applicant brief on appeal of EO Weinhold of 
LBP-89-03 should be 89031 4,per 890302 Itr. 

CHO,J. Atomic Safety and Licensing Appeal Panel. #189 8237. 89/03/03. 
DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. Ip. 
48811:206-48811:206. 

8903230009 Memorandum & order (summary disposition).* Applicant motion for summa- 
ry disposition of all emergency planning contentions granted in parLCertificate of Svc 
encl.served on 890306. 

BLOCH.P.B., LUEBKE.E.A., HARBOUR.J. Atomic Safety and Licensing Board Panel. 
#189 8281. 89/03/03. Public Service Co. of New Hampshire. 43pp. 48889:081- 
48889:123. 

8903170006 Memorandum & order.* Denies Seacoast Anti-Pollution League, New Eng- 
land Coalition on Nuclear Pollution & Commonwealth of MA joint motion for directed 
certification. W/Certificate of Svc.Served on 890306. 

CHILK.S.J. Office of the Secretary of the Commission. #189 8239. 89/03/06. Sea- 
coast Anti-Pollution League. 6pp. 48812:181-48812:186. 

8903170008 Memorandum & order CLI-89-04.* Denies Commonwealth of MA,New Eng- 
land Coaltion on Nuclear Pollution & Seacoast Pollution League joint motion for direct- 
ed certification.W/ Certificate of Svc.Re-served on 890309. 

CHILK.SJ. Office of the Secretary of the Commission. #189 8240. 89/03/06. Sea- 
coast Anti-Pollution League. 10pp. 48812:187-48812:196. 

8903170012 Commonwealth of MA Atty General JM Shannon opposition to applicant 
motion for sanctions & cross motion for particular relief.* No violation of protective 
order occurred & motion should be denied in entirety. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8241. 89/03/06. Atomic 
Safety and Licensing Board Panel. 15pp. 48812:197-48812:304. 

-8903170019 Affidavit of SC PoitrasL* Discusses telephone survey of individuals that 
plant owners relying on to be bus/van drivers, traffic guides or field monitors in event 
of emergency.W/Certificate of Svc. 

POITRAST.S.C. Massachusetts, Commonwealth of. 89/03/06. 7pp. 48812:212- 
48812:233. 


-8903170301 Forwards LH McPheters notice of appearance for plant offsite planning 
hearinn.Cetificate of Svc end. 

PI V NN.H j Ffrdn.-al Emergency Management Agency. 89/03/07. SMITH, I.W., 
COLE.R.F., MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 7pp. 
48811:122-48811:128. 

8903220035 NRC Staff pre-trial brief on contentions concerning Seabrook plan for Com- 
monwealth of MA communities (SPMC).* NRC accepts & relies upon FEMA 881214 
rept, “Review & Evaluation of SPMC," re adequacy of SPMC.Certificate of Svc end. 
CHAN.E.I., TURK.S.E. Assistant General Counsel for Hearings. #189 8278. 89/03/07. 
Atomic Safety and Licensing Board Panel. 6pp. 48872:251-48872:256. 

8903230016 ALAB-909.* Advises that time in which Commission may act to review 
ALAB-909 has expired.Commission declined review. Decision became final agency 
action on 890227.Certificate of Svc encl.Served on 890307. 

CHILK.SJ. Office of the Secretary of the Commission. #189 8282. 89/03/07. Atomic 
Safety and Licensing Board Panel. 3pp. 48889:077-48889:080. 

8903170079 Memorandum & order (rulings on motions by Seacoast Anti- Pollution 
League (SAPL) & Commonwealth of MA atty general re waiver of Commission finan- 
cial qualification rules).* SAPL 890125 motion denied. W/Certificate of Svc.Served on 
890309 

SMITH, i.W. Atomic Safety and Licensing Board Panel. #189 8251. 89/03/08. Sea- 
coast Anti-Pollution League. 1 9pp. 4881 1 :076-4881 1 :094. 

8903220124 NRC Staff supplemental response to town of Amesbury first set of interrog- 
atories & request for production of documents to NRC on Seabrook plan for Common- 
wealth of MA communities (SPMC).* W/Certificate of Svc.Related correspondence. 
TURK.S.E. Assistant General Counsel for Hearings. #189 8272. 89/03/08. Amesbury, 
MA. 5pp. 48872:137-48872:141. 

8903220146 Motion of Commonwealth of MA atty general to extend due date for filing 
testimony on MAG EX- 19 due to NRC Staff failure to respond promptly to informal 
discovery requests.* Certificate of Svc end. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8266. 89/03/08. Atomic 
Safety and Licensing Board Panel. 13pp. 48872:102-48872:114. 

8903220089 Applicant response to Commonwealth of MA atty general motion for direct- 
ed certification of LBP-89-8.* Motion for directed certification should be 
denied.Certificate of Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8262. 89/03/09. Atomic Safety and Licensing Appeal Panel. 26pp. 48872:175- 
48872:200. 

8903220028 NRC Staff supplemental response to town of Hampton first set of interrog- 
atories & request for production of documents to NRC Staff on 880628-29 exercise.* 
W/Certificate of Svc. Related correspondence. 

CHAN.E.I. Assistant General Counsel for Hearings. #189 8280. 89/03/10. Hampton, 
NH. 148pp. 48872:257-48873:046. 


-8903170024 Affidavit of JC Traficonte.* Advises that Commonwealth of MA received 
answers to interrogatories under protective order & did not disclose any info to 
public. Info used only to further facts & info to support Irtigative process. 
TRAFICONTE.J.C, Massachusetts, Commonwealth of. 89/03/06. 30pp. 48812:234- 
48812:263. 

-8903170031 Applicant answer in opposition to Commonwealth of MA atty general (AG) 
motion to compel answers to Commonwealth of MA AG second set of interrogato- 
ries.* 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT J.P. Ropes & Gray. 88/ 
11/29. Atomic Safety and Licensing Board Panel. 19pp. 48812:264-48812:282. 


8903220082 Applicant supplemental certificate of svc.* Supplemental certificate neces- 
sitated by virtue of fact that, in error, ED Weinhold not served stated “Applicant Re- 
sponse to Notice of Appeal..." on 890307.Certificate of Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8263. 89/03/10. 5pp. 48872:205-48872:209. 

8903220102 On appeal from decision of ASLB LBP-89-04 issued on 890130: brief of 
applicant.* Decision of ASLB should be affirmed. Certificate of Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8261. 89/03/10. Atomic Safety and Licensing Appeal Panel. 32pp. 48872:142- 
48872:173. 


-8903170037 Forwards new first page to applicant answer in opposition to Common- 
wealth of MA atty general motion to compel answers to Commonwealth of MA second 
set of interrogatories-Supporting documentation & Certificate of Svc end. 
SELLECK.KA Public Service Co. of New Hampshire. ELLECK.KA Ropes & Gray. 
88/11/30. SMITH.I., HARBOUR.J., LINENBERGER.G. Atomic Safety and Licensing 
Board Panel. 22pp. 48812:283-48812:304. 

8903170025 Memorandum & order.* Advises that Commission adheres to views ex- 
pressed in CLI-88-10 re pending finandai qualification & decommissioning cost mat- 
ters in proceeding. W/Certificate of Svc.Served on 89O306.Re-served on 890307. 
CHILK.S.J. Office of the Secretary of the Commission. #189 8229. 89/03/06. Office 
of the General Counsel. 17pp. 48812:120-48812:136. 

8903230023 Memorandum & order (correcting error).* Erroneous docket numbers & 
caption noted on 890303 Order LBP-89-09 should be changed as noted.W/Certificate 
of Svc.Served on 890307. 

BLOCH, P.B. Atomic Safety and Licensing Board Panel. #189 8283. 89/03/06. 4pp. 
48889:066-48889:069. 

8903170181 Applicant notice re addl exhibits.* Advises that applicant intends to mark & 
offer Seabrook plan for Commonwealth of MA communities as amended through Page 
Amend 6 as Exhibit 42 & FEMA Dec 1988 findings as Exhibit 43. W/Certificate of Svc. 
DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#1 89 8258. 89/03/07. 6pp. 4881 1 :227-4881 1 :232. 


8903220158 NRC Staff response to applicant motion for sanctions in response to Com- 
monwealth of MA atty general deliberate misuse of protected info & cross motion for 
particular relief.* Applicant request opposed.W/Certificate of Svc. 

TURK.S.E. Assistant General Counsel for Hearings. #189 8267. 89/03/10. Atomic 
Safety and Licensing Board Panel. 8pp. 48872:094-48872:101. 

8903220172 Forwards Insp Repts 50-443/86-18 & 50-444/86-1 8,per telcon. Repts not 
responsive to any of Commonwealth of MA atty general informal interrogatories but 
contains previous NRC evaluation of METPAC procedures.Related correspondence. 
CHAN.E.I. Assistant General Counsel for Hearings. #189 8268. 89/03/10. FIERCE, A. 
Massachusetts, Commonwealth of. 35pp. 48872:059-48872:093. 

8903230058 Applicant response to second motion for reconsideration of CLI-88-10.* 
Atty general of Commonwealth of MA 890303 motion for reconsideration of Commis- 
sion 881221 decision should be deniedAffidavit of GS Thomas encl.W/Certificate of 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8285. 89/03/13. Commissioners. 21 pp. 48889:021-48889:052. 

—8903230071 Affidavit of GS Thomas.* Discusses CLI-88-10 re temporary onsite stor- 
age of decommissioning of low level waste containers.W/Certificate of Svc. 

THOMAS, G.S. Public Service Co. of New Hampshire. 89/03/10. 11pp. 48889:042- 
48889:052. 


8903170191 Applicant supplemental answers to Interveners interrogatories re transpor- 
tation resources.* Supporting info & Certificate of Svc enci.Related correspondence. 
FEIGENBAUM.T.C., SELLECK.KA Public Service Co. of New Hampshire. 
SELLECK.KA Ropes & Gray. #189 8259. 89/03/07. Massachusetts, Commonwealth 
of. 19pp. 4881 1:054-48811:072. 

8903170193 Applicant response to notice of appeal from decision of ASLB in memoran- 
dum & order dtd 890130 & restated & served on 890216 & further restated & served 
on 890222 as provided by 10CFR2.714(a)." Certificate of Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8260. 89/03/07. Atomic Safety and Ucensing Appeal Panel. 20pp. 48811:207- 
48811:226. 


8903230274 Applicant motion to dismiss certain Seabrook plan for Commonwealth of 
MA communities contentions.* Board should dismiss Joint Intervenor Contentions 
15,59 & 34 Basis E on basis of abandonmentCertificate of Svc end. 

COOK.G.C. Public Service Co. of New Hampshire. COOK.G.C. Ropes & Gray. #189 
8305. 89/03/13. Atomic Safety and Licensing Board Panel. 11pp. 48888:011- 
48888:021. 


8903230286 Request for depositions.* Discusses what atty general seeks to question 
NRC witnesses on re June 1988 plant graded exercise.W/Certificate of SvoRelated 
correspondence. 

FIERCE, AR. Massachusetts, Commonwealth of. #189 8301. 89/03/14. TURK.S. As- 
sistant General Counsel for Hearings. 7pp. 48888:042-48888:048. 


8903170293 Pretrial brief of FEMA on Seabrook plan for Commonwealth of MA commu- 
nities.* Lists areas where FEMA will not offer testimony,including implementability of 
Seabrook plan, evacuation time estimates & other legal issues. 

FLYNN.H.J.. MCPHETERS.LH. Federal Emergency Management Agency. #189 8245. 
89/03/07. Atomic Safety and Licensing Board Panel. 9pp. 48811:113-48811:128. 


8903230115 NRC Staff response in opposition to Joint Intervenora appeal of LBP-89- 
04.* Appeal should be denied & LBP-89-04 affirmed on basis that required to meet 
stds of 1 0CFR2.714 before admittance.W/Certificate of Svc. 

BERRY, GA Assistant General Counsel for Hearings. #189 8313. 89/03/15. Atomic 
Safety and Licensing Appeal Panel. 23pp. 48888:241-48888:264. 
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8903230060 Applicant response to Commonwealth of MA atty general cross- motion for 
particular relief.* Cross-motion should be denied. 

TROUT. J.P. Public Service Co. of New Hampshire. TROUT. J.P. Ropes & Gray. #189 
8319- 89/03/16. Atomic Safety and Licensing Board Panel. 9pp. 48888:344- 
48889:020. 

—8903230073 Forwards affidavits of nondisclosure re redacted info protective 
order.Certificate of Svc end. 

TRAFICONTE.J. Massachusetts, Commonwealth of. 88/03/08. SMITH, I.W. Atomic 
Safety and Licensing Board Panel. 14pp. 48888:353-48889:006. 

-8903230076 Affidavit of WJ Daley.* Supports applicant response to Commonwealth of 
MA atty general cross-motion for particular relief. 

DALEY, W.J. Public Service Co. of New Hampshire. DALEY, W.J. Yankee Atomic Elec- 
tric Co. 89/03/13. 5pp. 48889:007-48889:011. 

-8903230085 Affidavit of JP Trout.* Discusses discovery disputes between parties. 
TROUT, J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. 89/ 
03/16. 5pp. 48889:012-48889:016. 

-8903230097 Affidavit of JB Smith.* Discusses 881205 meeting w/ Commonwealth of 
MA ro dicoverv disputes 

SM'TKJ.B Pubhc So'vico Co. of New Hampshire. SMITH.J.B. Ropes & Gray. 89/03/ 
16. <flpp 46889 C' /■-43889 020 

8903230131 NRC Staff further supplemental response to town of Hampton first set of 
interrogatories & request for production of documents to NRC Staff on 880628-29 ex- 
ercise (exercise).* Certificate of Svc end.Related correspondence. 

CHAN.E.I. Assistant General Counsel for Hearings. #189 8321. 89/03/16. Hampton, 
NH. 1 4pp. 48888:21 1 -48888:224. 

8903230280 Commonwealth of MA atty general motion for leave to file appeal brief in 
excess of 70 pages.* Leave to file brief not to exceed 110 pages requested. W/Certifi- 
cate of Svc. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8306. 89/03/16. Atomic 
Safety and Licensing Appeal Panel. 7pp. 48888:004-48888:010. 

8903230294 Avdises that parties agreed to begin hearings next wk w/ contentions re 
adequacy of Seabrook plan for Commonwealth ot MA communities traffic mgt 
plan Sequence listed. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8307. 89/03/16. 

SMITH, I.W. Atomic Safety and Licensing Board Panel. 2pp. 48888:002-48888:003. 

8903230299 Confirms that author will depose N Pishon, employee of State of NH.on 
890320 at State of NH ofc.Related correspondence. 

BROCK, M. Massachusetts, Commonwealth of. #189 8308. 89/03/16. 

HURINGTON.G. New Hampshire, State of. Ip. 48888:001-48888:001. 

8903230034 NRC Staff motion for leave to file out of time.* Certificate of Svc 
encl.Served on 890321 .Granted for ASLAB on 890320. , , . 

BERRY.G.A. Assistant General Counsel for Hearings. #189 8309. 89/03/17. Atomic 
Safety and Licensing Appeal Panel. 5pp. 48889:057-48889:061. 

8903230128 NRC opposition to Commonwealth of MA atty general motion for directed 
certificate of LBP-89-08.* Motion should be denied due to Intervenor not showing that 
order dismissing Contentions Jl 44A & 44B incorrect. W/Certificate of Svc. 

REISE.J. Assistant General Counsel for Heanngs. #189 8314. 89/03/17. Atomic 
Safety and Licensing Appeal Panel. 14pp. 48888:225-48888:238. 

8903230186 Forwards documents, dtd Oct 1981 - Oct 1987,w/relevant statements re 
proceeding & other documents on denial of Senator G Humphrey petition to partici- 

TURK.&E 1 SSsistant 1 5 General ^Counsel for Hearings. #189 8317. 89/03/17. 
SMITH, I.W., MCCOLLOM.K.A., COLE.R.F. Atomic Safety and Licensing Board Panel. 
Ip. 48888:128-48888:128, 

8903230215 Advises of Appeal Board intention to hear oral argument ™ 
pending appeal from LBP-89-04 on 890421 in Bethesda.MD.W/Certificate of 

TOKW^NS.BA^Atomfc Safety and Licensing Appeal Panel. #189 8297 89/03/17. 
TRAFICONTE.J. Massachusetts, Commonwealth o f - DIG . N ANJ-G. Ropes & Gray. 
BERRY.G.A. Assistant General Counsel for Hearings. 4pp. 48888.102-48888.105. 

8903230222 Advises that NRC has understanding that Commonwealth of MA atty gen- 
eral has authority to represent commonwealth in proceeding w/o request by governor 
or executive dept of commonwealth, per 8 f°3 17 t ^oj^® ,ate ? 1 ^ rre |§ 27 de 89 /b 3 /l 7 
TURK.S.E. Assistant General Counsel tor Heanngs. #189 8327. 89/03/17. 
TRAFICONTE.J. Massachusetts, Commonwealth of. Ip. 48888.101-48888.101. 

8903230241 Order.* Grants Commonwealth of MA atty general 890316 J2S2 

to file brief in excess of 70-page limit in part. Atty general may file bnef not to exceed 
90 pages.W/ Certificate of Svc.Served on 890317. ag/na/i? 

TOMPKINS.B.A. Atomic Safety and Licehsing Appeal Panel. #189 8299. 89/03/17. 
Massachusetts, Commonwealth of. 4pp. 48888:090-48888.093. 

8903230254 NRC Staff motion for leave to file out of time - ^^ I Board shouid grant 
NRC request for leave to file out of time response to ED Weinhold 880227 appeal ot 

bIrRY^A Assistant General Counsel for Hearings. #189 8303. 89/03/17. Atomic 
Safety and I UcSSn? Appeal Panel. 2pp. 48888:049-48888:070. 

BfHrmfmft NRC Staff response in opposition to ED Weinhold appeal of LBP-89-03.* 
Appeal Board should deny P ED Weinhold appeal & affirm LBP- 89 - 03 .Certrficate of Svc 

BERRY, G.A. Assistant General Counsel for Hearings. 89/03/17. Atomic Safety and 
Licensing Appeal Panel. 19pp. 48888:051-48888:070. 

8903270113 NRC Staff motion for leave to file out of time.* , Certificate of SY C 

encl.Served on 890321 .Re-seryed on 89 f 032 g’ G ^? d 89/03/1 7 B /Kc 
BERRY.G.A. Assistant General Counsel for Heanngs. #189 8332. 89/03/17. Atomic 
Safety and Licensing Appeal Panel. 9pp. 48968:024-48968:032. 

8903270163 Supplemental response to Commonwealth of MA atty general j^ormel r®* 
quest fo? pSucton of documents re 1988 Seabrook graded exerc^.* W/o stated 
exercise evaluation documents.Certlficate of Svc *ncLRehrted 89/03/ 1 7 


8903230161 Discusses 89031 5 conversation re appearance of NRC witnesses during 
exercise phase of upcoming evidentiary hearings. Memorandum under preparation re- 
questing waiver of stated NRC policy to retain Perrotti appearance.Related corre- 
SDondence. 

TURK.S.E. Assistant General Counsel for Hearii 
FIERCE, A.R. Massachusetts, Commonwealth of. Ip. 


#189 8324. 89/03/20. 
18:182-48888:182. 


8903230193 NRC Staff response to Intervenors second motion for reconsideration of 
CLI-88-10.* Motion should be denied on basis that Intervenors have made no showing 
that ^undine would be insufficientW/Certificate of Svc. 

3ACrMANN=. G Assistant General Counsel for Hearings. #189 8318. 89/03/20. 
Commissioners. 10pp. 48888:118-48888:127. 

8903230207 Forwards corrected cover page & Page 1 of NRC Staff response in opposi- 
tion to ED Weinhold appeal of LBP-89-03 filed on 89031 7.Brief should reflect filing in 
“offsite" docket. 

BERRY.G.A. Assistant General Counsel for Hearings. #189 8326. 89/03/20. 

TOMPKINS, B. A. Atomic Safety and Licensing Appeal Panel. 3pp. 48888:106- 

48888:108. 

8903270073 Saacoest Arti-^ol'uibn Loacue notice of appeal of Board memorandum & 
order of 89*308 re Afc'vcr o : Comnissid financial qualification rules.* Svc list end. 
BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus. Meyer & Solo- 
mon. #189 8335. 89/03/20. 4pp. 48968:001-48968:004. 

8903230225 Forwards corrected first page to NRC Staff motion for leave to file out of 
time, filed on 89031 7.Corrected motion should reflect filing in "offsite" docket 
BERRY, G.A. Assistant General Counsel for Hearings. #189 8328. 89/03/21. 

TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. 2pp. 48888:094- 

48888:095. 

8903230243 FR notice (evidentiary hearing).* Notifies that public evidentiary hearing re 
emergency planning safety issues will be held on 890502-05 in Boston,MA.Certificate 

BLOChTp^B. Atomic °Safety and Licensing Board Panel. #189 8330. 89/03/21. 4pp. 
48888:086-48888:089. 

8903290122 Seacoast Anti-Pollution League motion for extension of record of litigation 
re State of NH radiological emergency response plan notice of appeal.* Addl two 

pages requested. W/ supporting documentation & Svc list 

BACKUS R.A. Seacoast Anti-Pollution League. BACKUS, RA. Backus, Meyer & Solo- 
mon. #189 8343. 89/03/21. Atomic Safety and Licensing Appeal Panel. 6pp. 
49001:118-49001:123. 

8903290141 Seacoast Anti-Pollution League brief on appeal of partial initial decision on 
State of NH Radiological Emergency Response Plan LBP-88-32.* Svc list & support- 

BACKUS^-A^Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon #189 8345. 89/03/21. Atomic Safety and Licensing Appeal Panel. 82pp. 
48999:201-48999:282. 

8903290231 Applicant motion to compel production of documents withheld by Commorv 
wealth of MA Atty General (AG) J Shannon & to permit further document discovery. 
Since AG has reviewed documents, documents should be produced.W/Certificate of 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT. J.P. Ropes & Gray. #189 
8356. 89/03/21. Atomic Safety and Licensing Board Panel. 17pp. 48999:069- 
48999:085. 

8903270141 Order.* Stay applications should be filed w/Commission within 5 days from 
date following svc of any Staff notice. Stay oppositions should be filed within 4 days 
from svc of application for stay .W/Certificate of Svc.Served on 890322. __ 

CHILK.S.J. Office of the Secretary of the Commission. #189 8340. 89/03/22. Office 
of the General Counsel. 5pp. 48968:033-48968:037. 

8903290109 NRC Staff response to Commonwealth of MA alty general motion for leave 
ic file appeai brief in excess c* 70 pages.* Metier should be denied due to failure of 
atty qer'eru' to demonstrate geo d cause.W .Certificate o: Svc. 

BEF-CGU'ST.S.A. Assistant General Counsel icr Hearings. #189 8342. 89/03/22. 
Atonic Safety and . icensmg AoDeai Panel 8pp. 7.900*.:! 2^-9001:131. 

8903290192 Notice of appeal.* Advises that Commonwealth of MA atty general app- 
peals form Memorandum & Order LBP-89-10 ruling on mottons by Seacoast Ai*-Pol- 
lution League & Commonwealth re waiver of financial qualificatons rule.W/Certtficate 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8362. 89/03/22. 4pp. 
48999:133-48999:136. 

8903290153 Memorandum & order (error In transcript).* Advises that word " a, =c®Ptab']: 
ity" should be changed to “accessibility in transenpt of 890320 preheanng 
conference.W/Certificate of Svc.Served on 890324. o Q/( w/m office 

BLOCH.P.B. Atomic Safety and Licensing Board Panel. #189 8346. 89/03/23. Office 
of the General Counsel. 4pp. 49001:052-49001:055. 

SB 

^ARCOnTe j r ^assL n husete,^mTOTOSm of!# 189 ^7 89/03/23. BERRY, G. 
Assistant General Counsel for Hearings. Ip. 48999:195-48999:195. 

8903290145 Applicant voluntary responses to 

. - - a i '■■“‘ion of documents that pertain to exercise areas requir 

Related correspondence. 

FIEGENBAUM.T.c., uuuk.u.u. ruoiic Service Co. of New Hampshire. COOK, e.u 
Ropes & Gray. #189 8357. 89/03/24. Massachusetts, Commonwealth of. 18pp. 
49001:072-49001:089. 

8903290151 Applicant voluntary responses to Commonwealth of MA atty Ag^eral^e- 
quests for documents & info on exercise.* W/ Certificate of Svc.Related correspond- 

THOMAS.G.S., COOK.G.C. Public Service Co. of New 

& Gray #189 8358. 89/03/24. Massachusetts, Commonwealth of. 16pp. 49001.056- 
49001:071. 
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8903290174 Informal discovery request re MAG EX-19.* Requests that NRC provide 
Commonwealth of MA w/listed addl info re June 1988 exercise.Commonwealth does 
want to question Perrotti by deposition or cross-examination.Related correspondence. 
FIERCE.A.R. Massachusetts. Commonwealth of. #189 8351. 89/03/24. TURK.S., 
CHAN.E. Assistant General Counsel for Hearings. 2pp. 49001:045-49001:046. 

8903290177 Advice to Commission.* Informs Commission that State of NH denied 
access to Beatty at 890316 hearing.per 890323 telcon w/LC Slosky.W/Certificate of 
Svc. 

JONAS.S.A. Massachusetts, Commonwealth of. #169 8360. 89/03/24. Commission- 
ers. 5pp. 48999:196-48999:200. 

8903290201 Commonwealth of MA atty gc-neral brief on appeal of partial initial decision 
on State of NH Radiological Emergency Response Plan LBP-88-32.* Decision should 
be reversed. Exhibits & Certificate of Svc end. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8364. 89/03/24. Atomic 
Safety and Licensing Appeal Panel. 450pp. 48999:283-49001:044. 

8903290209 New England Coalition on Nuclear Pollution brief in support of Intervenors 
appeal of LBP-88-32.* Partial initial decision should be reversed & remanded to Li- 
censing Board for further h ea r ircs Svc list end 

CURRAN, D. New Englanc Coa..:c." c r Vooar !: c lucn CURRAN, D. Harmon, Curran 
& Tousley. #189 8353. 89/03/24. Atomic Safety and Licensing Appeal Panel. 47pp. 
48999:086-48999:132. 


H. General correspondence 

8812210306 Responds to 881103 Itr to Chairman Zech requesting reply to constituent 
RJ Perry concern re safety stds for licensing of nuclear power plants.Seabrook plant 
will not commence operation until NRC fully satisfied that stds met. 

STELLO.V. Ofc of the Executive Director for Operations. 88/12/12. HUMPHREY, G.J. 
Senate. 6pp. 47881:003-47881:012. 

8903080252 Comment opposing proposed rule 10CFR50 re maint programs for nuclear 
power plants.Util endorses comments filed by NUMARC & Nuclear Util Backfiring & 
Reform Group.Rule fails to provide basis for determining effective maint program. 
EDWARDS.D.W. Yankee Atomic Electric Co. 89/02/27. Docketing & Services Branch. 
3pp. 48745:320-48745:322. 


J. Insurance & Indemnity Information 

8903240184 Forwards info assuring decommissioning funding.Applicant entered into 
plant preoperational decommissioning trust agreement & obtained issuance of surety 
bond. 

BROWN.EA Public Service Co. of New Hampshire. 89/03/20. Document Control 
Branch (Document Control Desk). 67pp. 49034:307-49035:013. 


P. Operating license stage documents & correspondence 

8903130041 FOIA request for documents re contacts w/NRC on subj of target schedule 
for final initial decision in matter of licensee. 

DOUGHTY.J. Seacoast Anti-Pollution League. 89/02/09. Office of Administration 
(Post 890205). 2pp. 48875:046-48875:047. 

8903010242 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment.” Safety class equipment list developed to identify 
al! ossent : a* actVo ecuiprent recurs rf to mitigate shutdown following DBA. 
THCMAS.G.S. Pub'ic Service Co cf New Hampshire. 89/02/21. Document Control 
Branch (Document Control Desk). 4pp. 48651:023-48651:026. 

8903140065 Forwards proprietary & nonproprietary WCAP-12151 & WCAP-12152, “As- 
sessment of Thermal Stratification...,” respectively.in response to NRC Bulletin 88- 
011. Proprietary rept withheld (ref 10CFR2.790).W/one oversize drawing. 

THOMAS.G.S. Public Service Co. of New Hampshire. 89/03/07. Document Control 
Branch (Document Control Desk). 5pp. 48884:148-48884:177. 

—8903140071 Nonproprietary “Assessment of Thermal Stratification for Seabrook Unit 1 
Pressurizer Surge Line.” 

CHANG.K.C., SWAMY.SA, ELLIS, G.R. Westinghouse Electric Corp. WCAP-12152. 
89/02/28. 23pp. 48884:155-48884:177. 

-8903140077 Requests that proprietary WCAP-12151. "Assessment of Thermal Stratifi- 
cation for Seabook Unit 1 Pressurizer Surge Line," be withheld from public disclosure 
(ref 10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. 89/02/27. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 10pp. 48884:178-48884:187. 

8903220191 Provides addl info re facility ATWS mitigation sys & clarifies info previously 
provided in 881215 Itr, per 890216 request. 

THOMAS.G.S. Public Service Co. of New Hampshire. 89/03/15. Document Control 
Branch (Document Control Desk). 4pp. 49021:356-49021:359. 

8903270307 Comments on util 890103 response to Generic Ltr 88-17 for expeditious 
loss of DHR.NRC intends to audit util response to expeditious actions & programmed 
enhancements. 

NERSES.V. Project Directorate 1-3. 89/03/20. BROWN.E. Public Service Co. of New 
Hampshire. 5pp. 49054:028-49054:032. 

8903280019 Advises that WCAP-12151, "Assessment of Thermal Stratification for Sea- 
brook Unit 1 Pressurizer Surge Line" will be withheld from public disclosure (ref 
10CFR2.790),per 890307 request. 

NERSES.V. Project Directorate 1-3. 89/03/20. BROWN.E. Public Service Co. of New 
Hampshire. 4pp. 49074:144-49074:147. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.$vc list 
end. 

VARGA, SA Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 

8903280058 Forwards safety evaluation accepting util 881118 submittal on isolation 
devices. License Condition 7.5.2.2 satisfied. 

NERSES, V. Project Directorate 1-3. 89/03/21. BROWN.E. Public Service Co. of New 
Hampshire. Ip. 49074:135-49074:139. 


-8903280060 Safety evaluation accepting util 881118 submittal on isolation devices. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/21. 4pp. 
49074:136-49074:139. 


Q. Inspection reports, IE Bulletins & correspondence 


8903030382 Forwards Safety Insp Rept 50-443/89-02 on 890130-0203.No violations or 
deviations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/02/23. BROWN.EA Public Service 
Co. of New Hampshire. 3pp. 48692:007-48692:015. 

-8903030385 Emergency Preparedness Insp Rept 50-443/89-02 on 890130- 0203.No 
deviations noted. Major areas inspected:licensee action on previously identified 
items, emergency response facilities & equipment & mgt control & organization. 
FOX.E.F., LAZARUS, W.J. Region 1, Ofc of the Director. 89/02/22. 6pp. 48692:010- 
48692:015. 


8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment.” Svc list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 


8903220172 Forwards Insp Repts 50-443/86-18 & 50-444/86-1 8, per telcon. Repts not 
responsive to any of Commonwealth of MA atty general informal interrogatories but 
contains previous NRC evaluation of METPAC procedures.Related correspondence. 
CHAN.E.I. Assistant General Counsel for Hearings. #189 8268. 89/03/10. FIERCE, A. 
Massachusetts, Commonwealth of. 35pp. 48872:059-48872:093. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York. Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys," Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903210339 Monthly operating rept for Feb 1989 for Seabrook Nuclear Station Unit 
1.W/890314 Itr. 

NARDONE.P., THOMAS.G.S. Public Service Co. of New Hampshire. 89/02/28. 6pp. 
48993:107-48993:112. 


8903100198 Forwards "10CFR50.59 Safety Evaluations Quarterly Rept, Oct-Dec 1988." 
THOMAS.G.S. Public Service Co. of New Hampshire. 89/03/01. Document Control 
Branch (Document Control Desk). 7pp. 48802:328-48802:334. 
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S. Reportable occurrences, LERs & related correspondence 


8902280264 LER 89-001 -00:on 890 121, automatic isolation of control room ventilation 
sys VI occurred which resulted in transfer of sys from normal mode of operation to 
recirculation mode. Caused by failure of radiation detector.W/890221 Itr. 

PUCKO,T.G., THOMAS, G.S. Public Service Co. of New Hampshire. 89/02/21. 3pp 
48627:313-48627:315. KK ’ 

8903150142 LER 89-002-00:on 890203,determined portable cooling tower makeup 
pump required by Tech Spec 3.7.5, "UHS.” stored contrary to requirements of subj 
spec.Caused by inadequate surveillance procedures.W/890306 Itr. 

BELANGER, R., THOMAS, G.S. Public Service Co. of New Hampshire. 89/03/06. 3pp. 

48871 : 323 - 48871-325 


8903200029 Transcript of 890313 evidentiary hearing in Bethesda,MD. Pp 15,844- 
* Atomic Safety and Licensing Board Panel. 89/03/13. 100pp. 48965:179-48965:314. 


8993220129 Testimony of T Urbanik on behalf of NRC Staff on Joint Intervenor Conten- 
tions 4 & 7A (Seabrook plan for Commonwealth of MA communities).* Related corre- 
spondence. 

URBANIK.T. Office of the General Counsel. URBANIK.T. Texas A&M Univ. Colleae 
Station, TX. #189 8277. 89/03/13. 22pp. 48872:1 15-48872:136. ^ 


8903200065 Transcript of 890315 prehearing telcon in Bethesda.MD. Pp 15,978-16,026. 
* Atomic Safety and Licensing Board Panel. 89/03/15. 51pp. 48965:329-48966:019. 


8903150306 LER 88-005-02:on 880427, supply breaker from MCC-E515 to emergency 
feedwater pump turbine tachometer not identified as requiring surveillance testing per 
Tech Spec 3.8.4.2. Caused by personnel error.Setpoint channed.W/890306 Itr 
BELANGER, R., THOMAS, G.S. Public Service Co. of New I lanrnshiro 89. 03/06 5pp 
48876:273-48876:277. PP ' 


8903210139 LER 88-006-01 :on 87051 4, discovered that certain procedures do not fully 
test components required to maintain RCS cold overpressure mitigation sys 
operable.lnstrumentation surveillance procedures revised.W/ 890307 Itr. 
BELANGER.R., THOMAS, G.S. Public Service Co. of New Hampshire. 89/03/07. 4pp. 
48984:054-48984:057. pp 


8903230041 LER 89-003-00:on 8902 14, automatic isolation of control room ventilation 
sys occurred, resulting in transfer of sys from normal to recirculation mode.Caused by 
spurious high signal from west air intake radiation monitor.W/890316 Itr. 

PUCKO.T.G., THOMAS, G.S. Public Service Co. of New Hampshire. 89/03/16. 4pp. 
49029:355-49029:358. PP 


T. Hearing transcripts on non-antitrust matters 

8903130205 Forwards for filing in proceeding.applicant trial brief re Seabrook plan for 
Commonwealth of MA Communities & rebuttal testimonies.W/o brief.Related corre- 
spondence. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8226. 89/02/28. Docketing & Services Branch. 3pp. 48723:144-48727:204. 

-8903130212 Applicant Rebuttal Testimony 6 (protective actions for particular popula- 
tions).* Supporting documentation end. Related correspondence. 

BOYD.R., CALLENDRELLO.A., SINCLAIR, M.C. Public Service Co. of New Hampshire. 
89/02/28. 256pp. 48723:147-48724:044. 

-8903130227 Applicant Rebuttal Testimony 7 (preemergency public info).* Supporting 
documentation encI.Related correspondence. 

CALLENDRELLO.A.. MILETI.D.S. Public Service Co. of New Hampshire. MILETI.D.S. 
Colorado State Univ., Fort Collins. CO. 89/02/28. 37pp. 48724:045-48724:081. 


8903210329 Transcript of ASLB 890320 prehearing telcon in Bethesda,MD re onsite 
emergency planning & safety issues. Pp 1-15. 

* Atomic Safety and Licensing Board Panel. 89/03/20. 18pp. 48981:001-48981:017. 

8903240171 Transcript of 890321 evidentiary hearing in Boston,MA re offsite emergen- 
cy planning.Pp 16,027-16,254. 

* Atomic Safety and Licensing Board Panel. 89/03/21. 230pp. 49034:077-49034:306. 

8903290216 Forwards for filing, listed documents,consisting of applicant objection to por- 
tions of prefiled testimony of TJ Adler, F Beevers.MA Cronin, FE O’Connor, J Gaines & 
towns of West Newbury & Newbury. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. #189 
8354. 89/03/21. Docketing & Services Branch. 2pp. 48999:001-48999:030. 

-8903290222 Applicant objection in nature of motion in limine to portion of prefiled tes- 
timony of TJ Adler.* Question 21 re Contention JI-4 & answer should be exduded 
TROUT.J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. 89/ 
03/21. Atomic Safety and Licensing Board Panel. 2pp. 48999:003-48999:004. 

-8903290227 Applicant objection in nature of motion in limine to portions of prefiled 
testimony of F Beevers.* Noted portions of Beever testimony not matl or relevant to 
any issue presently before Board & should be excluded. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT, J.P. Ropes & Gray. 89/ 
03/21 . Atomic Safety and Licensing Board Panel. 3pp. 48999:005-48999:007. 

-8903290234 Applicant objection in nature of motion in limine to portions of prefiled 
testimony of MA Cronin.* Sections of testimony not matl or relevant to any issue pres- 
ently before Board.Noted portions of testimony should be excluded. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT, J.P. Ropes & Gray. 89/ 
03/21. Atomic Safety and Licensing Board Panel. 5pp. 48999:008-48999:012. 

-8903290241 Applicant objection in nature of motion in limine to portions of prefiled 
testimony of FE O’Connor.* Noted portions of testimony not matl or relevant to any 
issue before Board & should be excluded. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT, J.P. Ropes & Gray. 89/ 
03/21. Atomic Safety and Licensing Board Panel. 5pp. 48999:013-48999:017. 


-8903130269 Applicant rebuttal Testimony 8 (transportation resources).* Supporting 
documentation encI.Related correspondence. 

BOYD.R., CALLENDRELLO.A., CATAPANO.G.J. Public Service Co. of New Hamp- 
shire. 89/02/28. 53pp. 48724:082-48724:134. 

-8903130293 Applicant rebuttal Testimony 9 (traffic mgt & evacuation of special popula- 
tions).* Supporting documentation encI.Related correspondence. 

BALDACCI.S.M., CALLENDRELLO.A., LIEBERMAN.E.B. Public Service Co. of New 
Hampshire. 89/02/28. 162pp. 48724:135-48724:296. 

-8903130312 Applicant rebuttal Testimony 10 (offsite response organization staffing).* 
Supporting documentation end. Related correspondence. 

CALLENDRELLO.A., ELLIS, S.J., FRANK, C.M. Public Service Co. of New Hampshire. 
89/02/28. 98pp. 48724:297-48725:034. 


-8903130331 Applicant rebuttal Testimony 11 (protective action recommendation gen- 
eration).* Supporting info encI.Related correspondence. 

CALLENDRELLO.A., LITTLEFIELD.P. Public Service Co. of New Hampshire. 

LITTLEFIELD, P. Yankee Atomic Electric Co. 89/02/28. 50pp. 48725:035-48725:084. 

-8903130349 Applicant rebuttal Testimony 12 (commercial telephone sys).* Related 
correspondence. 

CALLENDRELLO.A., CATAPANO.G.J. Public Service Co. of New Hampshire. 

CATAPANO.G.J. AllComm, Inc. 89/02/28. 17pp. 48725:085-48725:101. 

-8903130380 Applicant rebuttal Testimony 13 (radwaste handling & disposal).* Support- 
ing info encI.Related correspondence. 

CALLENDRELLO.A., LITTLEFIELD.P. Public Service Co. of New Hampshire. 

LITTLEFIELD, P. Yankee Atomic Electric Co. 89/02/28. 9pp. 48725:102-48725:110. 


-8903130399 Applicant rebuttal Testimony 14 (effects of strike by members of New 
Hampshire Yankee offsite response organization).* Supporting info encI.Related corre- 
spondence. 

CALLENDRELLO.A., ELLIS, S.J., FRANK, C.M. Public Service Co. of New Hampshire. 
89/02/28. 14pp. 48725:1 1 1 -48725:1 24. 


-8903130415 Applicant Rebuttal Testimony 15 (liability & response of members of New 
Hampshire Yankee offsite response organization). * Supporting documentation & Cer- 
tificate of Svc encI.Related correspondence. 

MILETI.D.S. Public Service Co. of New Hampshire. MILETI.D.S. Colorado State Univ., 
Fort Collins, CO. 89/02/28. 670pp. 48725:125-48727:204. 


8903100466 Transcript of 890301 prehearing telcon in Bethesda.MD re joint stipulation 
concerning evacuation time estimates. Pp 15,757-15,811. 

* Atomic Safety and Licensing Board Panel. 89/03/01. 57pp. 48822:073-48822:129. 

8903170111 Prefiled testiomny of RW Donovan on behalf of FEMA on Seabrook plan 
for Commonwealth of MA communities.* Donovan prof qualifications & Certificate of 
Svc encLRelated correspondence. 

DONOVAN, R.W. Federal Emergency Management Agency. #189 8244. 89/03/07. 
9pp. 48812:170-48812:178. 

8903200244 Transcript of ASLB 890309 teleconference in Bethesda,MD re offsite emer- 
gency planning.Pp 15,812-15,843. 

7 Atomic Safety and Ucensing Board Panel. 89/03/09. 34pp. 48959:030-48959:063. 


-8903290244 Applicant objection in nature of motion in limine to portions of prefiled 
testimony of EJ Gaines.* Listed portions of testimony should be excluded as irrelevant 
& immaterial. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. 89/ 
03/21. Atomic Safety and Licensing Board Panel. 2pp. 48999:018-48999:019. 

-8903290251 Applicant objection in nature of motion in limine to prefited testimony of 
town of West Newbury.* Document should be excluded as testimony since document 
merely lawyer brief. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. 89/ 
03/21. Atomic Safety and Licensing Board Panel. 2pp. 48999:020-48999:021. 

-8903290254 Applicant objection in nature of motion in limine to prefiled testimony of 
town of Newbury.* Noted portions of testimony not matl or relevant to any issue pres- 
ently before Board & should be excluded.W/Certificate of Svc. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. 89/ 
03/21. Atomic Safety and Licensing Board Panel. 9pp. 48999:022-48999:030. 

8903280309 Transcript of 890323 evidentiary hearing in Boston, MA re offsite emergen- 
cy planning.Pp 16,539-1 6, 729.Witnesses: Saint Andre,Trout,Chan,Cole & McCollom. 

* Atomic Safety and Licensing Board Panel. 89/03/23. 200pp. 49065:001-49065:219. 


U. Congressional/Executive Correspondence 

8903230120 Forwards NRC 38th quarterly status rept on emergency preparedness for 
nuclear power plants for Oct-Dec 1988. 

ZECH.L.W. Commissioners. 89/03/09. BREAUX.J.B. Senate, Environment & Public 
Works. 5pp. 49029:057-49029:061. 

8903230279 Forwards NRC quarterly status rept covering fourth quarter of CY88. 
ZECH.L.W. Commissioners. 89/03/09. BEVILL.T. House of Rep., Appropriations. 
1 2pp. 49029:1 08-49029:1 1 9. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consdidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8903130041 FCHA request for documents re contacts w/NRC on subj of target schedule 
for final initial dedsion in matter of licensee, 

DOUGHTY^!. Seacoast Anti-Polhjtion League. 89/02/09- Office of Administration 
(Post 890205). 2pp. 48875:046-48875:047. 
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8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, inc. 57pp. 48960:001-48960:057. 


8903230131 NRC Staff further supplemental response to town of Hampton first set of 
interrogatories & request for production of documents to NRC Staff on 880628-29 ex- 
ercise (exercise).* Certificate of Svc encI.Related correspondence. 

CHAN.E.I. Assistant General Counsel for Hearings. #189 8321. 89/03/16. Hampton, 
NH. 14pp. 48888:211-48888:224. 


F. Security, medical, emergency & fire protection plans 


8903170397 Advises that 890120 ltr referred to ASLB for onsite proceeding which has 
jurisdiction over sirens within EPZ. Served on 890202. 

SMITH, I.W. Atomic Safety and Licensing Board Panel. #189 7975. 89/02/01. 
ANDERSON.F. Ideas & Information. Inc. Ip. 48878:231-48878:242. 


-8903170413 Discusses two itrs sent to State of NH & Governor J Gregg as result of 
State of NH issuing emergency plan info calendar in late Dec as part of radiological 
emergency response plan ror plant. Calendar filled w/errors & inconsistencies. 
ANDERSON.F. Ideas & Information, Inc. 89/01/20. SMITH, I.W. Atomic Safety and Li- 
censing Board Panel. 11pp. 48878:232-48878:242. 

8903060166 Forwards draft ERCI-R/88-76, “Seabrook Station Site-Specific Offsite Radi- 
ological Emergency Preparedness Aiert & Notification Sys QA Verification." Sys en- 
hancements remain to be completed in New Hampshire. 

NERSES, V. Project Directorate 1-3. 89/02/02. BROWN.E. Public Service Co. of New 
Hampshire. 3pp. 48734:198-48735:090. 


-8902020304 Forwards preliminary draft rept assessing adequacy of siren coverage as 
presented in plant alert & notification rept. Alerting coverage determined as 
adequate. W/o end. 

KRIMM.R.W. Federal Emergency Management Agency. 89/01 /23^CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Prepare 
48734:201-48734:201. 


tparedness (Post 870411). Ip. 


8903290122 Seacoast Anti-Pollution League motion for extension of record of litigation 
re State of NH radiological emergency response plan notice of appeal.* Add! two 
pages requested.W/ supporting documentation & Svc list. 

BACKUS, R. A. Seacoast Anti-Pollution League. #189 8343. 89/03/21. Atomic Safety 
and Licensing Appeal Panel. 6pp. 49001:118-49001:123. 

8903290141 Seacoast Anti-Pollution League brief on appeal of partial initial decision on 
State of NH Radiological Emergency Response Plan LBP-88-32.* Svc list & support- 
ing documentation end. 

BACKJS.R.A Seacoast Anti-Pollution League. #189 8345. 89/03/21. Atomic Safety 
and Licensing Appeal Panel. 82pp. 48999:201-48999:282. 


G. Adjudicatory correspondence 

8903100183 NRC Staff response to Seacoast Anti-Pollution League (SAPL) motion to 
accept late-filed contention on finandal qualification in response to NRC Order CLI- 
88-10.* SAPL motion should be denied.W/Certificate of Svc. 

BERRY, G.A. Assistant General Counsel for Hearings. #189 8195. 89/02/10. Atomic 
Safety and Licensing Board Panel. 23pp. 48699:145-48699:167. 

8903010078 Response of FEMA to Seacoast Anti-Pollution League request for admis- 
sions to FEMA re graded exercise issues.* Related correspondence. 

FLYNN, H.J. Federal Emergency Management Agency. #189 8082. 89/02/14. Atomic 
Safety and Licensing Board Panel. 12pp. 48565:272-48565:308. 


-8903060174 Draft “Seabrook Station Site-Specific Offsite Radiological Emergency Pre- 
paredness Alert & Notification Sys QA Verification.’ 1 

* ERC International, Inc. * Federal Emergency Management Agency. ERCI-R/88-76 
DRFT. 88/11/17. 249pp. 48734:202-48735:090. 

8903130205 Forwards for filing in proceeding, applicant trial brief re Seabrook plan for 
Commonwealth of MA Communities & rebuttal testimonies.W/o brief.Related corre- 
spondence. 

DIGNAN.T.G. Public Service Co. of New Hampshire. #189 8226. 89/02/28. Docketing 
& Services Branch. 3pp. 48723:1 44-48727:204. 

-8903130212 Applicant Rebuttal Testimony 6 (protective actions for particular popula- 
tions).* Supporting documentation end. Related correspondence. 

BOYD.R., MILETI.D.S. Public Service Co. of New Hampshire. SINCLAIR.M.C. Aidikoff 
Assodates, Inc. 89/02/28. 256pp. 48723:147-48724:044. 

-8903130227 Applicant Rebuttal Testimony 7 (preemergency public info).* Supporting 
documentation encI.Related correspondence. 

CALLENDRELLO.A. Public Service Co. of New Hampshire. 89/02/28. 37pp. 
48724:045-48724:081. 

-8903130269 Applicant rebuttal Testimony 8 (transportation resources).* Supporting 
documentation encLRelated correspondence. 

BOYD.R., RENZ.W.F. Public Service Co. of New Hampshire. CATAPANO.CJ. All- 
Comm, Inc. 89/02/28. 53pp. 48724:082-48724:134. 

-8903130293 Applicant rebuttal Testimony 9 (traffic mgt & evacuation of special popula- 
tions).* Supporting documentation encLRelated correspondence. 

BALDACCI.S.M., MILETI.D.S. Public Service Co. of New Hampshire. LIEBERMAN.E.B. 
KLD Associates, Inc. 89/02/28. 162pp. 48724:135-48724:296. 


-8903010085 FEMA responses to town of Hampton first set of interrogatories & request 
for production of documents to FEMA on 880628-29 exercise.* W/Certificate of 
Svc.Related correspondence. 

FLYNN, H.J. Federal Emergency Management Agency. 89/02/21. Hampton, NH. 
25pp. 48565:284-48565:308. 

8903010144 Seacoast Anti-Pollution League (SAPL) trial brief on Seabrook Plan for 
Commonwealth of MA Communities (SPMC).* SAPL intends to show means for han- 
dling waste water & contaminated matls.W/Svc list 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #189 8081. 89/02/20. Atomic Safety and Licensing Board Panel. 5pp. 
48565:357-48565:361. 

8903100010 NRC Staff response to Commonwealth of MA atty general petition for 
waiver of or exception to financial qualification rules for full power operation.* Petition 
should be dismissed.Certificate of Svc end. 

BERRY.G.A. Assistant General Counsel for Hearings. #189 8187. 89/02/21. Atomic 
Safety and Licensing Board Panel. 20pp. 48702:048-48702:067. 

8903100284 Joint stipulation re status of certain Salisbury contentions.* Certificate of 
Svc end. 

GRAHAM, C.P. Salisbury, MA. GRAHAM.C.P. Murphy & Graham. TROUT.J.P. Public 
Service Co. of New Hampshire. #189 8199. 89/02/22. 6pp. 48702:042-48702:047. 

8903010137 Notice of hearing.* Evidentiary hearing in proceeding will resume 
890321 .W/Certificate of Svc. 

SMITH, I.W. Atomic Safety and Licensing Board Panel. #189 8086. 89/02/23. 6pp. 
48565:351-48565:356. 


-8903130312 Applicant rebuttal Testimony 10 (offsite response organization staffing).* 
Supporting documentation end. Related correspondence. 

CALLENDRELLO.A., GREW.T.F Public Service Co. of New Hampshire. FRANK.C.M. 
Impell Corp. 89/02/28. 98pp. 48724:297-48725:034. 

-8903130331 Applicant rebuttal Testimony 1 1 (protective action recommendation gen- 
eration).* Supporting info encLRelated correspondence. 

CALLENDRELLOA, BISSON, J. Public Service Co. of New Hampshire. BISSON, J. 
Impell Corp. 89/02/28. 50pp. 48725:035-48725:084. 

-8903130380 Applicant rebuttal Testimony 13 (radwaste handling & disposal).* Support- 
ing info encLRelated correspondence. 

CALLENDRELLOA, BISSON, J. Public Service Co. of New Hampshire. BISSON, J. 
Impell Corp. 89/02/28. 9pp. 48725:102-48725:110. 

-8903130399 Applicant rebuttal Testimony 14 (effects of strike by members of New 
Hampshire Yankee offsite response organization).* Supporting info encI.Related corre- 
spondence. 

CALLENDRELLO.A. Public Service Co. of New Hampshire. FRANK, C.M. Impell Corp. 
89/02/28. 14pp. 48725:111-48725:124. 

-8903130415 Applicant Rebuttal Testimony 15 (liability & response of members of New 
Hampshire Yankee offsite response organization). * Supporting documentation & Cer- 
tificate of Svc encLRelated correspondence. 

MILETI,D.S. Public Service Co. of New Hampshire. 89/02/28. 670pp. 48725:125- 
48727:204. 

8903170012 Commonwealth of MA Atty General JM Shannon opposition to applicant 
motion for sanctions & cross motion for particular relief.* No violation of protective 
order occurred & motion should be denied in entirety. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8241. 89/03/06. Atomic 
Safety and Licensing Board Panel. 15pp. 48812:197-48812:304. 

-8903170037 Forwards new first page to applicant answer in opposition to Common- 
wealth of MA atty general motion to compel answers to Commonwealth of MA second 
set of interrogatories-Supporting documentation & Certificate of Svc end. 
SELLECK.K.A. Public Service Co. of New Hampshire. 88/11/30. SMITH,!. Atomic 
Safety and Licensing Board Panel. 22pp. 48812:283-48812:304. 

answers to Intervenors interrogatories re transpor- 
& Certificate of Svc encI.Related correspondence. 
Co. of New Hampshire. #189 8259. 89/03/07. 
1 9pp. 4881 1 :054-4881 1 :072. 


8903170191 Applicant supplemental 
tation resources.* Supporting info 
FEIGENBAUM.T.C. Public Service 
Massachusetts, Commonwealth of. 


8903010162 Joint stipulation re evacuation time estimate issues.* Commonwealth of MA 
atty general agrees that Intervenors will not appeal portions of board partial initial 
decision.W/ Certificate of Svc. 

GREER, L Massachusetts, Commonwealth of. SMITH, J.B. Public Service Co. of New 
Hampshire. SMITH, J.B. Ropes & Gray. #189 8088. 89/02/23. 9pp. 48566:040- 
48566:048. 

8903100130 Applicant motion for sanctions in response to Commonwealth of MA atty 
general deliberate misuse of protected info.* Relief sought by applicant should be 
granted, in full. Certificate of Svc end. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT, J.P. Ropes & Gray. #189 
8215. 89/02/23. Atomic Safety and Licensing Board Panel. 13pp. 48702:098- 
48702:110. 

8903100315 Addition to app of S Moriearty Jl 48.* Certificate of Svc encI.Related corre- 
spondence. 

TALBOT, P. Massachusetts, Commonwealth of. #189 8201. 89/02/23. 7pp. 

48701:323-48701:329. 

8903100323 Errata sheet re trial brief of Commonwealth of MA atty general on Joint 
Intervenor contentions on Seabrook plan for Commonwealth of MA communities.* 
TALBOT, P. Massachusetts, Commonwealth of. #189 8202. 89/02/23. 3pp. 

48701:161-48701:234. 

-8903100330 Trial brief of Commonwealth of MA atty general on Joint Intervenor con- 
tentions on Seabrook plan for Commonwealth of MA communities.* Certificate of Svc 
end. 

TALBOT,P. Massachusetts, Commonwealth of, 89/02/21. Atomic Safety and Licens- 
ing Board Panel. 71pp. 48701:164-48701:234. 

8903010030 Motion for expedited review of LBP-88-32 re ALAB-905 issue.* Appeal 
Board should accept end brief in support of reversal of LBP-88-32 in light of ALAB- 
905, w/o prejudice to filing of further bnef by 890324,Svc list end. 

BACKUS, RA Seacoast Anti-Pollution League. BACKUS, RA Backus, Meyer & Solo- 
mon. #189 8090. 89/02/24. Atomic Safely and Licensing Appeal Panel. 5pp. 
48566:049-48566:053. 

8903010170 Brief of Seacoast Anti-Pollution League in support of reversal of LBP-88-32 
in light of ALAB-905.* Certificate of Svc end. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS, RA Backus, Meyer & Solo- 
mon. #189 8089. 89/02/24. Atomic Safety and Licensing Appeal Panel. 41pp. 
48565:142-48565:182. 
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8903100353 Motion for expedited review of LBP-88-32 re ALAB-905 issue.* Denied by 
Board on 890228.Certificate of Svc end. 

* Seacoast Anti-Pollution League. #189 8200. 89/02/24. Atomic Safety and Licensing 
Appeal Panel. 5pp. 48701:238-48701:242. 

8903170130 Joint stipulation re Joint Intervenor (Jl) Contention 60.* Withdraws Jl Con- 
tention 60,per applicant agreement to add more traffic cones as required & to reflec- 
torize all cones for night visibility.W/Certificate of Svc. 

HILL-WHILTON.R. West Newbury. MA. HILL-WHILTON.R. Lagoulis. Clark, Miil-Whilton 
& McGuire. TROUT.J.P. Public Service Co. of New Hampshire. #189 8233. 89/02/24. 
5pp. 48811:181-48811:185. 

8903010114 Commonwealth of MA atty general motion for directed certification of LBP- 
89-8.* Atty general requests permission to file memorandum in support of motion set- 
ting forth in detail further grounds on 890301 .W/Certificate of Svc. 

TRAFICONTE, J. Massachusetts. Commonwealth of. #189 8093. 89/02/27. Atomic 
Safety and Licensing Appeal Panel. 5pp. 48566:001-48566:005. 

8903010123 NRC staff response to applicant motion to strike reply of Commonwealth of 
MA atty general to responses of applicant & staff to Commonwealth of MA atty gener- 
al motion for reconsideration of CLI-88-10.* W/Certificate of Svc. 

BERRY.G.A. Assistant General Counsel for Hearings. #189 8094. 89/02/27. Commis- 
sioners. 8pp. 48566:032-48566:039. 

8903010131 NRC staff response to Joint Intervenors application for stay of LBP-89-04 
pending appeal.* Commission should deny Joint Intervenors stay application.W/Certifi- 
cate of Svc. 

BERRY.G.A., REIS.E.J. Assistant General Counsel for Hearings. #189 8095. 89/02/ 
27. Commissioners. 20pp. 48566:01 2-48566:031 . 

8903100081 Motion of Seacoast Anti-Pollution League (SAPL) & Commonwealth of MA 
atty general for reconsideration of denial of SAPL 890224 motion for expedited review 
of LBP-88-32 re ALAB-905.* Denied by Board on 890301 . 

* Seacoast Anti-Pollution League. * Massachusetts, Commonwealth of. #189 8204. 
89/02/28. Atomic Safety and Licensing Appeal Panel. 5pp. 48702:070-48702:074. 

8903100099 Motion of Seacoast Anti-Pollution League (SAPL) & Commowealth of MA 
atty general for reconsideration of denial of SAPL 890224 motion for expedited review 
of LBP-88-32 re ALAB-905.* W/Certificate of Svc.Related info end. 

BACKUS, B. Seacoast Anti-Pollution League. BACKUS.B. Backus, Meyer & Solomon. 
TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8206. 89/02/28. Atomic 
Safety and Licensing Appeal Panel. 125pp. 48700:054-48700:178. 

8903100140 Applicant cross-ref to Joint Intervenor contentions & applicant rebuttal tes- 
timony.* Certificate of Svc end. Related correspondence. 

* Public Service Co. of New Hampshire. #189 8224. 89/02/28. 14pp. 48702:113- 
48702:126. 

8903100148 Applicant trial brief as to first filing phase of litigation as to Seabrook plan 
for Commonwealth of MA communities & exercise contentions.* Certificate of Svc 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8223. 89/02/28. Atomic Safety and Licensing Board Panel. 113pp. 48700:347- 
48701:099. 


8903100296 Applicant supplemental answers to intervenor expert witness interrogato- 
ries.* Certificate of Svc end.Related correspondence. 

FEIGENBAUM.T.C., SELLECK.K.A. Public Service Co. of New Hampshire. 
SELLECK.K.A. Ropes & Gray. #189 8225. 89/02/28. New England Coalition on Nu- 
dear Pollution. 79pp. 48701:243-48701:322. 

8903170121 Jdnt stipulation re Joint Intervenor (Jl) Contention 8.* Withdraws Jl Con- 
tention 8, per applicant agreement to include listed addl info in emergency broadcast 
sys messages to be broadcast during evacuation. W/Certificate of Svc. 

RERCE.A.R. Massachusetts, Commonwealth of. MIZNER.J.H. West Newbury, MA. 
TROUT, J.P. Public Service Co. of New Hampshire. #189 8232. 89/02/28. 5pp. 
48811:201-48811:205. 

8903100243 Memorandum of Commonwealth of MA atty general in support of 890227 
motion for directed certification of LBP-89-08.* Board should grant motion, take inter- 
locutory review of LBP-89-08 & reverse rulings.Certificate of Svc & info end. 
TRAFICONTE,J. Massachusetts. Commonwealth of. #189 8218. 89/03/01. Atomic 
Safely and Licensing Appeal Panel. 200pp. 48699:172-48700:032. 

8903170057 Forwards corrected certificate of svc.Certificate of Svc end.Related corre- 
spondence. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8230. 89/03/01. Docketing & Services Branch. 9pp. 48812:137-48812:145. 

8903100125 Memorandum.* Advises that Seacoast Anti-Pollution League will have to 
indude argument based on ALAB-905 in brief due on 890324, per 890228 denial of 
motion & therefore accompanying brief.W/Certificate of Svc.Served on 890303. 
TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #189 8208. 89/03/02. 
5pp. 48700:033-48700:037. 

8903170151 Second motion for reconsideration of CLI-88-10.* Commission should re- 
consider CU-88-10 & admit contentions dealing w/ cost & availability of low-level 
waste disposal for fitigation.W/supporting info & Certificate of Svc. 

TRAFICONTE*J. Massachusetts, Commonwealth of. #189 8235. 89/03/03. Commis- 
sioners. 15pp. 48811:186-48811:200. 

8903170189 Commonwealth of MA atty general application for deposition subpoena 
duces tecum.* Requests that Board issue subpoena for T Monahan for deposition on 
890313 in Portsmouth, NH. Notice of deposition encLRelated correspondence. 
BROCK.M. Massachusetts. Commonwealth of. #189 8236. 89/03/03. Atomic Safety 
and Licensing Board Panel. 6pp. 48812:149-48812:169. 

-8903170217 Commonwealth of MA atty general application for deposition subpoena 
duces tecum.* Issuance of deposition subpoena duces tecum for appearance of N 
Katner on 890313 In Portsmouth, NH requested.Notice of appearance end.Related 

Massachusetts, Commonwealth of. 89/03/03. Atomic Safety and Licens- 
ing Board Panel. 6pp. 48812:1 55-48812:160. 


-8903170224 Commonwealth of MA atty general application for deposition subpoena 
duces tecum.* Requests that Board issue deposition subpoena duces for appearance 
of W Clancy on 890313 in Portsmouth,NH. W/Certificate of Svc.Related correspond- 
ence. 

BROCK.M. Massachusetts, Commonwealth of. 89/03/03. Atomic Safety and Licens- 
ing Board Panel. 9pp. 48812:161-48812:169. 

8903170241 Advises that due date for filing applicant brief on appeal of ED Weinhold of 
LBP-89-03 should be 89031 4, per 890302 Itr. 

CHO,J. Atomic Safety and Licensing Appeal Panel. #189 8237. 89/03/03. 
DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. Ip. 
48811:206-48811:206. 

8903230009 Memorandum & order (summary disposition).* Applicant motion for summa- 
ry disposition of all emergency planning contentions granted in part.Certificate of Svc 
encl.Served on 890306. 

BLOCH, P.B., LUEBKE.E.A., HARBOUR.J. Atomic Safety and Licensing Board Panel. 
#189 8281. 89/03/03. Public Service Co. of New Hampshire. 43pp. 48889:081- 
48889:123. 

8903170006 Memorandum & order.* Denies Seacoast Anti-Pollution League, New Eng- 
land Coalition on Nuclear Pollution & Commonwealth of MA joint motion for directed 
certification. W/Certificate of Svc.Served on 890306. 

CHILK.S.J. Office of the Secretary of the Commission. #189 8239. 89/03/06. Sea- 
coast Anti-Pollution League. 6pp. 48812:181-48812:186. 

8903170008 Memorandum & order CLI-89-04.* Denies Commonwealth of MA,New Eng- 
land Coaltion on Nuclear Pollution & Seacoast Pollution League joint motion for direct- 
ed certification.W/ Certificate of Svc.Re-served on 890309. 

CHILK.S.J. Office of the Secretary of the Commission. #189 8240. 89/03/06. Sea- 
coast Anti-Pollution League. 10pp. 48812:187-48812:196. 

8903170012 Commonwealth of MA Atty General JM Shannon opposition to applicant 
motion for sanctions & cross motion for particular relief.* No violation of protective 
order occurred & motion should be denied in entirety. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8241. 89/03/06. Atomic 
Safety and Licensing Board Panel. 15pp. 48812:197-48812:304. 

-8903170019 Affidavit of SC Poitrast.* Discusses telephone survey of individuals that 
plant owners relying on to be bus/van drivers, traffic guides or field monitors in event 
of emergency.W/Certificate of Svc. 

POITRAST, S.C. Massachusetts, Commonwealth of. 89/03/06. 7pp. 48812:212- 
48812:233. 

-8903170024 Affidavit of JC Traficonte.* Advises that Commonwealth of MA received 
answers to interrogatories under protective order & did not disclose any info to 
public.lnfo used only to further facts & info to support litigative process. 

TRAFICONTE, J.C. Massachusetts. Commonwealth of. 89/03/06. 30pp. 48812:234- 
48812:263. 

-8903170031 Applicant answer in opposition to Commonwealth of MA atty general (AG) 
motion to compel answers to Commonwealth of MA AG second set of interrogato- 
ries.* 

TROUT.J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. 88/ 
11/29. Atomic Safety and Licensing Board Panel. 19pp. 48812:264-48812:282. 

-8903170037 Forwards new first page to applicant answer in opposition to Common- 
wealth of MA atty general motion to compel answers to Commonwealth of MA second 
set of interrogatories.Supporting documentation & Certificate of Svc end. 
SELLECK.K.A. Public Service Co. of New Hampshire. ELLECK.K.A. Ropes & Gray. 
88/11/30. SMITH, I., HARBOUR.J., LINENBERGER.G. Atomic Safety and Licensing 
Board Panel. 22pp. 4881 2:283-4881 2:304. 

8903170025 Memorandum & order.* Advises that Commission adheres to views ex- 
pressed in CLI-88-10 re pending financial qualification & decommissioning cost mat- 
ters in proceeding. W/Certificate of Svc.Served on 890306.Re-served on 890307. 
CHILK.S.J. Office of the Secretary of the Commission. #189 8229. 89/03/06. Office 
of the General Counsel. 17pp. 48812:120-48812:136. 

8903230023 Memorandum & order (correcting error).* Erroneous docket numbers & 
caption noted on 890303 Order LBP-89-09 should be changed as noted.W/Certificate 
of Svc.Served on 890307. 

BLOCH.P.B. Atomic Safety and Licensing Board Panel. #189 8283. 89/03/06. 4pp. 
48889:066-48889:069. 

8903170181 Applicant notice re addl exhibits.* Advises that applicant intends to mark & 
offer Seabrook plan tor Commonwealth of MA communities as amended through Page 
Amend 6 as Exhibit 42 & FEMA Dec 1988 findings as Exhibit 43.W/Certificate of Svc. 
DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8258. 89/03/07. 6pp. 48811:227-48811:232. 

8903170191 Applicant supplemental answers to Intervenors interrogatories re transpor- 
tation resources.* Supporting info & Certificate of Svc end.Related correspondence. 

' FEIGENBAUM.T.C., SELLECK.K.A. Public Service Co. of New Hampshire. 
SELLECK.K.A. Ropes & Gray. #189 8259. 89/03/07. Massachusetts, Commonwealth 
of. 19pp. 48811:054-48811:072. 

8903170193 Applicant response to notice of appeal from decision of ASLB in memoran- 
dum & order dtd 890130 & restated & served on 890216 & further restated & served 
on 890222 as provided by 10CFR2.714(a).* Certificate of Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire, DIGNAN.T.G. Ropes & Gray. 
#189 8260. 89/03/07. Atomic Safety and Licensing Appeal Panel. 20pp. 48811:207- 
48811:226. 

8903170293 Pretrial brief of FEMA on Seabrook plan for Commonwealth of MA commu- 
nities.* Lists areas where FEMA will not offer testimony, including implementability of 
Seabrook plan.evacuation time estimates & other legal issues. 

FLYNN, HJ., MCPHETERS.LH. Federal Emergency Management Agency. #189 8245. 
89/03/07. Atomic Safety and Licensing Boara Panel. 9pp. 48811:113-48811:128. 

-8903170301 Forwards LH McPheters notice of appearance for plant offsite planning 
hearing.Certificate of Svc end. 

FLYNN, H.J. Federal Emergency Management Agency. 89/03/07. SMITH.I.W., 
COLE.R.F., MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 7pp. 
48811:122-48811:128. 
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8903220035 NRC Staff pre-trial brief on contentions concerning Seabrook plan for Com- 
monwealth of MA communities (SPMC).* NRC accepts & relics upon FEMA 881214 
rept, "Review & Evaluation of SPMC," re adequacy of SPMC. Certificate of Svc end. 
CHAN.E.I., TURK.S.E. Assistant General Counsel ir r Hoangs *'189 8278. 89/03/07. 
Atomic Safety and Licensing Board Panel. 6pp. ‘‘re.'? 

8903230016 ALAB-909.* Advises that time in which Commission may act to review 
A LAB-909 has expired.Commission declined review. Decision became final agency 
action on 890227.Certificate of Svc encl.Served on 890307. 

CHILK.S.J. Office of the Secretary of the Commission. #189 8282. 89/C3/07. Atomic 
Safety and Licensing Board Panel. 3pp. 48889:077-48889:080. 

8903170079 Memorandum & order {rulings on motions by Seacoast Anti- Pollution 
League (SAPL) & Commonwealth of MA atty general re waiver of Commission finan- 
cial qualification rules).* SAPL 890125 motion denied. W/ Certificate of Svc.Served on 
890309 

SMITH.i.W. Atomic Safety and Licensing Board Panel. #189 8251. 89/03/08. Sea- 
coast Anti-Pollution League. 19pp. 48811:076-48811:094. 

8903220124 NRC Staff supplemental response to town of Amesbury first set of interrog- 
atories & request for production of documents to NRC on Seabrook plan for Common- 
wealth of MA communities (SPMC).* W/Certificate of Svc.Related correspondence. 
TURK.S.E. Assistant General Counsel for Hearings. #189 8272. 89/03/08. Amesbury, 
MA. 5pp. 48872:137-48872:141 . 

8903220146 Motion of Commonwealth of MA atty general to extend due date for filing 
testimony on MAG EX-19 due to NRC Staff failure to respond promptly to informal 
discovery requests.* Certificate of Svc end. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8266. 89/03/08. Atomic 
Safety and Licensing Board Panel. 13pp. 48872:102-48872:1 14. 

8903220089 Applicant response to Commonwealth of MA atty general motion for direct- 
ed certification of LBP-89-8.* Motion for directed certification should be 
denied.Certificate of Svc end. 

DIGNAN.T.G. Public Sen/ice Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8262. 89/03/09. Atomic Safety and Licensing Appeal Panel. 26pp. 48872:175- 
48872:200. 

8903220028 NRC Staff supplemental response to town of Hampton first set of interrog- 
atories & request for production of documents to NRC Staff on 880628-29 exercise.* 
W/Certificate of Svc. Related correspondence. 

CHAN.E.I. Assistant General Counsel for Hearings. #189 8280. 89/03/10. Hampton, 
NH. 148pp. 48872:257-48873:046. 

8903220082 Applicant supplemental certificate of svc.* Supplemental certificate neces- 
sitated by virtue of fact thatjn error, ED Weinhold not served stated "Applicant Re- 
sponse to Notice of Appeal...” on 890307.Certificate of Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8263. 89/03/10. 5pp. 48872:205-48872:209. 

8903220102 On appeal from decision of ASLB LBP-89-04 issued on 890130: brief of 
applicant.* Decision of ASLB should be affirmed. Certificate of Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8261. 89/03/10. Atomic Safety and Licensing Appeal Panel. 32pp. 48872:142- 
48872:173. 

8903220158 NRC Staff response to applicant motion for sanctions in response to Com- 
monwealth of MA atty general deliberate misuse of protected info & cross motion for 
particular relief.* Applicant ,-cclgs: opposcc.'A'/Cort'f.cato c: Svc. 

TURK.S.E. Assistant Genera! Counsel fc- hoar ds r ' 89 8267. 89/03/10. Atomic 
Safety and Licensne Eoa r c »ar&: 3pp. 48872.3S-- ^.3872::01 

8903220172 Forwards Insp Repts 50-443/86-18 & 50-444/86-1 8, per telcon. Repts not 
responsive to any of Commonwealth of MA atty general informal interrogatories but 
contains previous NRC evaluation of METPAC procedures.Related correspondence. 
CHAN.E.I. Assistant General Counsel for Hearings. #189 8268. 89/03/10. FIERCE, A. 
Massachusetts, Commonwealth of. 35pp. 48872:059-48872:093. 

8903230058 Applicant response to second motion for reconsideration of CLI-88-10.* 
Atty general of Commonwealth of MA 890303 motion for reconsideration of Commis- 
sion 881221 decision should be denied.Affidavit of GS Thomas encl.W/Certificate of 
Svc. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#189 8285. 89/03/13. Commissioners. 21pp. 48889:021-48889:052. 

-8903230071 Affidavit of GS Thomas.* Discusses CLI-88-10 re temporary onsite stor- 
age of decommissioning of low level waste containers.W/Certificate of Svc. 

THOMAS, G.S. Public Service Co. of New Hampshire. 89/03/10. 11pp. 48889:042- 
48889:052. 

$903230274 Applicant motion to dismiss certain Seabrook plan for Commonwealth of 
MA communities contentions.* Board should dismiss Joint Intervenor Contentions 
15,59 & 34 Basis E on basis of abandonment.Certificate of Svc end. 

COOK.G.C. Public Service Co. of New Hampshire. COOK.G.C. Ropes & Gray. #189 
8305. 89/03/13. Atomic Safety and Licensing Board Panel. 11pp. 48888:011- 
48888:021. 

8903230266 Request for depositions.* Discusses what atty general seeks to question 
NRC witnesses on re June 1988 plant graded exercise.W/Certificate of Svc.Related 
correspondence. 

FIERCE, A.R. Massachusetts, Commonwealth of. #189 8301. 89/03/14. TURK,S. As- 
sistant General Counsel for Hearings. 7pp. 48888:042-48888:048. 

8903230115 NRC Staff response in opposition to Joint Intervenors appeal of LBP-89- 
04.* Appeal should be denied & LBP-89-04 affirmed on basis that required to meet 
stds of 10CFR2.714 before admittance. W/Certificate of Svc. 

BERRY, G A. Assistant General Counsel for Hearings. #189 8313. 89/03/15. Atomic 
Safety and Licensing Appeal Panel. 23pp. 48888:241-48888:264. 

8903230060 Applicant response to Commonwealth of MA atty general cross- motion for 
particular relief.* Cross-motion should be denied. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT, J.P, Ropes & Gray. #189 
8319. 89/03/16. Atomic Safety and Licensing Board Panel. 9pp. 48888:344- 
48889:020. 

-8903230073 Forwards affidavits of nondisclosure re redacted info protective 
order.Certificate of Svc end. 

TRAFICONTE.J. Massachusetts, Commonwealth of. 88/03/08. SMITH.I.W. Atomic 
Safety and Licensing Board Panel. 14pp. 48888:353-48889:006. 


-8903230076 Affidavit of WJ Daley.* Supports applicant response to Commonwealth of 
MA 3 ‘tv grr«rra! C'rsr, motion for particular relief. 

D v w c S-.yv Co. of New Hampshire. DALEY.W.J. Yankee Atomic Elec- 
tric Co. 89/03/13. 5pp. 48889:007-48889:011. 

-8903230085 Affidavit of JP Trout.* Discusses discovery disputes between parties. 
TROUT, J.P. Public Service Co. of New Hampshire. TROUT, J.P. Ropes & Gray. 89/ 
03/16. 5pp. 48889:012-48889:016. 

-8903230097 Affidavit of JB Smith.* Discusses 881205 meeting w/ Commonwealth of 
MA re dicovery disputes. 

SMITH, J.B. Public Service Co. of New Hampshire. SMITH, J.B. Ropes & Gray. 89/03/ 
16. 4pp. 48889:017-48889:020. 

8903230131 NRC Staff further supplemental response to town of Hampton first set of 
interrogatories & request for production of documents to NRC Staff on 880628-29 ex- 
ercise (exercise).* Certificate of Svc encI.Related correspondence. 

CHAN.E.I. Assistant General Counsel for Hearings. #189 8321. 89/03/16. Hampton, 
NH. 14pp. 48888:211-48888:224. 

8903230280 Commonwealth of MA atty general motion for leave to file appeal brief in 
excess of 70 pages.* Leave to file brief not to exceed 110 pages requested. W/Certifi- 
cate of Svc. 

TRAFICONTE J Massachusetts, Commonwealth of. #189 8306. 89/03/16. Atomic 
Safety and I cens-g Appeal Pm-.-l 7pp. 48888:004-48888:010. 

8903230294 Avdises that parties agreed to begin hearings next wk w/ contentions re 
adequacy of Seabrook plan for CoTirr-o-weaiih of MA communities traffic mgt 
plan.Sequence listed. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8307. 89/03/16. 

SMITH.I.W. Atomic Safety and Licensing Board Panel. 2pp. 48888:002-48888:003. 

8903230299 Confirms that author will depose N Pishon.employee of State of NH.on 
890320 at State of NH of c. Related correspondence. 

BROCK, M. Massachusetts, Commonwealth of. #189 8308. 89/03/16. 

HURINGTON.G. New Hampshire, State of. Ip. 48888:001-48888:001. 

8903230034 NRC Staff motion for leave to file out of time.* Certificate of Svc 
encl.Served on 890321. Granted for ASLAB on 890320. 

BERRY, G.A. Assistant General Counsel for Hearings. #199 8309. 89/03/17. Atomic 
Safety and Licensing Appeal Panel. 5pp. *980?:Cf;7-A8RS9D6l. 

8903230128 NRC opposition to Commonwealth of MA atty general motion for directed 
certificate of LBP-89-08.* Motion should be denied due to Intervenor not showing that 
order dismissing Contentions Jl 44A & 44B incorrect. W/Certificate of Svc. 

REIS.E.J. Assistant General Counsel for Hearings. #189 8314. 89/03/17. Atomic 
Safety and Licensing Appeal Panel. 14pp. 48888:225-48888:238. 

8903230186 Forwards documents, dtd Oct 1981 - Oct 1 987, w/ relevant statements re 
proceeding & other documents on denial of Senator G Humphrey petition to partici- 
pate under 10CFR2.715(c).W/o stated ends. 

TURK.S.E. Assistant General Counsel for Hearings. #189 8317. 89/03/17. 
SMITH, I.W., MCCOLLOM.K.A., COLE.R.F. Atomic Safety and Licensing Board Panel, 
ip. 48888:128-48888:128. 

8903230215 Advises of Appeal Board intention to hear oral argument on Intervenors 
pending appeal from LBP-89-04 on 890421 in Bethesda.MD.W/Certificate of 
Svc.Served on 890317. 

TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #189 8297. 89/03/17. 
TRAFICONTE, J. Massachusetts, Commonwealth of. DIGNAN.T.G. Ropes & Gray. 
BERRY, G.A. Assistant General Counsel for Hearings. 4pp. 48888:102-48888:105. 

8903230222 Advises that NRC has understanding that Commonwealth of MA atty gen- 
eral has authority to represent commonwealth in proceeding w/o request by governor 
or executive dept of commonwealth, per 890317 telcon.Related correspondence. 
TURK.S.E. Assistant General Counsel for Hearings. #189 8327. 89/03/17. 
TRAFICONTE, J. Massachusetts, Commonwealth of. Ip. 48888:101-48888:101. 

8903230241 Order.* Grants Commonwealth of MA atty general 890316 motion for leave 
to file brief in excess of 70-page limit in part. Atty general may file brief not to exceed 
90 pages.W/ Certificate of Svc.Served on 890317. 

TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #189 8299. 89/03/17. 
Massachusetts, Commonwealth of. 4pp. 48888:090-48888:093. 

8903230254 NRC Staff motion for leave to file out of time.* Appeal Board should grant 
NRC request for leave to file out of time response to ED Weinhold 880227 appeal of 
LBP-89-03. 

BERRY, G. A. Assistant General Counsel for Hearings. #189 8303. 89/03/17. Atomic 
Safety and Licensing Appeal Panel. 2pp. 48888:049-48888:070. 

-8903230258 NRC Staff response in opposition to ED Weinhold appeal of LBP-89-03.* 
Appeal Board should deny ED Weinhold appeal & affirm LBP-89-03.Certificate of Svc 
end. 

BERRY, G.A. Assistant General Counsel for Hearings. 89/03/17. Atomic Safety and 
Licensing Appeal Panel. 19pp. 48888:051-48888:070. 

8903270113 NRC Staff motion for leave to file out of time.* Certificate of Svc 
encLServed on 890321 .Re-served on 890322.Granted for Appeal Board on 890320. 
BERRY,G.A. Assistant General Counsel for Hearings. #189 8332. 89/03/17. Atomic 
Safety and Licensing Appeal Panel. 9pp. 48968:024-48968:032. 

8903270163 Supplemental response to Commonwealth of MA atty general informal re- 
quest for production of documents re 1988 Seabrook graded exercise.* W/o stated 
exercise evaluation documents.Certificate of Svc encI.Related correspondence. 

FLYNN, H.J. Federal Emergency Management Agency. #189 8334. 89/03/17. 
TRAFICONTE, J. Massachusetts, Commonwealth of. 7pp. 48968:064-48968:070. 

8903230161 Discusses 890315 conversation re appearance of NRC witnesses during 
exercise phase of upcoming evidentiary hearings. Memorandum under preparation re- 
questing waiver of stated NRC policy to retain Perrotti appearance.Related corre- 
spondence. 

TURK.S.E, Assistant General Counsel for Hearings. #189 8324. 89/03/20. 
FIERCE, A.R. Massachusetts, Commonwealth of. Ip. 48888:182-48888:182. 
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8903230193 NRC Staff response to Intervenors second motion for reconsideration of 
CLI-88-10.* Motion should be denied on basis that Intervenors have made no showing 
.u r * * wo: i'd be insufficient. W/Certificate of Svc. 

■V.;:- iV.WN,: l Assistant General Counsel for Hearings. #189 8318. 89/03/20. 
Commissioners. 10pp. 48888:118-48888:127. 

8903230207 Forwards corrected cover page & Page 1 of NRC Staff response in opposi- 
tion to ED Weinhold appeal of LBP-89-03 filed on 8903 17. Brief should reflect filing in 
■‘offsite" docket, 

BERRY, G.A. Assistant General Counsel for Hearings. #189 8326. 89/03/20. 

TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. 3pp. 48888:106- 

48888:108. 

8903270073 Seacoast Anti-Pollution League notice of appeal of Board memorandum & 
order of 890308 re waiver of Commission financial qualification rules.* Svc list end. 
BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #189 8335. 89/03/20. 4pp. 48968:001-48968:004. 

8903230225 Forwards corrected first page to NRC Staff motion for leave to file out of 
time.filed on 89031 7.Corrected motion should reflect filing in "offsite" docket. 

BERRY, G.A. Assistant General Counsel for Hearings. #189 8328. 89/03/21. 

TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. 2pp. 48888:094- 

48888:095. 

8903230243 FR notice (evidentiary hearing).* Notifies that public evidentiary hearing re 
emergency planning safety issues will be held on 890502-05 in Boston, MA.Certificate 
of Svc end. Served on 890321. 

BLOCH, P.B. Atomic Safety and Licensing Board Panel. #189 8330. 89/03/21. 4pp. 
48888:086-48888:089. 

8903290122 Seacoast Anti-Pollution League motion for extension of record of litigation 
re State r* \' u rndc'oc’cri! oro-gc-.cy -espense plan notice of appeal.* Adal two 
pages t.-.-s:--: a supoc': , %- dccum«?r:ation & Svc list. 

G*‘CKL?, : i -V S.a.oas-. '-'"..-p?, lutiC' 1 League BACKUS.R.A. Backus, Meyer & Solo- 
mon. #189 8343. 89/03/21. Atomic Safety and Licensing Appeal Panel. 6pp. 
49001:118-49001:123. 

8903290141 Seacoast Anti-Pollution League brief on appeal of partial initial decision on 
State of NH Radiological Emergency Response Plan LBP-88-32.* Svc list & support- 
ing documentation end. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #189 8345. 89/03/21. Atomic Safety and Licensing Appeal Panel. 82pp. 
48999:201-48999:282. 

8903290231 Applicant motion to compel production of documents withheld by Common- 
wealth of MA Atty General (AG) J Shannon & to permit further document discovery.* 
Since AG has reviewed documents.documents should be produced.W/Certificate of 
Svc. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. #189 
8356. 89/03/21. Atomic Safety and Licensing Board Panel. 17pp. 48999:069- 
48999:085. 

8903270141 Order.* Stay apdicaVors should be filed w/Commission within 5 days from 
date following svc of any S:m J nc'.ic:.. Stay oppositions should be filed within 4 days 
from svc of application for stay.W/Certificate of Svc.Served on 890322. 

CHILK.S.J. Office of the Secretary of the Commission. #189 8340. 89/03/22. Office 
of the General Counsel. 5pp. 48968:033-48968:037. 

8903290109 NRC Staff response to Commonwealth of MA atty general motion for leave 
to file appeal brief in excess of 70 cages.* Mot'c* should be denied due to failure of 
atty general tc domors:ra , .c- good ca-sc W/ Cons' date :r Svc. 

BERGQUIST.S A Asss:an; Sonera. Ccu n *ei *cr I «ca r ings. #189 8342. 89/03/22. 
Atomic Safety and Licensing Appeal Panel. 8pp. 'O.X * : ■ l 1 3 1 . 

8903290192 Notice of appeal.* Advises that Commonwealth of MA atty concrcl app 
peals form Memorandum & Order LBP-89-10 ruling on motions by Soa:cas: Ant-Fc.- 
lution League & Commonwealth re waiver of financial qualificatons rule.W/Certificate 
of Svc. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8362. 89/03/22. 4pp. 
48999:133-48999:136. 

8903290153 Memorandum & order (error in transcript).* Advises that word "acceptabil- 
ity" should be changed to "accessibility" in transcript of 890320 prehearing 
cor*erer.ce.W/Cortificate of Svc.Served on 890324. 

"LOCH.I-'.B. Atomic Sa'oty and Licensing Board Panel. #189 8346. 89/03/23. Office 
of the General Counsel. 4pp. 49001:052-49001:055. 

8903290178 Expresses concern that language in documentation re CLI-88-10 unduly 
limits obligations of applicant & bending company ! n evert that application for full 
power OL withdrawn or not gju-.l-’r 1 ,. Related coti espor donee 
TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8347. 89/03/23. BERRY, G. 
Assistant General Counsel for Hearings. Ip. 48999:195-48999:195. 

8903290145 Applicant voluntary responses to Commonwealth of MA atty general inter- 
rogatories & request for production of documents that pertain to exercise areas requir- 
ing corrective....* W/Certificate of Svc.Related correspondence. 
r!r.GEN3AUM,T.C., COOK.G.C. Public Service Co. of New Hampshire. COOK.G.C. 
Fcdos & Gray -139 8357. 89/03/24. Massachusetts, Commonwealth of. 18pp. 
49?9* C7P-490C 1'085 


8903290151 Applicant voluntary responses to Commonwealth of MA atty general re- 
quests for documents & info on exercise.* W/ Certificate of Svc.Relatea correspond- 
ence. 

THOMAS.G.S., COOK.G.C. Public Service Co. of New Hampshire. COOK.G.C. Ropes 
& Gray. #189 8358. 89/03/24. Massachusetts, Commonwealth of. 16pp. 49001:056- 
49001:071. 

8903290174 Informal discovery request re MAG EX-19.* Requests that NRC provide 
Commonwealth of MA w/listed addl info re June 1 988 exercise.Commonwealth does 
want to question Perrotti by deposition or cross-examination.Related correspondence. 
FIERCE, A.R. Massachusetts, Commonwealth of. #189 8351. 89/03/24. TURK.S., 
CHAN.E. Assistant General Counsel for Hearings. 2pp. 49001:045-49001:046. 

8903290177 Advice to Commission.* Informs Commission that State of NH denied 
access to Beatty at 890316 hearing,per 890323 telcon w/LC Slosky.W/Certificate of 
Svc. 

JONAS, S.A. Massachusetts, Commonwealth of. #189 8360. 89/03/24. Commission- 
ers. 5pp. 48999:196-48999:200. 


8903290201 Commonwealth of MA atty general brief on appeal of partial initial decision 
on State of Nl ! flrdo'.^r-'l Emergency Response Plan LBP-88-32.* Decision should 
be reversed, ■■v !: K i ficate of Svc end. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #189 8364. 89/03/24. Atomic 
Safety and Licensing Appeal Panel. 450pp. 48999:283-49001:044. 

8903290209 New Frq'anri Coalition on Nuclear Pollution brief in support of Intervenors 
appeal of LBP-->l ■ I';:.- « initial decision should be reversed & remanded to Li- 
censing Board for further hearirrs Svc ‘i?t end. 

CURRAN.D. New Englanc C fu: ;>r \.jclear Pollution. CURRAN, D. Harmon, Curran 
& Tousley. #189 8353. 89/03/24. Atomic Safety and Licensing Appeal Panel. 47pp. 
48999:086-48999:132. 


H. General correspondence 

8812210306 Responds to 881103 Itr to Chairman Zech requesting reply to constituent 
RJ Perry concern re safety stds fer 'ico-si^q of nuclear power plants.Seabrook plant 
will not commence operation until NrC J .. , sanshc:" that stds met. 

STELLO.V. Ofc of the Executive Director for Operations. 88/12/12. HUMPHREY.G.J. 
Senate. 6pp. 47881:003-47881:012. 

8903080252 Comment opposing proposed rule 10CFR50 re maint programs for nuclear 
power plants.Util endorses comments filed by NUMARC & Nuclear Util Backfitting & 
Reform Group.Rule fails to provide basis for determining effective maint program. 
EDWARDS, D.W. Yankee Atomic Electric Co. 89/02/27. Docketing & Services Branch. 
3pp. 48745:320-48745:322. 


J. Insurance & indemnity information 

8903240184 Forwards info assuring decommissioning funding Apd'can* entered into 
plant preoperational decommissioning trust agreement & ci::a.*icii issuance of surety 

BROWN.E.A. Public Service Co. of New Hampshire. 89/03/20. Document Control 
Branch (Document Control Desk). 67pp. 49034:307-49035:013. 


Q. Inspection reports, IE Bulletins & correspondence 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York. Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 


8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 


8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GRFE\ i£S,„ ~ Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 


8903220172 Forwards Insp Repts 50-443/86-18 & 50-444/86-1 8, per telcon. Repts not 
responsive to any of Commonwealth of MA atty general informal interrogatories but 
contains previous NRC evaluation of METPAC procedures.Related correspondence. 
CHAN.E.I, Assistant General Counsel for Hearings. #189 8268. 89/03/10. FIERCE, A. 
Massachusetts, Commonwealth of. 35pp. 48872:059-48872:093. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list encl. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109, 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 


8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15, 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods," 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 
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8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

R0SSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


T. Hearing transcripts on non-antitrust matters 

8903130205 Forwards for filing in proceeding, applicant trial brief re Seabrook plan for 
Commonwealth of MA Communities & rebuttal testimonies.W/o brief.Reiated corre- 

dBaNXG. Public Service Co. of New Hampshire. DIQNAN ,T.G. Ropes & Gray. 
#189 8226. 89/02/28. Docketing & Services Branch. 3pp. 48723:144-48727:204. 

-8903130212 Applicant Rebuttal Testimony 6 (protective actions for particular popula- 
tions).* Supporting documentation end. Related correspondence. 

BOYD.R,, CALLENDRELLOA, SINCLAIR, M.C. Public Service Co. of New Hampshire. 
89/02/28. 256pp. 48723:147-48724:044. 

-8903130227 Applicant Rebuttal Testimony 7 (preemergency public info).* Supporting 
documentation encLRelated correspondence. 

CALLENDRELLO.A., MILETI.D.S. Public Service Co. of New Hampshire. MILETI.D.S. 
Colorado State Univ., Fort Collins, CO. 89/02/28. 37pp. 48724:045-48724:081. 

-8903130269 Applicant rebuttal Testimony 8 (transportation resources).* Supporting 
documentation encLRelated correspondence. 

BOYD.R.. CALLENDRELLOA. CATAPANO.G.J. Public Service Co. of New Hamp- 
shire. 89/02/28. 53pp. 48724:082-48724:134. 


Hampshire. 89/02/28. 162pp. 48724:135-48724:296. 

-8903130312 Applicant rebuttal Testimony 10 (offsite response organization staffing).* 
Supporting documentation end. Related correspondence. 

CALLENDRELLO.A., ELLIS, S.J., FRANK, C.M. Public Service Co. of New Hampshire. 
89/02/28. 98pp. 48724:297-48725:034. 

-8903130331 Applicant rebuttal Testimony 11 (protective action recommendation gen- 
eration).* Supporting info encLRelated correspondence. 

CALLENDRELLOA, LITTLEFIELD.P. Public Service Co. of New Hampshire. 

LITTLEFIELD.P. Yankee Atomic Electric Co. 89/02/28. 50pp. 48725:035-48725:084. 

-8903130349 Applicant rebuttal Testimony 12 (commerdal telephone sys).* Related 
correspondence. 

CALLENDRELLOA. CATAPANO.G.J. Public Service Co. of New Hampshire. 

CATAPANO.G.J. AilComm, Inc. 89/02/28. 17pp. 48725:085-48725:101. 

-8903130380 Applicant rebuttal Testimony 13 (radwaste handling & disposal).* Support- 
ing info encLRelated correspondence. 

CALLENDRELLOA, LITTLEFIELD.P. Public Service Co. of New Hampshire. 

LITTLEFIELD.P. Yankee Atomic Electric Co. 89/02/28. 9pp. 48725:102-48725:110. 

-8903130399 Applicant rebuttal Testimony 14 (effects of strike by members of New 
Hampshire Yankee offsite response organization).* Supporting info encLRelated corre- 
spondence. 

CALLENDRELLOA. ELLIS.S.J., FRANK.C.M. Public Service Co. of New Hampshire. 
89/02/28. 14pp. 48725:111-48725:124. 

-8903130415 Applicant Rebuttal Testimony 15 (liability & response of members of New 
Hampshire Yankee offsite response organization). * Supporting documentation & Cer- 
tificate of Svc encLRelated correspondence. 

MILETI,D.S. Public Service Co. of New Hampshire. MILETI.D.S. Colorado State Univ., 
Fort Collins, CO. 89/02/28. 670pp. 48725:125-48727:204. 

8903100466 Transcript of 890301 prehearing telcon in Bethesda.MD re joint stipulation 
concerning evacuation time estimates. Pp 15,757-15,811. 

* Atomic Safety and Licensing Board Panel. 89/03/01. 57pp. 48822:073-48822:129. 

8903170111 Prefiled testiomny of RW Donovan on behalf of FEMA on Seabrook plan 
for Commonwealth of MA communities.* Donovan prof qualifications & Certificate of 
Svc encLRelated correspondence. 

DONOVAN, R.W. Federal Emergency Management Agency. #189 8244. 89/03/07. 
9pp, 48812:170-48812:178. 

8903200244 Transcript of ASLB 890309 teleconference in Bethesda,MD re offsite emer- 
gency planning.Pp 15,812-15,843. 

* Atomic Safety and Licensing Board Panel. 89/03/09. 34pp. 48959:030-48959:063. 

8903200029 Transcript of 890313 evidentiary hearing in Bethesda,MD. Pp 15,844- 
15,977. 

* Atomic Safety and Licensing Board Panel. 89/03/13. 100pp. 48965:179-48965:314. 

8903220129 Testimony of T Urbanik on behalf of NRC Staff on Joint Intervenor Conten- 
tions 4 & 7A (Seabrook plan for Commonwealth of MA communities).* Related corre- 

lIrBANIKJ. Office of the General Counsel. URBANIK, T. Texas A&M Univ., College 
Station, TX. #189 8277. 89/03/13. 22pp. 48872:115-48872:136. 

8903200065 Transcript of 890315 prehearing telcon in Bethesda,MD. Pp 15,978-16,026. 

* Atomic Safety and Licensing Board Panel. 89/03/15. 51pp. 48965:329-48966:019. 

8803210329 Transcript of ASLB 890320 prehearing telcon in Bethesda,MD re onsite 
emergency planning & safety issues.Pp 1-15. 

* Atomic Safety and Licensing Board Panel. 89/03/20. 18pp. 48981:001-48981:017. 

8903240171 Transcript of 890321 evidentiary hearing in Boston,MA re offsite emergen- 
cy planning.Pp 16,027-16,254. 

* Atomic Safety and Licensing Board Panel. 69/03/21. 230pp. 49034:077-49034:306. 

8903290216 Forwards for filing, listed documents, consisting of applicant objection to por- 
tions of prefiled testimony of TJ Adler, F Beavers, MA Cronin, FE O'Connor, J Gaines & 
towns of West Newbury & Newbury. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. #189 
8354. 89/03/21. Docketing & Services Branch. 2pp. 48999:001-48999:030. 


-8903290222 Applicant objection in nature of motion in limine to portion of prefiled tes- 
timony of TJ Adler.* Question 21 re Contention JI-4 & answer should be excluded. 
TROUT.J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. 89/ 
03/21. Atomic Safety and Licensing Board Panel. 2pp. 48999:003-48999:004. 


—8903290227 Applicant objection in nature of motion in limine to portions of prefiled 
testimony of F Beevers.* Noted portions of Beever testimony not matl or relevant to 
any issue presently before Board & should be excluded. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. 89/ 
03/21. Atomic Safety and Licensing Board Panel. 3pp. 48999:005-48999:007. 


-8903290234 Applicant objection in nature of motion in limine to portions of prefiled 
testimony of MA Cronin.* Sections of testimony not matl or relevant to any issue pres- 
ently before Board.Noted portions of testimony should be excluded. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT, J.P. Ropes & Gray. 89/ 
03/21. Atomic Safety and Licensing Board Panel. 5pp. 48999:008-48999:012. 


-3903290241 Applicant objection in nature of motion in limine to portions of prefiled 
testimony of FE O’Connor.* Noted portions of testimony not matl or relevant to any 
issue before Board & should be excluded. 

TROUT.J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. 89/ 
03/21. Atomic Safety and Licensing Board Panel. 5pp. 48999:013-48999:017. 


-8903290244 Applicant objection in nature of motion in limine to portions of prefiled 
testimony of EJ Gaines.* Usted portions of testimony should be excluded as irrelevant 
& immaterial. 

TROUT.J.P. Public Service Co. of New Hampshire. TROUT, J.P. Ropes & Gray. 89/ 
03/21. Atomic Safety and Ucensing Board Panel. 2pp. 48999:018-48999:019. 


-8903290251 Applicant objection in nature of motion in limine to prefiled testimony of 
town of West Newbury.* Document should be excluded as testimony since document 
merely lawyer brief. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. 89/ 
03/21. Atomic Safety and Ucensing Board Panel. 2pp. 48999:020-48999:021. 


-8903290254 Applicant objection in nature of motion in limine to prefiled testimony of 
town of Newbury.* Noted portions of testimony not matl or relevant to any issue pres- 
ently before Board & should be excluded.W/Certificate of Svc. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. 89/ 
03/21. Atomic Safety and Ucensing Board Panel. 9pp. 48999:022-48999:030. 

8903280309 Transcript of 890323 evidentiary hearing in Boston, MA re offsite emergen- 
cy pianning.Pp 16,539-1 6,729. Witnesses: Saint Andre,Trout,Chan.Cole & McCollom. 

* Atomic Safety and Licensing Board Panel. 89/03/23. 200pp. 49065:001-49065:219. 


U. Congressional/Executive Correspondence 

8903230120 Forwards NRC 38th quarterly status rept on emergency preparedness for 
nuclear power plants for Oct-Dec 1988. 

ZECH.LW. Commissioners. 89/03/09. BREAUX.J.B. Senate, Environment & Public 
Works. 5pp. 49029:057-49029:061. 

8903230279 Forwards NRC quarterly status rept covering fourth quarter of CY88. 
ZECH.LW. Commissioners. 89/03/09. BEVILL.T. House of Rep., Appropriations. 
12pp. 49029:108-49029:119. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director lor Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


A. Application/construction stage documents & correspondence 


8902240189 Forwards add! info re FSAR review of 3.11,per 881116 request 
CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/17. Docu- 
ment Control Branch (Document Control Desk). 11pp. 48580:079-48580:089. 


8902230268 Notification of 890222 meeting w/util in Rockville.MD to resolve staff com- 
ments on radiological effluent Tech Specs for Unit 1. 

MALLOY.M. Comanche Peak Project Division. 89/02/06. GRIMES, CXI. Comanche 
Peak Project Division. 4pp. 48578:238-48578:241. 


8902240200 Forwards request for add! info re FSAR Chapter 7 issues & Rev 2 to Reg 
Guide 1.97 re manual design factor for pumps & manual override design control fea- 

GRl'MES,C.I. Comanche Peak Project Division. 89/02/06. CAHILL.W.J. Texas Utilities 
Co. 7pp. 48576:269-48576:299. 


-8902090324 “Conformance to Reg Guide 1.97:Comanche Peak -1/-2,” technical eval- 
uation rept 

UDY.A.C: EG&G Idaho. Inc. (subs, of EGAG, Inc.). FIN A-6493. EGG-NTA-8287. 88/ 
12/31 . NRC - No Detailed Affiliation Given. 25pp. 48576:276-48576:299. 


8902240206 Forwards request for add! info re FSAR Chapter 8 review.lnfo requested by 
890317. 

GRIMES, C.l. Comanche Peak Project Division. 89/02/16. GAHILLW.J. TU Electric 
(formerly Texas Utilities Generating Co.). 5pp. 48576:258-48576:262. 

8902230575 Discusses status to resolve recommendations in NUREG-1257, “Coman- 
che Peak Rept Review Group." Sufficed resources committed to ensure completion 
of three remaining review group recommendations by mid-1989. 

STELLO.V. Ofc of the Executive Director for Operations. 89/02/17. ZECH Commis- 
sioners. 19pp. 48569:248-48569:266. 
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8903020503 Forwards proprietary draft WCAP-12171, “Evaluation of Thermal Stratifica- 
tion of Surge Line & RHR Line for Comanche Peak Unit V as presentation over- 
heads for 890221 meeting w/NRC.Draft rept withheld (ref 10CFR2.790). 
WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.)* 89/02/21. Doc- 
ument Control Branch (Document Control Desk). 2pp. 48673:257-48673:258. 

8903080036 Provides revised response to util 870213 response to certain action items 
& rept on current status of items re operability/reliability of emergency diesel genera- 
tors. Monthly lube oil analysis performed including ferrographic. 

CAHILL, W.J. Tennessee Valley Authority. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). 6pp. 48768:258-48768:263. 

8903090229 Forwards safety evaluation for proposed license conditions for handling & 
storage of fresh fuel, per discussion w/D McCaughey. 

ROUSE.L.C. Fuel Cycle Safety Branch. 89/02/24. WILSON, J.H. Assistant Director for 
Projects. Ip. 48800:304-48800:306. 

—8903090262 Safety evaluation concluding that stated 10CFR70 license conditions 
should be incorporated into 10CFR50 license. 

MCCAUGHEY, D.A. Fuel Cycle Safety Branch. 89/02/24. 2pp. 48800:305-48800:306. 

8903100063 Forwards revs to draft technical requirements manual, including contain- 
ment isolation valve & snubber requirements. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/24. Docu- 
ment Control Branch (Document Control Desk). 40pp. 48808:200-48808:239. 

8903130412 Forwards revised proposed changes to NRC proof & review Tech Specs 3/ 
4.4.5.2, “Operational Leakage," 3/4.6.1.2, "Containment Leakage," 3/4.8.1, "AC 
Sources" & 5.3.2, “Control Rod Assemblies," per WJ Cahill 890124 Itr. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/24. Docu- 
ment Control Branch (Document Control Desk). 10pp. 48829:337-48829:346. 

8903080349 Lists changes to FSAR Table 6.2.4-2 re containment isolation valve leak- 
rate testing to verify compliance w/10CFR50,App J. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/28. Docu- 
ment Control Branch (Document Control Desk). 17pp. 48779:001-48779:017. 

8903210461 Forwards advanced future FSAR amend consisting of marked-up FSAR 
pages, providing update to description of toxic chemicals at plants. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/01 . Docu- 
ment Control Branch (Document Control Desk). 12pp. 48984:016-48984:027. 

8903030218 Forwards Rev 0 to “Offsite Dose Calculation Manual for TU Electric Co- 
manche Peak Steam Electric Station." Rev incorporates procedural details from radio- 
logical effluent Tech Specs. 

CAHILL,W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/02. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48693:001-48693:194. 

-8903030219 Rev 0 to “Offsite Dose Calculation Manual for TU Electric Comanche 
Peak Steam Electric Station." 

* TU Electric (formerly Texas Utilities Generating Co.). 89/03/31. 250pp. 48693:003- 
48693:194. 

8903130139 Forwards Rev 2 to “Inservice Testing Program Plan for Pumps & Valves." 
Rev incorporates or provides clarification in response to NRC 850806 safety evalua- 
tion. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/03. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48819:001-48819:158. 

-8903130151 Rev 2 to “Inservice Testing Program Plan for Pumps & Valves." 

* Texas Utilities Co. 88/12/09. 161pp. 48819:003-48819:158. 

8903200223 Forwards communications repts associated w/corrective action programs 
for plant independent assessment program phases. 

WILLIAMS, N.H. Citizens Association for Sound Energy. 89/03/06. ELLIS, J. CYGNA 
Energy Services. 16pp. 48959:246-48959:261 . 

8903150195 Forwards util response to NRC questions re plant FSAR, Chapter 12. 
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/08. Docu- 
ment Control Branch (Document Control Desk). 7pp. 48858:199-48858:205. 

8903170268 Forwards info on primary plant ventilation sys negative pressure 
requirements,per recent discussion on util intent to meet PSAR & FSAR licensing 
commitments. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/10. Docu- 
ment Control Branch (Document Control Desk). 4pp. 48900:306-48900:309. 

8903210195 Forwards proposed changes to Tech Spec for plant & revised figures for 
heatup & cooldown limit curves & PORV setpoints for overpressure mitigation curves. 
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/13. Docu- 
ment Control Branch (Document Control Desk). 9pp. 48990:341-48990:349. 

8903220023 Requests exemption from App J Type C leak rate testing requirements for 
penetrations MS-1 through 4 (containment recirculation sump supply to RHR pumps & 
containment spray pumps). 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/13. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49005:329-49005:331 . 

8903220186 Forwards “Technical Evaluation of Comanche Peak Steam Electric Station 
1982 Hydro Test & ASME Section XI VT-2 Test" 

ELLIS, J. Citizens Association for Sound Energy. 89/03/13. MURLEY.T, Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 49004:325-49004:345. 

-8903220195 “Technical Evaluation of Comanche Peak Steam Electric Station 1982 
Hydro Test & ASME Section XI VT-2 Test." 

DOYLE, J. Citizens Association for Sound Energy. 89/03/13. 19pp. 49004:327- 
49004:345. 

8903230090 Notification of 890317 meeting w/utii in Dallas,TX to review room & area 
tumovers.including util commitments for turnover insps & when turnover from const to 
operations will take place. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/13. Assistant Direc- 
tor for Inspection Programs. 4pp. 49029:153-49029:156. 

8903230272 Submits first formal request for NRC action re Unit 1 1982 RCS primary 
cold hydrostatic test,per 880630 joint stipulation among CASE, util & NRC.Documented 
request for action end. 

ELUS.J. Citizens Association for Sound Energy. 89/03/13. MURLEY.T. Office of Nu- 
dear Reactor Regulation, Director (Post 870411). 4pp. 49028:001-49028:019. 


-8903230275 "Documented Request for Action:Unit 1 1982 RCS Primary Cold Hydro- 
static Test." 

GARDE.B.P. Citizens Association for Sound Energy. GARDE, B.P. Garde, B.P. 89/03/ 
13. 16pp. 49028:005-49028:019. 

8903220276 Responds to 890214 request re review of Tech Spec 7.1. Advises that util 
will develop program to monitor addl fatigue significant transients in accordance w/ 
industry guidance to assure cyclic stress limits are not exceeded. 

CAHILL, WJ. TU Electric (formerly Texas Utilities Generating Co.). 89/03/15. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49007:114-49007:115. 

8903220284 Forwards Rev 2 to ER-ME-01, “RCS Cold Hydrostatic Test Rept," for in- 
corporation into original rept submitted w/ 880617 Itr. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/15. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49007:194-49007:209. 

-8903220291 Rev 2 to "RCS Cold Hydrostatic Test Rept." 

SKAGGS, M. TU Electric (formerly Texas Utilities Generating Co.). ER-ME-01 R02. 89/ 
02/24. 14pp. 49007:196-49007:209. 

8903230336 Forwards addl info re FSAR Chapter 8 review, per 890216 request 
CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/17. Docu- 
ment Control Branch (Document Control Desk). 4pp. 49030:069-49030:072. 

8903230338 Responds to Special Projects Licensing Branch 881116 request for addl 
info re FSAR Sections 11.3 & 1A(B) re in-place testing of HEPA & charcoal filters (fol- 
lowing painting, fire or chemical release). 

CAHILL. W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/17. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49048:189-49048:191. 

8903230341 Submits addl info re SPLB FSAR Section 6.5 & 1A(B) review, per 881106 
request.ln-place testing of HEPA & charcoal filters following painting,fire or chemical 
release discussed. 

CAHILL, WJ. TU Electric (formerly Texas Utilities Generating Co.). 89/03/17. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49030:073-49030:075. 

8903240023 Forwards proprietary WCAP-12171 & nonproprietary WCAP-12172, “Eval- 
uation of Thermal Stratification of Surge Line for Comanche Peak Unit 1 - Presenta- 
tion Overheads for 890221 Util/NRC Meeting." WCAP-12171 withheld (ref 
1 0CFR2.790). 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/17. Docu- 
ment Control Branch (Dccumor.: Control Desk). 2pp. 49044:301-49045:057. 

-8903240026 Requests that proprietary WCAP-12171, "Evaluation of Thermal Stratifica- 
tion of Surge Line & RHR Lines for Comanche Peak Unit ^Presentation Overheads 
for 890221 Util/NRC Meeting," be withheld from public disclosure (ref 10CFR2.790). 
WIESEMANN.R.A. Westinghouse Electric Corp. 89/03/07. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 10pp. 49044:303-49044:312. 

-8903240030 Nonproprietary "Evaluation of Thermal Stratification of Surge Line & RHR 
Lines for Comanche Peak Unit 1 - Presentation Overheads for 890221 TU Electric/ 
NRC Meeting." 

CHANG, K.C., COSLOW.B.J., BAMFORD.W.H. Westinghouse Electric Corp. WCAP- 
1 21 72. 89/03/31 . 1 05pp. 49044:31 3-49045:057. 

8903270271 Forwards for review, final draft Tech Specs for Unit 1 & requests certifica- 
tion by 890414 that final draft accurately reflects as-built plant & FSAR. 

GRIMES, C.l. Comanche Peak Project Division. 89/03/17. CAHILL.W.J, TU Electric 
(formerly Texas Utilities Generating Co.). 224pp. 49051:189-49052:185. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8902240182 Forwards "Test Rept Demonstration of IE to Non-IE Isolation for RS-232C 
Serial Data Port," per SSER 12. Appended to end test rept are Rev 2 to previously 
submitted test procedure & supporting documentation. 

BECK.J.W., CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/ 
17. Document Control Branch (Document Control Desk). Ip. 48579:084-48579:138. 

-8902240278 Rev 1 to “Test Rept Demonstration of IE to Non-IE Isolation for RS-232C 
Serial Data Port” 

* Whittaker Corp. TR8822 R01. 89/01/11. 49pp. 48579:085-48579:138. 


F. Security, medical, emergency & fire protection plans 

8902280294 Revised emergency plan implementing procedures,including Rev 0 to EPP- 
902, "Emergency Preparedness Training/Drills & Exerdses," Rev 9 to EPP-304, "Pro- 
tective Action Guides" & Rev 4 to EPP-201.W/890220 Itr. 

CAHILL.WJ., WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 
89/02/20. 61pp. 48633:336-48634:035. 

8903030192 Forwards NRC comments on plant emergency action level & classification 
scheme contained in Rev 10 to emergency plan & Procedure EPP-201 .Several differ- 
ences noted between implementation procedure & App I to NUREG-0654. 
GRIMES,C.I. Comanche Peak Project Division. 89/02/21. CAHILL.W.J. TU Electric 
(formerly Texas Utilities Generating Co.). 17pp. 48694:233-48694:250. 

8903060048 Responds to NRC concerns re Revs 9 & 10 to plant emergency plan & 
related unresolved action items, per 890123 meeting. Shift supervisor responsible for 
emergency direction & control until relieved,per Table 1.1 of emergency plan. 
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/27. Docu- 
ment Control Branch (Document Control Desk). 10pp. 48735:253-48735:262. 

8903060063 Provides clarification re use of ASTM E-119 temp limit fire test acceptance 
criteria for unexposed surfaces of non-load bearing walls & partitions. Util applies 
ASTM E-1 1 9 using listed temp limit acceptance criteria for non-bearing walls. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/27. Docu- 
ment Control Branch (Document Control Desk). 3pp. 48709:358-48709:360. 
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8903060132 Notification of 890310 meeting w/util in Glen Rose.TX to discuss EPP-201, 
"Emergency Action Levels." 

WILSON.J.H. Comanche Peak Project Division. 89/02/27. GRIMES.C.I. Comanche 
Peak Project Division. 4pp. 48736:131-48736:134. 


8903090036 Discusses expiration of CP CPPR-126 & forwards notice of violation involv- 
ing failure to submit timely application for extension of permit. 

CRUTCHFIELD, D. Associate Director for Special Projects (Post 890101). 89/02/28 
CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 4pp. 48801-034^ 
48801:039. 


G. Adjudicatory correspondence 

8612050226 Motion to compel answers to CASE 860915-17 discovery requests (Sets 3* 
7) re adequacy of Comanche Peak response team program p'an.W/Certificate of Svc. 
GARDE, B.P. Citizens Association for Sound Energy. GARDE.B.P. Trial Lawyers for 
Public Justice, P.C. #486 1728. 86/11/28. Atomic Safety and Licensing Board Panel. 
40pp. 38835:286-38835:326. 

8903170027 Ack receipt of inquiries from Ofc of General Counsel re disposition of 
881215 filing of SM Kohn as counsel for J Macktal.Any appropriate action should be 
taken by Commission.Certificate of Svc encl.Served on 890309. 

BLOCH, P.B. Atomic Safety and Licensing Board Panel. #189 8248. 89/02/08. 
CHILK.S.J. Office of the Secretary of the Commission. 7pp. 48811:102-4881 1:108. 

8903230019 Advises that JJ Macktal 881215 motion for limited intervention & 881230 
motion for reconsideration of CLI-88-12 may be dispositioned by Commission or re- 
ferred to ASLB.W/Certificate of Svc.Served on 890315. 

CHILK.SJ. Office of the Secretary of the Commission. #189 8288. 89/03/15. Atomic 
Safety and Licensing Board Panel. 7pp. 48889:070-48889:076. 


M. Antitrust correspondence 

8903210284 Suppl to comments & reply comments of Cap Rock Electric 

» tive, Inc. Info re util need for antitrust review at OL stage end. 

*1A,J.M. Cap Rock Electric Cooperative, Inc. ADRAGNA.J.M. Miller, Balis & 
0‘Neil. 89/03/10. 91pp. 48989:255-48989:345. 


Q. Inspection reports, IE Bulletins & correspondence 


8902230585 Submits revs to responses to NRC Design Validation Program insps.Open 
items re civil/structural issues completed. Mechanical/fluid sys issues.except for F-33 
& F-37,will be completed by 890626. 

CAHILL, W.J., WALKER, R.D. TU Electric (formerly Texas Utilities Generating Co.). 89/ 
02/15. Document Control Branch (Document Control Desk). 2pp. 48555:195- 
48555:196. 

8902240196 Provides final response to NRC Bulletin 88-001, "Defects in Westinhouse 
Circuit Breakers." Alignment check specified in 871201 submittal satisfactorily per- 
formed during installation of replacement pole shaft in breakers. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/17. Docu- 
ment Control Branch (Document Control Desk). 3pp. 48583:348-48583:350. 

8903020322 Forwards Insp Repts 50-445/89-03 & 50-446/89-03 on 890111- 0207 & 
notice of violation. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/02/22. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 6pp. 48673:314-48673:337. 

-8903020327 Notice of violation from insp on 8901 11 -0207. Violation noted: wrong pro- 
cedure followed re required evaluation for reportability of each deficiency found in 
design & const of plantNo evidence of such eva'uafons borng performed found. 
WARNICK.R.F. Assistant Director for Inspea-cn F-ocrams. 89/02/22. 2pp. 
48673:320-48673:321. 


-8903020329 Insp Repts 50-445/89-03 & 50-446/89-03 on 890111-0207. Violations 
noted.Major areas inspected:resident safety insp of applicant actions on previous insp 
fmdings,use of clarification memo & package closure review. 

HALE.C.J., LIVERMORE, H.H. Office of Nuc'car Reactor Regulation, Director (Post 
870411). 89/02/22. 16pp. 48673:322 466/3:33 A 


8903010041 Forwards Insp Repts 50-445/89-05 & 50-446/89-05 on 8901 1 1 -0207.NO 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/02/23. CAHILL, W.J 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 48643:271-48643:291. 


-8903010051 Insp Repts 50-445/89-05 & 50-446/89-05 on 89011 1-0207. No violations 
noted.Major areas inspected:applicant actions on previous insp findings, follow-up on 
violations/deviations, action on 10CFR50.55(e) deficiencies & plant tours. 
RUNYAN.M.F., LIVERMORE, H.H. Office of Nuclear Reactor Regulation. Director (Post 
87041 1 ). 89/02/23. 1 7pp. 48643:275-48643:291 . 


-8903090040 Notice of violation from discussions on 8601 28. Violation noted:applicant 
failed to file timolv request for extension of CPPR-I26.per 10CFR2.109. 
CRJTCHHF.LD.D Associate Director for Special Projects (Post 890101). 89/02/28 
2pp. 4880 1 :038-4880 1 :039 . 


8903090359 Forwards Insp Repts 50-445/89-06 & 50-446/89-06 on 890111-0207 & 
notice of violation. w 4 

WARNICK.R.F. Assistant Director for Inspection Programs flO'Ca'SE CAFILL WJ 
TU Electric (formerly Texas Utilities Generating Co.) 48/83 


-8903090363 Notice of violation from insp on 8901 11-0207. Violation noted:unauthorized 
work or inadequate insp by QC resulted in pipe support deviating from design docu- 
mentation requirements. 4 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/02/28. 2dd 
48783:102-48783:103. 


-8903090367 Insp Repts 50-445/89-06 & 50-446/89-06 on 890111-0207. Violations 
nctod.Major areas : rspected:applicant actions on previous insp findings, followup on 
v-oiniions/dcviatio'is.rnqi meetings & corrective action program. 

LIVERMORE, H.H. Office of Nuclear Reactor Regulation, Director (Post 870411) 89/ 
02/28. 24pp. 48783:104-48783:127. 

8903090469 Forwards Insp Repts 50-445/89-02 & 50-446/89-02 on 890111- 0207.No 
notice of violation being issued since action had been taken to correct & prevent vio- 
lation. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/01, CAHILLW.J. 
TU Electric (formerly Texas Utilities Generating Co.). 6pp. 48807:274-48807:300. 


-8903090472 Safety Insp Repts 50-445/89-02 & 50-446/89-02 on 890111- 0207.No 
significant weaknesses noted.Major aroas inspected: actions on previous insp 
findings, followup on violations/ deviations, NRC bulletins & maint program implementa- 
tion. 

BITTER.S.D., BURRIS.S.P., WIEBE.J.S. Office of Nuclear Reactor Regulation. Director 
(Post 87041 1 ), 89/02/28. 21pp. 48807:280-48807:300. 


8903130521 Forwards Insp Repts 50-445/89-04 & 50-446/89-04 on 890111-0207.No 
violations or deviations noted. 

WARNICK.R.F, Assistant Director for Inspection Programs. 89/03/01. GAHILLWJ. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 48820:260-48820:303. 

-8903130531 Insp Repts 50-445/89-04 & 50-446/89-04 on 890111-0207.No violations 
or deviations noted.Major areas inspected: applicant actions on previous insp 
findings, followup on violations/deviations & action on 50.55(e) deficiencies. 
LATTA.R.M., LIVERMORE, H.H. Assistant Director for Inspection Programs. 89/03/01 
18pp. 48820:264-48820:281. 


-8903130542 Rev 0 to project technical rept, "Application of Kapton Cable Insulation." 
HILAMAN.S., KHANNA.K.N.. PARKER, W.J. Stone & Webster Engineering Corn. PTR- 
04 R00. 89/02/09. 22pp. 48820:282*48820:303. 

8903140069 Forwards Insp Repts 50-445/89-01 & 50-446/89-01 on 890111- 0207.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/02. CAHILL.WJ. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 48854:237-48854:255. 

-8903140075 Safety Insp Repts 50-445/89-01 & 50-446/89-01 on 890111- 0207.No 
violations or deviations noted.Major areas inspocled:actions on previous insp 
findings, followup on violations/devations & const deficiency repts. 

PHILLIPS, H.S., LIVERMORE.H.H. Office of Nuclear Reactor Regulation. Director (Post 
870411). 89/03/02. 15pp. 48854:241-48854:255. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903080090 Responds to NRC 890125 Itr re violations noted in Insp Repts 50-445/88- 
82 & 50-446/88-78.Corrective actions:DCA 548, Rev 6 issued on 890207 to correct as- 
built weld sizes shown & sample of 15 other DCAs reviewed, 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/24. Docu- 
ment Control Branch (Document Control Desk). 3pp. 48767:358-48767:360. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc, 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021. "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. ’ 

8903M0534 Provides addl response re violations noted in Insp Rept 50-445/88-71. Cor- 
rective actions takerctest program completed to provide data for evaluation of swing 
fri&J25ft er ?2 c f., l 7 l £? ct ? n other structural configuration. a 

MARSHALJL.J.S. TU Electnc (formerly Texas Utilities Generating Co.). 89/02/28. Doc- 
ument Control Branch (Document Control Desk). 2pp. 48741:359-48741:360. 


8903130341 Informs that schedule submitted to NRC in 850715 Itr consistent w/turbine 
vendor recommendations for turbine disk insps.Prior to exceeding 25,000 operating 
hours, both low pressure & turbine rotors will be inspected volumetrically. 
CAHILL.WJ. TU Electric (formerly Texas Utilities Generating Co.). 89/03/03. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48821:347-48821:348, 

89 52280i62 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
£MXK NQHAM > R -E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07, 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tamOontahm for Disposal of Low Level Radwaste." Svc list end. 

S3E5!r%i'7* Division of Low Level Waste Management & Decommissioning (Post 
48798?31 89/03/O8 ' Conso,ldated Ed,80n Co. of New York, Inc. 117pp. 48798:114- 

8903200230 Advises that schedule for completion of evaluations required by NRC Bulle- 
fJ^°^r®Pj? tentlal safety-related pump loss extended until 890428. 

CAHILL, WJ. TU Electric (formerly Texas Utilities Generating Co.). 
48964^053 Document Control Branch (Document Control Desk). 2pp. 48964:052- 
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8903230090 Notification of 890317 meeting w/util in Dallas.TX to review room & area 
fjrrcvors.incljri'ng util commitments for turnover insps & when turnover from const to 
opc-raiioris w:'! :ake place. 

WARNICK.R.F. Assistant Director for 'nsoeotior D rog'*ms 89/03/13. Assistant Direc- 
tor for Inspection Programs. 4pp. 153-43:29 ICS 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903230045 Forwards Insp Repts 50-445/89-10 & 50-446/89-10 on 890208-0307.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/14. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49030:097-49030:110. 

-8903230056 Insp Repts 50-445/89-10 & 50-446/89-10 on 890208-0307.No violations 
or deviations noted.Major areas inspected: applicant actions on previous insp 
findings. dnsi:;n changes & nods & engineering functional evaluation. 

HA_=,C.J., I -VFRMOPE.l i h Office of Nuclear Reactor Regulation, Director (Post 
870411). 89/03/14. 10pp. 49030:101-49030:110. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903220358 Forwards revised response to Unresolved Item 50-445/ 88-24-U-03 to pro- 
vide required clarification & reflect latest rev & transmittals of associated Engineering 
Rept ER-ME-01, “Reactor Coolant Sys Cold Hydrostatic...." 

CAHILL,W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/15. Docu- 
ment Control Branch (Document Control Desk). 5pp. 49020:170-49020:174. 

8903230054 Forwards Insp Repts 50-445/89-08 & 50-446/89-08 on 890208-0307.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/15. CAHILL, W.J. 
TU Eledric (formerly Texas Utilities Generating Co.). 4pp. 49030:166-49030:178. 

-8903230059 Insp Repts 50-445/89-08 & 50-446/88-08 on 890208-0307.No violations 
noted.Major areas inspected:applicants action on NRC bulletins, 10CFR50.55(e) defi- 
ciency rept & followup on auxiliary feedwater pump motor violations. 

PHILLIPS, H.S. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
15. 9pp. 49030:170-49030:178. 

8903280199 Responds to NRC 890222 Itr re violations noted in Insp Repts 50-445/89- 
03 & 50-446/88-78.Corrective actions: Procedure AAP-16.1 revised to require that non- 
conformance repts be initiated for deficiencies identified. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/21. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49074:148-49074:150. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


S. Reportable occurrences, LERs & related correspondence 

8903010240 Supplemental Deficiency Rept CP-88-39 re valve position indication on 
RHR HX outlet valve.lnitially reported on 881 221. Util will modify passive valve features 
in Westinghouse design. Item not reportable per 10CFR21. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/13. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48822:003-48822:004. 

8903010254 Interim Deficiency Rept CP-86-41 re evaluation of effect of small break 
LOCA during Mode 4 operation. Initially reported on 860528.Westinghouse Owners 
Group will determine failure rate of large piping for Modes 3 & 4.Next rept by 890814. 
CAHILL, W.J. TU Eledric (formerly Texas Utilities Generating Co.). 89/02/13. Docu- 
ment Control Branch (Document Control Desk). Ip. 48647:164-48647:164. 

8903010270 Supplemental Deficiency Rept CP-88-16 re containment spray sys chemical 
additive tank identified as being designed & fabricated from matl not providing speci- 
fied design life. Initially reported on 880119.Lab tests conducted. 

BECK.J.W. TU Eledric (formerly Texas Uiiiiios Gcrio'a:ir.g Co.). 69/01/11. Document 
Control Branch (Document Control Desk). ?pp *8644:071-48640/2. 

8903010281 Final Deficiency Rept CP-88-43 re instrument installation. Initially reported 
on 881 221 .Util determined issue not reportable under 10CFR50.55(e). 

WOODLAN.D.R. TU Eledric (formerly Texas Utilities Generating Co.). 89/02/13. Doc- 
ument Control Branch (Document Control Desk). 2pp. 48644:036-48644:037. 

8903030497 Supplemental Deficiency Rept CP-85-27 re seismic gap. Initially reported 
on 851217.Corrective actions rescheduled for completion by 890426. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/23. Docu- 
ment Control Branch (Document Control Desk). Ip. 48690:350-48690:350. 

8903060178 Supplemental & Interim Deficiency Rept CP-88-34 re RHR HX support 
design.lnitially reported on 881 006.Closure of documentation for Unit 1 RHR HX sup- 
port mods not complete. Next rept will be submitted by 890517. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/24. Docu- 
ment Control Branch (Document Control Desk). Ip. 48739:261-48739:261. 

8903060218 Interim Deficiency Rept CP-88-40 re NPS Industries, Inc (NPS) sway strut 
design.lnitially reported on 890103.NPS requested to evaluate potential for violation of 
sway strut specified degree of freedom.Next rept will be submitted by 890505. 

CAHILL, W.J. TU Eledric (formerly Texas Utilities Generating Co.). 89/02/24. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48740:121-48740:122. 


8903070044 Part 21 & Interim Deficiency Rept CP-89-002 re I MO Delaval fuel injection 
pump.lnitially reported on 890125.Spare pumps in warehouse will be disassembled & 
examined.Next rept will be submitted by 890531. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Gere-at ! nf! Co.L 89/02/24. Docu- 
ment Control Branch (Document Control Desk). 2pp *51 •'*>?, 1 6 3-43 'St: :f*l 

8903060100 Interim Deficiency Rept CP-88-28 re cracks in internal radii & wall thickness 
undersize in tube steel utilized for pipe supports.lnitially reported on 88031 4.Metalluri- 
gical exam & testing of tube steel complete.Next rept sent by 890327. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Gere-atinn Co ) 89'02/27. Docu- 
ment Control Branch (Document Control Desk). Ip. *.3733 '09 48733-139 

8903090018 Supplemental Deficiency Rept CP-87-127 re overstressed platform & sup- 
port structure design.lnitially reported on 880106.Corrective action completion date for 
Unit 1 rescheduled to 890731. Unit 2 schedule unchanged. 

CAHILL.W.J., MARSHALL, J.S. TU Electric (formerly Texas Utilities Generating Co.). 
89/02/28. Document Control Branch (Document Control Desk). Ip. 48780:009- 
48780:009. 

8903100516 Interim Deficiency Rept CP-86-48 re adequacy of nonconformance rept 
dispositions.lnitially reported on 86061 5.Evaluation continuing.Submission of next rept 
by 890428 anticipated. 

CAHILL, W.J., MARSHALL.J.S. TU Electric (formerly Texas Utilities Generating Co.). 
89/02/28. Document Control Branch (Document Control Desk). Ip. 48810:017- 
48810:017. 

8903140026 Supplemental Deficiency Rept CP-89-021 re effect of thermolag on derat- 
ing factors. Initially reported on 871223. Unit 1 corrective actions rescheduled for com- 
pletion by 890228.Schedule for Unit 2 remains unchanged. 

CAHILL.W.J., MARSHALL, J.S. TU Electric (formerly Texas Utilities Generating Co.). 
89/02/28. Document Control Branch (Document Control Desk). Ip. 48848:215- 
48848:215. 

8903090127 Supplemental Deficiency Rept CP-85-052 re cable tray hanger reverifica- 
tion program. Initially reported on 851220. Estimated completion date for mods re- 
quire*; as -ORu ; o' validation /insp of cable tray hangers changed to 890721. 
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/01. Docu- 
ment Control Branch (Document Control Desk). Ip. 48784:070-48784:070. 

8903090131 Supplemental Deficiency Rept CP-86-53 re seismic design of 
conduits.lnitially reported on 86 1021. Completion date for Unit 1 corrective actions re- 
scheduled for 890831. Schedule for Unit 2 unchanged. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/01. Docu- 
ment Control Branch (Document Control Desk). Ip. 48784:069-48784:069. 

8903090180 Supplemental Deficiency Rept CP-85-50 re cable tray tee fittings.lnitially re- 
ported on 871130.Engineering evaluation discussed in TXX-88808 continuing & identi- 
fied need for field mods.Mods scheduled for completion by 890530. 

CAHILL, W.J. TU Electric (*c p merly T exas Utilities Generating Co.). 89/03/01. Docu- 
ment Control Branch (Dccjrcns Ccmroi Desk). Ip. 48780:165-48780:165. 

8903090189 Supplemental Deficiency Rept CP-88-27 re quality code downgrade of 
Westinghouse 7300 sys printed circuit cards. Replacement of cards ongoing for Unit 
1 .New estimated completion schedule will be addresssed in 890426 rept. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/01. Docu- 
ment Control Branch (Document Control Desk). Ip. 48780:047-48780:047. 

8903090200 Supplemental Deficiency Rept CP-87-131 re steam generator cubicle steel 
platform framing & pressurizer support slab. Initially reported on 881005.Addl analysis 
on pressurizer surge line completed. Next rept will be submitted by 890428. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/01. Docu- 
ment Control Branch (Document Control Desk). Ip. 48780:068-48780:068. 

8903090270 Supplemental Deficiency Rept CP-87-101 re Class IE cable 
arrangement.lnitially reported on 8801 11. Corrective action concerning nonconfor- 
mance rept documentation rescheduled for completion by ti935Ci.Jni 2 schedule re- 
mains unchanged. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/01. Docu- 
ment Control Branch (Document Control Desk). Ip. 48801:155-48801:155. 

8903140557 Supplemental Deficiency Rept CP-88-29 re feedwater split-flow bypass 
valves design mod not incorporated into FSAR Chapter 15 analysis. Initially reported 
on 880422. Qualification dates for valves for both units stated. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/03. Docu- 
ment Control Branch (Document Control Desk). Ip. 48833:323-48833:323. 

8903150020 Interim Deficiency Rept CP-88-41 re W-2 type cell switches. Initially report- 
ed on 881 202. Util continuing evaluation of reportability.Next rept will be submitted by 
890410. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/06. Docu- 
ment Control Branch (Document Control Desk). Ip. 48861:026-48861:026, 

8903150535 Supplemental Deficiency Rept CP-85-054 re discrepancies in supplier pro- 
vided HVAC support documents.Estimated date for completion of QC insps of Unit 1 
HVAC supports rescheduled to 890731. Unit 2 schedule remains unchanged. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/08. Docu- 
ment Control Branch (Document Control Desk). Ip. 48859:087-48859:087. 

8903170248 Supplemental Deficiency Rept CP-87-129 re containment spray sys 
pH.lnitially reported on 880106.Reevaluation of item ongoing.Next rept will be submit- 
ted no later than 890411. Schedule for Unit 2 remains unchanged. 

CAHILL, W.J., WOODLAND, D.R. TU Electric (formerly Texas Utilities Generating Co.). 
89/03/10. Document Control Branch (Document Control Desk). Ip. 48894:318- 
48894:318. 

8903170255 Supplmental Deficiency Rept CP-87-128 re emergency diesel generator 
auto-start circuitry loss of control power indication.lnitially reported on 880106.Next 
rept will be submitted by 890502. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/10. Docu- 
ment Control Branch (Document Control Desk), Ip. 48893:216-48893:216. 

8903220279 Supplemental Deficiency Rept CP-88-25 re design of auxiliary feedwater 
pump turbine control panel which could impair sys ability to provide emergency feed- 
water to steam generators.lnitially reported on 880129.Next rept by 890524. 
WOODLAN.D.R., CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 
89/03/14. Document Control Branch (Document Control Desk). 5pp. 49004:039- 
49004:043. 
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8903220268 Interim Deficiency Rept CP-88-37 re defective solenoid coil leads.lnitially 
reported on 88111 ^Evaluation to determine extent of deficiency continuing & next 
rept will be submitted by 890630. _ v ~ 

CAHILUWJ. TU Electric (formerly Texas Utilities Generating Co.). 89/03/15. Docu- 
ment Control Branch (Document Control Desk). Ip. 49003:316-49003:316. 

8903230484 Supplementary Deficiency Rept CP-87-38 re possible excessive current 
damage to annunciator circuitry in printed circuit boards for fire detection sys.lnitially 
reported on 870715. Changes made to drawings to specify use of DIALCO sockets. 
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co' 89/03/16. Docu- 
ment Control Branch ((Document Control Desk). Ip. 4gc32T.63-4fiC32:G53 

8903230452 Interim Deficiency Rept CP-89-003 re Gamma-Metrics supplied cable as- 
semblies for post-accident neutron flux monitors. Initially reported on 89021 S.Gamma- 
Metrics issued 10CFR21 notification.Next rept will be issued by 890602 
WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 89/03/17. Doc- 
ument Control Branch (Document Control Desk). Ip. 49030:140-49030:140. 


8903270329 Interim Deficiency Rept CP-89-004 re rotational parts of auxiliary feedwater 
flow orifice assembly.initially reported on 89021 7.Flow testing of auxiliary pump indi- 
cates that min flow orifice passing greater flow than design flow. 4 _ . 

CAHILUW.J., WALKER.R.D. TU Electric (formerly Texas Utilities Generating Co.). 89/ 
03/20. Document Control Branch (Document Control Desk). Ip. 49110:050- 
49110:050. 


8903270412 Supplemental Deficiency Rept CP-87-03 re installation of safety-related 6.9 
kV switchgear on structural embedments not level.lnitially reported on 870316.Test»ng 

rescheduled for completion by 890901 for Unit 1. „ 

CAHILL, W.J. T'J Electric (fcrnierlv Texas Utilities Generating Co.). 89/03/20. Docu- 
ment Control Branch (Document Control Desk). Ip. 49110:037-49110:037. 


U. Congressional/Executive Correspondence 

8903230279 Forwards NRC quarterly status rept covering fourth quarter of CY88. 
ZECH,L.W. Commissioners. 89/03/09. BEVILL.T. House of Rep., Appropriations. 
12pp. 49029:108-49029:119. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8902240189 Forwards addl info re FSAR review of 3.1 1, per 881 1 16 request 
CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/17. Docu- 
ment Control Branch (Document Control Desk). 11pp. 48580:079-48580:089. 

8902240200 Forwards request for addl info re FSAR Chapter 7 issues & Rev 2 to Reg 
Guide 1.97 re manual design factor for pumps & manual override design control fea- 
ture. 

GRIMES.cn. Comanche Peak Project Division. 89/02/06. CAHILUW.J. Texas Utilities 
Co. 7pp. 48576:269-48576:299. 

-8902090324 "Conformance to Reg Guide 1.97:Comanche Peak -1/-2,” technical eval- 
uation rept 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6493. EGG-NTA-8287. 88/ 
12/31. NRC - No Detailed Affiliation Given. 25pp. 48576:276-48576:299. 


8902240206 Forwards request for addl info re FSAR Chapter 8 review.lnfo requested by 
890317. 

GRIMES.C.I. Comanche Peak Project Division. 89/02/16. CAHILUW.J. TU Electric 
(formerly Texas Utilities Generating Co.). 5pp. 48576:258-48576:262. 

8902230575 Discusses status to resolve recommendations in NU REG- 1257, “Coman- 
che Peak Rept Review Group.” Sufficent resources committed to ensure completion 
of three remaining review group recommendations by mid-1989. 

STELLO.V. Ofc of the Executive Director for Operations. 89/02/17. ZECH Commis- 
sioners. 19pp. 48569:248-48569:266. 

8903080036 Provides revised response to util 870213 response to certain action items 
& rept on current status of items re operabiirty/reliability of emergency diesel genera- 
tors. Monthly lube oil analysis performed including ferrographic. 

CAHILUW.J. Tennessee Valley Authority. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). 6pp. 48768:258-48768:263. 

8903080349 Lists changes to FSAR Table 6.2.4-2 re containment isolation valve leak- 
rate testing to verify compliance w/10CFR50,App J. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/28. Docu- 
ment Control Branch (Document Control Desk). 17pp. 48779:001-48779:017. 

8903210461 Forwards advanced future FSAR amend consisting of marked-up FSAR 
page$,providing update to description of toxic chemicals at plants. 

CAHILUWJ. TU Electric (formerly Texas Utilities Generating Co.). 89/03/01. Docu- 
ment Control Branch (Document Control Desk). 12pp. 48984:016-48984:027. 

8903030218 Forwards Rev 0 to "Offsite Dose Calculation Manual for TU Electric Co- 
manche Peak Steam^Electric Station.” Rev incorporates procedural details from radio- 

Texas Utilities Generating Co.). 89/03/02. Docu- 
' Desk). 2pp. 48693:001-48693:194. 

-8903030219 Rev 0 to "Offsite Dose Calculation Manual for TU Electric Comanche 
Peak Steam Electric Station.” 

* TU Electric (formerly Texas Utilities Generating Co.). 89/03/31. 250pp. 48693:003- 
48693:194. 


8903200223 Forwards communications repts associated w/ corrective action programs 
for plant independent assessment program phases. 

WILLIAMS.N.H. Citizens Association for Sound Energy. 89/03/06. ELLIS, J. CYGNA 
Energy Services. 1 6pp. 48959:246-48959:261 . 


8903150195 Forwards util response to NRC questions re plant FSAR, Chapter 12. 
CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/08. Docu- 
ment Control Branch (Document Control Desk). 7pp. 48858:199-48858:205. 

8903170268 Forwards info on primary plant ventilation sys negative pressure 
requirements.per recent discussion on util intent to meet PSAR & FSAR licensing 
commitments. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/10. Docu- 
ment Control Branch (Document Control Desk). 4pp. 48900:306-48900:309. 

8903220023 Requests exemption from App J Type C leak rate testing requirements for 
penetrations MS-1 through 4 (containment recirculation sump supply to RHR pumps & 
containment spray pumps). 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/13. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49005:329-49005:331. 

8903220284 Forwards Rev 2 to ER-ME-01, “RCS Cold Hydrostatic Test Rept,” for in- 
corporation into original rept submitted w/ 88061 7 ltr. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/15. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49007:194-49007:209. 

-8903220291 Rev 2 to "RCS Cold Hydrostatic Test Rept.” 

SKAGGS, M. TU Electric (formerly Texas Utilities Generating Co.). ER-ME-01 R02. 89/ 
02/24. 14pp. 49007:196-49007:209. 

8903230336 Forwards addl info re FSAR Chapter 8 review, per 890216 request. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/17. Docu- 
ment Control Branch (Document Control Desk). 4pp. 49030:069-49030:072. 

8903230338 Responds to Special Projects Licensing Branch 881116 request for addl 
info re FSAR Sections 1 1.3 & 1A(B) re in-place testing of HEPA & charcoal filters (fol- 
lowing painting, fire or chemical release). 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/17. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49048:189-49048:191. 

8903230341 Submits addl info re SPLB FSAR Section 6.5 & 1A(B) review, per 881106 
request.! n-place testing of HEPA & charcoal filters following painting.fire or chemical 
release discussed. 

CAHILUWJ. TU Electric (formerly Texas Utilities Generating Co.). 89/03/17. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49030:073-49030:075. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

8902240182 Forwards "Test Rept Demonstration of IE to Non-IE Isolation for RS-232C 
Serial Data Port,” per SSER 12.Appended to end test rept are Rev 2 to previously 
submitted test procedure & supporting documentation. 

BECK.J.W., CAHILUWJ. TU Electric (formerly Texas Utilities Generating Co.). 89/02/ 
17. Document Control Branch (Document Control Desk). Ip. 48579:084-48579:138. 

—8902240278 Rev 1 to “Test Rept Demonstration of IE to Non-IE Isolation for RS-232C 
Serial Data Port." 

* Whittaker Corp. TR8822 R01. 89/01/11. 49pp. 48579:085-48579:138. 


F. Security, medical, emergency & fire protection plans 

8902280294 Revised emergency plan implementing procedures.including Rev 0 to EPP- 
902, “Emergency Preparedness Training/Drills & Exercises,” Rev 9 to EPP-304, "Pro- 
tective Action Guides” & Rev 4 to EPP-201.W/890220 ltr. 

CAHILUWJ., WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 
89/02/20. 61pp. 48633:336-48634:035. 

8903030192 Forwards NRC comments on plant emergency action level & classification 
scheme contained in Rev 10 to emergency plan & Procedure EPP-201. Several differ- 
ences noted between implementation procedure & App I to NUREG-0654. 

GRIMES.C.I. Comanche Peak Project Division. 89/02/21. CAHILL.W.J. TU Electric 
(formerly Texas Utilities Generating Co.). 17pp. 48694:233-48694:250. 

8903060048 Responds to NRC concerns re Revs 9 & 10 to plant emergency plan & 
related unresolved action items,per 890123 meeting. Shift supervisor responsible for 
emergency direction & control until relieved.per Table 1.1 of emergency plan. 
CAHILUWJ. TU Electric (formerly Texas Utilities Generating Co.). 89/02/27. Docu- 
ment Control Branch (Document Control Desk). 10pp. 48735:253-48735:262. 

8903060063 Provides clarification re use of ASTM E-119 temp limit fire test acceptance 
criteria for unexposed surfaces of non-load bearing walls & partitions.Util applies 
ASTM E-1 19 using listed temp limit acceptance criteria for non-bearing walls. 
CAHILL.WJ. TU Electric (formerly Texas Utilities Generating Co.). 89/02/27. Docu- 
ment Control Branch (Document Control Desk). 3pp. 48709:358-48709:360. 

8903060132 Notification of 890310 meeting w/util in Glen Rose.TX to discuss EPP-201, 
“Emergency Action Levels.” 

WILSON, J.H. Comanche Peak Project Division. 89/02/27. GRIMES, C.I. Comanche 
Peak Project Division. 4pp. 48736:131-48736:134. 


G. Adjudicatory correspondence 

8612050226 Motion to compel answers to CASE 860915-17 discovery requests (Sets 3- 
7) re adequacy of Comanche Peak response team program plan.W/Certificate of Svc. 
GARDE, B.P. Citizens Association for Sound Energy. GARDE.B.P. Trial Lawyers for 
Public Justice, P.C. #486 1728. 86/11/28. Atomic Safety and Licensing Board Panel. 
40pp. 38835:286-38835:326. 

8903170027 Ack receipt of inquiries from Ofc of General Counsel re disposition of 
881215 filing of SM Kohn as counsel for J MacktaLAny appropriate action should be 
taken by Commission.Certificate of Svc encl.Served on 890309. 

BLOCH, P.B. Atomic Safety and Ucensing Board Panel. #189 8248. 89/02/08. 
CHILK.S.J. Office of the Secretary of the Commission. 7pp. 48811:102-48811:108. 
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8903230019 Advises that JJ Macktal 881215 motion for limited intervention & 881230 
motion for reconsideration of CLI-88-12 may be dispositioned by Commission or re- 
ferred to ASLB.W/Certificate of Svc.Served on 890315. 

CHiLK.S.J. Office of the Secretary of the Commission. #189 8288. 89/03/15. Atomic 
Safety and Licensing Board Panel. 7pp. 48889:070-48889:076. 


M. Antitrust correspondence 

8903210284 Suppl to comments & reply comments of Cap Rock Electric 
Cooperative.lnc.lnfo re util need for antitrust review at OL stage end. 

ADRAGNA.J.M. Cap Rock Electric Cooperative. Inc. ADRAGNA.J.M. Miller, Balis & 
O’Neil. 89/03/10. 91pp. 48989:255-48989:345. 


Q. Inspection reports, IE Bulletins & correspondence 

8902230585 Submits revs to responses to NRC Design Validation Program insps.Open 
items re civii/structural issues completed. Mechanical/fluid sys issues, except for F-33 
& F-37,will be completed by 890626. 

CAHILL, W.J., WALKER, R.D. TU Electric (formerly Texas Utilities Generating Co.). 89/ 
02/15. Document Control Branch (Document Control Desk). 2pp. 48555:195- 
48555:196. 

8902240196 Provides final response to NRC Bulletin 88-001, “Defects in Westinhouse 
Circuit Breakers." Alignment check specified in 871201 submittal satisfactorily per- 
formed during installation of replacement pole shaft in breakers. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/17. Docu- 
ment Control Branch (Document Control Desk). 3pp. 48583:348-48583:350. 

8903020322 Forwards Insp Repts 50-445/89-03 & 50-446/89-03 on 890111- 0207 & 
notice of violation. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/02/22. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 6pp. 48673:314-48673:337. 

—8903020327 Notice of violation from insp on 890111-0207.Violation noted:wrong pro- 
cedure followed re required evaluation for reportability of each deficiency found in 
design & const of plant.No evidence of such evaluations being performed found. 
WARNICK.R.F. Assistant Director for Inspection Programs. 89/02/22. 2pp. 
48673:320-48673:321. 

-8903020329 Insp Repts 50-445/89-03 & 50-446/89-03 on 890111-0207. Violations 
noted.Major areas inspected:resident safety insp of applicant actions on previous insp 
findings, use of clarification memo & package closure review. 

HALE.C.J., LIVERMORE.H.H. Office of Nuclear Reactor Regulation, Director (Post 
87041 1 ). 89/02/22. 1 6pp. 48673:322-48673:337. 

8903010041 Forwards Insp Repts 50-445/89-05 & 50-446/89-05 on 890111-0207.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/02/23. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 48643:271-48643:291. 

-8903010051 Insp Repts 50-445/89-05 & 50-446/89-05 on 890111-0207.No violations 
noted.Major areas inspected:applicant actions on previous insp findings.follow-up on 
violations/deviations, action on 10CFR50.55(e) deficiencies & plant tours. 

RUNYAN, M.F., LIVERMORE.H.H. Office of Nuclear Reactor Regulation, Director (Post 
87041 1 ). 89/02/23. 1 7pp. 48643:275-48643:291 . 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design vl Svc list 0 ncl 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903080090 Responds to NRC 890125 Itr re violations noted in Insp Repts 50-445/88- 
82 & 50-446/88-78.Corrective actions:DCA 548,Rev 6 issued on 890207 to correct as- 
built weld sizes shown & sample of 15 other DCAs reviewed. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/24. Docu- 
ment Control Branch (Document Control Desk). 3pp. 48767:358-48767:360. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903090359 Forwards Insp Repts 50-445/89-06 & 50-446/89-06 on 890111-0207 & 
notice of violation. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/02/28. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 6pp. 48783:096-48783:127. 

-8903090367 Insp Repts 50-445/89-06 & 50-446/89-06 on 890111-0207. Violations 
noted.Major areas inspected:applicant actions on previous insp findings, followup on 
violations/deviations,mgt meetings & corrective action program. 

LIVERMORE, H.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/ 
02/28. 24pp. 48783:104-48783:127. 

8903090469 Forwards Insp Repts 50-445/89-02 & 50-446/89-02 on 890111- 0207.No 
notice of violation being issued since action had been taken to correct & prevent vio- 
lation. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/01. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 6pp. 48807:274-48807:300. 

-8903090472 Safety Insp Repts 50-445/89-02 & 50-446/89-02 on 890111- 0207.No 
significant weaknesses noted.Major areas inspected: actions on previous insp 
findings,followup on violations/ deviations, NRC bulletins & maint program implementa- 
tion. 

BITTER.S.D., BURRIS, S.P., WIEBE.J.S. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 89/02/28, 21pp. 48807:280-48807:300. 

8903130521 Forwards Insp Repts 50-445/89-04 & 50-446/89-04 on 890111-0207.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/01. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 48820:260-48820:303. 


-8903130531 Insp Repts 50-445/89-04 & 50-446/89-04 on 8901 11-0207.No violations 
or deviations noted.Major areas inspected: applicant actions on previous insp 
findings, followup on violations/deviations & action on 50.55(e) deficiencies. 
LATTA.R.M., LIVERMORE.H.H. Assistant Director for Inspection Programs. 89/03/01. 
1 8pp. 48820:264-48820:281 . 

8903140069 Forwards Insp Repts 50-445/89-01 & 50-446/89-01 on 890111- 0207.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/02. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 48854:237-48854:255. 

-8903140075 Safety Insp Repts 50-445/89-01 & 50-446/89-01 on 890111- 0207.No 
violations or deviations noted.Major areas inspected:actions on previous insp 
findings, followup on violations/devations & const deficiency repts. 

PHILLIPS, H.S., LIVERMORE, H.H. Office of Nuclear Reactor Regulation, Director (Post 
870411). 89/03/02. 15pp. 48854:241-48854:255. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903130341 Informs that schedule submitted to NRC in 850715 Itr consistent w/turbine 
vendor recommendations for turbine disk insps.Prior to exceeding 25,000 operating 
hours.both low pressure 8 turbine rotors will be inspected volumetrically. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/03. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48821:347-48821:348. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903200230 Advises that schedule for completion of evaluations required by NRC Bulle- 
tin 88-004 re potential safety-related pump loss extended until 890428. 
WOODLAN.D.R., CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 
89/03/13. Document Control Branch (Document Control Desk). 2pp. 48964:052- 
48964:053. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903230045 Forwards Insp Repts 50-445/89-10 & 50-446/89-10 on 890208-0307,No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/14. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49030:097-49030:1 10. 

-8903230056 Insp Repts 50-445/89-10 & 50-446/89-10 on 890208-0307.No violations 
or deviations noted.Major areas inspected: applicant actions on previous insp 
findings, design changes & mods & engineering functional evaluation. 

HALE.C.J., LIVERMORE.H.H. Office of Nuclear Reactor Regulation, Director (Post 
870411). 89/03/14. 10pp. 49030:101-49030:110. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903220358 Forwards revised response to Unresolved Item 50-445/88-24-U-03 to pro- 
vide required clarification & reflect latest rev & transmittals of associated Engineering 
Rept ER-ME-01, “Reactor Coolant Sys Cold Hydrostatic...." 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/15. Docu- 
ment Control Branch (Document Control Desk). 5pp. 49020:170-49020:174. 

8903230054 Forwards Insp Repts 50-445/89-08 & 50-446/89-08 on 890208-0307.No 
violations or deviations noted, 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/15. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49030:166-49030:178. 

-8903230059 Insp Repts 50-445/89-08 & 50-446/88-08 on 890208-0307.No violations 
noted.Major areas inspected:applicants action on NRC bulletins, 10CFR50.55(e) defi- 
ciency rept & followup on auxiliary feedwater pump motor violations. 

PHILLIPS, H.S. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
15. 9pp. 49030:170-49030:178. 

8903280199 Responds to NRC 890222 Itr re violations noted in Insp Repts 50-445/89- 
03 & 50-446/88-78.Corrective act|ons:Procedure AAP-16.1 revised to require that non- 
conformance repts be initiated for deficiencies identified. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/21. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49074:148-49074:150. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 
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8903170419 NRC Info Notice 89-032. "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 104pp. 48992:044-48992:147. 


S. Reportable occurrences, LERs & related correspondence 

8903010240 Supplemental Deficiency Rept CP-88-39 re valve position indication on 
RHR HX outlet valve.lnitially reported on 881 221. Util will modify passive valve features 
in Westinghouse design. Item not reportable per 10CFR21. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/13. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48822:003-48822:004. 

8903010254 Interim Deficiency Rept CP-86-41 re evaluation of effect of small break 
LOCA during Mode 4 operation.lnitially reported on 860528.Westinghouse Owners 
Group will determine failure rate of large piping for Modes 3 & 4.Next rept by 890814. 
CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/13. Docu- 
ment Control Branch (Document Control Desk). Ip. 48647:164-48647:164. 

8903010270 Supplemental Deficiency Rept CP-88-16 re containment spray sys chemical 
additive tank identified as being designed & fabricated from matl not providing speci- 
fied design life. Initially reported on 8801 l9.Lab tests conducted. 

BECKJ.W. TU Electric (formerly Texas Utilities Generating Co.). 89/01/11. Document 
Control Branch (Document Control Desk). 2pp. 48644:071-48644:072. 

8903030497 Supplemental Deficiency Rept CP-85-27 re seismic gap. Initially reported 
on 851217.Corrective actions rescheduled for completion by 890426. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/23. Docu- 
ment Control Branch (Document Control Desk). Ip. 48690:350-48690:350. 

8903060178 Supplemental & Interim Deficiency Rept CP-88-34 re RHR HX support 
design. 1 nitial ly reported on 881006.CIosure of documentation for Unit 1 RHR HX sup- 
port mods not complete. Next rept will be submitted by 890517. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/24. Docu- 
ment Control Branch (Document Control Desk). Ip. 48739:261-48739:261. 

8903060218 Interim Deficiency Rept CP-88-40 re NPS industries, Inc (NPS) sway strut 
design.lnitially reported on 8901O3.NPS requested to evaluate potential for violation of 
sway strut specified degree of freedom.Next rept will be submitted by 890505. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/24. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48740:121-48740:122. 

8903070044 Part 21 & Interim Deficiency Rept CP-89-002 re IMO Delaval fuel injection 
pump.lnitially reported on 890125.Spare pumps in warehouse will be disassembled & 
examined.Next rept will be submitted by 890531. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/24. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48763:180-48763:181. 

8903060100 Interim Deficiency Rept CP-88-28 re cracks in internal radii & wall thickness 
undersize in tube steel utilized for pipe supports.lnitially reported on 88031 4.Metalluri- 
gical exam & testing of tube steel complete.Next rept sent by 890327. 

CAHILI_W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/02/27. Docu- 
ment Control Branch (Document Control Desk). Ip. 48736:109-48736:109. 

8903090018 Supp'emental Deficiencv Rept C D -87-127 re overstressed platform & sup- 
port structure aosign.lnitiaily rnccr.ed on 530 1 06.Corrective action completion date for 
Unit 1 rescheduled tc 80073' „ni'. 2 usnodi.# unchanged. 

CAHILL, W.J., MARSHALL, J.S. TU Electric (formerly Texas Utilities Generating Co.). 
89/02/28. Document Control Branch (Document Control Desk). Ip. 48780:009- 
48780:009. 

8903100516 Interim Deficiency Rept CP-86-48 re adequacy of nonconformance rept 
d!s?ositior.s.lrit : a'ly reported on 86061 5.Evaiuation continuing.Submission of next rept 
by 89C*?8 animated. 

CAHLL.W.J., MARSHALL, J.S. TU Electric (formerly Texas Utilities Generating Co.). 
89/02/28. Document Control Branch (Document Control Desk). Ip. 48810:017- 
48810:017. 

8903140026 Supplemental Deficiency Rept CP-89-021 re effect of thermolag on derat- 
ing factors. Initially reported on 871223. Unit 1 corrective actions rescheduled for com- 
pletion by 890228.Schedule for Unit 2 remains unchanged. 

CAHILL.W.J., MARSHALL.J.S. TU Electric (formerly Texas Utilities Generating Co.). 
89/02/28. Document Control Branch (Document Control Desk). Ip. 48848:215- 
48848:215. 

8903090180 Supplemental Deficiency Rept CP-85-50 re cable tray tee fittings.lnitially re- 
ported on 871 ' SO.Fngneoring evaluation d : scussed in TXX-88808 continuing & identi- 
fied need for "ield nods Mocs scheduled fo r completion by 890530. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/01 . Docu- 
ment Control Branch (Document Control Desk), ip. 48780:165-48780:165. 

8903090189 Supplemental Deficiency Rept CP-88-27 re quality code downgrade of 
Westinghouse 7300 sys printed circuit cards. Replacement of cards ongoing for Unit 
I.New estimated completion schedule will be addresssed in 890426 rept. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/01 . Docu- 
ment Control Branch (Document Control Desk). Ip. 48780:047-48780:047. 

8903090200 Supplemental Deficiency Rept CP-87-131 re steam generator cubicle steel 
platform framing & pressurizer support slab. Initially reported on 881005.Addl analysis 
on pressurizer surge line compieted.Next rept will be submitted by 890428. 

CAHILUW.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/01 . Docu- 
ment Control Branch (Document Control Desk). Ip. 48780:068-48780:068. 

8903090270 Supplemental Deficiency Rept CP-87-101 re Class IE cable 
arrangementlnitia[ly reported on 8801 11. Corrective action concerning nonconfor- 
mance rept documentation rescheduled for completion by 890501. Unit 2 schedule re- 
mains unchanged. 

CAHILL.WJ. TU Electric (formerly Texas Utilities Generating Co.). 89/03/01. Docu- 
ment Control Branch (Document Control Desk). Ip. 48801:155-48801:155. 

8903140557 Supplemental Deficiency Rept CP-88-29 re feedwater split-flow bypass 
valves design mod not incorporated into FSAR Chapter 15 analysis.lnitially reported ' 
on 880422. Qualification dates for valves for both units stated. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/03. Docu- 
ment Control Branch (Document Control Desk). Ip. 48833:323-48833:323. 


8903150535 Supplemental Deficiency Rept CP-85-054 re discrepancies in supplier pro- 
vided HVAC support documents.Estimated date for completion of QC insps of Unit 1 
HVAC supports rescheduled to 890731. Unit 2 schedule remains unchanged. 
CAHILL.WJ. TU Electric (formerly Texas Utilities Generating Co.). 89/03/08. Docu- 
ment Control Branch (Document Control Desk). 1 p. 48859:087-48859:087. 

8903170248 Supplemental Deficiency Rept CP-87-129 re containment spray sys 
pH.lnitially reported on 880 106. Reevaluation of item ongoing.Next rept will be submit- 
ted no later than 890411. Schedule for Unit 2 remains unchanged. 

CAHILL, WJ., WOODLAND.D.R. TU Electric (formerly Texas Utilities Generating Co.). 
89/03/10. Document Control Branch (Document Control Desk). Ip. 48894:318- 
48894:318. 

8903170255 Supplmental Deficiency Rept CP-87-128 re emergency diesel generator 
auto-start circuitry loss of control power indication.lnitiaiiy reported on 880106.Next 
rept will be submitted by 890502. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/10. Docu- 
ment Control Branch (Document Control Desk). Ip. 48893:216-48893:216. 

8903220279 Supplemental Deficiency Rept CP-88-25 re design of auxiliary feedwater 
pump turbine control panel which could impair sys ability to provide emergency feed- 
water to steam generators. Initially reported on 880129.Next rept by 890524. 
WOODLAN.D.R., CAHIL_,W J TJ Electric (formerly Texas Utilities Generating Co.). 
89/03/14. Document Control Branch (Document Control Desk). 5pp. 49004:039- 
49004:043. 

8903220268 Interim Deficiency Rept CP-88-37 re defective solenoid co ! l leads. Initially 
reported on 881 1 1 4.Evaluation to determine extent of deficiency coni.nuirg & rex: 
rept will be submitted by 890630. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/15. Docu- 
ment Control Branch (Document Control Desk). Ip. 49003:316-49003:316. 

8903230484 Supplementary Deficiency Rept CP-87-38 re possible excessive current 
damage to annunciator circuitry in printed circuit boards for fire detection sys.initially 
reported on 870715. Changes made to drawings to specify use of DIALCO sockets. 
CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/16. Docu- 
ment Control Branch (Document Control Desk). Ip. 49032:063-49032:063. 

8903230452 Interim Deficiency Rept CP-89-003 re Gamma-Metrics supplied cable as- 
semblies for post-accident neutron flux monitors. Initially reported on 89021 5.Gamma- 
Metrics issued 10CFR21 notification.Next rept will be issued by 890602. 
WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 89/03/17. Doc- 
ument Control Branch (Document Control Desk). Ip. 49030:140-49030:140. 

8903270329 Interim Deficiency Rept CP-89-004 re rotational parts of auxiliary feedwater 
flow orifice assembly.lnitially reported on 89021 7.Flow testing of auxiliary pump indi- 
cates that min flow orifice passing greater flow than design flow. 

CAHILL, W.J., WALKER, R.D. TU Electric (formerly Texas Utilities Generating Co.). 89/ 
03/20. Document Control Branch (Document Control Desk). Ip. 49110:050- 
49110:050. 


8903270412 Supplemental Deficiency Rept CP-87-03 re installation of safety-related 6.9 
kV switchgear on structural embedments not level.lnitially reported on 87031 6.Testing 
rescheduled for completion by 890901 for Unit 1. 

CAHILL, WJ. TU Electric (formerly Texas Utilities Generating Co.). 89/03/20. Docu- 
ment Control Branch (Document Control Desk). Ip. 49110:037-49110:037. 


U. Congressional/Executive Correspondence 


8903230279 Forwards NRC quarterly status rept covering fourth quarter of CY88. 
ZECH.L.W. Commissioners. 89/03/09. BEVILL.T. House of Rep., Appropriations. 
12pp. 49029:108-49029:119. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET STN-50-447 GESSAR-238 


A. Application/construction stage documents & correspondence 


8903070205 Notification of 890307 meeting w/BWR Owners Group in Rockville, MD to 
discuss items of current interesLAgenda end. 

SHAO.LC. Division of Engineering & Systems Technology (Post 870411). 89/02/28. 
MIRAGLIA.F.J. Associate Director for Inspection & Technical Assessment (Post 
870411). 8pp. 48763:023-48763:030. 


J. Insurance & indemnity information 


8902270401 Forwards Endorsements 141 & 142 to NELIA Policy NF-1, Endorsements 
44 & 45 to MAELU Policy MF-95 & Endorsements 5 to NELIA Policy NW-1 & MAELU 
Policy MW-66. 

FARRELL, E. Marsh & McLennan, Inc. 89/01/17. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 87041 1 ). 7pp. 48584:1 75-48584:1 81 . 


Q. Inspection reports, IE Bulletins & correspondence 


8903080082 Responds to NRC Bulletin 88-010, 'Test Program." Recommends that 
temp test be permitted as alternate to millivolt drop/ pole resistance. 

HEERLEIN.WJ. General Electric Co. 89/02/25. BRACH.W. Vendor Inspection 
Branch. 2pp. 48765:031-48765:032. 
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DOCKET STN-50-454 BYRON STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8903140027 Rev 5 to EPIP EG-10, "Offsite Personnel & Vehicle Contamination Monitor- 
ing at Relocation Ctrs for Nuclear Station Evacuees." 

GOLDENJ.C. Commonwealth Edison Co. 89/01/31. 9pp. 48857:282-48857:290. 

8903130332 Forwards Safety Insp Repts 50-454/89-02 & 50-455/89-02 on 890123- 
0206.No violations noted. 

COOPER.R.W. Region 3, Ofc of the Director. 89/03/02. REED.C. Commonwealth 
Edison Co. 2pp. 48829:264-48829:276. 

-8903130338 Insp Repts 50-454/89-02 & 50-455/89-02 on 890 123-0206. No violations 
noted.Major areas inspected:implementation of fire protection program.Weaknesses 
noted in control of transient combustible matls & control of flammable liquids. 
HOLMES, J., GARDNER, R.N. Region 3, Ofc of the Director. 89/03/02. 11pp. 
48829:266-48829:276. 

8903140236 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS.M. Impell Corp. 2pp. 48875:082-48875:083. 

-8903140279 Informs that Region III required to participate in emergency response ex- 
ercises on quarterly basis.Approved exercises for FY89 listed. 

NORELIUS.C.E. Region 3, Ofc of the Director. 88/08/15. Region 3, Ofc of the Direc- 
tor. 5pp. 48875:108-48875:1 12. 

8903210347 Revised emergency plan implementing procedures, including Rev 1 to BZP 
100-T9,Rev 8 to BZP 310-4,Rev 10 to BZP 31 0-5, Rev 3 to BZP 320-1, Rev 2 to BZP 
320-3, Rev 3 to BZP 320-4, Rev 1 to BZP 320-5, Rev 7 to BZP 380-3 & Rev 4 to BZP 
380-6 

* Commonwealth Edison Co. 89/03/10. 46pp. 48992:149-48992:194. 


J. Insurance & indemnity information 

8903150140 Informs of onsite property damage insurance in force at plants. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/09. Document Control Branch (Doc- 
ument Control Desk). Ip. 48871:345-48871:345. 


P. Operating license stage documents & correspondence 

8902240147 Application for amends to Licenses NPF-37,NPF-66,NPF-72 & NPF-77, re- 
vising administrative Section 6.0 to include removal of organizational figures, per Ge- 
neric Ltr 88-06. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/17. MULLER, D. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48580:090-48580:135. 

-8902240151 Proposed Tech Specs, changing administrative controls Section 6.0 to in- 
clude removal of organizational figures.position change from radiation chemistry tech- 
nician to radiation protection technician, per Generic Ltr 88-06. 

* Commonwealth Edison Co. 89/02/17. 44pp. 48580:092-48580:135. 

8902280351 Advises of withdrawal of 881005 proposed amend to Tech Spec adminis- 
trative controls Section 6.Request being withdrawn due to finalization of major reorga- 
nization. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/21. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). 2pp. 48633:227-48633:228. 

8903030267 Advises that decision on 880302 proposed amend to licenses re contai- 
ment tendon design stress being deferred. Requests addl data from future insp to 
assess actual rate of relaxation of tendon strength during plant life. 

OLSHAN.LN. Project Directorate 111-2. 89/02/23. BLISS, H.E. Commonwealth Edison 
Co. 4pp. 48692287-48692:290. 

8903140418 Requests that 880531 application for amends to Licenses NPF-72, NPF- 
77, NPF-37 & NPF-66 be withdrawn since util finds aligning essential svc water SX sys 
to duplicate max rated load during 18-month surveillance not feasible. 
CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/23. MULLER.D. Project Dlrec- 
torate 111-2. Ip. 48854:230-48854:230. 

8903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, “QA Program for Nu- 
clear Generating Stations," incojporating Pages 1-38 & 1-44. 

RICHTER, M.H. Commonwealth Edison Co. 89/03/01. Document Control Branch (Doc- 
ument Control Desk). Ip. 48808:252-48808:253. 

-8903100138 Corrected Rev 54 to "QA Program for Nuclear Generating Stations," in- 
corporating Pages 1-38 & 1-44. 

SHEW$KI,W.J. Commonwealth Edison Co. 89/01/27, 10pp. 48808:254-48808:263. 

8903200269 Comments on licensee response to Generic Ltr 88-17 re expeditious ac- 
tions for loss of DHR.Advises that licensee may wish to consider several observations 
in order to assure that actions adequately addressed. 

OLSHAN.LN. Project Directorate ill-2. 89/03/01. BLISS, H.E. Commonwealth Edison 
Co. 6pp. 48971:100-48971:1 05. 

8903090137 Forwards operating limits rept for fixed Fxy limits, per 881212 application for 
amends to Licenses NPF-37, NPF-66, NPF-72 & NPF-77.Braidwood repts will be sub- 
mitted following first refueling outage for units. 

CHRZANOWSKI.R, Commonwealth Edison Co. 89/03/0 2. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 7pp. 48801 :137-48801:143. 

8903240261 Confirms 890323 meeting in Glen Ellyn.IL to discuss util quality verification 
program, per 890210 ltr. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/03. REED.C. Commonwealth 
Edison Co. 3pp. 49039:043-49039:045. 

8903160058 Ack receipt of 890127 submittal of Rev 54 to QA Topical Rept CE-1- 
A.Program continues to satisfy requirements of 10CFR50,App B & acceptable, 
WRIGIHT.G.C. Region 3, Ofc of the Director. 89/03/07. REED.C. Commonwealth 
Edison Co. 2pp. 48893:108-48893:109. 


8903200299 Notice of issuance of amends to Licenses NPF-37.NPF-66, NPF-72 & NPF- 
77,changing Section 6 of Tech Specs to remove organizational figures & changing po- 
sition title to radiation protection technician.per Generic Ltr 88-06. 

SANDS, S.P., OLSHAN.LN. Project Directorate ill-2. 89/03/09. 9pp. 48959:001- 
48959:009. 

8903200314 Notice of issuance of environ assessment & finding of no significant impact 
re Licenses NPF-37 & NPF-66. 

MILLER.D.R. Project Directorate 111-2. 89/03/09. 5pp. 48965:170-48965:174. 

8903210013 Forwards environ assessment & finding of no significant impact re util re- 
quests for amend to Tech Specs concerning oreposed scent f-o* pool expansion. 
OLSHAN.LN. Project Directorate I -2 BFOVCO S JSS.-L Commonwealth Edison 
Co. 4pp. 48983:345-48983:358. 

-8903210019 Environ assessment & finding of no significant impact re util requests to 
amend Tech Specs to allow expansion of spent fuel pool capacity. 

* Project Directorate 111-2. 89/03/09. 10pp. 48983:349-48983:358. 

8903240270 Requests response to end summary of allegation re fitness- for-duty issue 
within 45 days of ltr receipt.EncI withheld (ref 10CFR2.790). 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/03/10. REED.C. Commonwealth 
Edison Co. 2pp. 49044:286-49044:287. 

8903240075 Notice of consideration of issuance of Amend 25 to Licenses NPF-37 & 
NPF-66.Amends increase capacity of spent fuel pool from 1,060 fuel assemblies to 
2,870 fuel assemblies. 

MULLER, D.R. Project Directorate ill-2. 89/03/17. 3pp. 49038:333-49038:335. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902280231 Supplemental response to NRC Bulletin 88-004. Responses from pump sup- 
pliers & review of pump vibration data discussed in 880711 ltr provide assurance that 
operation of safety- related pums at low flow will not cause pump damage. 

RICHTER, M.H. Commonwealth Edison Co. 89/02/21. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48626:099-48626:100. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080246 Responds to concern re housekeeping noted in SALP 8 Repts 50-454/88- 
12 & 50-455/88-1 2.Resident inspector concurs that plant did not miss surveillance 
during SALP Deriod & equipment qualification issues discussed w/region. 
DELGEORGE.LO. Commonwealth Edison Co. 89/02/27. DAVIS.A.B. Region 3, Ofc 
of the Director. 2pp. 48767:252-48767:253. 

8903090378 Forwards Safety Insp Repts 50-454/89-01 & 50-455/89-01 on 890101- 
021 6. Violation noted. Violation was licensee identified item.therfore no notice of viola- 
tion will be issued. 

FORNEY.W.L. Region 3, Ofc of the Director. 89/03/01. REED.C. Commonwealth 
Edison Co. 2pp. 48782:338-48782:353. 

-8903090381 Safety Insp Repts 50-454/89-01 & 50-455/89-01 on 890101- 0216.Major 
areas inspected:licensee action on previous insp findings.operational safety, event fol- 
lowup & refueling & spent fuel pit activities.Util identified violation noted. 

HINDS, J.M. Region 3, Ofc of the Director. 89/02/28. 14pp. 48782:340-48782:353. 

8903130332 Forwards Safety Insp Repts 50-454/89-02 & 50-455/89-02 on 890123- 
0206.No violations noted. 

COOPER.R.W. Region 3, Ofc of the Director. 89/03/02. REED.C. Commonwealth 
Edison Co. 2pp. 48829:264-48829:276. 

-8903130338 Insp Repts 50-454/89-02 & 50-455/89-02 on 890123-0206.No violations 
noted.Major areas inspected:implementation of fire protection program.Weaknesses 
noted in control of transient combustible matls & control of flammable liquids. 
HOLMES.J., GARDNER, R.N. Region 3, Ofc of the Director. 89/03/02. 11pp. 
48829:266-48829:276. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM ,R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment," Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York. Inc. 105pp. 48741:053-48741:158. 
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8903150478 Responds to NRC Bulletin 88-011 re pressurizer surge line thermal 
strati ficatiorr . Util is oart<risati n c in nrcarerr for partial resolution of issue through Wes- 
tinghouse Owners Gr:;>..p ;WOui G.*).ii::ivos c-’ WOG program listed. 

RICHTER.M.H. Commonwealth Edison Co. 89/03/07. Document Control Branch (Doc- 
ument Control Desk). 4pp. 48873:356-48873:359. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York. Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903070004 “Effluent & Waste Disposal Semiannual Rept for Jul-Dec 1988." W/890222 
Itr. 

PLENIEWICZ.R. Commonwealth Edison Co. 88/12/31. 16pp. 48763:156-48763:171. 

8903230309 "Annual 10CFR50.59 Rept 1988." W/890307 Itr. 

PLENIEWICZ.R. Commonwealth Edison Co. 88/12/31. 45pp. 49037:047-49037:091. 

8903020608 Forwards monthly operating rept for Jan 1988 for Byron Nuclear Generat- 
ing Station Units 1 & 2 & corrected monthly operating rept for Dec 1988. 
PLENIEWICZ.R. Commonwealth Edison Co. 89/02/10. Document Control Branch 
(Document Control Desk). Ip. 48671:001-48671:017. 

—8902150532 Monthly operating rept for Jan 1989 for Byron Nuclear Generating Station 
Units 1 & 2. 

SPITZER.D.J. Commonwealth Edison Co. 89/01/31. 13pp. 48671:002-48671:013. 

—8903020625 Corrected Monthly operating rept for Dec 1988 for Byron Nuclear Gener- 
ating Station Units 1 & 2. 

* Commonwealth Edison Co. 88/12/31. 3pp. 48671:014-48671:017. 

8903140450 Forwards occupational radiation exposure portions of plants operating repts 
for 1 988,per Reg Guide 1.16. 

RESCEK,F. Commonwealth Edison Co. 89/02/22. DAVIS.A.B. Region 3, Ofc of the 
Director. 1 p. 48853:21 8-48853:243. 

-8903140475 Forwards occupational radiation exposure rept for 1988, per Reg Guide 
1.16. 

PLENIEWICZ.R. Commonwealth Edison Co. 89/02/14. DAVIS.A.B. Region 3, Ofc of 
the Director. Ip. 48853:224-48853:227. 

-8903140478 “Occupational Personnel Radiation Doses Rept for 1988.". 

* Commonwealth Edison Co. 88/12/31. 3pp. 48853:225-48853:227. 

8903210338 Monthly operating repts for Feb 1989 for Byron Units 1 & 2. W/890310 Itr. 
SPITZER.D.J.. PLENIEWICZ.R. Commonwealth Edison Co. 89/02/28. 14pp. 

48989:172-48989:185. 


S. Reportable occurrences, LERs & related correspondence 

8903100242 LER 89-002-00:on 8901 31, reactor manually tripped when positioner arm on 
feedwater regulating valve disengaged. Caused by intermittent oscillations in 
valve. Positioner reconnected using Locktite & star washer. W/890301 Itr. 

SCHROCK.J., PLENIEWICZ.R. Commonwealth Edison Co. 89/03/01. 4pp. 48809:081- 
48809:084. 

8903240157 LER 88-005-01 :on 880804, two stability trip enable annunciators actuated 
simultaneously in main control room & output breakers opened.Caused by microwave 
noise on circuit communicating grid status.Power restricted.W/890315 Itr. 

TULON.T., PLENIEWICZ.R. Commonwealth Edison Co. 89/03/15. 4pp. 49038:323- 
49038:326. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency ft fire protection plans 

8903140027 Rev 5 to EPIP EG-10, “Offsite Personnel ft Vehicle Contamination Monitor- 
ing at Relocation Ctrs for Nuclear Station Evacuees." 

GOLDEN, J.C. Commonwealth Edison Co. 89/01/31. 9pp. 48857:282-48857:290. 


8903130332 Forwards Safety Insp Repts 50-454/89-02 & 50-455/89-02 on 890123- 
0206. No violations noted. 

COOPER, R.W. Region 3, Ofc of the Director. 89/03/02. REED.C. Commonwealth 
Edison Co. 2pp. 48829:264-48829:276. 

-8903130338 Insp Repts 50-454/89-02 & 50-455/89-02 on 890123-0206.No violations 
noted.Major areas inspected:implementation of fire protection program.Weaknesses 
noted in control of transient combustible matls & control of flammable liquids. 
HOLMES, J. Region 3, Ofc of the Director. 89/03/02. 11pp. 48829:266-48829:276. 

8903140236 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY,D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS, M. Impell Corp. 2pp. 48875:082-48875:083. 

-8903140279 Informs that Region III required to participate in emergency response ex- 
ercises on quarterly basis.Approved exercises for FY89 listed. 

NORELIUS.C.E. Region 3, Ofc of the Director. 88/08/15. Region 3, Ofc of the Direc- 
tor. 5pp. 48875:108-48875:112. 

8903210347 Revised emergency plan implementing procedures, including Rev 1 to BZP 
100-T9,Rev 8 to BZP 310-4, Rev 10 to BZP 310-5,Rev 3 to BZP 320-1, Rev 2 to BZP 
320-3, Rev 3 to BZP 320-4, Rev 1 to BZP 320-5, Rev 7 to BZP 380-3 & Rev 4 to BZP 
380-6. 

* Commonwealth Edison Co. 89/03/10. 46pp. 48992:149-48992:194. 


J. Insurance ft indemnity information 

8903150140 Informs of onsite property damage insurance in force at plants. 
RICHTER.M.H. Commonwealth Edison Co. 89/03/09. Document Control Branch (Doc- 
ument Control Desk). 1 p. 48871 :345-48871 :345. 


P. Operating license stage documents & correspondence 

8902240147 Application for amends to Licenses NPF-37,NPF-66,NPF-72 & NPF-77, re- 
vising administrative Section 6.0 to include removal of organizational figures, per Ge- 
neric Ltr 88-06. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/17. MULLER, D. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48580:090-48580:135. 

-8902240151 Proposed Tech Specs, changing administrative controls Section 6.0 to in- 
clude removal of organizational figures, position change from radiation chemistry tech- 
nician to radiation protection technician, per Generic Ltr 88-06. 

* Commonwealth Edison Co. 89/02/17. 44pp. 48580:092-48580:135. 

8902280351 Advises of withdrawal of 881005 proposed amend to Tech Spec adminis- 
trative controls Section 6.Request being withdrawn due to finalization of major reorga- 
nization. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/21. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). 2pp. 48633:227-48633:228. 

8903030267 Advises that decision on 880302 proposed amend to licenses re contai- 
ment tendon design stress being deferred.Requests addl data from future insp to 
assess actual rate of relaxation of tendon strength during plant life. 

OLSHAN.L.N. Project Directorate 111-2. 89/02/23. BLISS, H.E. Commonwealth Edison 
Co. 4pp. 48692:287-48692:290. 

8903140418 Requests that 880531 application for amends to Licenses NPF-72.NPF- 
77.NPF-37 & NPF-66 be withdrawn since util finds aligning essential svc water SX sys 
to duplicate max rated load during 18-month surveillance not feasible. 
CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/23. MULLER, D. Project Direc- 
torate 111-2. ip. 48854:230-48854:230. 

8903100497 Forwards proprietary Wyle Labs Test Rept 17040-1 re Bunker Ramo Instru- 
ment Penetration Assemblies (50027267, 781 11 3-1 -04/50027267-06.78091 1-1 -01 ),per 
881102 meeting.Rept withheld (ref 10CFR2.790). 

HUNSADER.S.C. Commonwealth Edison Co. 89/02/24. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 3pp. 48857:064-48857:066. 

8903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, “QA Program for Nu- 
clear Generating Stations," incorporating Pages 1-38 & 1-44. 

RICHTER.M.H. Commonwealth Edison Co. 89/03/01. Document Control Branch (Doc- 
ument Control Desk). Ip. 48808:252-48808:253. 

-8903100136 Corrected Rev 54 to “QA Program for Nuclear Generating Stations," in- 
corporating Pages 1-38 ft 1-44. 

SHEWSKI.W.J. Commonwealth Edison Co. 89/01/27. 10pp. 48808:254-48808:263. 

8903200269 Comments on licensee response to Generic Ltr 88-17 re expeditious ac- 
tions for loss of DHR.Advises that licensee may wish to consider several observations 
in order to assure that actions adequately addressed. 

OLSHAN.LN. Project Directorate 111-2. 89/03/01. BLISS, H.E. Commonwealth Edison 
Co. 6pp. 48971:100-48971:105. 

8903090137 Forwards operating limits rept for fixed Fxy limits,per 881212 application for 
amends to Licenses NPF-37, NPF-66, NPF-72 & NPF-77.Braidwood repts will be sub- 
mitted following first refueling outage for units. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/03/02. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 7pp. 48801:137-48801:143. 

8903140288 Requests NRC complete review of Bunker Ramo instrumentation penetra- 
tion module equipment qualification testing to support restart schedule. 
HUNSADER.S.C. Commonwealth Edison Co. 89/03/03. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 48858:088-48858:088. 

8903240261 Confirms 890323 meeting in Glen Ellyn, IL to discuss util quality verification 
programmer 890210 Itr. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/03. REED.C. Commonwealth 
Edison Co. 3pp. 49039:043-49039:045. 

8903160058 Ack receipt of 890127 submittal of Rev 54 to QA Topical Rept CE-1- 
AProgram continues to satisfy requirements of 10CFR50,App B & acceptable. 
WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/07. REED.C. Commonwealth 
Edison Co. 2pp. 48893:1 08-48893:109. 
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8903200299 Notice of issuance of amends to Licenses NPF-37, NPF-66, NPF-72 & NPF- 
77,changing Section 6 of Tech Specs to remove organizational figures & changing po- 
sition title to radiation protection technician, per Generic Ltr 88-06. 

SANDS.S.P., OLSHAN.L.N. Project Directorate 111-2. 89/03/09. 9pp. 48959:001- 
48959:009. 

8903200314 Notice of issuance of environ assessment & finding of no significant impact 
re Licenses NPF-37 & NPF-66. 

MILLER, D.R. Project Directorate 111-2. 89/03/09. 5pp. 48965:170-48965:174. 

8903210013 Forwards environ assessment & finding of no significant impact re util re- 
quests for amend to Tech Specs concerning proposed spent fuel pool expansion. 
OLSHAN.L.N. Project Directorate 111-2. 89/03/09. BLISS, H.L. Commonwealth Edison 
Co. 4pp. 48983:345-48983:358. 

-8903210019 Environ assessment & finding of no significant impact re util requests to 
amend Tech Specs to allow expansion of spent fuel pool capacity. 

* Project Directorate 111-2. 89/03/09. 10pp. 48983:349-48983:358. 

8903240270 Requests response to end summary of allegation re fitness- for-duty issue 
within 45 days of ltr receipt.Encl withheld (ref 10CFR2.790). 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/03/10. REED.C. Commonwealth 
Edison Co. 2pp. 49044:286-49044:287. 

8903240075 Notice of consideration of issuance of Amend 25 to Licenses NPF-37 & 
NPF-66.Amends increase capacity of spent fuel pool from 1,060 fuel assemblies to 
2,870 fuel assemblies. 

MULLER, D.R. Project Directorate 111-2. 89/03/17. 3pp. 49038:333-49038:335. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902280231 Supplemental response to NRC Bulletin 88-004. Responses from pump sup- 
pliers & review of pump vibration data discussed in 88071 1 ltr provide assurance that 
operation of safety- related pums at low flow will not cause pump damage. 
RICHTER.M.H. Commonwealth Edison Co. 89/02/21. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48626:099-48626:100. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903080246 Responds to concern re housekeeping noted in SALP 8 Repts 50-454/88- 
12 & 50-455/88-1 2.Resident inspector concurs that plant did not miss surveillance 
during SALP period & equipment qualification issues discussed w/region. 
DELGEORGE.LO. Commonwealth Edison Co. 89/02/27. DAVIS, A.B. Region 3 , Ofc 
of the Director. 2pp. 48767:252-48767:253. 

8903030510 Forwards Safety Insp Rept 50-455/89-03 on 890118.24-26,31 & 
0207,09,15 & 16.No violations noted. 

COOPER, R.W. Region 3. Ofc of the Diredor. 89/02/28. REED.C. Commonwealth 
Edison Co. 2pp. 48692:195-48692:201. 

—8903030513 Insp Rept 50-455/89-03 on 890118,24-26,31 & 0207,09,15 & 16. No vio- 
lations or deviations noted.Major areas inspected: inservice insp activities, including 
programs, procedures, observation of work activities & data review. 

WARD.K.D., DANIELSON, D.H. Region 3, Ofc of the Director. 89/02/27. 5pp. 
48692:197-48692:201. 

8903090378 Forwards Safety Insp Repts 50-454/89-01 & 50-455/89-01 on 890101- 
021 6. Violation noted.Violation was licensee identified item.therfore no notice of viola- 
tion will be issued. 

FORNEY, W.L Region 3, Ofc of the Diredor. 89/03/01. REED.C. Commonwealth 
Edison Co. 2pp. 48782:338-48782:353. 

-8903090381 Safety Insp Repts 50-454/89-01 & 50-455/89-01 on 890101- 0216.Major 
areas inspected:licensee action on previous insp findings,operational safety, event fol- 
lowup & refueling & spent fuel pit activities.Util identified violation noted. 

HINDS, J.M. Region 3, Ofc of the Diredor. 89/02/28. 14pp. 48782:340-48782:353. 

8903130332 Forwards Safety Insp Repts 50-454/89-02 & 50-455/89-02 on 890123- 
0206.No violations noted. 

COOPER, R.W. Region 3, Ofc of the Diredor. 89/03/0a REED.C. Commonwealth 
Edison Co. 2pp. 48829:264-48829:276. 

-8903130338 Insp Repts 50-454/89-02 & 50-455/89-02 on 890123-0206.No violations 
notsd.Major areas inspeded:implementation of fire protection program.Weaknesses 
noted in control of transient combustible matls & control of flammable liquids. 
HOLMES, J., GARDNER.R.N. Region 3, Ofc of the Diredor. 89/03/02. 11pp. 
48829:266-48829:276. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Utton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 


8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903150478 Responds to NRC Bulletin 88-011 re pressurizer surge line thermal 
stratification.Util is participating in program for partial resolution of issue through Wes- 
tinghouse Owners Group (WOG).Objectives of WOG program listed. 

RICHTER.M.H. Commonwealth Edison Co. 89/03/07. Document Control Branch (Doc- 
ument Control Desk). 4pp. 48873:356-48873:359. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903210424 Submits details of incore thimble tube insp program & results of insps per- 
formed during first refueling outage. 

RICHTER.M.H. Commonwealth Edison Co. 89/03/17. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48992:331-48992:332. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903070004 "Effluent & Waste Disposal Semiannual Rept for Jul-Dec 1988.” W/890222 
ltr. 

PLENIEWICZ.R. Commonwealth Edison Co. 88/12/31. 16pp. 48763:156-48763:171. 

8903230309 "Annual 10CFR50.59 Rept 1988.” W/890307 ltr. 

PLENIEW!CZ,R. Commonwealth Edison Co. 88/12/31. 45pp. 49037:047-49037:091. 

8903020608 Forwards monthly operating rept for Jan 1988 for Byron Nuclear Generat- 
ing Station Units 1 & 2 & corrected monthly operating rept for Dec 1988. 
PLENIEWICZ.R. Commonwealth Edison Co. 89/02/10. Document Control Branch 
(Document Control Desk), Ip. 48671:001-48671:017. 

-8902150532 Monthly operating rept for Jan 1989 for Byron Nuclear Generating Station 
Units 1 & 2. 

SPITZER.D.J. Commonwealth Edison Co. 89/01/31. 13pp. 48671:002-48671:013. 

-8903020625 Corrected Monthly operating rept for Dec 1988 for Byron Nuclear Gener- 
ating Station Units 1 & 2. 

* Commonwealth Edison Co. 88/12/31. 3pp. 48671:014-48671:017. 

8903140450 Forwards occupational radiation exposure portions of plants operating repts 
for 1988,per Reg Guide 1.16. 

RESCEK.F. Commonwealth Edison Co. 89/02/22. DAVIS, A.B. Region 3, Ofc of the 
Director. 1 p, 48853:21 8-48853:243. 

-8903140475 Forwards occupational radiation exposure rept for 1988, per Reg Guide 
1 . 16 . 

PLENIEWICZ.R. Commonwealth Edison Co. 89/02/14. DAVIS.A.B. Region 3, Ofc of 
the Director. Ip. 48853:224-48853:227. 

-8903140478 "Occupational Personnel Radiation Doses Rept for 1988." 

* Commonwealth Edison Co. 88/12/31. 3pp. 48853:225-48853:227. 

8903210338 Monthly operating repts for Feb 1989 for Byron Units 1 & 2. W/890310 ltr. 
SPITZER.D.J., PLENIEWICZ.R. Commonwealth Edison Co. 89/02/28. 14pp. 
48989:172-48989:185. 


& Reportable occurrences, LERs 8 related correspondence 

8903210170 LER 89-001 -00:on 89021 1 .inadvertent safety injection actuation of Trains A 
& B equipment occurred during performance of diesel generator operability surveil- 
lance. Caused by procedural inadequacy.W/890309 ltr. 

FLAHIVE.R., PLENIEWICZ.R. Commonwealth Edison Co. 89/03/09. 6pp. 49020:043- 
49020:048. 

8903230497 RO:on 890305, moderator temp coefficient determined to be more positive 
than allowed by Tech Spec 3.1.1 .3.a & limiting condition for operation entered.Control 
rods maintained within new withdrawal limits until core bumup reached. 
PLENIEWICZ.R. Commonwealth Edison Co. 89/03/10. DAVIS, A.B. Region 3, Ofc of 
the Director. 2pp. 49026:142-49026:143. 
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V. Operator Examinations 

8903220159 Generic Ltr 89-03 to ail power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York. Inc. 54pp. 49005:001-49005:056. 


DOCKET STN-50-456 BRAID WOOD STATION. UNIT 1 


F. Security, medical, emergency & fire protection plans 

8903140027 Rev 5 to EPIP EG-10, “Offsite Personnel & Vehicle Contamination Monitor- 
ing at Relocation Ctrs for Nuclear Station Evacuees.” 

GCLDEN ,J.C Commonwealth Edison Co. 89/01/31. 9pp. 48857:282-48857:290. 

8903010368 Revised emercencv p ! an implementing procedures including.Rev 4 to 
BWZP 100-9,Rev 4 :c SV/Z= 103-5A1 & Rev 0 to SWZF 100-15. 

* Commonwealth Edison Co. 89/02/09. 13pp. 48646:171-48646:183. 


8903100119 Forwards corrected Rev 54 to Topical Rept CE- 1 -A, QA Program for Nu- 
r.'-.ei: Sf.nr.r&iir.i Sta*;cns." incorporating Pages 1-38 & 1-44. 
c rLP.V - m-.vealth Edison Co. 89/03/01. Document Control Branch (Doc* 

...... in Atmna-oKo.^aanp-OM 


-8903100138 Corrected Rev 54 to “QA Program for Nuclear Generating Stations," in- 
SHEWSKlfvAJ Commonwealth Edison Co. 89/01/27. 10pp. 48808:254-48808:263. 


8903200269 Comments on licensee response to Generic Ltr 88-17 re expeditious ac- 
tions for loss of DHR.Advises that licensee may wish to consider several observations 
in order to assure that actions adequately addressed. 

OLSHAN.L.N. Project Directorate 111-2. 89/03/01. BLISS, H.E. Commonwealth Edison 
Co. 6 pp. 48971:100-48971:105. 

8903090137 Fc r v. , a*ds crc-ating limits rept for fixed Fxy limits, per 881212 application for 
amends to L:-<:--.ses N ■">:=■ 37, \'PF- 66 , NPF-72 & NPF-77.Braidwood repts will be sub- 
mitted 'd'cv.'-.c fi-st -e'ue'irc outage for units. 

ChR/A\CV.SK..R. Cc-imcrwc-alir Edison Co. 89/03/02. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 7pp. 48801:137-48801:143. 


8903090122 Revised EPIPs, including Rev 3 to BwZP 090-1, Rev 1 to BwZP 090- 
lAI.Rev 2 to BwZP 090-1A2.Rev 2 to BwZP 090-1A3 & BwZP 090-1A4,Rev 4 to 
BwZP 090-1 A5 & Rev 5 to BwZP 090- 1A7. 

* Commonwealth Edison Co. 89/02/17. 18pp. 48780:050-48780:067. 


8903240261 Confirms 890323 meeting in Glen Ellyn, IL to discuss util quality verification 
programmer 890210 ltr. 

GREENMAN.E.G Regbr. 3. Cfc o* the Director. 89/03/03. REED.C. Commonwealth 
Edison Co. 3pp. 49C39.:43--'-9C3L i .045. 


8903060217 Rev 1 to EPIP BwZP 300-12A1, “App A,Command & Control Transfer 
Form.” W/890224 title index Page 2. 

* Commonwealth Edison Co. 89/02/21. 5pp. 48738:181-48738:185. 

8903270054 Ack receipt of 890207 ltr re allegations pertaining to fitness for duty of 
member of security force at planLNRC found investigation to ce sufficient to support 
util conclusions & no add* ci.-ostic**? required. 

NORELIUS.C.E. Rsc-:r. :i. Co =' D. 89/03/17. REED.C. Commonwealth 
Edison Co. 2pp. WZC.Z=‘ /..V.'55 3E3 


8903160058 Ack receipt of 890127 submittal of Rev 54 to QA Topical Rept CE-1- 
A Program continues to satisfy requirements of 10CFR50,App B & acceptable. 
Wr.iG-T.G.C "ogic r 3 Ote o* the Director. 89/03/07. REED.C. Commonwealth 
Edison Co. 2pp. 43893 1 C6-43893- 1 0f). 

8903200299 Notice of issuance of amends to Licenses NPF-37.NPF-66, NPF-72 & NPF- 
77 changirg Soction 6 of T och Specs to remove organizational figures & changing po- 
ft::ior *:::© :c ‘acaiic: p-otection technician, per Generic Ltr 88-06. 

SnNDS.S P , CLS: IAN .1 A. Project Directorate 111-2. 89/03/09. 9pp. 48959:001- 
48959:009. 


J. Insurance & indemnity information 

89031 5014C Informs of onsite property dsr.ago i-.fwrarcc In at plants. 
RICHTER.M.H. Commonwealth Edison Cs. tI3.:S C5 DocjTor; Control Branch (Doc- 
ument Control Desk). Ip. 48871:345-48871:345. 


8903240256 Advises that 880407 samples mistakenly discarded before analyses for 
natoralty-cccurrhg radicruo’ides in Ra-226 & Ra-228 series performed.Analyses re- 
sits o: rac cac*. vity .ovals ir well waters end. 

=V-Pl RIELLC.C.,:. Region 3, Ofc of the Director. 89/03/17. CORBIN, T.L. Affiliation 
Not Assigned. 3pp, 49044:275-49044:277. 


P. Operating license stage documents & correspondence 


8902230254 Supplemental application for amends to Licenses NPF-72 & NPF-77,revis- 
ing Tech Spec Page 5-5 to reflect correct storage capacity as 2870 fuel assemblies & 
correcting east-west ctr to ctr distance between fuel assemblies. 

HUNSADER.S.C. Commonwealth Edison Co. 33.0?: * 3 . VURLEY ' .1. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). Ip. 48622:1 50-48622:151 . 

-8902230313 Corrected proposed Tech Specs Page 5-5, revised to reflect storage ca- 
pacity as 2870 fuel assemblies & changed to reflect correct east-west ctr to ctr dis- 
tance between fuel assemblies placed in Region I spent fuel racks. 

* Commonwealth Edison Co. 89/02/10. ip. 48622:151-4S622:151. 


8902240147 Application for amends to Licenses NPF-37.NPF-66.NPF-72 & NPF- 77 , re- 
vising administrative Section 6.0 to include removal of organizational figures, per Ge- 
nenc Ltr 88-06. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/17. MULLER.D. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2 pp. 48580:090-48580:135. 

-8902240151 Proposed Tech Specs.changing administrative controls Section 6.0 to in- 
clude removal cf organizational figures.pcsitio" chance from rac'iaf'cn chemistry tech- 
nician :c 'adiai on prc;ec:icn lochr.icar.pGr Ge-.c-r c L:r SB 36. 

* Commonwealth Edison Co 8r/C2 r. Y 44so /.65HC :&2-46580‘135 


8902280351 Advises of withdrawal of 881005 proposed amend to Tech Spec adminis- 
trative controls Section 6 .Request being withdrawn due to finalization of major reorga- 
nization. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/21 WUPLFY.T.E Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1, 1 2 pp. .'- 86: : 2 22. '-48633-226 


8903070072 Requests analysis of Allegation R1II-88-A-0147 described in Enel 1 re fit- 
P^sjf^ duty issue within 45 days of ltr receipt Enel withheld (ref 10CFR2.790). 

DireCtor ' 89/02/22 - REED ' C - Commonwea)| h 


8903030267 Advises that decision on 880302 proposed amend to licenses re contai- 
ment tendon design stress being deferred.Requests addl data from future insD tc 
3 saBssacti^l rateof relaxation of tendon strength during plant life. 

89/02/23 - BUSS.H.E. Commonwealth Edison 

CO. 4pp. 48692:287-48692:290. 

amends to Licenses NPF-72, NPF- 
JTifS" 3 ! * NPP- 66 be withdrawn since util finds aligning essential svc water SX sys 
to Ajpfirate rnax rated load during 18-month surveillance not feasible. ^ 

°* 89/o2/23 - muller * d * pr ° iect 

89M200381 Forwards Amend 14 to License NPF-72 & safety evaluation. Amend 
changes TechSpecs to allow extension for diesel generator surveillance testing ii 
val to 38 months or until first refuetina outaoe whichever mmae ^ 


“ sun9 ,raer - 

|«ct Directorate 111 - 2 . 89/02/28. BUSS, RE. Commonwealth Edison 


SANDS, S.P. Project Direct... 
Co. 3pp. 48969:306-48969:308. 


-8903200384 Amend 14 to License 
for 


3 Tech Specs to permit extensic 
‘3 months from 31 months, or un 


■niwvai TO 30 montns trom 31 month 
cwtaoe, whichever comes first. 

MUHER.D.R. Project Directorate |||-2. 89/02/28. 4pp. 48969:309-48969:312. 

-W03200387 Safety eviration supporting Amend 14 to License NPF-72, 
48 ^ 3134 ^^T 5 ReaCt0f Re0ulationi Director ( p OSt 870411). 89/02/28. 


8903270054 Ack receipt of 890207 ltr re allegations pertaining to fitness for duty of 
member of security force at planLNRC found investigation to be sufficient to support 
util conclusions & no addl questions required. 

NCREI 11JS.C.F Potfor 3 Cfc cf tho Director. 89/03/17. REED.C. Commonwealth 
i' else- Co. 2pp 4«055:'J51-4S055 052. 

8903160296 Generic Ltr 89-02 to ail holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8902280231 Supplemental response to NRC Bulletin 88-004.Responses from pump sup- 
pliers & review of pump vibration data discussed in 88071 1 ltr provide assurance that 
orc'aticr. cf safety rc'ated turns al low flow will not cause pump damage. 
:='CH t Em.M. : I. Ccmrronwoalin Edison Co. 89/02/21. Document Control Branch (Doc- 
-T.«n: Cor:rc Cc-skj. ?p:: 486?6:C‘J0-46626-100. 

89030602H Forwards Insp Repts 50-456/89-04 & 50-457/89-04 on 890110-13 & 18- 
20 No violator, s noted 

GRhGE=.LP. Reg.or 3, Ofc of the Director. 89/02/21. REED.C. Commonwealth 
i n-son Co. ?;.p. 4870:045-48740:060. 

-8903060215 Insp Repts 50-456/89-04 & 50-457/89-04 on 890110-13 & 18-20. No vio- 
lations noted.Major areas inspected:chemistry program, including 
in?^ dUreS '° r 9 aniZatl0n & trainin 9’P rlmar y & secondary sys water QC programs & QA 

Re9ion * 0,0 ° f 9,9 Director - 88/ 


Design " Svc list end MOUCe ° 9 " u ^ u ’ 1 auuioo m rump gt oyron-jacKson 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

W No S c l 88 ^ 73 * “Direction-Dependent Leak Character- 
of Containment Purge Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

89 SnfI 0 ^ic«rSJ» fO p N °L tice Xbanges in Performance Characteristics of 

Folded-Case Circuit Breakers.” Svc list end. 

wuSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8 ^ 7 °1* NRC info Notice 89-022, “Questionable Certification of Fasteners” Svc list 

Kdlt &. >• 89/03/03 ‘ 

•SKZ" “ Env,r0n Qualiflcation o» Utton-Veam CIR Series 

ril^i!Hato^ t clI? ion n F °Pf, rati0 v9 a L Even1 ® Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 
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8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903150478 Responds to NRC Bulletin 88-011 re pressurizer surge line thermal 
stratification. Util is oaiicipnt'nc I" program for partial resolution of issue through Wes- 
tinghouse Owners G.-rup Oh c- ;*s of WOG program listed. 

RICHTER.M.H. Commonwealth Edison Co. 89/03/07. Document Control Branch (Doc- 
ument Control Desk). 4pp. 48873:356-48873:359. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Ire I ' 7pp. -'B7 ?)ti : v- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 


8903060090 LER 88-021 -01 :on 880926. verified that monthly target axial flux surveil- 
lance not performed.Caused by personnel error & lack of administrative 
controls.Reduced power to less than 90% & calculated new target values for Delta 
I.W/890222 Itr. 

SCHLIESSMANN.R., QUERIO.R.E. Commonwealth Edison Co. 89/02/24. 7pp. 
48738:160-48738:166. 

8903130693 LER 89-001 -00:on 890206, momentary loss of output voltage on instrument 
inverter 112 caused reactor trip signal due to intermediate range high flux bistable 
fiom channel N36 reverting to ESF safe corftjjia'. 1 t:r.. , .v. , SD-3C3 I'.r. 

DOYLE, J„ QUERIO.R.E. Commonwealtl - Fs.scn Co Ei> 0P # 27 4pp. 48821:356- 
48821:359. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903240312 Forwards Safety Insp Repts 50-456/89-06 & 50-457/89-06 on 890214-17 
& notice of violation. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/15. REED.C. Commonwealth 
Edison Co. 2pp. 49110:026-49110:036. 

-8903240313 Notice of violation from insp on 8902 14-1 7. Violation noted: on 880720, in- 
dividual working in radioactive matls area did not receive bioassay following work as- 
signment & exception not granted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/15. Ip. 491 10:028-491 10:028. 

-8903240315 Insp Repts 50-456/89-06 & 50-457/89-06 on 890214-17. Violations 
noted.Major areas inspected:changes in personnel, audits & appraisals, planning & 
preparation, external & internal exposure controls & control of radioactive matls. 
KUNOWSKI.M.A., CANIANO.R.J., SCHUMACHER, M.C. Region 3, Ofc of the Director. 
89/03/14. 8pp. 491 10:029-491 10:036. 

8903270334 Forwards corrected table & revised descriptive text, Section 2c of Insp 
Repts 50-456/89-04 & 50-457/89-04. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/17. REED.C. Commonwealth 
Edison Co. 2pp. 49055:281-49055:284. 

-8903270350 Corrected Table 2 & revised descriptive text to Insp Repts 50-456/89-04 
& 50-457/89-04,correcting licensee Fe-55 value. 

* Region 2, Ofc of the Director. 89/03/17. 2pp. 49055:283-49055:284. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903060124 “Semiannual Effluent Rept for Jui-Dec 1988." W/890210 Itr. 

QUERIO.R.E. Commonwealth Edison Co. 88/12/31. 15pp. 48738:205-48738:219. 

8902240308 Monthly operating repts for Jan 1989 for Braidwood Nuclear Power Station 
Units 1 & 2.W/890210 Itr. 

PETERSON, M.W., QUERIO.R.E. Commonwealth Edison Co. 89/01/31. 14pp. 
48576:300-48576:313. 


8903140450 Forwards occupational radiation exposure portions of plants operating repts 
for 1988, per Reg Guide 1.16. 

RESCEK.F. Commonwealth Edison Co. 89/02/22. DAVIS.A.B. Region 3, Ofc of the 
Director. Ip. 48853:218-48853:243. 


-8903140468 Forwards occupational radiation exposures rept for 1988, per Reg Guide 
1.16. 

QUERIO.R.E. Commonwealth Edison Co. 89/01/27. DAVIS.A.B. Region 3, Ofc of the 
Director. Ip. 48853:220-48853:223. 


-8903140472 "Occupational Personnel Radiation Doses Rept for 1988." 
* Commonwealth Edison Co. 88/12/31. 3pp. 48853:221-48853:223. 


8903130127 Forwards Part 3 of plant operating rept, reporting results of environ radio- 
logical & meteorological monitoring.W/o end. 

QUERIO.R.E. Commonwealth Edison Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 3pp. 48819:257-46819:259. 


S. Reportable occurrences, LERs 8 related correspondence 


DOCKET STN-50-457 BRAIDWOOD STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8903140027 Rev 5 to EPIP EG-10, "Offsite Personnel & Vehicle Contamination Monitor- 
ing at Relocation Ctrs for Nuclear Station Evacuees." 

GOLDEN, J.C. Commonwealth Edison Co. 89/01/31. 9pp. 48857:282-48857:290. 

8903010368 Revised emergency plan implementing procedures including, Rev 4 to 
BW2P 100-9, Rev 4 to BWZP 100-9A1 & Rev 0 to BWZP 100-15. 

* Commonwealth Edison Co. 89/02/09. 13pp. 48646:171-48646:183. 

8903090122 Revised EPIPs, including Rev 3 to BwZP 090-1, Rev 1 to BwZP 090- 
lAI.Rev 2 to BwZP 090-1 A2, Rev 2 to BwZP 090-1 A3 & BwZP 090-1 A4, Rev 4 to 
BwZP 090-1 A5 & Rev 5 to BwZP 090-1 A7. 

* Commonwealth Edison Co. 89/02/17. 18pp. 48780:050-48780:067. 

8903060217 Rev 1 to EPIP BwZP 300-1 2A1, "App A,Command & Control Transfer 
Form." W/890224 title index Page 2. 

* Commonwealth Edison Co. 89/02/21. 5pp. 48738:181-48738:185. 

8903270054 Ack receipt of 890207 Itr re allegations penning to fitness for duty of 
member of security force at plant.NRC found :rves:.ga: r.r. :c oe sufficient to support 
util conclusions & no addi questions required. 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/03/17. REED.C. Commonwealth 
Edison Co. 2pp. 49055:051-49055:052. 


J. Insurance & indemnity information 

8903150140 Informs of onsite property damage insurance in force at plants. 
RICHTER.M.H. Commonwealth Edison Co. 89/03/09. Document Control Branch (Doc- 
ument Control Desk). Ip. 48871:345-48871:345. 


P. Operating license stage documents & correspondence 

8902230254 Supplemental application for amends to Licenses NPF-72 & NPF-77,revis- 
ing Tech Spec Page 5-5 to reflect correct storage capacity as 2870 fuel assemblies & 
correcting east-west ctr to ctr distance between fuel assemblies. 

HUNSADER.S.C. Commonwealth Edison Co. 89/02/10. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 48622:150-48622:151. 

-8902230313 Corrected proposed Tech Specs Page 5-5, revised to reflect storage ca- 
pacity as 2870 fuel assemblies & changed to reflect correct east-west ctr to ctr dis- 
tance between fuel assemblies placed in Region I spent fuel racks. 

* Commonwealth Edison Co. 89/02/10. Ip. 48622:151-48622:151. 

8902240147 Application for amends to Licenses NPF-37.NPF-66, NPF-72 & NPF-77,re- 
vising administrative Section 6.0 to include removal of organizational figures,per Ge- 
neric Ltr 88-06. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/17. MULLER.D. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48580:090-48580:135. 

-8902240151 Proposed Tech Specs, changing administrative controls Section 6.0 to in- 
clude removal of organizational figures, position change from radiation chemistry tech- 
nician to radiation protection technician,per Generic Ltr 88-06. 

* Commonwealth Edison Co. 89/02/17. 44pp. 48580:092-48580:135. 

8902280351 Advises of withdrawal of 881005 proposed amend to Tech Spec adminis- 
trative controls Section 6.Request being withdrawn due to finalization of major reorga- 
nization. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/21. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 48633:227-48633:228. 

8903070072 Requests analysis of Allegation RIII-88-A-0147 described in Enel 1 re fit- 
ness for duty issue within 45 days of Itr receipt.Encl withheld (ref 10CFR2.790). 
NORELIUS.C.E. Region 3, Ofc of the Director. 89/02/22. REED.C. Commonwealth 
Edison Co. 2pp. 48741:001-48741:002. 

8903030267 Advises that decision on 880302 proposed amend to licenses re contai- 
ment tendon design stress being deferred.Requests addl data from future insp to 
assess actual rate of relaxation of tendon strength during plant life. 

OLSHAN.L.N. Project Directorate 111-2. 89/02/23. BLISS, H.E. Commonwealth Edison 
Co. 4pp. 48692:287-48692:290. 


8903060183 LER 88-002-01 :on 8801 25, reactor trip & safety injection generated during 
performance of instrument surveillance analog operational test & channel verification/ 
calibr.Caused by personnel error.Test rept revised. W/89021 7 Itr. 

RAMOS, F., QUERIO.R.E. Commonwealth Edison Co. 89/02/10. 5pp. 48735:248- 
48735:252. 


8903140418 Requests that 880531 application for amends to Licenses NPF-72, NPF- 
77.NPF-37 & NPF-66 be withdrawn since util finds aligning essential svc water SX sys 
to duplicate max rated load during 18-month surveillance not feasible. 
CHRZANOWSKI.R. Commonwealth Edison Co. 89/02/23. MULLER.D. Project Direc- 
torate 111-2. ip. 48854:230-48854:230. 
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8903100497 Forwards proprietary Wyle Labs Test Rept 17040-1 re Bunker Ramo Instru- 
ment Penetration Assemblies (50027267, 781 113-1-04/50027267-06,78091 1-1-01), per 
S81 "02 Rept wthhe'd •ro* 10CFR? 790). 

HLNS/OER.S.S Ccmrr=-v.i si:- rsscn C; 69/02/24. MURLEY.T.E. Office of Nu- 
■z'ij'i' Reactor Romaic.'' 0-ec:e- pcs' S 7 ,'-* ■ j. 3pp. 48857:064-48857:066. 

8903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, “QA Program for Nu- 
clear Generating Stations,” incorporating Pages 1-38 & 1-44. 

RICHTER.M.H. Commonwealth Edison Co. 89/03/01. Document Control Branch (Doc- 
ument Control Desk). Ip. 48808:252-48808:253. 

—8903100138 Corrected Rev 54 to "QA Program for Nuclear Generating Stations," in- 
corporating Pages 1-38 & 1-44. 

SHEWSKI.W.J. Commonwealth Edison Co. 89/01/27. 10pp. 48808:254-48808:263. 

8903200269 Comments on licensee response to Generic Ltr 88-17 re expeditious ac- 
tions for loss of DHR.Advises that licensee may wish to consider several observations 
in order to assure that actions adequately addressed. 

OLSHAN.L.N. Project Directorate 111-2. 89/03/01. BLISS.H.E. Commonwealth Edison 
Co. 6pp. 48971 :1 00-48971 :105. 


8903090137 Forwards oporatina limits r C -ct for fixed Fxy limits.per 881212 application for 
amends to Lewises NFF-Pr.N Pr-68, NFr-72 & NPF-77.Braidwood repts will be sub- 
mitted following first refueling outage for units. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/03/02. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 7pp. 48801:137-48801:143. 

8903140288 Requests NRC complete review of Bunker Ramo instrumentation penetra- 
tion module equipment qualification testing to support restart schedule 
HUNSADER.S.C. Commonwealth Edison Co SS/33'02 PAJRLEY.T E. Office of Nu- 
clear Reactor Regulation, Director (Post 870-': II). ip. ^6858:088-^8858.088. 

8903240261 Confirms 890323 meeting in Glen Eliyn.IL to discuss util quality verification 
program, per 890210 ltr. 

GREENMAN.E.G. Region 3. Ofc of the Director. 89/03/03. REED.C. Commonwealth 
Edison Co. 3pp. 49039:043-49039:045. 


8903160058 Ack receipt of 890127 submittal of Rev 54 to QA Topical Rept CE-1- 
APr^ramrantinues to satisfy requirements of 10CFR50,App B & acceptable. 
WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/07. REED.C. Commonwealth 
Edison Co. 2pp. 48893:108-48893:109. 


8903200299 Notice of issuance of amends to Licenses NPF-37.NPF-66. NPF-72 & NPF- 
^.changmg Section 6 of Tech Specs to remove organizational figures & changing po- 
sition title to radiation protection technician, per Generic Ltr 88-06. 

SANDS.S.P. Project Directorate 111-2. 89/03/09. 9pp. 48959:001-48959:009. 

8903220121 Advises that license condition re qualification of Bunker Ramo electrical 
penetrations satisfied since testing of equipment w/supporting analysis was provided 
& did not show equipment to be qualified. 

MULLER, OR Project Directorate 111-2. 89/03/15. BLISS.H.E. Commonwealth Edison 
CO. 3pp. 49003:356-49003:358. 


8903240256 Advises that 880407 samples mistakenly discarded before analyses for 
natijraily-occumng radionuclides in Ra-226 & Ra-228 series performed.Analyses re- 
sults of radioactivity levels in well waters end. 

PAPERIELLO.CJ. Region 3, Ofc of the Director. 89/03/17. CORBIN.T.L Affiliation 
Not Assigned. 3pp. 49044:275-49044:277. 

8903270054 Ack receipt of 890207 ltr re allegations pertaining to fitness for duty of 

5%U£S£S3 SMS&s 1 inves,i9a,ion to •«*» 

DI,eo,or - 89/03/i7 - reed ' c - c ° mmonwea| «’ 

Genenc Ltr 89-02 to all holders of OLs & CPs for nudear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 

ISSSN^/ST 0 ^ °' rec !? r for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q* infection reports, IE Bulletins 8c correspondence 

^^ t ^ r l^PP!® r ^ ental bulletin 88-004. Responses from pump sup- 

pjera & review °f pump vibration data discussed ir 88071 1 Hr provide assurance that 
mnHTFR m PIK* 1 low J ow wil1 not cause pump damage. 

Documen * 0553 Brane '’ tDoc - 

Repts 50-156/89/M & 50-157/89/M on 890110-13 & 18- 
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N0tiC8 89 ' 020 ' " WeU Failur6s In Pump of Byron Jackson 

,E Division of Operational EventsAssessment (Post 870411). 89/02/24. 
i. of New York, Inc. 106pp. 48572:043-48572:148. 


WFVmuu ui 1 

Consolidated Edison Co. 


Leak Ch -*~ 

<& 89/02/a7 - 
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8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903150478 Responds to NRC Bulletin 88-011 re pressurizer surge line thermal 
stratification.Util is participating in program for partial resolution of issue through Wes- 
tinahouse Owners Group (WOG).Objectives of WOG program listed. 

RICHTER.M.H. Commonwealth Edison Co. 89/03/07. Document Control Branch (Doc- 
ument Control Desk). 4pp. 48873:356-48873:359. 

7, “Limitations on Use of 
ow Level Radwaste.” Svc 
vel Waste Management 8 
Edison Co. of New York, 


Waste Forms & High In- 
list end. 

Ic Decommissioning (Post 
, Inc. 117pp. 48798:114- 


8903020165 NRC Info Notice 89-02 
tegrity Containers for Disposal of L 
GREEVES.J.T. Division of Low L< 
870413). 89/03/08. Consolidated 
48798:231. 




oswayo uor* mu imo Nonce os-uzu, weignt & utr of Gravity Discrepancies 1 
Vulcan Air-Operated Valves." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 1 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers Dunng Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nudear Power Plants." 
svc list end. 

ROSSI C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903240312 Forwards Safety Insp Repts 50-456/89-06 & 50-457/89-06 on 890214-17 
& notice of violation. 

GREGfcR.L.R. Region 3, Ofc of the Director. 89/03/15. REED.C. Commonwealth 
Edison Co. 2pp. 49110:026-49110:036. 

-8903240313 Notice of violation from insp on 89021 4-1 7. Violation noted: on 880720,in- 
dividual working in radioactive matls area did not receive bioassay following work as- 
signment & exception not granted. 

GREGER.LR. Region 3, Ofc of the Director. 89/03/15. Ip. 49110:028-49110:028. 
-8903240315 Insp Repts 50-456/89-06 & 50-457/89-06 on 890214-17. Violations 

Re9k>n 3 ' 0,0 ° f * h ® a,ec>or - 

‘rSTSUmSm «" kUSubm 8 reviS8d d88crip,ive ,9 *' Seo,ion 20 * ■"* 
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"protection sT sic Kc"'" 2, “ Surv8lllan “ TesBn 9 °f Low Temp Overpressure 
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R. Periodic operating reports & related correspondence 

8 ^?™J?t i?? nlannual Efl SW Re P t for Jul-Dec 1988." W/890210 ltr. 

QUERIO.R.E. Commonwealth Edison Co. 88/12/31. 15pp. 48738:205-48738:21 9. 

4°lT W/Be&VS? an9 rept8 ,0r Jan 1889 ,or BraW * 00d Nuclear Power Station 
4M7 E 6 P 3^Ma576:313 UERIO ' R ' E ' Commonwealth Edison Co. 89/01/31. 14pp. 

Wul W 0 " 81 radi8,l0n eXP ° SUr8 °P««ting repts 

St & 2 “J. d ^ n °°- BB/02/ZZ DAV,SAB - Re 0 lon 3. Ofc of the 

-89031404W Forwards ooeupatlanal radiation exposures rapt tor 1988, per Reg Guide 

QUERIO.R.E. Commonwealth Edison Co. 89/01/27. DAVIS A.B Raninn q nt* 
Director. Ip. 48853:220-48853:223, Region 3, Ofc of the 
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8903130127 Forwards Part 3 of plant operating rept, reporting results of environ radio- 
logical & meteorological monitoring.W/o end. 

QUERIO.R.E. Commonwealth Edison Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 3pp. 4881 9:257-488 1 9:259. 


S. Reportable occurrences, LERs & related correspondence 

8903080231 Withdraws LER 88-011-01 re reactor shutdown as result of valve 
2SI89089B declared inoperable due to non-environ qualified motor.Addl info submitted 
proved motor was environ qualified to required stds & no shutdown required. 
QUERIO.R.E. Commonwealth Edison Co. 89/02/17. Document Control Branch (Docu- 
ment Control Desk). Ip. 48748:358-48748:358. 

8903060053 LER 88-025-0 1:on 880926,verified that monthly target axial flux difference 
surveillance not performed.Caused by personnel error.Calculated new target values 
for Delta 1, updated curve book & processed computer.W/890222 Itr. 
SCHLIESSMANN.R., QUERIO.R.E. Commonwealth Edison Co. 89/02/24. 7pp. 
48715:355-48715:361. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-458 RIVER BEND STATION, UNIT 1 


F. Security, medical, emergency & lire protection plans 

8903090161 Forwards objectives to be fulfilled during facility emergency planning 
exercise.Scenario package will be provided 45 days prior to exercise date. 

BOOKER, J.E. Gulf States Utilities Co. 88/12/15. MARTIN, R. Region 4, Ofc of the Di- 
rector. 3pp. 48786:353-48786:355. 

8903270406 Forwards draft “River Bend Station 1989 Emergency Preparedness Evalu- 
ated Exercise.*' Util requests that end info be limited to only those NRC evaluators 
observing exercise. 

BOOKER, J.E. Gulf States Utilities Co. 89/01/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49052:18649053:276. 

—8903270407 Draft “River Bend Station Emergency Preparedness Evaluated Exercise." 

* Gulf States Utilities Co. 89/03/01. 447pp. 49052:18849053:276. 

8903030067 Revised emergency plan for River Bend Station.W/890222 ltr. 

BOOKER, J.E. Gulf States Utilities Co. 89/01/31. 346pp. 48717:02148718:013. 

8902280376 Responds to SALP Insp Rept 50-458/87-32 covering Apr 1987 • Sept 
1988.Corrective actions:in-depth assessment of security, utilizing outside individuals w/ 
nuclear security expertise.initiated & security equipment will be repaired. 

DEDDENS.J.C. Gulf States Utilities Co. 89/02/10. MARTIN, R.D. Region 4, Ofc of the 
Director. 2pp. 48625:12048625:121. 

8902280328 Forwards Insp Rept 50458/88-29 on 881212-16.No violations or devi- 
ations noted.Two open items identified in Paragraphs 4 & 5 of encI.Review of re- 
sponse to Violation 50458/88-14 revealed that addl corrective action needed. 
CALLAN.L.J. Region 4, Ofc of the Director. 89/02/16. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. 48627:00148627:003. 

-8902280334 Partially withheld Insp Rept 50458/88-29 on 881212-16 (ref 
10CFR73.2l).No violations or deviations noted.Major areas inspectediphysical security 
program included mgt support, security program plans, audits & records & repts. 

KELLY ,JA, EVERETT, R.J. Region 4, Ofc of the Director. 89/01/31. Ip. 48627:003- 
48627:003. 

8903030458 Rev 8 to EPIP EIP-2-007, “Protective Action Recommendation Guidelines." 
W/890222 ltr 

DEDDENS.J.C., BOOKER.J.E. Gulf States Utilities Co. 89/02/22. 22pp. 48692:339- 
48692:360. 

8903060186 Forwards Insp Rept 50-458/89-05 on 8901 01-31. No violations or devi- 
ations noted. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/02/27. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. 48705:34248705:353. 

-8903060192 Insp Rept 50-458/89-05 on 8901 01 -31. No violations noted. Major areas 
inspected:operational safety verification, radiological protection, security.surveillance 
test observation & maint observation. 

CONSTABLE, G.L., FORD.EJ. Region 4, Ofc of the Director. 89/02/24. 10pp. 
48705:344-48705:353. 

8903080498 Advises that 881229 Rev 5 to safeguards contingency plan consistent w/ 
provisions of 10CFR50.54(p) & acceptable. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/02/28. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. 48768:35848768:360. 

8903080527 Advises that 890210 Rev 8 to security training & qualification plan consist- 
ent w/10CFR50.54(p) & acceptable. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/02/28. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. 48742:20348742:205. 

8903230216 Revises response to violations noted in Insp Rept 50-458/88-08.Corrective 
actions:100% review of 31 high temp leak detection alarms performed & errors identi- 
fied & corrected. 

DEDDENS.J.C. Gulf States Utilities Co. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49022:33549022:339. 

8903200199 Forwards final SALP Rept 50-458/87-32 for Apr 1987 - Sept 1988.Correc- 
tive actions considered responsive to NRC concerns & recommendations. 
MARTIN.R.D. Region 4. Ofc of the Director. 89/03/09. DEDDENS.J.C. Gulf States 
Utilities Co. 3pp. 48965:08348965:140. 

-8903200204 Final SALP Rept 50458/87-32.SALP 8901 1 1 meeting summary, list of at- 
tendees & handouts end. 

* Region 4, Ofc of the Director. 89/03/09. 60pp. 48965:08648965:140. 


8903230209 Rev 7 to EPIP EIP-2-102, "Training, Drills & Exercise." W/890316 Itr. 
CADWALLADER.J., ODELL, W.A., BOOKER.J.E. Gulf States Utilities Co. 89/03/16. 
16pp. 49023:04049023:055. 


H. General correspondence 

8903080235 Comment on proposed rule 10CFR50 re ensuring effectiveness of maint 
programs for nuclear power plants.New rules will divert resources & attention from on- 
going improvements resulting from existing 10CFR50.65(b)(1)-(16) initiatives. 

BOOKER, J.E. Gulf States Utilities Co. 89/02/23. Office of the Secretary of the Com- 
mission. 2pp. 48745:312-48745:313. 


J. Insurance & indemnity information 

8902270394 Forwards Endorsements 31 & 32 & Endorsements 6 & 3 to NELIA Policy 
NF-286 & Certificates N-100 & NW-1 78, respectively & Endorsements 23 & 24 & En- 
dorsements 6 & 33 to MAELU Policy MF-119 & Certificates M-100 & MW-1 78, respec- 
tively. 

SAMUELS, J.L Marsh & McLennan, Inc. 89/01/11. DINITZ.I. Office of Nudear Reac- 
tor Regulation, Director (Post 870411). 9pp. 48621:32348621:331. 


P. Operating license stage documents & correspondence 

8903090296 Requests notification within 30 days of Itr date should util anticipate prob- 
lems in accommodating non-Region IV personnel in abbreviated site access program. 
YANDELL,L.A. Region 4, Ofc of the Director. 89/02/02. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 48783:35548783:356. 

8902240244 Responds to Generic Ltr 88-14, "Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment." Startup testing ensured that air-operated compo- 
nents failed as designed on loss of instrument air. 

BOOKER, J.E. Gulf States Utilities Co. 89/02/16. Document Control Branch (Docu- 
ment Control Desk). 5pp. 48583:29948583:304. 

8903010296 Forwards safety evaluation approving alternate method for complying w/ 
10CFR50.55a for main steam positive leakage control sys valve. 

CALVO.J.A. Project Directorate IV. 89/02/21. DEDDENS.J.C. Gulf States Utilities Co. 
4pp. 48646:20048646:205. 

-8903010302 Safety evaluation approving alternate method for complying w/ 
l0CFR50.55a for main steam positive leakage control sys valve. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/21. 2pp. 
48646:20448646:205. 

8903080488 Forwards Amend 34 to License NPF47,safety evaluation & FR 
notice.Amend deletes License Condition 2.C.(4), Attachment 2, Item 1 requirement to 
install addl brace on control rod hydraulic units as used in qualification testing. 
PAULSON, W.A. Project Directorate IV. 89/02/22. DEDDENS.J.C. Gulf States Utilities 
Co. 3pp. 48765:01648765:028. 

-8903080496 Amend 34 to License NPF47, deleting License Condition 

2.C.(4), Attachment 2,ltem 1 requirement to install addl brace on control rod hydraulic 
units as used in qualification testing. 

CALVO.J.A. Project Directorate IV. 89/02/22. 3pp. 48765:019-48765:021. 

-8903080503 Safety evaluation supporting Amend 34 to License NPF47. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 89/02/22. 5pp. 
48765:02248765:026. 

-8903090028 Notice of issuance of Amend 34 to License NPF47.Amend deletes Li- 
cense Condition 2.C.(4), Attachment 2, Item 1 requirement to install addl brace on con- 
trol rod hydraulic units as used in qualification testing. 

PAULSON, WA Project Directorate IV. 89/02/22. 2pp. 48765:02748765:028. 

8903090248 Provides supplementary info on roofing program, as committed in util 
881202 Itr.Purpose of built up roofing is to provide drainage,watertightness,installation 
& protection of access openings. 

BOOKER.J.E. Gulf States Utilities Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48783:34848783:349. 

8903100556 Forwards response to verbal request for supplemental info re 880805 appli- 
cation for amend to License NPF-47.Amend request allows plant operation in event 
that feedwater heaters become inoperable. 

BOOKER, J.E. Gulf States Utilities Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 6pp. 48804:060-48804:065. 

8903130363 Special rept:on 890204,temp in main steam tunnel rose above Tech Spec 
3Z4.7.8 limit of 135 F.Caused by packing leak from penetration leakage control sys 
valve. Valve packing will be repaired at next available outage of sufficient duration. 
BOOKER, J.E. Gulf States Utilities Co. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48821:32148821:322. 

8903140162 Forwards Amend 35 to License NPF-47 & safety evaluation. Amend revises 
Tech Specs to allow performance of limited number of Type C leak rate tests of liquid 
filled lines during refueling activities & increase decay time. 

PAULSON, W.A. Project Directorate IV. 89/03/03. DEDDENS.J.C. Gulf States Utilities 
Co. 4pp. 48855:05148855:072. 

-8903140170 Amend 35 to License NPF47,revising Tech Specs to allow performance 
of limited number of Type C leak rates tests of liquid filled lines during refueling activi- 
ties & increasing decay time required for irradiated fuel. 

CALVO.J.A. Project Directorate IV. 89/03/03. 11pp. 48855:05548855:065. 

-8903140179 Safety evaluation supporting Amend 35 to License NPF47. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/03. 5pp. 
48855:06648855:070. 

-8903140187 Notice of issuance of Amend 35 to License NPF47, revising Tech Specs 
to allow performance of limited number of Type C leak rate tests of liquid filled lines 
during refueling activities & increase decay time. 

PAULSON.W.A. Project Directorate IV. 89/03/03. 2pp. 48855:07148855:072. 
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8903150136 Forwards Amend 36 to License NPF-47 & safety evaluation. Amend per- 
mits one-time exemption to Tech Spec 3.0.4 to allow entry into specified operational 
conditions w/o meeting 'initinp condition for operation. 

PAULSON, W.A. Project "Jsrftctc-a:-: iv. B9/03/03. DEDDENS.J.C. Gulf States Utilities 
Co. 3pp. 48860:239-48860:256. 

-8903150141 Amend 36 to License NPF-47,modifying Tech Spec 3.0.4 to allow entry 
into specified operational conditions w/o meeting limiting condition for 
operation, provided requirements of associated action statements met. 

CALVO.J.A. Project Directorate IV. 89/03/03. 8pp. 48860:242-48860:249. 

-8903150145 Safety evaluation succcrting Amend 36 to License NPF-47. 

* Office of Nucleai -"loactcr Rcgu aim, D'-zctor (Post 870411). 89/03/03. 7pp. 
48860:250-48860:256. 

8903220288 Forwards request for addl info re util 880721 response to Generic Ltr 88- 
01, “NRC Position on IGSCC in BWR Austenitic Stainless Steel Piping.” Response 
requested within 60 days of ltr receipt. 

PAULSON, W.A. Project Directorate IV. 89/03/08. DEDDENS.J.C. Gulf States Utilities 
Co. 12pp. 49008:073-49008:084. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products. Svc list 
end. 

VARGA, S.A. Associate Director for Prrc-cts (Post 87C4-1). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48G?.0:3C I ■'■396 3057. 


Q. Inspection reports, IE Bulletins & correspondence 

8903020716 Corrected response to violations noted in Insp Rept 50-458/88-22 on 
880829-091 5-Corrective actions:operations has implemented control board walkdown 
checklist for unit operator to use as guide during turneve". 

BOOKER, J.E. Gulf States Utilities Co. 88/ 12' 15. Cccumcr:: Control Branch (Docu- 
ment Control Desk). 7pp. 48674:094-48674:100. 

8902280376 Responds to SALP Insp Rept 50-458/87-32 covering Apr 1987 - Sept 
1988.Corrective actions:in-depth assessment of security, utilizing outside individuals w/ 
nuclear security expertise,initiated & security equipment will be repaired. 
DEDDENS.J.C. Gulf States Utilities Co. 89/02/10. MARTIN, R.D. Region 4, Ofc of the 
Director. 2pp. 48625:120-48625:121. 

8902280328 Forwards Insp Rept 50-458/88-29 on 881212-16.No violations or devi- 
ations noted.Two open items identified in Paragraphs 4 & 5 of enci.Review of re- 
sponse to Violation 50-458/88-14 revealed that addl corrective action needed. 
CALLAN.L.J. Region 4. Ofc of the Director. 89/02/16. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. 48627:001-48627:003. 

-8902280334 Partially withheld Insp Rept 50-458/88-29 on 881212-16 (ref 
10CFR73.21).No violations or deviations noted.Major areas inspected:physical security 
program included mgt support, security program plans, audits & records & repts. 
KELLY, J.A., EVERETT, R.J, Region 4, Ofc of the Director. 89/01/31. Ip. 48627:003- 
48627:003. 

8903020360 Ack receipt of 881215 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-458/88-22. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/02/23. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. 48669:235-48669:243. 

8903020365 Informs that Insp 50-458/89-03 cancelled.No insp rept will be issued for 
subj rept number. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/02/23. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. 48674:359-48674:360. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903010189 Grants enforcement discretion from Tech Spec 3.6.2.3 re drywell air 
lccks.Facl!:ty permitted to remain in hot standby (Mode 3) for addl 48 h beyond time 
period allcwec by action requirements. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/02/24. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. 48648:088-48648:089. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903060186 Forwards Insp Rept 50-458/89-05 on 8901 01 -31. No violations or devi- 
ations noted. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/02/27. DEDDENSJ.C. Gulf States Util- 
ities Co. 2pp. 48705:342-48705:353. 

-8903060192 Insp Rept 50-458/89-05 on 890101 -31 .No violations noted. Major areas 
inspected:operational safety verification, radiological protection, security, surveillance 
test observation & maint observation. 

CONSTABLE, G.L., FORD.E.J. Region 4, Ofc of the Director. 89/02/24. 10pp. 
48705:344-48705:353. 

8903090187 Forwards supplemental response to notice of violation from Insp Rept 50- 
458/88-09.Current status on util corrective action taken on Item 8809-01, "Assess- 
ment Aids” provided. Response withheld (ref 10CFR73.21). 

DEDDENSJ.C. Guff States Utilities Co. 8*9/02/28. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). Ip. 48783:310-48783:310. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, aE. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 


8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903140264 Responds to administrative order issued on 890131 re violation of min pH 
limitations in Outfall 001 on 880917 due to rainwater from acid storage tank contain- 
ment heinc transferred rapidly into cooling sys flume. 

■■-EDCENS.J C. Gulf States Utilities Co. 89/03/03. KNUDSON.M.O. Environmental 
Protection Agency. 2pp. 48858:160-48858:161. 

8903140272 Responds to NRC Bulletin 88-007,Suppl 1, "Power Oscillations in BWRs.” 
All appropriate operating procedures revised & currently implemented. 

BOOKER, J.E. Gulf States Utilities Co. 89/03/03. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48834:057-48834:060. 

8902280162 NRC info Notice 89-024, "Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903230216 Revises response to violations noted in Insp Rept 50-458/88-08.Corrective 
actions:100% review of 31 high temp leak detection alarms performed & errors identi- 
fiod & corrected 

DEDDENSJ.C. Gulf States Utilities Co. 89/03/06. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49022:335-49022:339. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903160465 Forwards minutes of 890227 enforcement conference in Region IV ofc re 
Insp Rept 50-458/88-26 on 881 201 -31. Agenda items include review of RCIC turbine 
dowel pin & review of very high radiation doors.List of attendees & agenda end. 
CALLAN.LJ. Fedor ^ Cf= o* the Director. 89/03/07. DEDDENS ,J.C. Gulf States Util- 
ities Co. 24pp '■.-iBg? 35-- -48633:0' 7 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903200199 Forwards final SALP Rept 50-458/87-32 for Apr 1987 - Sept 1988.Correc- 
tive actions considered responsive to NRC concerns & recommendations. 

MARTIN.R.D. Region 4, Ofc of the Director. 89/03/09. DEDDENSJ.C. Gulf States 
Utilities Co. 3pp. 48965:083-48965:140. 

-8903200204 Final SALP Rept 50-458/87-32.SALP 890111 meeting summary, list of at- 

tanHooc SL hanrlm ite 

* Region 4, Ofc of the Director. 89/03/09. 60pp. 48965:086-48965:140. 

8903220345 Forwards Insp Rept 50-458/89-06 on 890206-1 0.No violations or devi- 
ations noted. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/09. DEDDENSJ.C. Gulf States Util- 
ities Co. 2pp. 49008:232-49008:237. 

-8903220346 Insp Rept 50-458/89-06 on 890206-1 0.No violations or deviations 
noted.Major areas inspected:inservice testing program for pumps & valves. 

STEWART, R.C., BARNES, I. Region 4, Ofc of the Director. 89/03/08. 4pp. 49008:234- 
49008:237. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list encT. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903210478 Forwards Insp Rept 50-458/89-08 on 89021 3-1 7.No violations or devi- 
ations noted. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/14. DEDDENSJ.C. Gulf States Util- 
ities Co. 2pp. 48982:044-48982:050. 

-8903210485 Insp Rept 50-458/89-08 on 89021 3-1 7.No violations or deviations 
noted.Major areas inspected:calibr program, emergency diesel fuel oil program into 
QA program & receipt, storage & handling of diesel generator fuel oil. 

SINGH, A., STETKA.T.F. Region 4, Ofc of the Director. 89/03/10. 5pp. 48982:046- 
48982:050. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903280007 Ack receipt of 890106 response to violations noted in Insp Rept 50-458/ 
88-23. 

CALLAN.LJ. Region 4, Ofc of the Diredor. 89/03/22. DEDDENSJ.C. Gulf States Util- 
ities Co. 2pp. 49074:060-49074:067. 

8903280010 Forwards Exam Rept 50-458/OL-89-01 administered during wks of 890213 

& 20 . 

CALLAN.LJ. Region 4, Ofc of the Diredor. 89/03/22. DEDDENSJ.C. Gulf States Util- 
ities Co. 2pp. 49073:265-49073:359. 

-8903280011 Exam Rept 50-458/OL-89-01 on 890214-17 & 22-23.Exam results: all 13 
candidates passed all portions of exams & issued appropriate license. 

GRAVES.D.N., PELLETJ.L. Region 4, Ofc of the Director. 89/03/20. 93pp. 
49073:267-49073:359. 
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8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903130657 “River Bend Station, Unit 1, Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1988.“ W/890228 Itr. 

FANTACCI.C.L., CARGILL, E.M., BOOKER, J.E. Gulf States Utilities Co. 88/12/31. 
231pp. 48829:032-48829:263. 

8903030022 Monthly operating rept for Jan 1989 for River Bend Station Unit 1.W/ 
890210 Itr. 

COLE.R.E., BOOKER, J.E. Gulf States Utilities Co. 89/01/31. 5pp. 48692:238- 
48692:242. 

8903230089 Monthly operating rept for Feb 1989 for River Bend Station Unit 1.W/ 
890315 Itr. 

COLE.R.E., BOOKER, J.E. Gulf States Utilities Co. 89/02/28. 5pp. 49029:044- 
49029:048. 


S. Reportable occurrences, LERs & related correspondence 

8903030085 LER 89-002-00:on 8901 12, isolation of RWCU due to temp spike from ther- 
mocouple servicing temp trip unit 1E31-N6220B occurred, Caused by malfunction of 
shutoff adapter allowing formation of steam plume.ESF sys performed.W/890209 Itr. 
ENGLAND, L.A., BOOKER, J.E. Gulf States Utilities Co. 89/02/09. 4pp. 48716:007- 
48716:010. 

8902280115 LER 88-01 1-12:on 880503, containment isolation valve discovered to be in- 
operable due to torque arm key falling out of keyway. Root cause not determined. Key 
replaced in keyway & limit switch soilings vorii : ec.VV.'8L»C222 Itr. 

ENGLAND, L.A., BOOKER, J.E. 3u:i States Utilities Co. 33/02/22. 5pp. 48624:298- 
48624:302. 

8902280246 Forwards LER 87-01 4, Rev 1, correcting date of occurrence from 870707 to 
870704. 

BOOKER, J.E. Gulf States Utilities Co. 89/02/22. Document Control Branch (Docu- 
ment Control Desk). Ip. 48633:008-48633:011. 

-8902280101 LER 87-01 4-01 :on 870704, MSIV isolation occurred due to failed 
milliammeter.Caused by procedural inadequacy. Surveillance test procedures re test- 
ing of MSIV revised to require technician monitor status I'rjhts & rr.illiamncters. 
ENGLAND, L.A. Gulf States Utilities Co. 89/02/22. 3pp. ■'.8633:0C3-'.8f>33:0* 1. 

8903140013 LER 88-01 2-01 :on 88051 7, inadequate installation of concrete roof plugs on 
roof of auxiliary bldg identified.Caused by missing retention hardware.ldentifiea roof 
plugs secured via installing 1 1 nuts on auxiliary bldg roof.W/890228 Itr. 

ENGLAND.L.A., BOOKER.J.E. Gulf States Utilities Co. 89/02/28. 9pp. 48853:351- 
48853:359. 

8903090091 PNO-IV-89-014:on 890301, util announced reorganization of physical securi- 
ty program at plant involving util security dept & Burns Inti. Announced changes result- 
ed from util & Burns Inti audits of operations at site. 

BANGART.R.L. Region 4, Ofc of the Director. 89/03/02. 2pp. 48800:268-48800:269. 

8903140654 LER 89-004-00:on 89021 0.ESF actuation occurred when instrumentation & 
controls technician incorrectly took voltage reading on instrument trip unit.Caused by 
personnel error.Technician received counseling.W/890302 Itr. 

ENGLAND, L.A., BOOKER.J.E. Gulf States Utilities Co. 89/03/02. 4pp. 48853:317- 
48853:320. 

8903210089 LER 89-003-00:on 890205,discovered that surveillance requirements for ac 
circuits inside containment not properly performed for all circuits.Caused by inad- 
equate procedure developmentTest procedure revised.W/890306 Itr 
ENGLAND, L.A., BOOKER.J.E. Gulf States Utilities Co. 89/03/06. 4pp. 48980:106- 
48980:109.. 

8903220366 LER 89-006-00:on 89021 7, reactor protection sys actuation due to signals 
from intermediate range monitor.Caused by personnel error.Operator counseled & pro- 
cedures reviewed. W/890310 Itr. 

ENGLAND, L.A., BOOKER.J.E. Gulf States Utilities Co. 89/03/10. 4pp. 49007:331- 
49007:334. 

8903230028 NPDES noncompliance notification:on 890309,sample collected contained 
0.6 mg/1 total residual chlorine at Outfall 004. Caused by inability to adjust chlorine 
dosage w/fluctuating flow & variable quality.Engineering study underway. 

BOOKER, J.E. Gulf States Utilities Co. 89/03/14. O'NEILL, M. Louisiana, State of. 2pp. 
49026:136-49026:137. 

8903240060 LER 89-005-00:on 89021 4, void identified in fire seal penetration located on 
wall separating cable chase I from chiller room on 98-ft elevation of control 
bldg.Caused by poor insp technique.Firewatch posted.W/890316 Itr. 

ENGLAND, L.A., BOOKER, J.E. Gulf States Utilities Co. 89/03/16. 4pp. 49038:302- 
49038:305. 

8903280158 NPDES noncompliance notification:on 89031 6, sample collected exceeded 
effluent limitations for total residual chlorine. Caused by inability to adjust chlorine 
dosage w/effluent of fluctuating flow.Long-term solution in progress. 

DEDDENS.J.C. Gulf States Utilities Co. 89/03/21. O’NEILL, M. Louisiana, State of. 
2pp. 49062:358-49062:359. 


V. Operator Examinations 

8903160225 Notifies of 890321 meeting in Region IV ofc to discuss changes in recently 
issued Rev 5 to NUREG-1021 & other pending issues re operator licensing exam. 
CALLAN.LJ. Region 4, Ofc of the Director. 89/03/03. DEDDENS.J.C. Gulf States Util- 
ities Co. 4pp. 48893:057-48893:060. 

8903200199 Forwards final SALP Rept 50-458/87-32 for Apr 1987 • Sept 1988.Correc- 
tive actions considered responsive to NRC concerns & recommendations. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/03/09. DEDDENS.J.C. Gulf States 
Utilities Co. 3pp. 48965:083-48965:140. 


-8903200204 Final SALP Rept 50-458/87-32.SALP 890111 meeting summary, list of at- 
tendees & handouts end. 

* Region 4, Ofc of the Director. 89/03/09. 60pp. 48965:086-48965:140. 

8903280010 Forwards Exam Rept 50-458/OL-89-01 administered during wks of 890213 
& 20 . 

CALLAN.LJ. Region 4. Ofc c' the Director. 89/03/2 2. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. ‘'.SO'!': 


-8903280011 Exam Rept 50-458/OL-89-01 on 890214-17 & 22-23.Exam results: all 13 
candidates passed all portions of exams & issued appropriate license. 

GRAVES, D.N., PELLET.J.L. Region 4, Ofc of the Director. 89/03/20. 93pp. 
49073:267-49073:359. 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Application/construction stage documents & correspondence 


8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


H. General correspondence 


8903130392 Informs that mailing label for NRC info notices should be changed as 
listed. 

DYEKMAN.G.K. Washington Public Power Supply System. 89/02/27. Document Con- 
trol Branch (Document Control Desk). Ip. 48821:323-48821:323. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8903010002 Forwards Safety Insp Rept 50-461/88-30 on 881206-890127 & notice of 
violation. 

KNOP.R.C. Region 3, Ofc of the Director. 89/02/15. GERSTNER.W.C. Illinois Power 
Co. 2pp. 48653:215-48653:233. 


-8903010003 Notice of violation from insp on 881 206-8901 27.Violation noted:on 
881 111, 1C diesel generator was inoperable because it did not meet design basis, per 
10CFR50,App R.GDC 2. 

KNOP.R.C. Region 3, Ofc of the Director. 89/02/15. Ip. 48653:217-48653:217. 

8903130666 Rev 3 to EPIP RA-17, “Radiological Control of EOF." “Implementing Pro- 
cedure Status Rept" 

* Illinois Power Co. 89/02/17. 19pp. 48820:034-48820:052. 

8903070049 Ack receipt of 890118 Itr responding to allegation re fitness for duty issues 
involving Pinkerton employee. Investigation rept & supporting documentation request- 
ed within 10 days of Itr receipt. 

GREGER.L.R. Region 3, Ofc of the Director. 89/02/21. GERSTNER.W.C. Illinois 
Power Co. 2pp. 48763:353-48763:356. 

-8903070051 Responds to 881219 telcon w/NRC re allegation concerning fitness for 
duty of Pinkerton employee.No evidence to substantiate allegation found during inves- 
tigation. 

HOLTZSCHER.D.L. Illinois Power Co. 89/01/18. DAVIS, A.B. Region 3, Ofc of the Di- 
rector. 2pp. 48763:355-48763:356. 

8903070144 Ack receipt of 890203 Itr responding to allegations re loss of cooling for 
security computer & nonemergency communications for control room.Util corrective 
actions will be tracked under Open Item 461/89004-01. 

GREGER.L.R. Region 3, Ofc of the Director. 89/02/21. GERSTNER.W.C. Illinois 
Power Co. 2pp. 48763:017-48763:022. 

-8903070147 Responds to NRC 881229 Itr forwarding Allegation RIII-88-A-160 re loss 
of cooling for security computer. Results of util investigation end. 

HOLTZSCHER.D.L. Illinois Power Co. 89/02/03. DAVIS, A.B. Region 3, Ofc of the Di- 
rector. 4pp. 48763:019-48763:022. 


H. General correspondence 


8903070055 Submits info on status of position of corporate health physicist.Util . intends 
to maintain position, w/responsibilities unchanged. 

HOLTZSCHER.D.L Illinois Power Co. 89/02/17. DAVIS, A.B. Region 3, Ofc of the Di- 
rector. Ip. 48762:300-48762:300. 
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J. Insurance & indemnity information 

8903010276 Forwards Endorsements 36.37,38 & 39 to NEUA Policy NF-261, Endorse- 
ments 17,18.19 & 20 to MAELU Policy MF-121. Endorsements 4 & 5 to NELIA Policy 
N-85 & MAELU Policy M-85 & Endorsements 1,2,3 & 4 to NELIA Certificate NW-156. 
TURNER.C.L. Illinois Power Co. 89/02/22. DIN1T2.I. Office of Nuclear Reactor Regu- 
lation, Director (Post 87041 1 ). 39pp. 48647:338-48648:01 6. 

8903160014 Provides plant property damage insurance coverage, per 10CFR50.54(w)(2). 
HOLTZSCHER.D.L. Illinois Power Co. 89/03/09. Document Control Branch (Docu- 
ment Control Desk). Ip. 48879:320-48879:320. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8903100578 Forwards replacement Figures 6.2-143 through 6.2-147 from Vol 7, Section 
6 of plant updated SAR. 

* Illinois Power Co. 89/03/03. NRC - No Detailed Affiliation Given. 2pp. 48813:207- 
48813:226. 

—8903100581 Replacement Figures 6.2-143 through 6.2-147 from Vol 7, Section 6 of 
updated SAR. 

* Illinois Power Co. 89/03/03. 18pp. 48813:209-48813:226. 


P. Operating license stage documents & correspondence 

8902230605 Forwards variance to NPDES permit, per Section 3.2 of environ protection 
plan. 

HOLT2SCHER.D.L. Illinois Power Co. 89/02/17. Document Control Branch (Docu- 
ment Control Desk). 21pp. 48570:119-48570:139. 

8903070049 Ack receipt of 890118 Itr responding to allegation re fitness for duty issues 
involving Pinkerton employee. Investigation rept & supporting documentation request- 
ed within 10 days of Itr receipt 

GREGER.LR. Region 3. Ofc of the Director. 89/02/21. GERSTNER.W.C. Illinois 
Power Co. 2pp. 48763:353-48763:356. 

-8903070051 Responds to 881219 telcon w/NRC re allegation concerning fitness for 
duty of Pinkerton employee.No evidence to substantiate allegation found during inves- 
tigation. 

HOLTZSCHER.D.L Illinois Power Co. 89/01/18. DAVIS, A.B. Region 3, Ofc of the Di- 
rector. 2pp. 48763:355-48763:356. 

8903030230 Requests FR publication of notice of issuance of Amend 19 to License 
NPF-62.Amend will achieve consistency w/previously approved changes & clarify ex- 
isting requirements. 

HICKMAN, J.B. Project Directorate 111-2. 89/02/2 2. NRC - No Detailed Affiliation Given. 
4pp. 48694:312-48694:315. 

8903030240 Forwards Amend 19 to License NPF-62 & safety evaluation. Amend revises 
Tech Specs Sections 6.3,6.4,6.8.2 & 6.8.3.C to clarify existing requirements for con- 
sistency. 

HICKMAN.J.B. Project Directorate 111-2. 89/02/22. HOLTZSCHER.D.L Illinois Power 
Co. 4pp. 48692:068-48692:083. 

-8903030245 Amend 19 to License NPF-62,revising Tech Specs to achieve consistency 
w/previously approved changes & to clarify existing requirements. 

MULLER, D.R. Project Directorate 111-2. 89/02/22. 8pp. 48692:072-48692:079. 

-8903030248 Safety evaluation supporting Amend 19 to License NPF-62. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/22. 4pp. 
48692:080-48692:083. 

8903030018 Forwards revised Page 5 of license & Tech Spec Page 3/4 6-17 to License 
NPF-62.Encl inadvertently ommitted from amend revising Tech Specs to suppport first 
refueling of reactor issued on 890131 . 

HICKMAN, J.B. Project Directorate ill-2. 89/02/23. HOLTZSCHER.D.L Illinois Power 
Co. 3pp. 48703:348-48703:352. 

-8903030062 Errata to Amend 18 to License NPF-62,consisting of revised Page 5 to 
license & Tech Spec Page 3/4 6-17. 

* NRC - No Detailed Affiliation Given. 89/02/23. 2pp. 48703:351-48703:352. 

8903010321 Forwards 890214 Rev 19 to licensee "Nuclear Program QA Program 
Manual," per 10CFR50.54(a)(3)(ii). 

HOLTZSCHER.D.L Illinois Power Co. 89/02/24. Document Control Branch (Docu- 
ment Control Desk), ip. 48651:052-48651:190. 

-8903010324 Rev 19 to "Nuclear Program QA Manual.” 

* Illinois Power Co. 89/02/14. 139pp. 48651:053-48651:190. 

8903060196 Forwards corrected Tech Spec Page 3/4 3-18. 

HICKMAN.J.B. Project Directorate 111-2. 89/02/27. HOLTZSCHER.D.L. Illinois Power 
Co. 4pp. 48739:227-48739:231. 

-8903060199 Corrected Tech Spec Page 3/4 3-18 re containment & reactor vessel iso- 
lation control sys instrumentation. 

* Illinois Power CO. 89/02/27. Ip. 48739:231-48739:231. 

8903100552 Provides periodic survey update in fulfillment of license condition.Update 
reevaluates risks that flammable & toxic hazards associated w/rail transportation past 
plant poses to plant 

HOLTZSCHER.D.L. Illinois Power Co. 89/03/01. Document Control Branch (Docu- 
ment Control Desk). 4pp. 48802:348-48802:351 . 

9903140174 Summary of 890216 meeting w/Devonrue re BWR-6 alternate ac approach 
to satisfy station blackout rule.Attendance list & handout matl end. 

TAM.P.S. Project Directorate 1-4. 89/03/02. Project Directorate 1-4. 34pp. 48834:155- 
48834:188. 

8903170355 Forwards responses to comments provided by EG&G Idaho.lnc in NRC 
880906 Itr re ODCM.Resolution of comments & further program improvements may be 
seen in end Rev 5 to ODCM. 

HOLTZSCHER.D.L Illinois Power Co. 89/03/07. Document Control Branch (Docu- 
ment Control Desk). 9pp. 48889:124-48889:333. 


-8903170357 Rev 5 to “ODCM.” 

’ Illinois Power Co. 89/02/28. 202pp. 48889:133-48889:333. 

8903220450 Ack receipt of Rev 19 to Operations QA Manual & advises that revised 
nrcaram acceptable per 10CFR50,App B. 

'.VR.G'r : r.c C Rw.j.-on 3, Ofc of the Director. 89/03/17. GERSTNER.W.C. Illinois 
Power Co. 2pp. 49020:180-49020:181. 

8903280162 Forwards requested info re reliability improvements on feedwater control 
sys failure,per License Condition 2.C(4). 

HOLTZSCHER.D. Illinois Power Co. 89/03/20. Document Control Branch (Document 
Control Desk). 4pp. 49074:263-49074:266. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010002 Forwards Safety Insp Rept 50-461/88-30 on 881206-890127 & notice of 
violation. 

KNOP.R.C. Region 3, Ofc of the Director. 89/02/15. GERSTNER.W.C. Illinois Power 
Co. 2pp. 48653:215-48653:233. 

-8903010003 Notice of violation from insp on 881206-890127.Violation noted:on 
881 11 1,1 C diesel generator was inoperable because it did not meet design basis,per 
10CFR50,App R.GDC 2. 

KNOP.R.C. Region 3, Ofc of the Director. 89/02/15. Ip. 48653:217-48653:217. 

-8903010004 Safety Insp Rept 50-461/88-30 on 881 206-8901 27. Violations noted.Major 
areas inspected.licensee action on previous insp findings,review of info notices & 
preparation for refueling & refueling activities. 

COOPER.R.W. Region 3, Ofc of the Director. 89/02/15. 16pp. 48653:218-48653:233. 

8902170112 NRC Info Notice 89-020, ‘‘Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903100597 Forwards response to Suppl 1 of NRC Bulletin 88-007, “Power Oscillations 
in BWRs,” Actions have been implemented to help ensure that flow instabilities do not 
occur. 

HALL.D.P. Illinois Power Co. 89/03/02. Document Control Branch (Document Control 
Desk). 4pp. 48803:073-48803:076. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 69-026, “Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste ” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903200026 Confirms enforcement conference on 890321 in Region III ofc to discuss 
violation noted in Insp Rept 50-461 /89-06,per 890301 telcon.violation re inadequate 
corrective action for equipment qualification violation will be discussed. 
GREENMAN.E.G. Division of Reactor Projects - IIIJV.V & Special Projects (Post 
870411). 89/03/10. GERSTNER.W.C. Illinois Power Co. 3pp. 48958:303-48958:305. 

8903200200 Forwards Insp Rept 50-461/89-04 on 890103-06,10-20 & 0224.No viola- 
tions noted.lnvestigation of senior manager fitness for duty showed reasonable assur- 
ance of fitness, however, review of issue revealed weaknesses in fitness-for duty pro- 
gram. 

DAVISAB. Region 3, Ofc of the Director. 89/03/13. GERSTNER.W.C. Illinois Power 
Co. 3pp. 48970:200-48970:223. 

-8903200202 Insp Rept 50-461/89-04 on 890103-06,10-20 & 0224.No violations 
noted.Major areas inspectedrfitness-for-duty issue involving senior manager.including 
adherence w/licensee procedures in determining if employee fit. 

PIRTLE.G.L., HILAND.P., CREEDJ.R. Region 3, Ofc of the Director. 89/03/10. 20pp. 
48970:204-48970:223. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepandes for Copes- 
Vulcan Air-Operated Valves.” Svc list encT. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 
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8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903230203 Forwards Safety Insp Rept 50-461/89-06 on 890206-0303. Violations 
notedUtil should be prepared to explain why corrective actions failed to identify un- 
qualified Kynar butt splices & justify missing weep holes. 

MILLER, H.J. Region 3, Ofc of the Director. 89/03/16. GERSTNER.W.C. Illinois Power 
Co. 2pp. 49028:348-49028:359. 

-8903230205 Safety Insp Rept 50-461/89-06 on 890206-0303. Violation noted:failure to 
perform adquate corrective action on Kynar butt splices & junction boxes.Major areas 
inspected:LERs,Reg Guide 1.97 commitments & torque switches. 

GAUTAM.A.S., GARDNER, R.N. Region 3, Ofc of the Director. 89/03/16. 10pp. 
49028:350-49028:359. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


-8903270047 Vol VIII to “Resolution of Outstanding Nuclear Fission Product Aerosol 
Transport & Deposition Issues WBS 3.4.2." 

* Fauske & Associates, Inc. DOE/ID-10216 V08. 88/12/31. 250pp. 49058:099- 
49059:054. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8903240108 Forwards Amend E to C-E Std SAR Group E2 re design 
certification. Summary of revs also end. 

SCHERER, A.E. Combustion Engineering, Inc. 89/03/15. CRUTCHFIELD, D. Associate 
Director for Projects (Post 870411). 5pp. 49040:238-49044:055. 
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F. Security, medical, emergency & fire protection plans 


8902270201 Responds to 890106 Itr contending that Coffey County will no longer be 
qualified to uphold portion of facility emergency response plan.NRC satisfied that 
proper steps taken to provide training to responsible individuals. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/ 
07. FREEMAN, E.B. Coffey County, KS. 9pp. 48587:292-48587:313. 

-8902270206 Informs that Coffey County will no longer be qualified to uphold applica- 
tion portion of facility emergency response plan,for listed reasons,as of 890109. 
FREEMAN, E.B. Coffey County, KS. 89/01/06. NRC - No Detailed Affiliation Given. 
13pp. 48587:301-48587:313. 


R. Periodic operating reports & related correspondence 

8903060197 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1988." W/ 
890224 Itr. 

HOLTZSCHER.D.L. Illinois Power Co. 88/12/31. 119pp. 48991:280-48992:038. 

8903160025 “Annual Operating Rept, 1988." W/890302 Itr. 

HOLTZSCHER.D.L. Illinois Power Co. 88/12/31. DAVIS.B. Region 3, Ofc of the Direc- 
tor. 60pp. 48950:090-48950:150. 

8902270572 Monthly operating rept for Jan 1989 for Clinton Unit 1 . W/890214 Itr. 
HOLTZSCHER.D.L. Illinois Power Co. 89/01/31. 5pp. 48588:353-48588:357. 

8903160030 Monthly operating rept for Feb 1989 for Clinton Power Station Unit 1.W/ 
890308 Itr. 

HOLTZSCHER.D.L. Illinois Power Co. 89/02/28. 5pp. 48885:124-48885:128. 


8903060082 Forwards Insp Rept 50-482/89-03 on 8801 09-1 3.No violations or devi- 
ations noted.Problems re removal of key cards from site & decrease in response to 
NRC intiatives observed. 

CALLAN.L.J. Rodon 4, Ofc of the Director. 89/02/17. WITHERS.B.D. Wolf Creek Nu- 
clear Cpcraling Coro. 2pp. 48739:257-48739:260. 

-8903060087 Insp Rept 50-482/89-03 on 8901 09-1 3.No violations or deviations 
noted.Adverse affects of decisions re exchange of firearms discussed.Major areas 
inspected:physical security program, including mgt support & LER followup. 

KELLY, J.A., EVERETT, R.J. Region 4, Ofc of the Director. 89/02/16. 2pp. 48739:259- 
48739:260. 

8903080024 Informs that facility radiological emergency preparedness exercise for 1989 
scheduled to be conducted on 891206. 

WITHERS.B.D, Wolf Creek Nuclear Operating Corp. 89/02/27. Document Control 
Branch (Document Control Desk). Ip. 48742:348-48742:348. 


S. Reportable occurrences, LERs & related correspondence 

8903010060 LER 89-007-00:on 8901 22, incorrect operability determination due to insuffi- 
cient review of source range monitor status results in core alterations w/o required 
two operable source range monitors.Shift supervisor counselled.W/890221 Itr. 
MORRIS, D.R., HOLTZSCHER.D.L. Illinois Power Co. 89/02/21. 7pp. 48643:292- 
48643:298. 

8903170114 LER 89-008-00:on 890203, during restoration from surveillance 

test,containment isolation valves 1 1A006 & 07 shut & containment isolation logic not 
reset prior to relanding lead.Caused by personnel error.W/890303 Itr. 

CAMILLERI.T.J., HOLTZSCHER.D.L. Illinois Power Co. 89/03/03. 4pp. 48893:217- 
48893:220. 

8903160379 LER 89-009-00:on 890203, high drywell pressure signal simulated causing 
RHR upper containment B fuel pool cooling shutoff valve to unexpectedly 
shutCaused by deficient surveillance procedure. Procedures reviewed. W/890306 Itr. 
CAMILLERI.T.J., HOLTZSCHER.D.L. Illinois Power Co. 89/03/06. 6pp. 48879:246- 
48879:251. 

8903200296 LER 89-01 0-00:on 890206, train B of standby gas treatment sys automati- 
cally actuated while power restored to Div I, Class IE ac power $ys.Caused by use of 
incorrect sequence for power restoration leads.Work plans reviewed.W/890308 Itr. 
MORRIS, D.R., HOLTZSCHER.D.L. Illinois Power Co. 89/03/08. 5pp. 48983:127- 
48983:131. 


V. Operator Examinations 

8903010143 Advises that DP Hall discharged as reactor operator at facility.Certification 
for DP Hall withdrawn. 

HOLTZSCHER.D.L. Illinois Power Co. 89/02/22. Document Control Branch (Docu- 
ment Control Desk). Ip. 48648:280-48648:280. 


8903150494 Forwards summary of 890223 mgt meeting w/licensee in Arlington, TX re 
personnel access control into vital areas at plantList of attendees & util meeting 
handout also end. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/02. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 7pp. 48871:207-48871:213. 

-8903210134 Summary of 890223 meeting w/licensee in Arlington, TX re personnel 
access control into vital areas. List of attendees & util handout end. 

CALDWELL, R.A. Region 4, Ofc of the Director. 89/02/28. Region 4, Ofc of the Direc- 
tor. 5pp. 48871 :209-48871 :21 3. 

8903160455 Forwards FEMA exercise evaluation rept of 870902 emergency prepared- 
ness exercise.Rept indicates that FEMA observed one deficiency.W/o end. 
CALLAN.L.J. Region 4, Ofc of the Director. 89/03/09. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 48879:324-48879:325. 

8903220180 Forwards Insp Rept 50-482/89-12 on 890130-0203 & notice of 
violation.Notice of violation withheld (ref 10CFR73.21). 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/09. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 3pp. 49004:065-49004:068. 

-8903220185 Partially withheld Insp Rept 50-482/89-12 on 890130-0203 (ref 
10CFR73.21).Violation noted.Major areas inspected: physical security 
program, including mgt support,LER followup, security program plan & audits & physical 
bamers. 

KELLY.J.A., EVERETT, R.J. Region 4, Ofc of the Director. 89/03/02. Ip. 49004:068- 
49004:068. 

8903220214 Forwards Insp Rept 50-482/89-06 on 890130-0202.No violations or devi- 
ations noted.Actions taken re previously identified insp findings noted in Paragraph 2 
of rept. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/09. WITHERS, B.D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 49004:055-49004:062. 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


-8903220216 Insp Rept 50-482/89-06 on 890130-0202.No violations or deviations 
noted.Major areas inspected:emergency preparedness program, including changes to 
emergency plan & implementing procedures & revised emergency action levels. 
TERC.N.M., EVERETT, R.J. Region 4, Ofc of the Director. 89/03/07. 6pp. 49004:057- 
49004:062. 


DOCKET STN-50-470 CESSAR SYSTEM 80 

A, Application/construction stage documents A correspondence 

8903270345 Notification of 890313 meeting w/C-E in Rockville, MD to discuss results of 
Salem project A licensing of future C-E projects. 

NEWBERRY.S. Instrumentation & Control Systems Branch. 89/02/23. THADANI.A.C. 
Assistant Director for Systems. 2pp. 49158:273-49158:274. 

8903270045 Forwards Vol VIII to DOE/ID-10216, "Mods for Development of MAAP- 
DOE Code:Vol VIII:Resolutk>n of Outstanding Nuclear Rssion Product Aerosol Trans- 
port & Deposition Issues WBS 3.4.2,” per 88101 1 request 

SCHERER, A.E. Combustion Engineering, Inc. 89/03/17. KENYON.T. Standardization 
& Non-Power Reactor Project Directorate. Ip. 49058:098-49058:360. 


8903230414 Forwards “Drill Evaluation of Implementation of State & Local Radiological 
Emergency Response Plans.” 

KWIATKOWSKI.D. Federal Emergency Management Agency. 89/03/13. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
49037:007-49037:024. 

-8903230417 “Drill Evaluation of Implementation of State & Local Radiological Emer- 
gency Response Plan Drill Conducted on 881205.” 

* Federal Emergency Management Agency. 89/02/03. 17pp. 49037:008-49037:024. 

6903210497 Amended notification of significant licensee meeting w/util on 890320 to 
discuss Nov 1988 exam failures, security matters & operations at plant 
JAUDON.J.P. Region 4, Ofc of the Director. 89/03/15. Region 4, Ofc of the Director. 
2pp. 48979:056-48979:057. 
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K. Utility Final Safety Analysis Report (FSAR) & amends 

8903140042 Rev 2 to “Wolf Creek Updated SAR.” W/890310 Itr. 

WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 89/03/10. 500pp. 48835:095- 
48836:292. 


P. Operating license stage documents & correspondence 

8903080475 Requests notification within 30 days of Itr date if problems anticipated in 
accommodating non-Region IV personnel in abbreviated site access p'cg r “jm 
YANDELL.L.A. Region 4, Ofc of the Director. 89/02/02 V* :HI.-=5.!i "? .Volf Creek 
Nuclear Operating Corp. 2pp. 48765:033-48765:034. 

8903020145 Forwards Amend 24 to License NPF-42 & safety evaluation. Amend re- 
moves operating corporate & onsite organization charts from Section 6 of Tech Specs 
& incorporates essential organizational requirements.per Generic Ltr 88-06. 
PICKETT.D.V. Project Directorate IV. 89/02/14. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 3pp. 48674:323-48674:337. 

—8903020149 Amend 24 to License NPF-42,removing operating corporate & onsite or- 
ganization charts from Section 6 of Tech Specs & incorporating essential organiza- 
tional requirements.i.e., lines of authority, per Generic Ltr 88-06. 

CALVO.J.A. Project Directorate IV. 89/02/14. 9pp. 48674:326-48674:334. 

-8903020158 Safety evaluation supporting Amend 24 to License NPF-42. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/14. 3pp. 
48674:335-48674:337. 

8903020129 Advises that 881025 & 890203 responses to Generic Ltr 88-14, “Instru- 
ment Air Supply Sys Prof errs A'fecti-.g Safe\-Ro‘atcci Equipment" satisfactory. 
PICKETT.D.V. Project Dracicrau !V. Z?J' " WP-ir.-S.BD Wolf Creek Nuclear 
Operating Corp. 4pp. 48669:102-48669:105. 

8903030381 Forwards Amend 25 to License NPF-42 & safety evaluation. Amend revises 
Tech Spec 6.5.1. 2 to add manager nuclear plant engineering Wolf Creek as commit- 
tee member. 

PICKETT.D.V. Project Directorate IV. 89/02/21. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 48690:148-48690:157. 

-8903030393 Amend 25 to License NPF-42, revising Tech Spec 6.5. 1.2 to add manager 
nuclear plant engineering as committee member. 

CALVO.J.A. Project Directorate IV. 89/02/21. 4pp. 48690:152-48690:155. 

-8903030397 Safety evaluation supporting Amend 25 to License NPF-42. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/21. 2pp. 
48690:156-48690:157. 

8903080233 Forwards NPDES application for renewal of permit & renewed permit for 
plant. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/02/28. Document Control 
Branch (Document Control Desk). 99pp. 48741:159-48741:267. 

-8903080283 NPDES Permit KS-0079057,issued to Wolf Creek Nuclear Operation Corp. 
GRANT, S. Kansas, State of. 89/02/10. 13pp. 48741:254-48741:267. 

8903160360 Forwards Amend 26 to License NPF-42 & safety evaluation. Amend revises 
Tech Spec 3/4.3.1, “Reactor Trip Sys Instrumentation," per Generic Ltr 85-09 as fol- 
lowup to Generic Ltr 83-28, Item 4.3. 

PICKETT.D.V. Project Directorate IV. 89/03/01. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 3pp. 49204:164-49204:180. 

-8903160362 Amend 26 to License NPF-42, revising Tech Spec 3/4.3.1, “Reactor Trip 
Sys Instrumentation.” 

CALVO.J.A. Project Directorate IV. 89/03/01. 12pp. 49204:167-49204:178. 

-8903160363 Safety evaluation supporting Amend 26 to License NPF-42. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/01. 2pp. 
49204:179-49204:180. 

8903270313 Forwards Amend 27 to License NPF-42 & safety evaluation. Amend revises 
Tech Spec 3.1 .3.1, “Group Height” & associated bases to allow continued operation 
for 72 h w/one or more control rod assemblies inoperable. 

PICKETT.D.V. Project Directorate IV. 89/03/06. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 3pp. 491 10:094-491 10:107. 

-8903270314 Amend 27 to License NPF-42,revising Tceh Spec 3.1 .3.1, “Group Height" 
& associated bases to allow continued operation for 72 h w/one or more control rod 
assemblies inoperable due to electrical/electronic problems. 

CALVO.J.A. Project Directorate IV. 89/03/06. 9pp. 49110:097-491 10:105. 

-8903270317 Safety evaluation supporting Amend 27 to License NPF-42. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/06. 2pp. 
49110:106-49110:107. 

8903220296 Forwards SER supporting util 880801 request for relief from ASME Code 
pump & valve inservice testing program requirements re bearing temp for safety injec- 
tion pumps. 

CALVCUA. Project Directorate IV. 89/03/09. WITHERS.B.D. Wolf Creek Nuclear Op- 
erating Corp. 3pp. 49005:071 -49005:075. 

-8903220300 SER supporting util 880801 request for relief from ASME Code pump & 
valve inservice testing program requirements for bearing temp for safety injection 
pumps. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/09. 2pp. 
49005:074-49005:075. 

8909230263 Discusses util 861107 proposed Tech Spec supporting steam generator 
tube rupture analysis.lnconsi$tendes re time interval allowed for inoperability & oper- 
ability w/isolated atmospheric relief valves due to leakage discussed. 

CALVO.J.A. Project Directorate IV. 89/03/16. WITHERS.B.D. Wolf Creek Nuclear Op- 
erating Corp. 7pp. 49037:101-49037:107. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902240363 Forwards response to NRC 890112 Itr re violations noted in Insp Rept 50- 
482/88-32.Corrective actions:util posted notice of violation in designated locations & 
Procedures ADM-01-085 & KP-L2201 revised to reflect NRC interpretations. 
WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/02/13. Document Control 
Branch (Document Control Desk). 8pp. 48579:139-48579:146. 

8903060082 Forwards Insp Rept 50-482/89-03 on 8801 09-1 3.No violations or devi- 
ations noted. Problems re removal of key cards from site & decrease in response to 
NRC intiatives observed. 

CALLAN.L Region 4, Ofc of the Director. 89/02/17. WITHERS.B.D. Wolf Creek Nu- 
clear Ooe:ai.rg Corp. 2pp. 48739:257-48739:260. 

-8903060087 Insp Rept 50-482/89-03 on 8901 09-1 3.No violations or deviations 
noted.Adverse affects of decisions re exchange of firearms discussed.Major areas 
'nsoectedmhysica! security program, including mgt support & LER followup. 

KEL:. v ,.:.A . FVERET r R J. Region 4, Ofc of the Director. 89/02/16. 2pp. 48739:259- 
48739:260. 


8903020017 Grants inservice insp program Relief Requests I1R-18.I1R-19, MR-20, MR- 
21 & MR-22, per 881221 request.Evaluation end. 

CALVO.J.A. Project Directorate IV. 89/02/21. WITHERS.B.D. Wolf Creek Nuclear Op- 
erating Corp. 7pp. 48674:21 5-48674:221 . 

8903150097 Advises of change in status of commitment made in Section ll.I.Page 13 of 
19 of util 880819 response to SALP Insp Rept 50-482/88-1 4.Phase II scope now ad- 
dresses review of project correspondence & A/E calculations for entry into data base. 
WITHERS.B.D. Wolf Creek Nuclea- Operating Corp. 89/02/22. MARTIN, R.D. Region 
4, Ofc of the Director. 2pp. ' 8860:3 ■ 3 -■■8S6C: , 3 1 ! . 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903030456 Ack receipt of 890213 response to violations noted in Insp Rept 50-482/ 
88-40. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/02/27. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 48693:198-48693:200. 

8903100002 Responds to notice of violation (EA-88-282) & proposed imposition of civil 
penalty in amount of $50,000. Util denies allegations re inoperability of essential svc 
water loops. Detailed engineering evaluation to be initiated. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/03/01. LIEBERMAN.J. Ofc of 
Enforcement (Post 870413). 5pp. 48808:240-48808:244. 

8903150494 Forwards summary of 890223 mgt meeting w/licensee in Arlington, TX re 
personnel access control into vital areas at planLList of attendees & util meeting 
handout also end ** 

CALLAN.L.J, Reaion 4, Ofc of the Director. 89/03/02. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 7pp. 48871:207-48871:213. 

-8903210134 Summary of 890223 meeting w/licensee in Arlington.TX re personnel 
access control into vital areas.List of attendees & util handout end. 

CALDWELL, R. A. Region 4, Ofc of the Director. 89/02/28. Region 4, Ofc of the Direc- 
tor. 5pp. 48871:209-48871:213. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903130498 Forwards justification for alternative schedule to complete items requested 
in NRC Bulletin 88-01 1 re pressurizer surge line thermal stratification. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/03/03. Document Control 
Branch (Document Control Desk). 4pp. 48820:243-48820:246. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

G REEVES, J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08, Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231, 


8903160448 Ack receipt of 890213 & 28 Itrs informing NRC of steps taken to correct 
violations noted in Insp Rept 50-482/88-32. 

C ALLAN, LJ. Region 4, Ofc of the Director. 89/03/09. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 48885:131-48885:146. 
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-8903160451 Responds to NRC 890112 Itr re violations noted in Insp Rept 50-482/88- 
32.Correctivr. actic-’spc'T.y implemented prohibiting nonjob-related reading matl inside 
radlc.'cgim! :/_■ t/p' wi-n & approaches to rc 4 ::c‘ir .5 ri:tage« evaluated. 

*,V r:-L ; RS,-: r: Wolf Creek Nuclear Cs-r'avnq Cff'p. ?» 02/28. Document Control 
Branch (Document Control Desk). 5pp. --s : .Scf> ■'‘■•V’JrS: 

8903220180 Forwards Insp Rept 50-482/89-12 on 890130-0203 & notice of 
vioiation.Notice of violation withheld (ref 10CFR73.21). 

CAL! AN.: .J C c-g i cn 4, Ofc of the Director. 89/03/09. WITHERS.B.D. Wolf Creek Nu- 
c ear Caere :ir:j "err. 3pp. 49004:065-49004:068. 

-8903220185 Partially withheld Insp Rept 50-482/89-12 on 890130-0203 (ref 
10CFR73.21). Violation noted.Major areas inspected: physical security 
program, including mgt support, LER followup, security program plan & audits & physical 
bamers. 

KELLY, J.A., EVERETT, R.J. Region 4, Ofc of the Director. 89/03/02. Ip. 49004:068- 
49004:068. 

8903220214 Forwards Insp Rept 50-482/89-06 on 890130-0202.No violations or devi- 
ations noted.Actions taken re previously identified insp findings noted in Paragraph 2 
of rept. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/09. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 49004:055-49004:062. 

-8903220216 Insp Rept 50-482/89-06 on 8901 30-0202. No violations or deviations 
noted.Major areas insoecteri emergency oreparedness program.including changes to 
emergency plan & -np : emnni.ng p-occc-vs ft revised errerejerrv action levels. 
TERC.N.M., EVERLi ! I--, fiogo- ■'■. Ol:: ci :he Directo- fiB/M-fr. 6pp. 49004:057- 
49004:062. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encl 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breake's During Sc ! $mic Event." Svc list encl. 

ROSS: C.r. D:v:s.cn of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:1 10-48895:215. 

8903230326 Forwards listing of documents made available to BNL for development of 
risk-based insp guide.per discussion w/ S Long. 

WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 89/03/16. Document Control 
Branch (Document Control Desk). 7pp. 49036:311-49036:317. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903070009 "Annual Operating Rept for Wolf Creek Generating Station for Jan-Dec 
1988." W/890222 Itr. 

WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 88/12/31. 16pp. 48741:033- 
48741:048.. 

8903080449 "Wolf Creek Generating Station Semiannual Radioactive Effluent Release 
Rept Jul-Dec 1988." W/890228 Itr. 

WILLIAMS, M.G., WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 88/12/31. 50pp. 
48766:054-48766:103. 

8902240338 Monthly operating rept for Jan 1989 for Wolf Creek Generating Station. W/ 
890214 Itr. 

WILLIAMS, M., WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/01/31. 7pp. 
48580:201-48580:207. 

8903270069 Forwards monthly operating rept for Feb 1989 & revised operating monthly 
rept for Jan 1989 for Wolf Creek Generating Station. 

WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 89/03/13. Document Control 
Branch (Document Control Desk). Ip. 49110:080-49110:087. 

-8903200226 Monthly operating rept for Feb 1989 for Wolf Creek Generating Station. 
WIILIAMS.M. Wolf Creek Nuclear Operating Corp. 89/02/28. 6pp. 49110:081- 
49110:086. 

-8903270071 Revised monthly operating rept for Jan 1989 for Wolf Creek Nuclear Gen- 
erating Station. 

WILLIAMS, M. Wolf Creek Nuclear Operating Corp. 89/01/31. Ip. 49110:087- 
49110:087, 


S. Reportable occurrences, LERs & related correspondence 

8902280077 Revised LER 87-050-01 ;on 871 01 4, containment isolation valve failed 
during local leak rate test causing total path leakage to exceed Tech Spec 
limits.Caused by containment isolation check valve sticking open.W/890214 Itr. 
WILLIAMS, M.G., WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/02/14. 5pp. 
48625:238-48625:242. 

8902240201 LER 89-001 -00:on 890120,discovered that diesel generator not tested at 
least once every 7 days per Tech Specs.Testing frequency reduced to once per 31 
days following 890106 test Caused by personnel error. Personnel instructed.W/ 
890215 Itr 

WILLIAMS, M.G., WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/02/15. 4pp. 
48583:295-48583:298. 


8902280362 LER 89-002-00:on 890123,reactor trip occurred.Caused by spurious signal 
in vibration monitoring circuitry which incorrectly indicated high vibration on Main Tur- 
t : “-c ’ bearing T/t.Tc lie:*: vibration trip modified. W/890222 Itr. 

Wl -- A VS M S --S.B ’> Wolf Creek Nuclear Operating Corp. 89/02/22. 4pp. 

48627:044-48627:047. 

8903080455 LER 89-003-00:on 890131 .discovered that several lugs improperly crimped 
per current stds, resulting in degradation of fire protection sys.Caused by no specific 
unique util imposed cri-raing ctris for panels. W/890301 Itr. 

WILLIAMS, M.G., WIP-EFIS.-J O Wolf Creek Nuclear Operating Corp. 89/03/01. 4pp. 
48742:232-48742:235. 

8903090386 LER 89-004-00:on 890202, reactor trip occurred from 100% power as result 
of steam gonc-ntc' 'csc u: ng ‘o-lo level trip setpoint.Caused by loose screw on termi- 
nal strip in solid s:a:o ^r,::r.c: :;n sys.Other cabinets checked. W/890301 Itr. 

WILLIAMS, M.G. ATI-L-RS.-? O Wolf Creek Nuclear Operating Corp. 89/03/01. 7pp. 
48798:310-48798:316. 

8903100507 LER 89-005-00:on 890206, failure to obtain gaseous grab sample of unit 
vent following 15% change in rated thermal power discovered.Caused by cognitive 
personnel error. Involved individual counseled.W/890303 Itr. 

WILLIAMS, M.G., WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/03/03. 4pp. 
48804:112-48804:115. 

8903140190 Part 21 rept re cracked welds discovered on striker plates of GE circuit 
treako-s Int’o'Y reported on 890130.GE advised util that striker plates subj to impact 
ch:x:c :nlv whe- breaker in racked out & operated in test position. 

'A 'H-RR.-.'i D .Volf Creek Nuclear Ope-atrcj Coro 99 '03/03. Document Control 
Branch (Document Control Desk). 2pp. ■■■c85f:-033- *-KB59 03' 


V. Operator Examinations 


8903150049 Notification of 890320 significant licensee meeting w/util to discuss causes 
& co-rect've acricns *or Nov 1 988 exam failures. 

JAlDCN J =. Roden 4, Ofc of the Director. 89/03/07. Region 4, Ofc of the Director. 
2pp. 48860:287-48860:288. 

8903210497 Amended not : ficat : or cf s : cni*icnrt licensee meeting w/util on 890320 to 
discuss Nov 1988 exam 'aiiures soci,.r.-,y matters ft operations at plant. 

JAUDON.J.P. Region 4, Ofc of the Director. 89/03/15. Region 4, Ofc of the Director. 
2pp. 48979:056-48979:057. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list encl. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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F. Security, medical, emergency & fire protection plans 


8902230364 Rev 7 to EPIP EIP-ZZ-C0010, “Emergency Operations Facility Operations." 
FAULKNEN.M.R., BLOSSER Union Electric Co. 89/02/10. 31pp. 48570:142- 
48570:172. 

8902280449 Rev 12 to radiological emergency response plan.W/89021 7 Itr. 
SCHNELL.D.F. Union Electric Co. 89/02/17. 350pp. 48628:215-48629:257. 

8903090358 Forwards “Remedial Exercise Rept Conducted 880920 for Callaway Nucle- 
ar Power Plant Fulton/Callaway County Emergency Operations Ctr & Missouri School 
For Deaf," & "Exercise Evaluation 880606 Exercise for Pad'd^ca 1 .. ” 

KRIMM.R.W. Federal Emergency Management Agency. 3S'C2 r.7. CONGEL.F.J. Ra- 
diation Protection Branch. 2pp. 48808:099-48808:174. 

-8903090362 "Remedial Exercise Rept Conducted 880920 for Callaway Nuclear Power 
Plant Fulton/Callaway County Emergency Operations Ctr & Missouri School for Deaf." 

* Federal Emergency Management Agency. 88/09/26. 3pp. 48808:101-48808:103. 

-8903100059 “Exercise Evaluation 880606 Exercise for Radiological Emergency Re- 
sponse Plans for State of MO & Counties of Callaway, Gasconade, Montgomery & 
Osage for Union Electric Companys Callaways Nuclear Power Plant Near Fulton 

* Federal Emergency Management Agency. 88/08/05. 67pp. 48808:104-48808:174. 

8903100586 Rev 8 to EPIP EIP-ZZ-00240, “Technical Support Ctr Operations.” 
FAULKNER.M.R., BLOSSER, J. Union Electric Co. 89/02/24. 33pp. 48801:329- 
48801:361. 

8903240218 Advises that Rev 12 to radiological emergency response plan meets plan- 
ning stds of 10CFR50.47 & acceptable. 

GREGER.LR. Region 3, Ofc of the Director. 89/03/01. SCHNELL,D.F. Union Electric 
Co. 2pp. 49038:343-49038:344. 

8903160096 Forwards Safety insp Rept 50-483/89-01 on 890101-0215.No violations 
noted. 

KNOP.R.C. Region 3, Ofc of the Director. 89/03/06. SCHNELL.D.F. Union Electric 
Co. 2pp. 48887:302-48887:31 7. 

-8903160102 Safety Insp Rept 50-483/89-01 on 890101-02l5.Weaknesses noted.Major 
areas inspected:previous insp findings, LERs, plant operations,radiological 

controls,maint surveillance, emergency preparedness & security. 

DEFAYETTE.R.W. Region 3, Ofc of the Director. 89/03/06. 14pp. 48887:304- 
48887:317. 

8903270195 Temporary Change Notice 89-0101 to Rev 14 to EIP-ZZ-00201 , “Notifica- 
tions.” 

LEWIS, D.R. Union Electric Co. 89/03/06. 3pp. 49059:240-49059:242. 

8903230470 Revised EPIPs,including Rev 10 to EIP-ZZ-00230, “Accountability & Evacu- 
ation" & Rev 5 to EIP-ZZ-C0020, r ‘Callout of Emergency Operations Facility Emergen- 
cy Organization.” 

FAULKNEN.M.R. Union Electric Co. 89/03/10. 23pp. 49029:327-49029:349. 
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8903230472 Temporary Change Notice 890112 to Rev 10 to EPIP EIP-Z2-00230, "Ac- 
countablity & Evacuation." 

* Union Electric Co. 89/03/13. 3pp. 49028:330-49028:332. 

8903280229 Forwards Safeguards Insp Rept 50-483/89-03 on 890213-23 & notice of 
violation.Notice of violation withheld (ref 10CFR73.21). 

GREGER.LR. Region 3, Ofc of the Director. 89/03/21. SCHNELL.D.F. Union Electric 
Co. 2pp. 49076:006-49076:009. 

-8903280231 Partially withheld Physical Security Insp Rept 50-483/89-03 on 890213-23 
(ref 10CFR73.21). Violation noted.Major areas inspected:mgt support,protected & vital 
area barriers,access control, personnel, packages, vehicles & alarm stations. 
PIRTLE.G.L, CREED, J.R. Region 3, Ofc of the Director. 89/03/21. 2pp. 49076:008- 
49076:009. 


H. General correspondence 

8903080431 Comment opposing proposed rules 10CFR50 & 55 which require degrees 
of senior operators & shift supervisors.Both alternatives would contribute to Tower 
morale among reactor operators. 

SAMPSON, S.E. Affiliation Not Assigned. 89/02/17. Office of the Secretary of the 
Commission. 3pp. 48745:157-48745:159. 

8903080474 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
piant&Establishment of programs for operators to earn degress would be expensive. 
NOWELL, W.D. Affiliation Not Assigned. 89/02/20. Docketing & Services Branch. 2pp. 
48744:160-48744:161. 

8903100409 Comment opposing proposed rule 10CFR50 re maint programs for nuclear 
power plants. Endorses NUMARC comments.Major concern is lack of demonstrated 
need for rule since most utils already have effective maint programs. 

SCHNELUD.F. Union Electric Co. 89/02/27. CHILK.S.J. Office of the Secretary of the 
Commission. 3pp. 48806:247-48806:249. 


P. Operating license stage documents & correspondence 

8902270324 Forwards Amend 41 to License NPF-30 & safety evaluation. Amend revises 
Tech Spec 5.3.2, “Control Rod Assemblies" to allow use of hafnium &/or silver- 
indium-cadmium as absorber matl in rod cluster control assemblies. 

ALEXION.T.W. Project Directorate 111-3. 89/02/14. SCHNELL.D.F. Union Electric Co. 
2pp. 48588:096-48588:104. 

-8902270328 Amend 41 to License NPF-30,revising Tech Spec 5.3.2, “Control Rod As- 
semblies" to allow use of hafnium &/or silver-indium-cadmium as absorber matl in rod 
cluster control assemblies. 

HANNON.J.N. Project Directorate ill-3. 89/02/14. 5pp. 48588:098-48588:102. 

-8902270332 Safety evaluation supporting Amend 41 to License NPF-30. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/14. 2pp. 
48588:103-48588:104. 

8902230327 Documents info provided in 890213 telcon re 880830 application for 
amend to License NPF-30 & 881118,1228, 890207 & 0210 clarifications re steam 
generator level reactor trip.Stated safety analysis limit revised. 

SCHNELUD.F. Union Electric Co. 89/02/15. Document Control Branch (Document 
Control Desk). 22pp. 48578:331-48578:352. 

8903030207 Summary of 890214 meeting w/util & Westinghouse re licensee reload 
application.Licensee proposed Tech Spec changes include increased peaking 
factors, positive moderator temp coefficient & increased boron 

concentration. Viewgraphs end. 

ALEXION.T.W. Project Directorate HI-3. 89/02/23. Project Directorate 111-3. 27pp. 
48693:238-48693:264. 

8903090120 Informs that during defueling operations stuck studs will not be 
protected.Open stud holes will be protected during defueling & once stuck studs 
removed, all stud holes will be protected during defueling. 

SCHNELL.D.F. Union Electric Co. 89/02/24. Document Control Branch (Document 
Control Desk). 3pp. 48800:270-48800:272. 

8903200005 Forwards Cycle 4 peaking factor limit rept 
SCHNELL.D.F. Union Electric Co. 89/03/10. Document Control Branch (Document 
Control Desk). 9pp. 48959:021-48959:029. 

8903200144 Requests addl info re simulator certification submittal by 890428. 
ALEXION.T.W. Project Directorate 111-3. 89/03/10. SCHNELUD.F. Union Electric Co. 
7pp. 48964:105-48964:1 1 1. 

8903210287 Forwards environ assessment & finding of no significant impact re reduc- 
tion of required RHR sys flow rate during Mode 6 operation. 

ALEXION.T.W. Project Directorate 111-3. 89/03/13. SCHNELL.D.F. Union Electric Co. 
2pp. 48984:158-48984:163. 

-8903210274 Environ assessment & finding of no significant impact re reduction of re- 
quired RHR sys flowrate during Mode 6 operation. 

COLBURN.T.G. Project Directorate ill-3. 89/03/13. 4pp. 48984:160-48984:163. 

8903240055 Ack receipt of package of matl re plant,providing better understanding of 
coordination between State of MO, util & NRC for NRC responsibilities under Section 
106 of Natl Historic Preservation Act 

KLIMA.D.L Advisory Council on Historic Preservation. 89/03/13. PERKINS, K.E. 
Project Directorate 111-3. ALEXION.T. NRC - No Detailed Affiliation Given. 3pp. 
49039:247-49039:249. 

8903230422 Comments on response to Generic Ltr 88-17 re expeditious actions for loss 
of DHR. 

ALEXION.T. Project Directorate 111-3. 89/03/16. SCHNELUD.F. Union Electric Co. 
3pp. 49031:335-49031:337. 

8903160298 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Assodate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York. Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903090063 Forwards Exam Rept 50-483/OLS-89-01 of exam administered during wk 
of 890123.NRC concerned re lack of quality & lack of control over exam matl submit- 
ted by contractors. 

MILLER, H.J. Region 3, Ofc of the Director. 89/02/28. SCHNELL.D.F. Union Electric 
Co. 2pp. 48781:269-48782:101. 

-8903090074 Exam Rept 50-483/OLS-89-01 on 890123-26.Exam results:one reactor 
operator candidate failed exams.AII senior reactor operator candidates passed exams. 
DAMON, D.J., BURDICK, T.M. Region 3, Ofc of the Director. 89/02/27. 191pp. 
48781:271-48782:101. 

8903090306 Forwards Insp Rept 50-483/89-02 on 8901 24-021 5.No violations notedW/ 
o notice of violation. 

COOPER, R.W. Region 3, Ofc of the Director. 89/03/02. SCHNELUD.F. Union Electric 
Co. 2pp. 48758:354-48758:359. 

-8903090313 Insp Rept 50-483/89-02 on 8901 24-021 5.Violations noted. Major areas 
inspected:environ qualification of electrical equipment within scope of 10CFR50.49 
(Modules 30703 & 92701). 

GARDNER, R.N., KOPP.M.J. Region 2, Ofc of the Director. 89/03/02. 4pp. 48758:356- 
48758:359. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903160096 Forwards Safety Insp Rept 50-483/89-01 on 890101-0215.No violations 
noted. 

KNOP.R.C. Region 3, Ofc of the Director. 89/03/06. SCHNELUD.F. Union Electric 
Co. 2pp. 48887:302-48887:317. 

-8903160102 Safety Insp Rept 50-483/89-01 on 890101-0215.Weaknesses noted.Major 
areas inspected:previous insp findings, LERs, plant operations,radiological 

control$,maint surveillance, emergency preparedness & security. 

DEFAYETTE.R.W. Region 3, Ofc of the Director. 89/03/06. 14pp. 48887:304- 
48887:317. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

G REEVES, J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903210166 Requests withdrawal of Relief Request N to inservice insp program 
plan.Util will continue to implement existing programs for snubber insp & testing. 
SCHNELUD.F. Union Electric Co. 89/03/10. [Document Control Branch (Document 
Control Desk). 2pp. 48980:227-48980:228. 

8903210180 Responds to Bulletin 88-011, “Pressurizer Surge Line Thermal Sratifica- 
tion." 

SCHNELUD.F. Union Electric Co. 89/03/10. Document Control Branch (Document 
Control Desk). 6pp. 48977:157-48977:162. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepandes for Copes- 
Vulcan Air-Operated Valves.” Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants.". 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48895:110-48895:215. 

8903280229 Forwards Safeguards Insp Rept 50-483/89-03 on 890213-23 & notice of 
violation.Notice of violation withheld (ref 10CFR73.21). 

GREGER.LR. Region 3, Ofc of the Director. 89/03/21. SCHNELUD.F. Union Electric 
Co. 2pp. 49076:006-49076:009. 
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-8903280231 Partially withheld Physical Security insp Rept 50-483/89-03 on 890213-23 
(ref 10CFR73.21). Violation noted. Major areas inspected:mgt support, protected & vital 
area barriers.access control, personnel.packages, vehicles & alarm stations. 
PIRTLE.G.L., CREED, J.R. Region 3, Ofc of the Director. 89/03/21. 2pp. 49076:008- 
49076:009. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903100240 “Semiannual Radioactive Effluent Release Rept,Jul-Dec 1988." W/890301 

SCHNELL.D.F. Union Electric Co. 88/12/31. 39pp. 48803:286-48803:324. 

8903150180 Monthly operating rept for Feb 1988 for Callaway Plant Unit 1.W/890302 

MCCANN, R.J., BLOSSER.J.D. Union Electric Co. 89/02/28. 6pp. 48871:269- 
48871:274. 


S. Reportable occurrences, LERs & related correspondence 

8903020410 Special Rept 89-01 :on 8901 19, smoke observed coming from diesel genera- 
tor regulator power transformer cabinetCaused by open output fuses from exciter 
power potential transformer.Transformer meggered. 

BLOSSER.J.D. Union Electric Co. 89/02/21. Document Control Branch (Document 
Control Desk). 4pp. 48674:319-48674:322. 

8903230194 LER 89-001 -00:on 890207, diesel generator Train B declared inoperable 
when fuel oil transfer pump failed to auto-start during surveillance test.Caused by fail- 
ure of main control board switch contacts.Switch replaced.W/890309 Itr. 

TAYLOR, M.E, BLOSSER.J.D. Union Electric Co. 89/03/09. 6pp. 49029:127- 
49029:132. 


V. Operator Examinations 

8903090063 Forwards Exam Rept 50-483/OLS-89-01 of exam administered during wk 
of 890123.NRC concerned re lack of quality & lack of control over exam matl submit- 
ted by contractors. 

MILLER, H.J. Region 3, Ofc of the Director. 89/02/28. SCHNELL.D.F. Union Electric 
Co. 2pp. 48781:269-48782:101. 

-8903090074 Exam Rept 50-483/OLS-89-01 on 890 123-26. Exam results:one reactor 
operator candidate failed exams.AII senior reactor operator candidates passed exams. 
DAMON, D.J., BURDICK, T.M. Region 3, Ofc of the Director. 89/02/27. 191pp. 
48781:271-48782:101. 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET STN-50-486 CALLAWAY PLANT, UNIT 2 


H. General correspondence 

8903080474 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 

K ants.Establishment of programs for operators to earn degress would be expensive. 

OWELL.W.D. Affiliation Not Assigned. 89/02/20. Docketing & Services Branch. 2pp. 
48744:160-48744:161. 


DOCKET STN-50-498 SOUTH TEXAS PROJECT, UNIT 1 


E. NRC Safety Evaluation Report (SER), supple A correspondence 

8902280497 Clarifies status of commitment in Item 142 of SER re initial test program for 
MSIV testinaA pressurizer spray & header response tests. 

MCBURNETT.M.A. Houston Lighting A Power Co. 89/02/22. Document Control 
Branch (Document Control Desk). 3pp. 48625:149-48625:151. 


F. Security, medical, emergency A fire protection plans 

8903080548 Forwards comments on emergency response capability scenario. No major 
deficiencies noted 

JAMISON,J.D., HERRINGTON, W.N. Battelle Memorial Institute, Patific Northwest Lab- 
oratory. 88/06/09. TERC.N.M. Region 4, Ofc of the Director. 3pp. 48767:098- 
48767:100. 

8903080220 Rev 9 to plant emergency plan.W/890227 Itr. 

VAUGHN.G.E. Houston Lighting A Power Co. 89/02/15. 244pp. 48765:165- 
48766:048. 

8903030276 Revised EPIPs, including Rev 5 to OEPP01-ZA-0003, “Emergency Notifica- 
tion,” Rev 3 to OEEPP01 -ZA-0006, “Search A Rescue” A Rev 3 to OEPP01-ZA-0009, 
“Notification of Unusual Event Implementing Actions." W/890223 Itr. 

KINSEY, W.H., MCBURNETT.M.A. Houston Lighting A Power Co. 89/02/23. 90pp. 
48703:209-48703:298. 


8903100031 Responds to violations noted in Insp Repts 50-498/87-01 A 50-499/87- 
01. Corrective actions:emergency plan A EPIPs revised to reflect incorporation of Unit 

VAUGHN.G.E. Houston Lighting A Power Co. 89/03/01. Document Control Branch 
(Document Control Desk). 3pp. 48810:293-48810:295. 

8903210431 Requests that 890426 emergency preparedness exercise scenario be with- 
held from public dislosure.per 10CFR2.790. 

MCBURNETT.M A. Houston Lighting A Power Co. 89/03/10. Document Control 
Branch (Document Control Desk). 2pp. 48985:357-48985:358. 


P. Operating license stage documents A correspondence 

8903170377 Advises that time for Commission to review Director’s Decision DD-88-18 
expired.Commission declined review. Decison became final agency action on 
881212.Served on 881216. 

CHILK.S.J. Office of the Secretary of the Commission. #189 7759. 88/12/15. 
GARDE, B.P., CONDIT.R.E. Government Accountability Project Ip. 48878:222- 
48878:222. 

8903100256 Requests notification within 30 days of anticipated problems re access for 
non-Region IV personnel. 

YANDELLLA. Region 4, Ofc of the Director. 89/02/02. GOLDBERG, J.H. Houston 
Lighting A Power Co. 3pp. 48806:108-48806:110. 

8902230519 Forwards notice of consideration of issuance of amend to License NPF-76 
A proposed no significant hazards consideration determination A opportunity for hear- 
ing re fuel handling bldg exhaust air subsystem electric heaters. 

DICK.G.F. Project Directorate IV. 89/02/08. GOLDBERG.J.H. Houston Lighting A 
Power Co. 4pp. 48571 :001 -48571 :01 3. 

-8902230522 Notice of consideration of issuance of amend to License NPF-76 A pro- 
posed NSHC determination A opportunity for hearing.Amend modifies Tech Specs for 
fuel handling bldg exhaust air subsystem electric heaters to operate at 38 kW. 
CALVO.J.A. Project Directorate IV. 89/02/08. 9pp. 48571:005-48571:013. 

8902230650 Discusses 890126 conference call w/util.Subjs discussed included subsid- 
ence update in FSAR Amend 62.Agreement to compare results of subsidence moni- 
toring to expected values A to evaluate relationship to growth faults reached. 

DICK.G.F. Project Directorate IV. 89/02/09. GOLDBERG.J.H. Houston Ughting A 
Power Co. 4pp. 48569:345-48569:348. 

8902280310 Forwards corrected Amend 4 to License NPF-76, combining Units 1 A 2 
Tech Specs to add requirement to place positive displacement pump in lock-out con- 
dition during Modes 4,5 A 6 to prevent cold overpressurization. 

DICK.G.F. Project Directorate IV. 89/02/17. GOLDBERG, J.H. Houston Lighting A 
Power Co. 5pp. 48624:332-48624:350. 

-6902280311 Corrected Amend 4 to License NPF-76,combining Units 1 A 2 Tech 
Specs to add requirement which places positive displacement pump in lock-out condi- 
tion during Modes 4,5 A 6 to prevent cold overpressurization. 

* NRC - No Detailed Affiliation Given. 89/02/17. 14pp. 48624:337-48624:350. 

8903020676 Forwards status of SER commitm6nts,per NRC request Licensee expects 
list will be kep t current A periodically updated until first refueling of Unit 2. 
MCBURNETT.M.A. Houston Lighting A Power Co. 89/02/17. Document Control 
Branch (Document Control Desk). 30pp. 48669:153-48669:182. 

8903150415 Notifies of intention not to install all high density spent fuels racks in spent 
fuel pools at present time.Sketch showing rack installation plan in spent fuel pool at- 
tached. 

MCBURNETT.M.A. Houston Lighting A Power Co. 89/02/20. Document Control 
Branch (Document Control Desk). 5pp. 48876:1 34-48876:1 38. 

8903020007 Requests addl info re 880728 request to delete Test 26, “Dynamic Rod 
Drop Test" A test 27, “Static Rod Cluster Control Assembly (RCCA) A RCCA Below 
Bank Position Measurements Test,” from startup test program. 

DICK.G.F. Project Directorate IV. 89/02/21. GOLDBERG, J.H. Houston Ughting A 
Power Co. 14pp. 48672:206-48672:219. 

8903030128 Advises of incorporation of personnel air lock containment isolation valves 
FV-1 025.FV-1 026.FV-1 027 A FV-1028 into pump A valve inservice testing program, per 
881204 telcon. Formal rev to plan will be submitted before refuel outage. 
MCBURNETT.M.A. Houston Lighting A Power Co. 89/02/21. Document Control 
Branch (Document Control Desk). 5pp. 48693:214-48693:218. 

8903130220 Approves request for WCAP-11977, “Row 1 A Row 2 Steam Generator 
Tube U-bend Heat Treatment Licensing Rept for South Texas Units 1 A 2," to be 
withheld from public disclosure per 10CFR2.790. 

DICK.G.F. Project Directorate IV. 89/02/23. GOLDBERG.J.H. Houston Ughting A 
Power Co. 5pp. 48821 :286-48821 :290. 

8903130250 Grants 881209 application for withholding from public disclosure WCAP- 
12067, “South Texas Units 1 A 2 Pressurizer Surge Line A RHR Line Stratification.” 
DICK.G.F. Project Directorate IV. 89/02/23. GOLDBERG.J.H. Houston Ughting A 
Power Co. 5pp. 48820:308-48820:312. 

8903130355 Grants 890117 request to withhold WCAP-12067,Suppl 1 from public dis- 
closure. 

DICK.G.F. Project Directorate IV. 89/02/23. GOLDBERG, J.H. Houston Ughting A 
Power Co. 5pp. 48828:339-48828:343. 

6903130359 Advises that proprietary WCAP-12108, “Evaluation of Thermal Stratification 
for South Texas Units 1 A 2 RHR Lines,” withheld (ref 10CFR2.790),per 890127 re- 
quest. 

DICK.G.F. Project Directorate IV. 89/02/23. GOLDBERG.J.H. Houston Ughting A 
Power Co. 5pp. 48820:117-48820:121. 

6903100058 Ack granting of extension of 2 days in addition to 2 day enforcement dis- 
cretion previously granted 890223.Enforcement discretion extension provides tempo- 
rary relief from operability requirements of Tech Specs 3.7.1. 2, 

MARTIN, R.D. Region 4, Ofc of the Director. 89/02/27. GOLDBERG, J.H. Houston 
Ughting A Power Co. 3pp. 48808:285-48808:287. 
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8903090171 Discusses effects of Westinghouse generic RCS flow anomaly, per LER 
88-052, Rev 1 .Util will reevaluate DNB ratio using WRB-1 correlation prior to unit refu- 
eling in summer. Interim RCS flow requirments of 4C.00C gpm will be maintained. 
MCBURNETT.M.A. Houston Lighting & Power Co. 89/03/01. Document Control 
Branch (Document Control Desk). 3pp. 48801:027-48801:029. 


8903090044 Ack granting of extension of 6 days in addition to 4-day enforcement dis- 
cretion previously granted.Extension provides temporary relief from operability require- 
ments of Tech Spec 3.7.1 .2. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/02/28. GOLDBERG, J.H. Houston 
Lighting & Power Co. 3pp. 48800:173-48800:175. 


8903130232 Advises that Rev 1 to WCAP-12067, “Evaluation of Thermal Stratification 
for South Texas Units 1 & 2 Pressurizer Surge Line.” withheld (ref 10CFR2.790),per 
890201 request. 

DICK.G.F. Project Directorate IV. 89/03/02. GOLDBERG.J.H. Houston Lighting & 
Power Co. 5pp. 48820:022-48820:026. 

8903130240 Grants 890215 application for withholding of Suppl 1 to Rev 1 to WCAP- 
12067, “Addl Info in Support of Evaluations for Thermal Stratification of Pressurizer 
Surge Lines of South Texas Project Units 1 & 2 Nuclear Power Plants." 

DICK.G.F. Pm'ect Directo^e !V. 89/03/02. GOLDBERG.J.H. Houston Lighting & 
Power Co. 5pp' ■■ ^ 3P0-C0 : Kfi2 : l-Of. 


8903090393 Forwards Insp Repts 50-498/89-03 & 50-499/89-03 on 890206- 10.No vio- 
lations or deviations noted.NRC has understanding that util will complete calibr of ef- 
fluent monitors installed in units by 890701. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/01. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 48798:336-48798:348. 

-8903090398 Insp Repts 50-498/89-03 & 50-499/89-03 on 890206-1 0.No violations or 
deviations noted. Major areas inspected: licensee radwaste mgt program, including 
liquid.gaseous & solid radwaste processing sys. 

NICHOLAS, J.B., BAER.R.E. Region 4, Ofc of the Director. 89/02/28. 10dd. 
48798:339-48798:348. 


8903080279 Discusses enforcement issue relative to ECCS sump vortex breakers. Util 
has contracted w/two independent technical consulting firms to review anafyses.Final 
repts expected by 890317. 

GOLDBERG.J.H. Houston Lighting & Power Co. 89/03/03. MURLEY.T.E. Office of 
Nuclear Reactor Regulation. Director (Post 870411). 3pp. 48768:352-48768:354. 

8903170270 Responds to NRC request to confirm actions committed to in response to 
Generic Ltr 88-05, “Boric Acid Corrosion of Carbon Steel Reactor...," Areas suscepti- 
ble to corrosion identified & procedures in place re reactor coolant leaks. 
MCBURNETT.M.S. Houston Lighting & Power Co. 89/03/09. Document Control 
Branch (Document Control Desk). 2pp. 48950:207-48950:208. 

8903210394 Forwards addl info & clarification of plant verification test results per NRC 
request.Simplified on-line diagrams end. 

MCBURNETT.M.A. Houston Lighting & Power Co. 89/03/10. Document Control 
Branch (Document Control Desk). 16pp. 48982:307-48982:322. 

8903220501 Forwards requests for addl info re NRC Bulletin 88-010, “Nonconforming 
Molded-Case Circuit Breakers." 

DICK.G.F. Project Directorate IV. 89/03/10. GOLDBERG.J.H. Houston Lighting & 
Power Co. 6pp. 49004:286-49004:291. 

8903240325 Forwards independent consultant repts re performance of plant reactor 
containment b'dg emergency sumps w/o vortex breakers installed. 

ROSEN, S.L Houston ughting & Power Co. 89/03/17. Document Control Branch 
(Document Control Desk). 3pp. 49040:075-49040:104. 

-8903240330 "Evaluation of Possible Air Ingestion Due to Free Surface Vortices." 
PADMANABHAN.M., HECKER.G.E. Alden Research Laboratory. 89/03/31. 6pp. 
49040:078-49040:083. 

-8903240333 "Performance of Safety Injection Pumps W/Air Ingestion," Final Rept. 
SWIFT, W. Creare, Inc. 89/03/13. 22pp. 49040:084-49040:104. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 


8903100031 Responds to violations noted in Insp Repts 50-498/87-01 & 50-499/87- 
01 .Corrective actions:emergency plan & EPIPs revised to reflect incorporation of Unit 

VAUGHN.G.E. Houston Lighting & Power Co. 89/03/01. Document Control Branch 
(Document Control Desk). 3pp. 48810:293-48810:295. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903140556 Forwards Insp Repts 50-498/89-05 & 50-499/89-05 on 89021 3-1 7.No vio- 
lations or deviations noted. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/03. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 48833:237-48833:245. 

-8903140566 Insp Repts 50-498/89-05 & 50-499/89-05 on 890213-17.No violations or 
deviations noted. Major areas inspected:insp of plant, including startup & core physics 
testing. 

MCKERNON.T.O., BUNDY, H.F., SEIDLE.W.C. Region 4, Ofc of the Director. 89/03/ 
03. 6pp. 48833:240-48833:245. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co, of New York, Inc. 117pp. 48798:114- 
48798:231. 


8902270457 Responds to NRC 890109 ltr re violations noted in Insp Rept 50-498/88- 
68.Corrective actions:Phase B isolation requirements incorporated in emergency oper- 
ating procedures & team formed to conduct enhancement program. 

VAUGHN.G.E. Houston Ughting & Powc' Co. 89/C2/14. Document Control Branch 
(Document Control Desk). 7pp. 4B5R*:CiiV- -43534 32 ■. 

-8902270475 Responds to NRC 890109 ltr re violations noted in Insp Rept 50-498/88- 
68.Corrective actionsxomprehensive enhancement program to upgrade emergency 
operating procedures by 900831. 

VAUGHN, G.E. Houston Lighting & Power Co. 89/02/14. Document Control Branch 
(Document Control Desk). 5pp. 48584:322-48584:326. 

8902240318 Ack receipt of 880609 response to violations noted in Insp Repts 50-498/ 
88-21 & 50-499/88-21. Response acceptable. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/02/15. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 48571:114-48571:121. 

8902280061 Submits final response to NRC Bulletin 88-010, “Nonconforming Molded- 
Case Circuit Breakers." Util determined Class IE spare molded case circuit breakers 
in warehouses have traceability back to manufacturer. 

VAUGHN.G.E. Houston Lighting & Power Co. 89/02/20. Document Control Branch 
(Document Control Desk). 4pp. 48633:030-48633:046. 

8902280446 Ack granting of enforcement discretion on 890223, providing temporary 
relief from operability requirements of Tech Spec 3.7. 1.2, Action Statement b.for Mode 
3 operation of turbine driven auxiliary feedwater pump for add! 3 days. 

MART1N.R.D. Region 4, Ofc of the Director. 89/02/23. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 48627:21 3-48627:21 5. 


8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 


8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 


8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.’’ Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 


8903160460 Ack receipt of 890210 ltr in'c-ning NRC of steps taken to correct violation 
noted in Insp Repts 50-498/88-82 & 53-199/68 3P. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/09. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 48884:331-48884:337. 

8903200035 Forwards Insp Repts 50-498/89-06 & 50-499/89-06 on 890213 & 15-17.No 
violations or deviations noted. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/09. GOLDBERG, J.H. Houston 
Lighting & Power Co. 3pp. 48958:328-48958:336. 

-8903200038 Insp Repts 50-498/89-06 & 50-499/89-06 on 890213-1 7.No violations or 
deviations noted.Major areas inspected: receipt, storage & handling of emergency 
diesel generator fuel oil & high temp inside containment. 

JOHNSON, C.E., STETKA.T.F. Region 4, Ofc of the Director. 89/03/07. 6pp. 
48958:331-48958:336. 


8903230064 Ack receipt of 890203 response to violations noted in Insp Repts 50-498/ 
88-70 & 50-499/88-70. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/09. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 49029:1 00-49029:1 07. 


8903220170 Forwards Insp Repts 50-498/89-01 & 50-499/89-01 on 890109-13 & 23- 
27.No violations or deviations noted. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/13. GOLDBERG, J.H. Houston 
Lighting & Power Co. 3pp. 49007:165-49007:176. 


-8903220173 Insp Repts 50-498/89-01 & 50-499/89-01 on 890109-13 & 23-27. No vio- 
lations or deviations noted.Major areas inspected: calibr program & preventive maint 
program re calibr of plant instrumentation for components not addressed in Tech 
Spec. 

JOHNSON.A.R., STETKA.T. Region 4, Ofc of the Director. 89/03/09. 9pp. 49007:168- 


8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903210378 Forwards results of bottom-mounted instrumentation thimble insp conduct- 
ed on 890207-1 2.During Feb 1989 outage.magnetic ball check valves installed provid- 
ing for automatic thimble isolation. 

MCBURNETT.M.A. Houston Lighting & Power Co. 89/03/14. Document Control 
Branch (Document Control Desk). 14pp. 48992:314-48992:327. 
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8903210438 Responds to NRC Bulletin 88-011, "Pressurizer Surge Line Thermal Stratifi- 
cation." Fatigue crack growth analyses indicate that postulated 1 0% initial crack will 
not propagate beyond 60% of pipe wall for 40 yrs design life. 

ROSEN, S.L. Houston Lighting & Power Co. 89/03/14. Document Control Branch 
(Document Control Desk). 8pp. 48992:306-48992:313. 

8903210446 Provides addl info re util 881202 & 890220 reponses to NRC Bulletin 88- 
010, “Nonconforming Molded Case Circuit Breakers." Evaluations for plant will be 
provided no later than 890630. 

GOLDBERG, J.H. Houston Ughting & Power Co 89/03/14. Document Control Branch 
(Document Control Desk). 4pp 4)9V--3Q!i-469e£.50S 

8903240190 EN-89-029:on 89031 7,notice of violation & proposed imposition of civil pen- 
alty in amount of $50,000 to be issued, based on failure to install vortex suppressors in 
emergency sumps which supply suction for spray pumps. 

LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/14. Ip. 
49039:360-49039:360. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list enci. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York. Inc. 106pp. 48895:110-48895:215. 

8903210417 Discusses insp during Nov 1988 & forwards notice of violation & proposed 
imposition of civil penalty in amount of $50.000.Advises that any inaccurate info pro- 
vided to NRC in future may result in violation & enforcement action. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/03/17. GOLDBERG, J.H. Houston 
Lighting & Power Co. 4pp. 48984:145-48984:151. 

-8903210422 Notice of violation & proposed imposition of civil penalty in amount of 
$50.000.Noncompliance noted:adequate measures not established to assure plant 
design basis correctly translated into specs, drawings & procedures 
MARTIN, R.D. Region 4, Ofc of the Director. 89/03/17. 3pp. 48984:149-48984:151. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903090390 “Semiannual Radioactive Effluent Release Rept,Jul-Dec 1988." W/890301 
Itr. 

* Houston Lighting & Power Co. 88/12/31. 362pp. 48756:162-48757:172. 

8903100535 “Annual Exposure Rept 1988." W/890228 Itr. 

VAUGHN.G.E. Houston Lighting & Power Co. 88/12/31. 7pp. 48804:075-48804:081. 

8902230344 Monthly operating repts for Jan 1989 for South Texas Project Electric Units 

1 & 2.W/89021 3 Itr. 

KENT.A.P., MCBURNETT.M.A. Houston Lighting & Power Co. 89/01/31. 15pp. 
48568:125-48568:139. 

8903220363 Forwards monthly operating repts for Feb 1 989 for South Texas Units 1 & 

2 & revised rept for Jan 1989 for Unit 1. 

MCBURNETT,M.A. Houston Lighting & Power Co. 89/03/15. Document Control 
Branch (Document Control Desk). 2pp. 48996:210-48996:230. 

-8903220372 Monthly operating repts for Feb 1989 for South Texas Project Units 1 & 

2 . 

KENT.A.P. Houston Lighting & Power Co. 89/02/28. 12pp. 48996:212-48996:223. 

-8903220375 Revised monthly operating rept for South Texas Project Unit 1. 

KENT.A.P. Houston Lighting & Power Co. 89/01/31. 7pp. 48996:224-48996:230. 


S. Reportable occurrences, LERs & related correspondence 

8902280428 LER 89-006-00:on 8901 21 .partial loss of offsite power occurred on ESF 
train A.Caused by inadvertent actuation of generator breaker test switch by unlicensed 
plant operator. Caution labels added near test switches.W/890220 Itr. 

AYALA.C.A., VAUGHN.G.E. Houston Lighting & Power Co. 89/02/20. 5pp. 48822:261- 
48822:265. 

8903080005 LER 89-005-00:on 8901 20, alarms for turbine generator high vibration & 
bearing 8 & 9 high temp received w/fire subsequently reported at bearing 9.Caused 
by loss of cooling hydrogen due to loose temp sensor connection.W/890220 Itr. 
AYALA, C.A., VAUGHN.G.E. Houston Lighting & Power Co. 89/02/20. 6pp. 48767:234- 
48767:239. 

8903030466 LER 89-002-01 :on 890106,two containment electrical penetrations not pro- 
vided w/backup overcurrent protection, per FSAR.Caused by design error resulting in 
improper application.Backup protection devices added.W/890222 Itr. 

AYALA.C.A., VAUGHN.G.E. Houston Lighting & Power Co. 89/02/22. 6pp. 48690:180- 
48690:185. 

8903080460 PNO-IV-89-01 3:on 8901 20, manual turbine/generator trip initiated when hy- 
drogen fueled fire occurred in main generator.Testing revealed that wall thickness of 
bottom mounted instrumentation thimble tubes below requirement. 

HUNNICUTT.D.M. Region 4, Ofc of the Director. 89/03/02. Ip. 48767:125-48767:125. 

8903150171 Special rept:loose parts monitoring sys (LPMS) channels 3 & 4 inoperable 
for 30 days due to inadequate acoustical coupling to head.Caused by design error in 
selection of sensor mounting location. 

VAUGHN.G.E. Houston Lighting & Power Co. 89/03/02. Document Control Branch 
(Document Control Desk). 3pp. 48860:122-48860:124. 


8903240189 LER 89-007-00:on 890208.operational test for gaseous waste processing 
sys oxygen analyzer exceeded surveillance period. Caused by personnel error.Monthly 
analog channel operational test performed & procedure for shift revised.W/890307 itr. 
AYALA.C., VAUGHN.G.E. Houston Lighting & Power Co. 89/03/07. 6pp. 49039:128- 
49039:133. H 

8903210145 LER 89-008-00:on 8902 12, discovered that inverter IV-1203 which supplies 
uninterruptible power to distribution pane* D D -l?C3 ovo'htva^ng.causir.c net jatbn of 
control room & fuel handling bldgs HVAC sys 1 -a'lsfor.-nor rcp'acoc.VWtOosi* !:■ 
AYALA.C., VAUGHN.G.E. Houston Lighting & Power Co. 89/03/14. 5pp. 48982:064- 
48982:068. 


8903210427 PNO-IV-89-019:on 89031 5, util p ece'ved allegations re util incompetence & 
mismanagement re const costs & plan: ore'aiior-.Regicn IV formed multidisciplined 
team to identify safety issues.Util also co'-.d.icnrc invosi-catic'* 

HOLLER, E.J. Region 4, Ofc of the Director 69/03 f 16 2-ip. ■'■-5993:105-48993:106. 

8903280012 PNO-IV-89-020:Region IV notified of recent reactor trip at Palo Verde Unit 
3 that was complicated by inability to open steam generator atmospheric dump valves 
mfg by Control Components, Inc. No sticking problems noted at other plants. 
CHAMBERLAIN.D.J Region 4, Ofc of the Director. 89/03/23. 2pp. 49119:127- 
49119:128. H 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 
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E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8902280497 Clarifies status of commitment in Item 142 of SER re initial test program for 
MSIV testing & pressurizer spray & header response tests. 

MCBURNETT.M.A. Houston Lighting & Power Co. 89/02/22. Document Control 
Branch (Document Control Desk). 3pp. 48625:149-48625:151. 


F. Security, medical, emergency & fire protection plans 


8903080548 Forwards comments on emergency response capability scenario. No major 
deficiencies noted. 

JAMISON, J.D., HERRINGTON.W.N. Battelle Memorial Institute, Pacific Northwest Lab- 
oratory. 88/06/09. TERC.N.M. Region 4, Ofc of the Director. 3pp, 48767:098- 
48767:100. 


8903080220 Rev 9 to plant emergency plan.W/890227 Itr. 

VAUGHN.G.E. Houston Lighting & Power Co. 89/02/15. 244pp. 48765:165- 
48766:048. 


8903030276 Revised EPIPs, including Rev 5 to OEPP01-2A-0003, "Emergency Notifica- 
tion," Rev 3 to OEEPP01 -ZA-0006, "Search & Rescue" & Rev 3 to OEPP01-ZA-0009, 
"Notification of Unusual Event Implementing Actions." W/890223 Itr. 

KINSEY.W.H., MCBURNETT.M.A. Houston Lighting & Power Co. 89/02/23. 90pp. 
48703:209-48703:298. 

8903100031 Responds to violations noted in Insp Repts 50-498/87-01 & 50-499/87- 

01. Corrective actions:emergency plan & EPIPs revised to reflect incorporation of Unit 

2 . 

VAUGHN.G.E. Houston Lighting & Power Co. 89/03/01. Document Control Branch 
(Document Controi Desk). 3pp. 48810:293-48810:295. 

8903210431 Requests that 890426 emergency preparedness exercise scenario be with- 
held from public dislosure.per 10CFR2.790. 

MCBURNETT.M.A. Houston Lighting & Power Co. 89/03/10. Document Control 
Branch (Document Control Desk). 2pp. 48985:357-48985:358. 


P. Operating license stage documents & correspondence 


8903100256 Requests notification within 30 days of anticipated problems re access for 
non-Region IV personnel. 

YANDELL.L.A. Region 4, Ofc of the Director. 89/02/02. GOLDBERG, J.H. Houston 
Lighting & Power Co. 3pp. 48806:108-48806:1 10. 

8902230650 Discusses 890126 conference call w/util.Subjs discussed included subsid- 
ence update in FSAR Amend 62.Agreement to compare results of subsidence moni- 
toring to expected values & to evaluate relationship to growth faults reached. 

DICK.G.F. Project Directorate IV. 89/02/09. GOLDBERG,J.H. Houston Lighting & 
Power Co. 4pp. 48569:345-48569:348. 

8902280390 Proposes that Commissioners briefing for full power license be scheduled 
for 890322.NRC will be informed of revs to schedule based on start-up progress. 
GOLDBERG, J.H. Houston Lighting & Power Co. 89/02/16. Document Control Branch 
(Document Control Desk). 2pp. 48626:359-48626:360. 

8903020676 Forwards status of SER commitments,per NRC requeslLicensee expects 
list will be kept current & periodically updated until first refueling of Unit 2. 
MCBURNETT.M.A. Houston Lighting & Power Co. 89/02/17. Document Control 
Branch (Document Control Desk). 30pp. 48669:153-48669:182. 

8903150415 Notifies of intention not to install all high density spent fuels racks in spent 
fuel pools at present time.Sketch showing rack installation plan in spent fuel pool at- 
tached. 

MCBURNETT.M.A. Houston Lighting & Power Co. 89/02/20. Document Control 
Branch (Document Control Desk). 5pp. 48876:134-48876:138. 
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8903030461 Requests that discretionary enforcement be granted to allow operation in 
Mode 3 until repairs & testing are completed & auxiliary feedwater pump declared 
operable.Addi time requested until 890226. 

VAUGHN, G.E. Houston Lighting & Power Co. 89/02/23. Region 4, Ofc of the Director. 
3pp. 48690:347-48690:349. 

8903130220 Approves request for WCAP-11977, “Row 1 & Row 2 Steam Generator 
Tube U-bend Heat Treatment Licensing Rept for South Texas Units 1 & 2,” to be 
withheld from public disclosure per 10CPR2.790. 

DICK.G.F. Project Directorate IV. 89/02/23. GOLDBERGJ.H. Houston Lighting & 
Power Co. 5pp. 48821 :286-4882 1 :290. 

8903130250 Grants 881209 application for withholding from public disclosure WCAP- 
12067, “South Texas Units 1 & 2 Pressurizer Surge Line & RHR Line Stratification.” 
DICK.G.F. Project Directorate IV. 89/02/23. GOLDBERG.J.H. Houston Lighting 8 
Power Co. 5pp. 48820:308-48820:312. 

8903130355 Grants 890117 request to withhold WCAP-12067.Supp! 1 from public dis- 
closure. 

DICK.G.F. Project Directorate IV. 89/02/23. GOLDBERG.J.H. Houston Lighting & 
Power Co. 5pp. 48828:339-48828:343. 

8903130359 Advises that proprietary WCAP-12108, "Evaluation of Thermal Stratification 
for South Texas Units 1 & 2 RHR Lines,” withheld (ref 10CFR2.790),per 890127 re- 

dYck.G.F. Project Directorate IV. 89/02/23. GOLDBERG, J.H. Houston Lighting & 
Power Co. 5pp. 48820:1 1 7-48820:1 21 . 

8903100058 Ack granting of extension of 2 days in addition to 2 day enforcement dis- 
cretion previously granted 890223.Enforcement discretion extension provides tempo- 
rary relief from operability requirements of Tech Specs 3.7. 1.2. 

MARTIN.R.D. Region 4, Ofic of the Director. 89/02/27. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 48808:285-48808:287. 

8903130284 Forwards environ assessment & finding of no significant impact re 880308 
application to change Tech Specs to improve operational reliability of toxic gas moni- 
tonng sys A reduce number of ESF ccnfcl rocrr HVAC actuations. 

DICK.G.F. Project Directorate IV. 89/03/C*. GOLOELHG.J.H. Houston Lighting & 
Power Co. 4pp. 48821:313-48821 :320. 

—8903130291 Environ assessment & finding of no significant impact re 880303 applica- 
tion to revise Tech Specs to improve operational reliability of toxic gas monitoring sys 
& reduce unnecessary ESF control room HVAC actuations. 

CALVO,J.A. Project Directorate IV. 89/03/01. 4pp. 48821:317-48821:320. 

8903130232 Advises that Rev 1 to WCAP-12067, “Evaluation of Thermal Stratification 
for South Texas Units 1 & 2 Pressurizer Surge Line." withheld (ref 10CFR2.790),per 
890201 request 

DICK.G.F. Project Directorate IV. 89/03/02. GOLDBERG.J.H. Houston Lighting & 
Power Co. 5pp. 48820:022-48820:026. 

8903130240 Grants 890215 application for withholding of Suppl 1 to Rev 1 to WCAP- 
12067, “Addl Info in Support of Evaluations for Thermal Stratification of Pressurizer 
Surge Lines of South Texas Project Units 1 & 2 Nuclear Power Plants.” 

DICK.G.F. Project Directorate IV. 89/03/02. GOLDBERG, J.H. Houston Lighting & 
Power Co. 5pp. 48820:001-48820:005. 

8903100060 Forwards draft proposed full power License NPF-80 for unit 
DICK.G. Project Directorate IV. 89/03/06. MCKNIGHT, J. Document Control Branch 
(Document Control Desk). 8pp. 48810:109-48810:1 16. 

8903170270 Responds to NRC request to confirm actions committed to in response to 
Generic Ltr 88-05, “Boric Acid Corrosion of Carbon Steel Reactor...." Areas suscepti- 
ble to corrosion Identified & procedures in place re reactor coolant leaks. 
MCBURNETT.M.S. Houston Lighting A Power Co. 89/03/09. Document Control 
Branch (Document Control Desk). 2pp. 48950:207-48950:208. 

8903220307 Informs that NUREG-1344 identified as Enel 1 to License NPF-78 in 
890119 ltr.Encl 1 ref should be changed to read NUREG-1334. 

DICK.G.F. Project Directorate IV. 89/03/10. GOLDBERG.J.H. Houston Lighting & 
Power Co. 4pp. 49020:231-49020:234. 

8903220501 Forwards requests for addl info re NRC Bulletin 88-010, "Nonconforming 
Molded-Case Circuit Breakers." 

DICK.G.F. Project Directorate IV. 89/03/10. GOLDBERG, J.H. Houston Lighting & 
Power Co. 6pp. 49004:286-49004:291. 

8903220002 Forwards “Readiness to Begin Ascent to Full Power Self Assessment 
Rept," in preparation for NRC meeting to consider authorizing operation of Unit 2 at 
power levels above 5%. 

GOLDBERG, J.H. Houston Lighting & Power Co. 89/03/17. Document Control Branch 
(Document Control Desk). 2pp. 48993:336-48993:355. 

-8903220053 "Readiness to Begin Ascent to Full PowenSelf Assessment Rept" 

* Houston Ughting A Power Co. 89/03/16. 18pp. 48993:338-48993:355. 

8903160296 Generic Ltr 89-02 to all holders of OLs A CPs tor nuclear power reactors re 
actions to improve detection of counterfeit A fraudulently marketed products.Svc list 
end. 

VARGA.SA Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins A correspondence 

8902240316 Ack receipt of 880609 response to violations noted in Insp Repts 50-498/ 
88-21 A 50-499/88-21 .Response acceptable. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/02/15. GOLDBERG.J.H. Houston 
Ughting A Power Co. 3pp. 48571:114-48571:121. 

8902280061 Submits final response to NRC Bulletin 88-010, “Nonconforming Molded- 
Case Circuit Breakers.” Util determined Class IE spare molded case circuit breakers 
in warehouses have traceability back to manufacturer. 

VAUGHN,G.E. Houston Lighting A Power Co. 89/02/20. Document Control Branch 
(Document Control Desk). 4pp. 48633:030-48633:046. 


8902280446 Ack granting of enforcement discretion on 890223,providing temporary 
relief from operability requirements of Tech Spec 3.7. 1.2, Action Statement b.for Mode 
3 operation of turbine driven auxiliary feedwater pump for addl 3 days. 

MARTIN.R.D. Region 4, Ofc of the Director. 89/02/23. GOLDBERG, J.H. Houston 
Lighting A Power Co. 3pp. 48627:213-48627:215. 

8903030470 Suppls 880928 response to NRC Bulletin 88-008. "Thermal Stresses in 
Piping Connected to RCS." in response to Action Item 2,util has completed ultrasonic 
NDE of potentially susceptible welds A fittings in unisolabte piping re RCS. 
GOLDBERG.J.H. Houston Lighting A Power Co. 89/02/23. Document Control Branch 
(Document Control Desk). 3pp. 48693:346-48693:348. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8903090044 Ack granting of extension of 6 days in addition to 4-day enforcement dis- 
cretion previously granted.Extension provides temporary relief from operability require- 
ments of Tech Spec 3.7.1 .2. 

MARTIN.R.D. Region 4, Ofc of the Director. 89/02/28. GOLDBERG, J.H. Houston 
Ughting A Power Co. 3pp. 48800:173-48800:175. 

8903090393 Forwards Insp Repts 50-498/89-03 A 50-499/89-03 on 890206- 10.No vio- 
lations or deviations noted.NRC has understanding that util will complete calibr of ef- 
fluent monitors installed in units by 890701. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/01. GOLDBERG.J.H. Houston 
Ughting A Power Co. 3pp. 48798:336-48798:348. 

-8903090398 insp Repts 50-498/89-03 A 50-499/89-03 on 890206-10.No violations or 
deviations noted. Major areas inspected: licensee radwaste mgt program, including 
liquid, gaseous A solid radwaste processing sys. 

NICHOLAS, J.B., BAER.R.E. Region 4, Ofc of the Director. 89/02/28. 10pp. 
48798:339-48798:348. 

8903100031 Responds to violations noted in Insp Repts 50-498/87-01 A 50-499/87- 

01. Corrective actions:emergency plan A EPIPs revised to reflect incorporation of Unit 

2 . 

VAUGHN, G.E. Houston Lighting A Power Co. 89/03/01. Document Control Branch 
(Document Control Desk). 3pp. 48810:293-48810:295. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8903140556 Forwards Insp Repts 50-498/89-05 A 50-499/89-05 on 89021 3-17.No vio- 
lations or deviations noted. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/03. GOLDBERG.J.H. Houston 
Lighting A Power Co. 3pp. 48833:237-48833:245. 

-8903140566 Insp Repts 50-498/89-05 A 50-499/89-05 on 890213-17.No violations or 
deviations noted.Major areas inspected:insp of plantjncluding startup A core physics 
testing. 

MCKERNON.T.O., BUNDY.H.F., SEIDLE.W.C. Region 4, Ofc of the Director. 89/03/ 
03. 6pp. 48833:240-48833:245. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety.” Svc list end. 
CUNNINGHAM, R.E. Division of industrial A Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Umitations on Use of Waste Forms A High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management A Decommissioning (Post 
870413^ 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 

8903160480 Ack receipt of 890210 ltr informing NRC of steps taken to correct violation 
noted in Insp Repts 50-498/88-82 A 50-499/88-82. 

CALLAN.LX Region 4, Ofc of the Director. 89/03/09. GOLDBERG,J.H. Houston 
Lighting A Power Co. 3pp. 48884:331-48884:337. 

8903200035 Forwards Insp Repts 50-498/89-06 & 50-499/89-06 on 890213 A 15-17.No 
violations or deviations noted. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/09. GOLDBERG, J.H. Houston 
Ughting A Power Co. 3pp. 48958:328-48958:336. 

-8903200038 Insp Repts 50-498/89-06 A 50-499/89-06 on 890213-17.No violations or 
deviations noted.Major areas inspected: receiptstoiage A handling of emergency 
diesel generator f uel oil A high temp inside containment 

JOHNSON.C.E., STETKA.T.F. Region 4, Ofc of the Director. 89/03/07. 6pp. 
48958331-48958:336. 

8903230064 Ack receipt of 890203 response to violations noted in insp Repts 50-498/ 
88-70 A 50-499/88-70. 

CALLAN4-J. Region 4, Ofc of the Director. 89/03/09. GOLDBERG, J.H. Houston 
Ughting A Power Co. 3pp. 49029:100-49029:107. 
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8903220170 Forwards Insp Repts 50-498/89-01 & 50-499/89-01 on 890109-13 & 23- 
27.No violations or deviations noted. 

GALLAN.L.J. Region 4, Ofc of the Director. 89/03/13. GOLDBERG, J.H. Houston 
Lighting & Power Co. 3pp. 49007:165-49007:176. 

-8903220173 Insp Repts 50-498/89-01 & 50-499/89-01 on 890109-13 & 23-27. No vio- 
lations or deviations noted.Major areas inspected: caiibr program & preventive maint 
program re caiibr of plant instrumentation for components not addressed in Tech 

JOHNSON, A.R., STETKA.T. Region 4, Ofc of the Director. 89/03/09. 9pp. 49007:168- 
49007:176. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903210438 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation.” Fatigue crack growth analyses indicate that postulated 10% initial crack will 
not propagate beyond 60% of pipe wall for 40 yrs design life. 

ROSEN, S.L. Houston Lighting & Power Co. 89/03/14. Document Control Branch 
(Document Control Desk). 8pp. 48992:306-48992:313. 

8903210446 Provides addi info re util 881202 & 890220 reponses to NRC Bulletin 88- 
010, “Nonconforming Molded Case Circuit Breakers.” Evaluations for plant will be 
provided no later than 890630. 

GOLDBERG, J.H. Houston Lighting & Power Co. 89/03/14. Document Control Branch 
(Document Control Desk). 4pp. 48984:305-48984:308. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8902230344 Monthly operating repts for Jan 1989 for South Texas Project Electric Units 

1 & 2.W/890213 Itr. 

KENT.A.P., MCBURNETT.M.A. Houston Lighting & Power Co. 89/01/31. 15pp. 
48568:125-48568:139. 

8903220363 Forwards monthly operating repts for Feb 1989 for South Texas Units 1 & 

2 & revised rept for Jan 1989 for Unit 1. 

MCBURNETT.M.A. Houston Lighting & Power Co. 89/03/15. Document Control 
Branch (Document Control Desk). 2pp. 48996:210-48996:230. 

-8903220372 Monthly operating repts for Feb 1989 for South Texas Project Units 1 & 

2 . 

KENT.A.P. Houston Lighting & Power Co. 89/02/28. 12pp. 48996:212-48996:223. 


S. Reportable occurrences, LERs & related correspondence 

8903140616 LER 89-003-00:on 890203, partial loss of offsite power occurred on 4.16 kV 
ESF train C bus.Caused by misoperation of Brown Boveri Model ITE87T transformer & 
mfg defecLRelay replaced & train C bus restored.W/890306 Itr. 

AWtLA,C., VAUGHN, G.E. Houston Lighting & Power Co. 89/03/06. 5pp. 48834:066- 
48834:070. 

8903150583 LER 89-004-00:on 890206, radiation monitor on fuel handling bldg (FHB) 
exhaust air duct went into high alarm & actuated FHB HVAC to filtered exhaust 
mode.Cause unknown.Actuated & redundant monitor confirmed to be in calibr.W/ 
890308 Itr. 

AYALA, C., VAUGHN, G.E. Houston Lighting & Power Co. 89/03/08. 5pp. 48859:137- 
48859:141. 

8903210413 PNO-IV-89-016:on 8903 12, initial criticality achieved.Region IV Operational 
Readiness Review Insp Team on site for first days of low power 
operation.Commission meeting on full power license scheduled for 890328. 

HOLLER, E. Region 4, Ofc of the Director. 89/03/13. Ip. 48983:201-48983:201 . 

8903210427 PNO-IV-89-019:on 89031 5, util received allegations re util incompetence & 
mismanagement re const costs & plant operation.Region IV formed multidisdplined 
team to identify safety issues.Util also conducting investigation. 

HOLLER, EJ. Region 4, Ofc of the Director. 89/03/16. 2pp. 48993:105-48993:106. 

8903280012 PNO-IV-89-020:Region IV notified of recent reactor trip at Palo Verde Unit 
3 that was complicated by inability to open steam generator atmospheric dump valves 
mfg by Control Components, lnc.No sticking problems noted at other plants. 
CHAMBERLAIN, D.J Region 4, Ofc of the Director. 89/03/23. 2pp. 49119:127- 
49119:128. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET STN-50-508 WPPSS NUCLEAR PROJECT, UNIT 3 


A. Application/construction stage documents & correspondence 

8903020305 Summary of 890112 meeting w/util,EBASCO Svcsjnc & Impel! Corp in 
Rockville. MD re safe shutdown impoundment deconvolution analysis issue for 
plant.Attendees list & viewgraphs end. 

VISSING.G.S. Standardization & Non-Power Reactor Project Directorate. 89/02/14. 
Standardization & Non-Power Reactor Project Directorate. 52pp. 48673:107- 
48673:160. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, tnc. 96pp. 48700:252-48700:346. 

8903010207 NRC Info Notice 89-026, “instrument Air Supply to Safety-Related Equip- 
ment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepandes for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET STN-50-518 HARTSVILLE NUCLEAR PLANT, UNIT 1 


S. Reportable occurrences, LERs & related correspondence 

8903100191 Part 21 rept advising that 36 relays supplied to vendor installed In diesel 
engine generator equipmentlnitially reported on 890223.0f 12 diesel engine units 
originally supplied, 10 sold for non-nuclear svc. 

GUNTRUM.B.C. Cooper Industries. Inc. 89/03/03. NRC - No Detailed Affiliation 
Given. Ip. 48809:348-48809:348. 
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DOCKET STN-50-519 HABTSVILLE NUCLEAR PLANT, UNIT 2 


S. Reportable occurrences, LERs & related correspondence 

8903100191 Part 21 rept advising that 36 relays supplied to vendor installed in diesel 
enn-ne generate'' eeirpment.lnitially reported on 890223.Of 12 diesel engine units 
0 'ibrvi v sucp.ci:. if. add for non-nuclear svc. 

CJNTPUM.B.C. Ceopoi Industries, Inc. 89/03/03. NRC - No Detailed Affiliation 
Given. Ip. 48809:348-48809:348. 


DOCKET STN-50-520 HARTSVILLE NUCLEAR PLANT, UNIT 3 


S. Reportable occurrences, LERs & related correspondence 

8903100191 Part 21 rept advising that 36 relays supplied to vendor installed in diesel 
engine generator equipmentJnitially reported on 890223.0f 12 diesel engine units 
originally supplied, 10 sold for non-nuclear svc. 

GUNTRUM.B.C. Cooper Industries, Inc. 89/03/03. NRC - No Detailed Affiliation 
Given, ip. 48809:348-48809:348. 


DOCKET STN-50-521 HARTSVILLE NUCLEAR PLANT, UNIT 4 


S. Reportable occurrences, LERs & related correspondence 

8903100191 Part 21 rept advising that 36 relays supplied to vendor installed in diesel 
engine generator equipment Initially reported on 890223.Of 12 diesel engine units 
originally supplied, 10 sold for non-nuclear svc. 

GUNTRUM.B.C. Cooper Industries, Inc. 89/03/03. NRC - No Detailed Affiliation 
Given. Ip. 48809:348-48809:348. 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8902280148 Forwards Insp Repts 50-528/89-01,50-529/89-01 & 50-530/89-01 on 
890109-13.No violations or deviations identified. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/02/09. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 48633:234-48633:241. 

-8902280170 Insp Repts 50-528/89-01,50-529/89-01 & 50-530/89-01 on 890109- 
0113.No violations or deviations noted.Major areas inspected:vital areas & equipment 
& assessment of followup items of electrical main? procram. 

BURDOIN,J.F. Region 5, Ofc of the- Director. 80/07/39. 6pp. 48633:236-48633:241. 

8902240307 Revised EPIPs, including Rev 9 to EPIP-11. “Technical Support Ctr/Satellite 
Technical Support Ctr Activation” & Rev 7 to EPIP-19, ‘‘Onsite Evacuation." W/ 
890216 Itr. 

LINES, H., SARVER.J., KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona 
Public Service Co.). 89/02/16. 63pp. 48571:036-48571:098. 

8903150017 Forwards Reactive Insp Repts 50-528/89-02.50-529/89-02 & 50-530/89- 
02 on 8901 09-1 3.Violation re interface w/city of Phoenix fire dept noted. 

CHAFFEE, AE. Region 5. Ofc of the Director. 89/02/24. KARNER.D.B. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 48860:207-48860:224. 

-8903150019 Reactive Insp Repts 50-528/89-02,50-529/89-02 & 50-530/89-02. Viola- 
tions noted.Major areas inspected:util fire protection program, as followup on five alle- 
gations received by NRC. 

JOHNSON.A. Region 5, Ofc of the Director. 89/02/24. 15pp. 48860:210-48860:224. 

8903220238 Ack receipt of 890130 proposed objectives & extent of play for 1989 
annual emergency preparedness exercise.Understands that objectives will be revised 
to include demonstrating effectiveness of corrective actions for items identified. 
FISH.R.F. Region 5, Ofc of the Director. 89/03/14. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49007:313-49007:316. 


H. General correspondence 

8903090029 Requests that sending of NRR correspondence w/util re plant to recipient 
continued response to 890216 Itr. 

BRINKMAN, C.B, Combustion Engineering, Inc. 89/02/23. CHAN.T. Project Directorate 
V. Ip. 48800:299-48800:299. 

8903100302 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Rule will not improve maint,reliabilrty or 
safety of Arizona Nuclear Power Project plants. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/02/27. Docketing & Services Branch. 5pp. 48806:319-48806:323. 


I. Financial information 


8903140589 Forwards cash flow statement & annual rept to Securities & Exchange 
Commission for yr ending 881231 . 

GONZALES, J. Southern California Edison Co. 89/03/08. Document Control Branch 
(Document Control Desk). 44pp. 48834:189-48834:196. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8903280187 Rev 1 to updated FSAR for Palo Verde Nuclear Generating StatioaW/ 
890322 Itr. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/22. 3,000pp. 49105:056-49110:019. 


P. Operating license stage documents & correspondence 

8903020616 Notifies that documents filed by licensees & correspondence from author 
re licensee facilities will continue to be made available in NRC PDR & LPDRs. 

CHAN.T. Project Directorate V. 89/02/16. FLENNER.J.M. Arizona, State of. 2pp. 
48669:359-48669:360. 

8903020424 Responds to Generic Ltr 88-14, "Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment." Lesson plans revised to sensitize personnel on 
vulnerability of safety-related equipment to common mode failures. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/02/20. Document Control Branch (Document Control Desk). 7pp. 48674:312- 
48674:318. 

8903080026 Forwards SER re util 831103 & 870915 responses to Item 2.1 (Part 2) of 
Generic Ltr 83-28, "Required Actions Based on Generic implications of Salem ATWS 
Events." Responses acceptable. 

CHAN.T.L. Project Directorate V. 89/02/28. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 2pp. 48746:094-48746:100. 

-8903080057 SER accepting util 831103 & 870915 responses to Item 2.1 (Part 2) of 
Generic Ltr 83-28. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/28. 5pp. 
48746:096-48746:100. 

8903160296 Generic Ltr 89-02 to ail holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902280148 Forwards Insp Repts 50-528/89-01,50-529/89-01 & 50-530/89-01 on 
8901 09-1 3.No violations or deviations identified. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/02/09. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 48633:234-48633:241. 

-8902280170 Insp Repts 50-528/89-01,50-529/89-01 & 50-530/89-01 on 890109- 
0113.No violations or deviations noted.Major areas inspected:vital areas & equipment 
& assessment of followup items of electrical maint program. 

BURDOIN.J.F., RICHARDS, S.A. Region 5, Ofc of the Director. 89/02/09. 6pp. 
48633:236-48633:241. 

8902240042 Approves 881019 proposed insp plan for fuel assembly shoulder gap 
measurements.Rept re Unit 1 Cycle 2 fuel should be submitted within 60 days follow- 
ing restart of Unit 1 . 

CHAN.T.L Project Directorate V. 89/02/16. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 4pp. 48576:314-48576:317. 

8903060152 Forwards Insp Repts 50-528/88-44,50-529/88-42 & 50-530/88-41 on 
88121 7-890127.No violations noted. 

ZIMMERMAN, R.P. Region 5, Ofc of the Director. 89/02/16. KARNER.D.B. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 48736:087- 
48736:108. 

-8903060158 Routine.Onsite, Regular & Backshift Insp Repts 50-528/88-44, 50-529/88- 
42 & 50-530/88-41 on 881 21 7-8901 27.No violations noted.Major areas 

inspected:previously identified items, review of plant activities & ESF sys walkdowns. 
POUCH, T„ COE.D., FIORELLI.G. Region 5, Ofc of the Director. 89/02/16. 20pp. 
48736:089-48736:108. 

8903010343 Informs that response to NRC Bulletin 88-001, “Defects in Westinghouse 
Circuit Breakers," acceptable.Short- & long-term insp plans for Westinghouse DS 
series circuit breakers in compliance w/bulietin requirements. 

CHAN.T.L Project Directorate V. 89/02/23. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 4pp. 48648:058-48648:061. 

8903140167 Forwards Insp Repts 50-528/89-03,50-529/89-03 & 50-530/89-03 on 
890130-0203 & notice of violation.Attention invited to extended periods of inoperability 
& reduced effectiveness of effluent radioactivity monitoring & sampling. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/02/23. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 48853:267-48853:278. 

-8903140177 Notice of violation from insp on 8901 30-0203. Violation notedifrom 880427 
to 881214,particulate sampler channels of RU-142.RU-144 & RU-146 inoperable in 
that no sample media present & action specified not taken. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/03/23. Ip. 48853:269-48853:269. 

-8903140185 Insp Repts 50-528/89-03,50-529/89-03 & 50-530/89-03 on 890130- 
0203.Violation noted.Major areas inspected: occupational exposure (including external 
exposure control, surveys & monitoring & outage preparations) & followup. 
CICOTTE.G.R., NORTH, H.S. Region 5, Ofc of the Director. 89/02/21. 9pp. 
48853:270-48853:278. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903090178 Responds to SALP rept addressing three functional areas assessed by 
SALP Board as Category 3. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/02/24. MARTIN, J.B. Region 5, Ofc of the Director. 29pp. 48781:225-48781:253. 

8903150017 Forwards Reactive Insp Repts 50-528/89-02,50-529/89-02 & 50-530/89- 
02 on 890 109-1 3. Violation re Interface w/city of Phoenix fire dept noted. 
CHAFFEE.A.E. Region 5, Ofc of the Director. 89/02/24. KARNER.D.B. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 48860:207-48860:224. 

-8903150019 Reactive Insp Repts 50-528/89-02,50-529/89-02 & 50-530/89-02. Viola- 
tions notedMajor areas inspected:util fire protection program,as followup on five alle- 
gations received by NRC. 

JOHNSON, A., RAMSEY, C., RICHARDS, S. Region 5, Ofc of the Director. 89/02/24. 
15pp. 48860:210-48860:224. 
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8902210351 Suppl 1 to NRC Info Notice 88-073. “Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York. Inc. 102pp. 48589:001-48589:1 10. 

8902210564 NRC Info Notice 89-021. “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903210121 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation.” C-E Owners Group will perform preliminary bounding evaluation of surge lines 
using actual data from C-E plants by 890701. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/06. Document Control Branch (Document Control Desk). 3pp. 48989:186- 
48989:188. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste.” Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list encT. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903090387 “Palo Verde Nuclear Generating Station Units 1,2 & 3 Semiannual Radio- 
active Effluent Release Rept Jul-Dec 1988. W/890301 Itr. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
88/12/31. 170pp. 48802:132-48802:300. 

8903220022 “Personnel Monitoring Rept for 1988.” W/890310 Itr. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
88/12/31. 3pp. 48993:302-48993:304. 

8903240220 Monthly operating repts for Feb 1989 for Palo Verde Units 1, 2 & 3.W/ 
890314 Itr. 

BORST.S.G , HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 89/02/28. 16pp. 49039:010-49039:025. 


S. Reportable occurrences, LERs & related correspondence 

8902240271 LER 88-025-00:on 861 201 .discovered surveillance procedure not complet- 
ed within Tech Specs required frequency.Caused by inadequate review of 
amend.Surveillance interval revised to be consistent w/amend.W/890206 Itr. 
SHRIVER.T.D., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 89/02/06. 8pp. 48580:018-48580:025. 

8903140398 PNO-V-89-012:on 890305, reactor trip due to malfunction of control element 
assembly calculator 2.Plant in Mode 3 while licensee developing plans to evaluate 

MILLER.L. POLICH.T. Region 5, Ofc of the Director. 89/03/06. 2pp, 48834:061- 
48834:062. 


8903150026 Confirmation of action Itr re actions util intends to take as result of 890303 
& 05 reactor trips. 

MARTIN, J.B. Region 5, Ofc of the Director. 89/03/07. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 48871:222-48871:223. 

8903210113 Notification of 890316 meeting w/util in Rockville, MD to discuss electrical 
distribution sys as related to load injection event on 890303.Preliminary agenda for 
electrical meeting end. 

DAVIS.M.J. Project Directorate V. 89/03/14. MURLEY.T., SNIEZEK.J., MIRAGLIA.F. 
NRC - No Detailed Affiliation Given. 6pp. 48980:194-48980:1 99. 


8903230492 Special Rept 1 -SR-89-002:on 890215,7 day limit exceeded for inoperability 
of post-accident sampling sys due to valve failing surveillance test.Caused by miso- 
peration of bypass valve during RCS sampling.Sys returned to svc on 890308. 
HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/16. Document Control Branch (Document Control Desk). 3pp. 49032:064- 
49032:066. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001 -49005:056. 


DOCKET STN-50-529 PALO VERDE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8902280148 Forwards Insp Repts 50-528/89-01,50-529/89-01 & 50-530/89-01 on 
8901 09-1 3. No violations or deviations identified. 

KIRSCH.D.F. Region 5. Ofc of the Director. 89/02/09. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 48633:234-48633:241. 

-8902280170 Insp Repts 50-528/89-01,50-529/89-01 & 50-530/89-01 on 890109- 
0113.No violations or deviations noted.Major areas inspected:vital areas & equipment 
& assessment of followup items of electrical maint program. 

BURDOIN.J.F. Region 5. Ofc of the Director. 89/02/09. 6pp. 48633:236-48633:241. 

8902240307 Revised EPIPs, including Rev 9 to EPIP-1 1, “Technical Support Ctr/Satellite 
Technical Support Ctr Activation” & Rev 7 to EPIP-19, “Onsite Evacuation.” W/ 
890216 Itr. 

LINES, H., SARVER.J., KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona 
Public Service Co.). 89/02/16. 63pp. 48571:036-48571:098. 

8903150017 Forwards Reactive Insp Repts 50-528/89-02,50-529/89-02 & 50-530/89- 
02 on 890 109- 13. Violation re interface w/city of Phoenix fire dept noted. 

CHAFFEE, A.E. Region 5. Ofc of the Director. 89/02/24. KARNER.D.B. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 48860:207-48860:224. 

-8903150019 Reactive Insp Repts 50-528/89-02,50-529/89-02 & 50-530/89-02.Viola- 
tions noted.Major areas inspected:uti! fire protection program, as followup on five alle- 
gations received by NRC. 

JOHNSON, A. Region 5, Ofc of the Director. 89/02/24. 15pp. 48860:210-48860:224. 

8903220238 Ack receipt of 890130 proposed objectives & extent of play for 1989 
annual emergency preparedness exercise.Understands that objectives will be revised 
to include demonstrating effectiveness of corrective actions for items identified. 
FISH.R.F. Region 5, Ofc of the Director. 89/03/14. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49007:313-49007:316. 


H. General correspondence 

8903090029 Requests that sending of NRR correspondence w/util re plant to recipient 
continue.in response to 890216 Itr. 

BRINKMAN, C.B. Combustion Engineering, Inc. 89/02/23. CHAN.T. Project Directorate 
V. Ip. 48800:299-48800:299. 

8903100302 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Rule will not improve maint, reliability or 
safety of Arizona Nuclear Power Project plants. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/02/27. Docketing & Services Branch. 5pp. 48806:319-48806:323. 


8903140589 Forwards cash flow statement & annual rept to Securities & Exchange 
Commission for yr ending 881231. 

GONZALES, J. Southern California Edison Co. 89/03/08. Document Control Branch 
(Document Control Desk). 44pp. 48834:189-48834:196. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8903280187 Rev 1 to updated FSAR for Palo Verde Nuclear Generating Station.W/ 
890322 Itr. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/22. 3,000pp. 49105:056-49110:019. 


P. Operating license stage documents & correspondence 

8903020616 Notifies that documents filed by licensees & correspondence from author 
re licensee facilities will continue to be made available in NRC PDR & LPDRs. 

CHAN.T. Project Directorate V. 89/02/16. FLENNER.J.M. Arizona. State of. 2pp. 
48669:359-48669:360. 

8903020424 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment.” Lesson plans revised to sensitize personnel on 
vulnerability of safety-related equipment to common mode failures. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/02/20. Document Control Branch (Document Control Desk). 7pp. 48674:312- 
48674:318. 

8903080026 Forwards SER re util 831103 & 870915 responses to Item 2.1 (Part 2) of 
Generic Ltr 83-28, “Required Actions Based on Generic Implications of Salem ATWS 
Events.” Responses acceptable. 

CHAN.T.L. Project Directorate V. 89/02/28. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 2pp. 48746:094-48746:100. 
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—8903080057 SER accepting util 831103 & 870915 responses to Item 2.1 (Part 2) of 
Generic Ltr 83-28. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/28. 5pp. 
48746:096-48746:100. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
enct. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York. Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902280148 Forwards Insp Repts 50-528/89-01,50-529/89-01 & 50-530/89-01 on 
8901 09-1 3.No violations or deviations identified. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/02/09. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 48633:234-48633:241. 

-8902280170 Insp Repts 50-528/89-01,50-529/89-01 & 50-530/89-01 on 890109- 
0113.No violations or deviations noted.Major areas inspected:vita! areas & equipment 
& assessment of followup items of electrical maint program. 

BURDOIN.J.F., RICHARDS.SA Region 5, Ofc of the Director. 89/02/09. 6pp. 
48633:236-48633:241. 

8902240042 Approves 881019 proposed insp plan for fuel assembly shoulder gap 
measurements.Rept re Unit 1 Cycle 2 fuel should be submitted within 60 days follow- 
ing restart of Unit 1. 

CHAN.T.L Project Directorate V. 89/02/16. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 4pp. 48576:314-48576:317. 

8903060152 Forwards Insp Repts 50-528/88-44,50-529/88-42 & 50-530/88-41 on 
881 21 7-8901 27.No violations noted. 

ZIMMERMAN.R.P. Region 5, Ofc of the Director. 89/02/16. KARNER.D.B. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 48736:087- 
48736:108. 

-8903060158 Routine,Onsite.Regular & Backshift Insp Repts 50-528/88-44, 50-529/88- 
42 & 50-530/88-41 on 881217-890127.No violations noted.Major areas 

inspected:previously identified items, review of plant activities & ESF sys walkdowns. 
POLICH.T., COE.D., FIORELU.G. Region 5, Ofc of the Director. 89/02/16. 20pp. 
48736:089-48736:108. 

8903010343 Informs that response to NRC Bulletin 88-001, “Defects in Westinghouse 
Circuit Breakers," acceptable.Short- & long-term insp plans for Westinghouse DS 
series circuit breakers in compliance w/bulletin requirements. 

CHAN.T.L Project Directorate V. 89/02/23. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 4pp. 48648:058-48648:061. 

8903140167 Forwards Insp Repts 50-528/89-03,50-529/89-03 & 50-530/89-03 on 
890130-0203 & notice of Violation-Attention invited to extended periods of inoperability 
8 reduced effectiveness of effluent radioactivity monitoring & sampling. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/02/23. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 48853:267-48853:278. 

-8903140177 Notice of violation from insp on 890 130-0203. Violation noted.-from 880427 
to 881 21 4,particulate sampler channels of RU-142.RU-144 & RU-146 inoperable in 
that no sample media present & action specified not taken. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/03/23. Ip. 48853:269-48853:269. 

-8903140185 Insp Repts 50-528/89-03,50-529/89-03 & 50-530/89-03 on 890130- 
0203.Violata'on noted.Major areas inspected: occupational exposure (including external 
exposure control, surveys & monitoring & outage preparations) & followup. 
CICOTTE.G.R., NORTH.H.S. Region 5, Ofc of the Director. 89/02/21. 9pp. 
48853:270-48853:278. 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903090178 Responds to SALP rept addressing three functional areas assessed by 
SALP Board as Category 3. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/02/24. MARTIN, J.B. Region 5, Ofc of the Director. 29pp. 48781:225-48781:253. 

8903150017 Forwards Reactive Insp Repts 50-528/89-02,50-529/89-02 & 50-530/89- 
02 on 890109-1 3.Violation re interface w/dty of Phoenix fire dept noted. 
CHAFFEEAE. Region 5, Ofc of the Director. 89/02/24. KARNER.D.B. Arizona Nude- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 48860:207-48860:224. 

-8903150019 Reactive Insp Repts 50-528/89-02,50-529/89-02 & 50-530/89-02. Viola- 
tions noted.Major areas inspected:util fire protection program, as followup on five alle- 
gations received by NRC. 

JOHNSON, A., RAMSEY, C„ RICHARDS, S. Region 5, Ofc of the Director. 89/02/24. 
15pp. 48860:21 0-48860:224. 

8902210351 Suppl 1 to NRC Info Notice 884)73, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves.” Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:1 10. 

8902210584 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers.” Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners.” Svc list 
encL 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, fine. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Utton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 


8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903210121 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation." C-E Owners Group will perform preliminary bounding evaluation of surge lines 
using actual data from C-E plants by 890701. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/06. Document Control Branch (Document Control Desk). 3pp. 48989:186- 
48989:188. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

G REEVES ,J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list encT. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 


8903090387 "Palo Verde Nuclear Generating Station Units 1,2 & 3 Semiannual Radio- 
active Effluent Release Rept Jul-Dec 1988. ?l W/890301 ltr. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
88/12/31. 170pp. 48802:132-48802:300. 

8903220022 “Personnel Monitoring Rept for 1988." W/890310 ltr. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
88/12/31. 3pp. 48993:302-48993:304. 

8903240220 Monthly operating repts for Feb 1989 for Palo Verde Units 1, 2 & 3.W/ 
890314 ltr. 

BORST.S.G., HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 89/02/28. 16pp. 49039:010-49039:025. 


S. Reportable occurrences, LERs & related correspondence 

8903010259 Special Rept 2-SR-89-002:on 89021 6, steam generator 1 economizer valve 
positioner failed, causing feedwater sys oscillation & reactor trip & auxiliary feedwater 
Sys 1 actuation.No releases of radioactivity occurred. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/02/21. Document Control Branch (Document Control Desk). 2pp. 48650:323- 
48650:324. 

8903150026 Confirmation of action ltr re actions util intends to take as result of 890303 
& 05 reactor trips. 

MARTIN, J.B. Region 5, Ofc of the Director. 89/03/07. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 48871:222-48871:223. 

8903210113 Notification of 890316 meeting w/utll in Rockville, MD to discuss electrical 
distribution sys as related to load injection event on 890303.Preliminary agenda for 
electrical meeting end. 

DAVIS, M.J. Project Diredorate V. 89/03/14. MURLEY.T., SNIEZEK.J., MIRAGLIA.F. 
NRC - No Detailed Affiliation Given. 6pp. 48980:194-48980:199. 


V. Operator Examinations 


8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing nati exam schedule. Svc list end. 

VARGA.SA Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET STN-50-530 PALO VERDE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency A fire protection plane 

8902280148 Forwards Insp Repts 50-528/89-01,50-529/89-01 & 50-530/89-01 on 
8901 09-1 3.No violations or deviations identified. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/02/09. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 48633:234-48633:241. 
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-8902280170 Insp Repts 50-528/89-01.50-529/89-01 & 50-530/89-01 on 890109- 
0113.No violations or deviations noted.Major areas inspectedrvital areas & equipment 
& assessment of followup items of electrical maint program. 

BURDOIN.J.F. Region 5, Ofc of the Director. 89/02/09. 6pp. 48633:236-48633:241. 

8902240307 Revised EPIPs.including Rev 9 to EPIP-11, "Technical Support Ctr/Satellite 
Technical Support Ctr Activation" & Rev 7 to EPIP-19, "Onsite Evacuation." W/ 
890216 Itr. 

LINES, H.. SARVER.J., KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona 
Public Service Co.). 89/02/16. 63pp. 48571 :036-48571 :098. 

8903150017 Forwards Reactive Insp Repts 50-528/89-02,50-529/89-02 & 50-530/89- 
02 on 8901 09-1 3.Violation re interface w/city of Phoenix fire dept noted. 

CHAFFEE.A.E. Region 5. Ofc of the Director. 89/02/24. KARNER.D.B. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 48860:207-48860:224. 

-8903150019 Reactive Insp Repts 50-528/89-02,50-529/89-02 & 50-530/89-02.Viola- 
tions noted.Major areas inspected:util fire protection program.as followup on five alle- 
gations received by NRC. 

JOHNSON, A. Region 5, Ofc of the Director. 89/02/24. 15pp. 48860:210-48860:224. 

8903220238 Ack receipt of 890130 proposed objectives & extent of play for 1989 
annual emergency preparedness exercise. Understands that objectives will be revised 
to include demonstrating effectiveness of corrective actions for items identified. 
FISH.R.F. Region 5, Ofc of the Director. 89/03/14. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49007:313-49007:316. 


H. General correspondence 

8903090029 Requests that sending of NRR correspondence w/util re plant to recipient 
continue, in response to 890216 Itr. 

BRINKMAN, C.B. Combustion Engineering, Inc. 89/02/23. CHAN.T. Project Directorate 
V. Ip. 48800:299-48800:299. 

8903100302 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Rule will not improve maint, reliability or 
safety of Arizona Nuclear Power Project plants. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/02/27. Docketing & Services Branch. 5pp. 48806:319-48806:323. 


I. Financial information 

8903140589 Forwards cash flow statement & annual rept to Securities & Exchange 
Commission for yr ending 881231. 

GONZALES, J. Southern California Edison Co. 89/03/08. Document Control Branch 
(Document Control Desk). 44pp. 48855:231-48855:274. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8903280187 Rev 1 to updated FSAR for Palo Verde Nuclear Generating Station. W/ 
890322 Itr. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/22. 3,000pp. 491 05:056-491 1 0:01 9. 


P. Operating license stage documents & correspondence 

8903020616 Notifies that documents filed by licensees & correspondence from author 
re licensee facilities will continue to be made available in NRC PDR & LPDRs. 

CHAN.T. Project Directorate V. 89/02/16. FLENNER.J.M. Arizona, State of. 2pp. 
48669:359-48669:360. 

8903020424 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment." Lesson plans revised to sensitize personnel on 
vulnerability of safety-related equipment to common mode failures. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/02/20. Document Control Branch (Document Control Desk). 7pp. 48674:312- 
48674:318. 

8903080026 Forwards SER re util 831103 & 870915 responses to Item 2.1 (Part 2) of 
Generic Ltr 83-28, "Required Actions Based on Generic Implications of Salem ATWS 
Events.” Responses acceptable. 

CHAN.T.L Project Directorate V. 89/02/28. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 2pp, 48746:094-48746:100. 

-8903080057 SER accepting util 831103 & 870915 responses to Item 2.1 (Part 2) of 
Generic Ltr 83-28. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/28. 5pp. 
48746:096-48746:100. 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


Q. Inspection reports, IE Bulletins & correspondence 

8902280148 Forwards Insp Repts 50-528/89-01,50-529/89-01 & 50-530/89-01 on 
8901 09-1 3.No violations or deviations identified. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/02/09. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 48633:234-48633:241. 

-8902280170 Insp Repts 50-528/89-01,50-529/89-01 & 50-530/89-01 on 890109- 
0113.No violations or deviations noted.Major areas inspectedvital areas & equipment 
& assessment of followup items of electrical maint program. 

BURDOIN.J.F., RICHARDS, S.A. Region 5, Ofc of the Director. 89/02/09. 6pp. 
48633:236-48633:241. 

8902240042 Approves 881019 proposed insp plan for fuel assembly shoulder gap 
measurements.Rept re Unit 1 Cycle 2 fuel should be submitted within 60 days follow- 
ing restart of Unit 1. 

CHAN.T.L Project Directorate V. 89/02/16. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 4pp. 48576:314-48576:317. 


8903060152 Forwards Insp Repts 50-528/88-44.50-529/88-42 & 50-530/88-41 on 
88121 7-8901 27.No violations noted. 

ZIMMERMAN, R.P. Region 5, Ofc of the Director. 89/02/16. KARNER.D.B. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 48736:087- 
48736:108. 

-8903060158 Routine, Onsite, Regular & Backshift Insp Repts 50-528/88-44, 50-529/88- 
42 & 50-530/88-41 on 881 21 7-8901 27.No violations noted.Major areas 
inspected.previously identified items, review of plant activities & ESF sys waikdowns. 
POLICH.T., COE.D., FIORELLI.G. Region 5, Ofc of the Director. 89/02/16. 20pp. 
48736:089-48736:108. 

8903010343 Informs that response to NRC Bulletin 88-001, "Defects in Westinghouse 
Circuit Breakers," acceptable.Short- & long-term insp plans for Westinghouse DS 
series circuit breakers in compliance w/bulletin requirements. 

CHAN.T.L. Project Directorate V. 89/02/23. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 4pp. 48648:058-48648:061. 

8903140167 Forwards Insp Repts 50-528/89-03,50-529/89-03 & 50-530/89-03 on 
890130-0203 & notice of violation. Attention invited to extended periods of inoperability 
& reduced effectiveness of effluent radioactivity monitoring & sampling. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/02/23. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 48853:267-48853:278. 

-8903140185 Insp Repts 50-528/89-03,50-529/89-03 & 50-530/89-03 on 890130- 
0203 .Violation noted.Major areas inspected: occupational exposure (including external 
exposure control, surveys & monitoring & outage preparations) & followup. 
CICOTTE.G.R., NORTH, H.S. Region 5, Ofc of the Director. 89/02/21. 9pp. 
48853:270-48853:278. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8903090178 Responds to SALP rept addressing three functional areas assessed by 
SALP Board as Category 3. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Sen/ice Co.). 
89/02/24. MARTIN.J.B. Region 5, Ofc of the Director. 29pp. 48781:225-48781:253. 

8903150017 Forwards Reactive Insp Repts 50-528/89-02,50-529/89-02 & 50-530/89- 
02 on 890 109-1 3. Violation re interface w/city of Phoenix fire dept noted. 

CHAFFEE.A.E. Region 5, Ofc of the Director. 89/02/24. KARNER.D.B. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 48860:207-48860:224. 

-8903150019 Reactive Insp Repts 50-528/89-02,50-529/89-02 & 50-530/89-02. Viola- 
tions noted.Major areas inspected:uti! fire protection program, as followup on five alle- 
gations received by NRC. 

JOHNSON, A., RAMSEY, C., RICHARDS, S. Region 5, Ofc of the Director. 89/02/24. 
15pp. 48860:210-48860:224. 

8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 48700:252-48700:346. 

8903210121 Responds to NRC Bulletin 88-011, "Pressurizer Surge Line Thermal Stratifi- 
cation." C-E Owners Group will perform preliminary bounding evaluation of surge lines 
using actual data from C-E plants by 890701. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/06. Document Control Branch (Document Control Desk). 3pp. 48989:186- 
48989:188. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 48798:114- 
48798:231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nudear Power Plants." 
Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 
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8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903170419 NRC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 


R. Periodic operating reports & related correspondence 

8903090387 “Palo Verde Nuclear Generating Station Units 1,2 & 3 Semiannual Radio- 
active Effluent Release Rept Jul-Dec 1988. W/890301 Itr. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
88/12/31. 170pp. 48802:132-48802:300. 

8903220022 "Personnel Monitoring Rept for 1988." W/890310 Itr. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
88/12/31. 3pp. 48993:302-48993:304. 

8903240220 Monthly operating repts for Feb 1989 for Palo Verde Units 1, 2 & 3.W/ 
890314 Itr. 

BORST.S.G., HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 89/02/28. 16pp. 49039:010-49039:025. 


S. Reportable occurrences, LERs & related correspondence 

8902240282 LER 89-004-0 Iron 8901 04, exhaust rocker arm for 8L cylinder 
failed, resulting in emergency diesel generator trip. Failure also reportable per Part 
21. Caused by crack which existed prior to delivery.Rocker arm replaced. W/890206 Itr. 
SHRIVER.T.D., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 89/02/06. 14pp. 48580:284-48580:296. 

8903140498 LER 89-002-00:on 890203, radioactive effluent gaseous monitor valve im- 
properly installed.Cause of valve being installed backwards not determined.Valve 
properly installed prior to returning monitor to operable status.W/890302 Itr. 
SHRIVER.T.D., HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 89/03/02. 6pp. 48853:244-48853:249. 

8903130060 PNO-V-89-007:on 890303, main generator tripped followed by reactor 
power cutback due to main generator trip & reactor trip on low steam generator 2 
pressure.lncrease in one containment sump level was noted. 

MILLER, L., POUCH, T. Region 5, Ofc of the Director. 89/03/03. 2pp. 48818:152- 
48818:153. 

8903150021 Confirmatory action Itr re actions util intends to take concerning unusual 
event on 890303. 

MARTIN.J.B. Region 5. Ofc of the Director. 89/03/03. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 3pp. 48871:219-48871:221. 

8903140141 PNO-V-89-007A:update on PNO-V-89-007 re unusual event due to grid 
disturbance. Augmented Insp Team (AST) assembled onsite on 890304. AST under- 
standing of sequence of events discussed. 

MILLER, L.. POLICH.T. Region 5, Ofc of the Director. 89/03/06. 3pp. 48858:070- 
48858:072. 

8903210135 Special Rept 3-SR-89-0Q2:on 890303, electrical grid disturbance 

occurred, causing fault near Devers,CA switchyard & opening of main generator output 
breakers.Low pressure reactor trip & main turbine trip also occurred. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/08. Document Control Branch (Document Control Desk). 3pp. 48989:350- 
48989:352. 

8903230087 LER 89-003-00:on 89021 8, control room essential filtration actuation signal 
on train B actuated.Caused by failure of detector in RU-30.Detector & preamplifier 
r ep , aced.W/890309 Itr. 

SHRIVLR.T D., HA V NES,J.C Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 89/03/09. 5pp. 49029:062-49029:066. 

8903210113 Notification of 890316 meeting w/util in Rockville, MD to discuss electrical 
distribution sys as related to load injection event on 890303.Preliminary agenda for 
electrical meeting end. 

DAVIS, M.J. Project Directorate V. 89/03/14. MURLEY.T., SNIEZEKJ., MIRAGLIA.F. 
NRC - No Detailed Affiliation Given. 6pp. 48980:194-48980:199. 

8903230154 Special Rept 3-SR-89-003:on 89021 5, radioactive effluent monitor inoper- 
able for greater than 72 h.Approved work document initiated to troubleshoot cause of 
inconsistent RU-141 indication. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Sen/ice Co.). 
89/03/15. Document Control Branch (Document Control Desk). 2pp. 49029:052- 
49029:053. 

8903270337 LER 88-008-00:on 890220, determined that excessive moisture condensa- 
tion occasionally discovered in unit resulted in invalid sample results.Caused by cool- 
ing of high humidity sample stream.Temporary heat trace installed.W/890322 Itr. 
SHRIVER,T.D., HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 89/03/22. 9pp. 49054:033-49054:041. 

8903280012 PNO-IV-89-020:Region IV notified of recent reactor trip at Palo Verde Unit 
3 that was complicated by inability to open steam generator atmospheric dump valves 
mfg by Control Components, lnc.No sticking problems noted at other plants. 
CHAMBERLAIN.D.J Region 4, Ofc of the Director. 89/03/23. 2pp. 49119:127- 
49119:128. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VARGA, SA Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


A. Application/construction stage documents & correspondence 

8903160296 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York, Inc. 57pp. 48960:001-48960:057. 


V. Operator Examinations 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule. Svc list end. 

VAHG--.S.A. Associate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001-49005:056. 


DOCKET STN-50-553 PHIPPS BEND NUCLEAR STATION, UNIT 1 


S. Reportable occurrences, LERs & related correspondence 

8903100191 Part 21 rept advising that 36 relays supplied to vendor installed in diesel 
engine generator equipment. Initially reported on 890223.Of 12 diesel engine units 
originally supplied, 10 sold for non-nuclear svc. 

GUNTRUM.B.C. Cooper Industries, Inc. 89/03/03. NRC - No Detailed Affiliation 
Given. Ip. 48809:348-48809:348. 


DOCKET STN-50-554 PHIPPS BEND NUCLEAR STATION, UNIT 2 


S. Reportable occurrences, LERs & related correspondence 

8903100191 Part 21 rept advising that 36 relays supplied to vendor installed in diesel 
engine generator equipment. Initially reported on 890223.0f 12 diesel engine units 
originally supplied, 10 sold for non-nuclear svc. 

GUNTRUM.B.C. Cooper Industries, Inc. 89/03/03. NRC - No Detailed Affiliation 
Given. Ip. 48809:348-48809:348. 


DOCKET 50-601 RESAR SP/90 


A. Application/construction stage documents & correspondence 

8903210050 Forwards proprietary draft SER re status of review of PDA application for 
RESAR SP/90.Encl withheld (ref 10CFR2.790). 

MILLER, C.L. Standardization & Non-Power Reactor Project Directorate. 89/03/09. 
JOHNSON, W.J. Westinghouse Electric Corp. 4pp. 49002:314-49002:322. 

-8903210057 Forwards 890309 itr to WJ Johnson, forwarding NRC draft SER re RESAR 
SP/90 on listed technical areas.Ltrs provided to ACRS members of progress in re- 
viewing PDA application. 

MILLER.C.L. Standardization & Non-Power Reactor Project Directorate. 89/03/09. 
CARROLL, J. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 49002:321- 
49002:321. 

-8903230166 Forwards 890309 Itr to WJ Johnson, forwarding NRC draft SER re RESAR 
SP/90 on listed technical areas.Ltrs provided to inform CRGR members of progress in 
reviewing PDA application. 

MILLER.C.L. Standardization & Non-Power Reactor Project Directorate. 89/03/09. 
CONRAN, J. Office for Analysis & Evaluation of Operational Data, Director. Ip. 
49002:322-49002:322. 

8903280168 Forwards draft response to NRC Questions 730.1 - 730.4 re RESAR-SP/90 
PDA, Module 2, “Regulatory Conformance." 

JOHNSON, WJ. Westinghouse Electric Corp. 89/03/15. MILLER.C.L. Standardization 
& Non-Power Reactor Project Directorate. 11pp. 49074:224-49074:234. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8903010213 Forwards nonproprietary & proprietary Amends la & 2 to WAPWR RESAR- 
SP/90 Module 7, “Structure Equipment Design.’ 1 

JOHNSON, W.J. Westinghouse Electric Corp. 89/02/14. MILLER.C.L. Standardization 
& Non-Power Reactor Project Directorate. 2pp. 48643:057-48643:269. 

-8903010217 Application for withholding proprietary Amends la & 2 to WAPWR 
RESAR-SP/90 PDA Module 7, ‘'Structural/Equipment Design," from public disclosure. 
WIESEMANN.R.A. Westinghouse Electric Corp. 89/02/14. MILLER.C.L. Standardiza- 
tion & Non-Power Reactor Project Directorate. 10pp. 48643:059-48643:068. 

-8903010238 Amend la to RESAR-SP/90 PDA Module 7, “Structural/Equipment 
Design." 

* Westinghouse Electric Corp. 89/01/31. 5pp. 48643:069-48643:073. 

-8903010247 Amend 2 to RESAR-SP/90 PDA Module 7, "Structural/Equipment 
Design." 

* Westinghouse Electric Corp. 89/01/31. 196pp. 48643:074-48643:269. 


R. Periodic operating reports & related correspondence 

8903200247 Forwards Feb 1989 status rept re current review milestones for each std 
plant project 

MILLER, C.L. Standardization & Non-Power Reactor Project Directorate. 89/03/07. 
SHAO.L. Division of Engineering & Systems Technology (Post 870411). GRIMES, B. 
Division of Reactor Inspection & Safeguards (Post 870411). CONGEL.F. Division of 
Radiation Protection & Emergency Preparedness (Post 870411). 18pp. 48970:331- 
48970:350. 
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DOCKET 50-602 UNIV. OF TEXAS RESEARCH REACTOR 


A. Application/construction stage documents & correspondence 

8903140087 Forwards order extending const completion date of TRIGA Mark II reactor 
to 891 231, safety evaluation & environ assessment & finding of no significant 
impact, per 881017 request. 

MILLER, C.L. Standardization & Non-Power Reactor Project Directorate. 89/02/24. 
FONKEN.G.J. Texas, Univ. of, Austin. TX. 3pp. 48858:183-48858:192. 

-8903140096 Order extending const completion date of TRIGA Mark II reactor to 
891231. 

HOLAHAN.G.M. Division of Reactor Projects - III.IV.V & Special Projects (Post 
870411). 89/02/24. Texas, Univ. of, Austin, TX. 2pp. 48858:186-48858:187. 

-8903140100 Safety evaluation supporting extension of const completion date of 
TRIGA Mark II reactor to 891231. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/24. 2pp. 
48858:188-48858:189. 

-8903140105 Notice of environ assessment & finding of no significant impact support- 
ing extension of const completion date of TRIGA Mark II reactor to 891231. 

MILLER, C.L. Standardization & Non-Power Reactor Project Directorate. 89/02/15. 
3pp. 48858:190-48858:192. 


R. Periodic operating reports & related correspondence 

8903200247 Forwards Feb 1 989 status rept re current review milestones for each std 
plant project. 

MILLER, C.L Standardization & Non-Power Reactor Project Directorate. 89/03/07. 
SHAO.L. Division of Engineering & Systems Technology (Post 870411). GRIMES, B. 
Division of Reactor Inspection & Safeguards (Post 870411). CONGEL.F. Division of 
Radiation Protection & Emergency ^ro pares no ss (Post 870411). 18pp. 48970:331- 
48970:350. 


DOCKET 50-603 ALCHEMIE FACILITY 1 - CPDF 


A. Application/construction stage documents & correspondence 

8903010173 Responds to 890201 request for estimates for centrifuge plant demonstra- 
tion facility (CPDF) & Oliver Springs plus CPDF.DOE intends to ensure that sufficient 
finances exist for ccccn'.a-nirat or. & decommissioning liabilities. 

PARKS, J.W. Energy, Dept. of. 89/02/15. ROUSE, L.C. Division of Industrial & Medical 
Nuclear Safety (Post 870729). 4pp. 48648:098-48648:101. 

8903020058 Forwards notices of issuance of CPs for AlChemiE centrifuge plan demon- 
stration & Oliver Springs facilities. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/02/22. SMELSER,J.A. All Chemical Iso- 
tope Enrichment, Inc. Ip. 48673:161-48673:171. 

-8903020072 Notice of issuance of CP CPEP-1 for AlChemiE centrifuge plant demon- 
stration facl'itv.per ASLB 890201 decision. 

ROUSs.LC c jg: Cycle Safety Branch. 89/02/22. 3pp. 48673:162-48673:164. 

-8903020079 Notice of issuance of CP CPEP-2 for AlChemiE to const Oliver Springs 
facility to enrich stable isotopes. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/02/22. 7pp. 48673:165-48673:171. 


F. Security, medical, emergency & fire protection plans 


8808030430 Forwards financial info per 880603 request. Enel withheld. 

SMELSER.J.H. All Chemical Isotope Enrichment, Inc. 88/07/22. Document Control 
Branch (Document Control Desk). Ip. 48706:078-48706:078. 

8903100460 Forwards proprietary Rev 7 to "Security Plan for AlChemiE, Inc, AlChemiE 
Facility 1 - CPDF Oak Ririge.TN.” Rev i-cc'psrates revised security fencing arrange- 
ment & reduces number employees requiring clearances. Rev withheld. 

PFEIFER, W.A. All Chemical isotope Enrichment. Inc. 89/02/21. BRADY, R.J. NRC - 
No Detailed Affiliation Given. 2pp. 48804:149-48804:150. 


G. Adjudicatory correspondence 


8903270092 Decision.* Affirms Board Decision LBP-89-05 granting CP & OL to 
licensee.Certificate of Svc encLServed on 890321. 

TOMPKINS, B. A. Atomic Safety and Licensing Appeal Panel. #189 8331. 89/03/20. 
9pp. 48968:008-48968:016. 


DOCKET 50-604 ALCHEMIE FACILITY 2 - OLIVER SPRINGS 


A. Application/construction stage documents & correspondence 

8903010173 Responds to 890201 request for estimates for centrifuge plant demonstra- 
tion facility (CPDF) & Oliver Springs plus CPDF.DOE intends to ensure that sufficient 
finances exist for decontamination & decommissioning liabilities. 

PARKS, J.W. Energy, Dept. of. 89/02/15. ROUSE, L.C. Division of Industrial & Medical 
Nuclear Safety (Post 870729). 4pp. 48648:098-48648:101. 

8903020058 Forwards notices of issuance of CPs for AlChemiE centrifuge plan demon- 
stration & Oliver Springs facilities. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/02/22. SMELSER.J.A. All Chemical Iso- 
tope Enrichment, Inc. Ip. 48673:161-48673:171. 

-8903020079 Notice of issuance of CP CPEP-2 for AlChemiE to const Oliver Springs 
facility to enrich stable isotopes. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/02/22. 7pp. 48673:165-48673:171. 


G. Adjudicatory correspondence 


8903270092 Decision.* Affirms Board Decision LBP-89-05 granting CP & OL to 
rc-ms-rc Connate of Svc encl.Served on 890321 . 

'CM = <'NS.“ A Atomic Safety and Licensing Appeal Panel. #189 8331. 89/03/20. 
9pp. 48968:008-48968:016. 


DOCKET STN-50-605 GE ADVANCED BWR DESIGN 


A. Application/construction stage documents & correspondence 


8903100290 Notification of 890309 meeting w/GE in Rockville, MD to discuss internal 
events PR A for advanced BWR submitted in Jan 1989.Agenda end. 

SCALETTI.D. Standardization & Non-Power Reactor Project Directorate. 89/03/02. 
MURLEY.T., SNIEZEK.J., MIRAGLIA.F. NRC - No Detailed Affiliation Given. 4pp. 
48809:355-48809:358. 

8903100033 Forwards responses to NRC 890203 request for addl info re SSAR for ad- 
vanced BWR.Response pertains to Chapters 9,11,12 & 13. 

MARRIOTT, P.W. General Electric Co. 89/03/07. MILLER, C.L. Standardization & Non- 
Power Reactor Project Directorate. 92pp. 48805:234-48805:325. 

8903210024 Notification of 890313 meeting w/GE m San Jose.CA to discuss severe ac- 
cident design of advancec BWR .> NRC certifies: on process. 

SCALETTI.D. Standardization & Non-Power Reactor Project Directorate. 89/03/08. 
MURLEY.T., SNIEZEK.J., MIRAGLIA.F. NRC • No Detailed Affiliation Given. 3pp. 
48982:302-48982:304. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8903100064 Forwards Amend 5 to “Advanced BWR SSAR," consisting of nonproprie- 
tary Chapter 20 & proprietary Sections 7.2 & 7.5. Binders for Chapter 19, along w/new 
tabs for Chapters 1,7 & 3 & affidavit also encl.Sections withheld. 

MARRIOTT, P.W. General Electric Co. 89/02/28. MILLER, C.L. Standardization & Non- 
Power Reactor Project Directorate. 7pp. 48804:251-48805:233. 

-8903100068 Nonproprietary Chapter 20 to Amend 5 to “Advanced BWR SSAR." 

* General Electric Co. 89/02/28. 275pp. 48804:258-48805:233. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0025 ENERGY SYSTEMS GROUP, CANOGA PARK, CA 


8902240419 Forwards Rev 4 to ESG-80-17, "Physical Security Plan for Protection of 
Moderate Strategic Quantities of SNM at Hot Labs." Rev withheld (ref 10CFR2.790(d). 
REMLEY.M.E. Rockwell International Corp. 89/01/20. THOMPSON, H.L. Office of Nu- 
clear Material Safety & Safeguards, Director. 3pp. 48579:180-48579:183. 

8903200147 Forwards Amend 2 to License SNM-21, revising Conditions 9,1, 8.B.2 & 24. 
ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/08. REMLEY.M.E. Rockwell Internation- 
al Corp. 2pp. 48959:010-48959:018. 

-8903200152 Amend 2 to License SNM-21, authorizing use of U enriched in U-235 iso- 
tope & Pu-239. 

ROUSE, L.C. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/03/08. 
4pp. 48959:012-48959:015. 

-8903200157 Safety evaluation supporting Amend 2 to License SNM-21. 
MCCAUGHEY.D.A. Fuel Cycle Safety Branch. 89/03/08. 2pp. 48959:016-48959:017. 

-8903200170 Informs that neither environ assessment nor EIS warranted for amend to 
License SNM-21, reflecting current organization, change in owner name, deletion of ac- 
tivities & facilities no longer authorized & authorizing chemical analysis. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/03/08. Fuel Cycle Safety Branch. Ip. 
48959:018-48959:018. 


DOCKET 70-0027 BABCOCK & WILCOX CO., LYNCHBURG, VA 

8903160013 Forwards revised FNMCP, incorporating compact reactor fuel work,chanaing 
acronym RRFE to RTRFE & updating precision of balances in use.for approval. w/o 
enci.Fee paid. 

BOYD.C.C, Babcock & Wilcox Co. 89/01/09. SMITH, C.N. Division of Safeguards & 
Transportation (Post 870413). 2pp. 48887:297-48887:298. 

8903100071 Advises that Safeguards Amend SG-1 to License SNM-42 amended by is- 
suing temporary License Condition TC(PS)-1 to read as listed, in response to 881212 
request. 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/01/18. 
BOYD.C.C. Babcock & Wilcox Co. Ip. 48810:212-48810:212. 

8903160201 Requests submission of revised FNMCP adequately addressing questions 
&/or concerns from review of FNMCP submitted w/880930,by 890428.Encl withheld 
(ref 10CFR2.790(d)(1)). 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/02/15. 
BOYD.C.C. Babcock & Wilcox Co. Ip. 48887:296-48887:296. 

8903200197 Forwards Insp Rept 70-0027/89-01 on 890109-13,18-19 & 0214 & notice 
of violation. 

DECKER.T.R. Region 2, Ofc of the Director. 89/02/23. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 48959:090-48959:108. 

-8903200207 Notice of violation from insp on 890109-13,18-19,24 A 0214. Violation 
noted:licensee failed to meet requirement that licensed matl be used per 
statement,representations & conditions in license application for listed examples. 
DECKER.T.R. Region 2, Ofc of the Director. 89/02/23. 3pp. 48959:092-48959:094. 
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-8903200228 Insp Rep* 70-0027/89-01 on 890109-13.18-19,24 & 0214. Violation 
noted.Major areas inspectedreview of licensee radiation protection programs, including 
staff organization & mat controls, training & radioactive contamination control. 
KUZO.G.B., TESTA.E.D., POTTER.J.P. Region 2, Ofc of the Director. 89/02/22. 14pp. 
48959:095-48959:108. 

8903210436 Ack receipt of 890213 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 70-0027/88-36. 

CLINE.W.E. Region 2, Ofc of the Director. 89/02/28. TETRAULT.R.E. Babcock & 
Wilcox Co. Ip. 48980:243-48980:243. 

8903220386 Notification of 890308 meeting w/B&W in Lynchburg.VA to discuss licens- 
ee performance improvement program. 

* Region 2, Ofc of the Director. 89/03/02. Region 2, Ofc of the Director. Ip. 
49004:246-49004:246. 

8903240346 Confirms 890214 telcon re 890308 mgt meeting at plant site to discuss 
status of performance improvement program & other current issues. Proposed agenda 
end. 

ERNST.M.L Region 2. Ofc of the Director. 89/03/02. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 49039:303-49039:304. 

8903160342 PNO-ll-89-017:on 890302,zirconium fire occurred in general purpose area 
near U recovery & lasted less than 1 minute before extinguished.One employee in- 

S sd & taken to hosp & released.Personnel provided radiation protection support 
INE.W., MCALPINE.E. Region 2, Ofc of the Director. 89/03/03. 2pp. 48893:061- 
48893:062. 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC* WINDSOR, CT 


8902230277 "Effluent Monitoring Rept for Jul-Dec 1 988." W/89021 1 Itr. 

ESKRIDGE.H.E. Combustion Engineering, Inc. 88/12/31. 2pp. 48569:023-48569:024. 

8903010103 Forwards application for amend to License SNM-33,reflecting changes to U 
hexafluoride to U oxide process line.Vendor plans to commence installation of initial 
phase of mod in late Feb 1989.Fee paid. 

SCHERER.A.E. Combustion Engineering, Inc. 89/02/10. ROUSE.L.C. Fuel Cycle 
Safety Branch. 16pp. 48740:237-48740:253. 

-8903010105 Application for amend to License SNM-0033, reflecting changes to U hex- 
afloride to U oxide process line. 

* Combustion Engineering, Inc. 89/02/10. 14pp. 48740:240-48740:253. 

8903020398 Notifies of change in reviewer assignment for facilities. Advises that M Wil- 
liams replaced G Gundersen as MC&A licensing reviewer for both facilities. 
KASUN,D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/02/23. 
SCHERER, A.E. Combustion Engineering, Inc. Ip. 48672:028-48672:028. 

8903090209 Informs that NRC has no objection to const of pelletizing & warehouse 
flooring at Hematite fadlity.per 880930 requestResidual contamination is less than 
Option 1 limit of 30 pCi/gm for enriched U.per branch technical position. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/02/24. MCGILL.P.L Combustion Engineer- 
ing, Inc. Ip. 48784:031-48784:041. 

-8903090227 Forwards “Radiological Survey of Const Site,C-E,Hematite, MO." Five lo- 
cations identified having residual enriched U contamination exceeding established 
NRC guidelines.Addi C-E actions effective in eliminating & reducing elevated levels. 
COTTEN.P.R. Oak Ridge Associated Univs. 89/02/16. Region 3, Ofc of the Director, 
ip. 48784:032-48784:041. 

-8903140676 "Radiological Survey of Const Site,C-E,Hematite,MO." 

COTTEN.P.R. Oak Ridge Associated Univs. FIN A-9076. 89/02/13. NRC - No De- 
tailed Affiliation Given. 9pp. 48784:033^8784:041. 


DOCKET 70-0135 BABCOCK & WILCOX CO„ APOLLO, PA 


8902270398 Forwards Endorsements 121 & 122 to NELIA Policy NF-83, Endorsements 
52 & 53 to MAELU Policy MF-84,Endorsements 127 & 128 to NELIA Policy NF- 
111, Endorsements 63 & 64 to MAELU Policy MF-85 & Endorsement 3 to NELIA Cer- 
tificate NW-38. 

SAMUELS, J.L. Marsh & McLennan, Inc. 89/01/13. DINtTZJ. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 13pp. 48586:183-48586:195. 

8903100015 Responds to 890124 Itr criticizing Director’s Decision DD-88-01 & request- 
ing thorough review of pertinent info, individual failed to identify particular matters 
viewed deficient or provided details re nature of inaccuracies. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. 89/02/27. 
VIROSTEK.C. Affiliation Not Assigned. 2pp. 48808:180-48808:199. 

-8903100020 Responds to 880105 director's decision & requests that thorough review 
be concluded. 

VIROSTEK.C, Kiski Valley Coalition to Save Our Children. 89/01/24. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 48808:198-48808:199. 

8903210349 Forwards Safety Insp Rept 70-0135/89-01 on 890214-15 & notice of viola- 
tion. 

BELLAMY, R.R. Region 1. Ofc of the Director. 89/03/13. COLEMAN, W.L Babcock & 
Wilcox Co. 2pp. 48970:324-48970:326. 

-8903210356 Notice of violation from insp on 880214-1 S.Violation noted: access to re- 
stricted area not controlled for protection of individuals from exposure to radiation & 
radioactive matis in railroad gate left open w/o compensatory measures. 

* Region 1, Ofc of the Director. 89/03/13. Ip. 

-8903210361 Insp Rept 70-0135/89-01 on 89021 4-1 5. Violations noted.Major areas 
inspected:licensee actions to remove potentially contaminated soil from Metal Svc Co 
Drooertv & actions to stabilize soil removed. 

ROW. KOTTAN.JJ., PASCIAK.WJ. Region 1, Ofc of the Director. 89/03/08. 8pp. 
48971 .-024-48971:031. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 


8903100433 Issues Temporary Condition TC(MC&A)-4 to Amend SG-2 of License SNM- 
01 24, effective immediately, to read as stated.per 880929 request for rev to License 
Condition 2.3. 

SMITH, C.N. Licensing Branch (870413-881217). 88/10/20. HENSLEY, K.D. Nuclear 
Fuel Services, Inc. Ip. 48808:283-48808:283. 

8903100442 Issues revised License Condition 2.12 of Amend SG-2 to License SNM-124 
re measuring of waste water treatment facility for U.per 881014 request. 

SMITH.C.N. Licensing Branch (870413-881217). 88/10/28. HENSLEY.K.D. Nuclear 
Fuel Services, Inc. Ip. 48809:354-48809:354. 

8903210030 “NFS Rept of Effluent Monitoring & Release to Unrestricted Areas, Jul- 
Dec, 1988." W/890301 Itr. 

KNIGHT.B.E. Nuclear Fuel Services, Inc. 88/12/31. ERNST, M. Region 2, Ofc of the 
Director. 3pp. 48979:042-48979:044. 

8902230368 Application for amend to License SNM-124, revising License Condition 
5.5.Encl amend withheld (ref 10CFR2.790(d)).Fee paid. 

HENSLEY, K.D. Nuclear Fuel Services, Inc. 89/01/05. KASON.D.J. Domestic SG & 
Regional Oversight Branch (Post 881218). 3pp. 48569:046-48569:048. 

8903100312 Approves 890105 request for expansion of existing Safeguards License 
Condition 5.5 to include MBA-7.License Condition 5.5 of SG-2 Amend to License 
SNM-124 revised as listed.Agrees that 890118 itr & end did not contain proprietary 
info. 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/01/25. 
HENSLEY, K.D. Nuclear Fuel Services, Inc. Ip. 48804:095-48804:095. 

8903160136 Forwards application for amend to License SNM-124, revising License Con- 
dition 2.3.Fee paid. W/o end. 

HENSLEY, K.D. Nudear Fuel Services, Inc. 89/02/09. KASUN.D.J. Domestic SG & 
Regional Oversight Branch (Post 881218). 2pp. 48885:115-48885:116. 

8902270679 Forwards Insp Rept 70-0143/89-01 on 8901 09-1 3.No violations or devi- 
ations noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/02/13. LONG.J.A. Nuclear Fuel Serv- 
ices. Inc. 2pp. 48587:210-48587:222. 

—8902270683 Insp Rept 70-0143/89-01 on 8901 09-1 3.No violations or deviations 
noted.Major areas inspected:radiation protection program, radwaste mgt program & fol- 
lowup on previously identified items & NRC info notices. 

COLLINS.T.R., POTTER, J.P. Region 2. Ofc of the Director. 89/02/09. 12pp. 
48587:212-48587:222. 

8903030347 Forwards Insp Rept 70-0143/89-02 on 8901 09-1 3.No violations or devi- 
ations noted. 

CLINE, W.E. Region 2, Ofc of the Director. 89/02/13. LONG.J.A. Nudear Fuel Serv- 
ices, Inc. 2pp. 48690:130-48690:132. 

-8903030350 Partially withheld Insp Rept 70-0143/89-02 on 890109-13 (ref 
10CFR2.790(d) & 73.21 ).No violations or deviations noted. Major areas 
inspected:security plan & procedures, mgt effectiveness, security organization & 
records & repts. 

MASNYK.O.M., MCGUIRE, D.R. Region 2, Ofc of the Director. 89/02/13. Ip. 
48690:132-48690:132. 

8903090123 Responds to violations noted in Insp Rept 70-0143/88-38. Corrective 
actions:meetings held w/all technical & supervisory personnel working in processing 
facility where incident occurred. 

LONG.J.A. Nuclear Fuel Services, Inc. 89/02/23. CLINE.W.E. Region 2. Ofc of the 
Director. 3pp. 48800:300-48800:302. 

8903100408 Responds to 890209 Itr requesting mod of License Condition 2.3.License 
condition modified.effective immediately, by adding Subcondition 2.3.1 which reads as 
listed. 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/03/01. 
HENSLEY, K.D. Nuclear Fuel Services, Inc. Ip. 48804:098-48804:098. 

8903160166 Submits tentative schedule of activities for completing Phase III of project 
re enhancement of burial ground integrity. 

KNIGHT.B.E. Nuclear Fuel Services, Inc. 89/03/02. ROUSE, LC. Fuel Cycle Safety 
Branch. 3pp. 48887:299-48887:301. 

8903200302 Forwards Insp Rept 70-0143/89-07 on 89021 3-1 7.No violations or devi- 
ations noted. 

DECKER, T.R. Region 2, Ofc of the Director. 89/03/02. LONG.J.A. Nuclear Fuel Serv- 
ices, Inc. 2pp. 48971:089-48971:099. 

-8903200303 Insp Rept 70-0143/89-07 on 890213-17.No violations or deviations 
notedMajor areas inspected:radwaste mgt,environ radiological monitoring & radiologi- 
cal confirmatory measurements. 

STODDART.P.G., KAHLE.J.B. Region 2, Ofc of the Director. 89/03/02. 9pp. 
48971:091-48971:099. 

8903270240 Documents 890227 telcon between M Horn & DE Gergely re NFS sched- 
ule to provide info requested in 890215 Itr.Environ info will be provided prior to submit- 
tal of revised license renewal application. 

KNIGHT.B.E. Nuclear Fuel Services, Inc. 89/03/06. HORN.M. Fuel Cycle Safety 
Branch. 2pp. 49054:026-49054:027. 

8903220306 Forwards Insp Rept 70-0143/89-04 on 890123-27.No violations or devi- 
ations noted. 

CLINE.W.E. Region 2, Ofc of the Director. 89/03/07. LONG.J.A. Nuclear Fuel Serv- 
ices, Inc. 2pp. 49003:064-49003:066. 

-8903220312 Insp Rept 70-0143/89-04 on 890123-27.No violations or deviations 
notedMajor areas inspected:measurements, facility organization & mgt controls & fol- 
lowup on previous identified items. 

CLAY.E.L., MCALPINE.E.J. Region 2. Ofc of the Director. 89/03/07. Ip. 49003:066- 
49003:066. 
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8903170139 Trip rept of 890206-10 site visit re NFS 870817 application for renewal of 
License SNM-124. 

SOONG.S. Fuel Cycle Safety Branch. 89/03/08. Fuel Cycle Safety Branch. 2pp. 
48893:222-48893:223. 

8903210368 Forwards Insp Rept 70-0143/89-06 on 890206-1 0.No violations or devi- 
ations noted. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/08. LONG.J.A. Nuclear Fuel Serv- 
ices. Inc. 2pp. 48992:354-48992:355. 

8903270249 Advises that 890227 Rev 125 to FNMCP consistent w/discussion between 
J Adams 6 D Joy & acceptable. 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/03/21. 
HENSLEY, K.D. Nuclear Fuel Services, Inc. 2pp. 49110:051-49110:052. 


DOCKET 70-0364 BABCOCK & WILCOX CO. t PARKS TOWNSHIP, PA 

8903280081 Advises of removal of all radioactive matls related to ARIS sys from facility 
& requests deletion of site from license. Addl info in form of updated Mt Vernon site 
drawing and area highway map end. 

CULBERSON, D.G. Babcock & Wilcox Co. 89/03/17. ROUSE.LC. Fuel Cycle Safety 
Branch. 1 8pp. 491 1 0:331 -491 1 0:349. 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC., UNCASVILLE, CT 


DOCKET 70-0622 ARMY, DEPT. OF, DOVER, NJ 

8903020104 Forwards Amend 2 to License SNM-561 for Dept of Army, amending Con- 
ditions 1 & 2 to change facility name & address, revising Condition 9 to remove de- 
monstrative info from license & adding Condition 20 as listed. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/02/22. ELLIOTT, J.E. Army, Dept of. 2pp. 
48673:216-48673:222. 

-8903020115 Amend 2 to License SNM-561 for Dept of Army, Armament Research De- 
velopment & Engineering Ctr, adding Condition 20 to incorporate min qualifications for 
alternate radiation protection officer. 

ROUSE, L.C. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/02/22. 
2pp. 48673:218-48673:219. 

-8903020120 SER recommending approval of licensee 881122 request to add individ- 
ual named in application as alternate radiation protection officer. 

PENNINGTON, W.S. Fuel Cycle Safety Branch. 89/02/22. Fuel Cycle Safety Branch. 
2pp. 48673:220-48673:221. 

-8903020124 Advises that no EIS or environ assessment required re Dept of Army 
881122 request for amend to License SNM-561 to change alternate radiation protec- 
tion officer & licensee name & address. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/02/22. Fuel Cycle Safety Branch. Ip. 
48673:222-48673:222. 


8903200062 Effluent monitoring rept for Jul-Dec 1988.W/890303 Itr. 

GREGG.R.J. United Nuclear Corp. (subs, of UNC Resources, Inc.). 88/12/31. 
RUSSELL, W.P. Region 1, Ofc of the Director. 2pp. 48959:354-48959:355. 

8902240083 Forwards revised pages to submittals end w/880506 & 1223 Itrs to LC 
Rouse re amend request for License SNM-368. 

GREGG, R.J. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/01/27. 
ROUSE.LC. Fuel Cycle Safety Branch. 10pp. 48621:053-48621:062. 

8903210211 Forwards Insp Rept 70-0371/88-12 on 881205-09 & notice of violation. 
BELLAMY.R.R. Region 1, Ofc of the Director. 89/01/30. KAUFMAN, N.C. United Nu- 
clear Corp. (subs, of UNC Resources. Inc.). 2pp. 48983:156-48983:166. 

-8903210230 Notice of violation from insp on 881 205-09. Violations noted: failure to es- 
tablish written procedures for calculating additions to & removals from matls in proc- 
ess & establish measurement control program SNM control. 

* Region 1, Ofc of the Director. 89/01/29. 2pp. 48983:158-48983:159. 

-8903210232 Insp Rept 70-0371/88-12 on 881 205-09. Violations noted.Major areas 
inspected:measurement control & statistics & followup on inspector-identified items. 
JONES.D., KEIMIG.R.R. Region 1, Ofc of the Director. 89/01/27. 7pp. 48983:160- 
48983:166. 

8902280304 Responds to 881201 & 890113 Itrs forwarding physical security measures 
being taken during const at site. Safeguards Amend SG-1 to License SNM-368 being 
amended by issuing Temporary License Condition TC(PS)-2. 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/02/02. 
GIGLIOTTI,R.J. United Nuclear Corp. (subs, of UNC Resources, Inc.). Ip. 48624:207- 
48624:207. 

8902240004 Forwards rev to RJ Gregg 881014 Itr to LC Rouse re application for amend 
to License SNM-368.Changes to submittal listed. 

GREGG, R.J. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/02/10. 
ROUSE.LC. Fuel Cycle Safety Branch. 12pp. 48587:01 1-48587:022. 

8902280365 Responds to 880217 request to discontinue discharge of radwaste to 
sewer sys by exploring available technologies to remove U from liquids being dis- 
charged or eliminating contaminated liquids altogether. 

GREGG, R.J. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/02/13. 
ROUSE, LC. NRC - No Detailed Affiliation Given. 3pp. 48636:105-48636:107. 

8903160068 Forwards proposed page changes to fundamental nuclear matl control 
plan.Page change provides newly established definitions for additions to & removals 
from process.Page withheld (ref 10CFR2.790). 

COLLOPY.T.J. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/02/14. 
KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 2pp. 
48877:236-48877:237. 

8903100396 Forwards corrected Page 3.9-17 of Part II to application for amend to Li- 
cense SNM-0368.W/O stated end. 

GREGG.RJ. UNC Resources, Inc. 89/02/23. ROUSE, LC. Fuel Cycle Safety Branch, 
ip. 48822:071-48822:072. 

8903090052 Forwards response to NRC 890130 Itr re violations noted in Insp Rept 70- 
0371 /88-1 2.Response withheld (ref 10CFR2.790). 

KAUFMAN, N.C. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/02/27. Doc- 
ument Control Branch (Document Control Desk). Ip. 48780:166-48780:166. 

8903100270 Advises that License Condition 7.4 to current Safeguards Amend SG-1 to 
License SNM-368 revised to read that licensee shall follow Chapters 1.0 to 8.0 of 
FNMCP 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/03/03. 
COLLOPY.T.J. United Nuclear Corp. (subs, of UNC Resources, Inc.). 2pp. 48808:338- 
48808:339. 

8903170126 Informs that 890123 Change 8 to physical protection plan consistent w/ 
provisions of 10CFR73.46 & acceptable. Safeguards Amend SG-1 to License SNM- 
368 amended by reissuing License Condition 9.1 .A to read as stated. 

KASUN,D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/03/08. 
GIGLIOTTI,R.J. UNC Resources, Inc. 2pp. 48893:224-48893:225. 

8903270354 Ack receipt of 890213 Itr informing NRC of UNC efforts to reduce U con- 
tents in liquid discharges to Montville Sewer Sys.Ucensee recommended to initiate 
application for NPDES permit to discharge treated liquid waste to surface waters. 
GREGG.R.J. Fuel Cycle Safety Branch. 89/03/13. ROUSE, L.C. United Nuclear Corp. 
(subs. of UNC Resources, Inc.). Ip. 49056:354-49056:354. 

8903220132 Ack receipt of 890227 Itr informing NRC of steps taken to correct violations 
noted in Inn 70-0371/88-12. 

BELLAMY, R.R. Region 1, Ofc of the Director, 89/03/15. KAUFMAN, N.C. United Nu- 
clear Corp. (subs, of UNC Resources, Inc.). 2pp. 49008:01 5-49008:01 7. 


DOCKET 70-0687 CINTICHEM, INC., TUXEDO, NY 

8903090188 Forwards Safety Insp Rept 70-0687/89-01 on 890109-12 & notice of 
violation.Response must include actions planned to either restrict access to waste 
storage bldg or assure radiation dose on external surfaces on bldg within limits. 
BELLAMY.R.R. Region 1, Ofc of the Director. 89/02/27. MCGOVERN, J.J. Cintichem, 
Inc. 3pp. 48782:1 79-48782:1 94. 

-8903090196 Notice of violation from insp on 890 109-1 2. Violation noted: personnel 
working in vicinity of hot cell conveyor station, potentially contaminated area were not 
required to wear protective coverings. 

* Region 1, Ofc of the Director. 89/02/27. 2pp. 48782:182-48782:185. 

-8903090203 Insp Rept 70-0687/89-01 on 890 109-1 2. Violations noted.Major areas 
inspected:organization, criticality safety, operations, transportation & actions taken in re- 
sponse to confirmatory action Itr. 

ROTH.J., PASCIAK,W.J. Region 1, Ofc of the Director. 89/02/24. 9pp. 48782:186- 
48782:194. 

8903220215 Informs that 881103 rev to “Cintichem, Inc, Fundamental Nuclear Matl Con- 
trol Plan" acceptable, per 10CFR70.32(c) & encl will be withheld per 10CFR2.790(d). 
BELLAMY.R.R. Region 1, Ofc of the Director. 89/03/03. MCGOVERN, J.J. Cintichem, 
Inc. 2pp. 49004:082-49004:083. 

8903220423 Responds to 890220 Itr expressing concerns re application of 10CFR50.70 
to nonpower reactors.Listed items will clarify regulations & NRC implementation as ap- 
plied to nonpower reactors. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/14. VOTH.M.H. Na- 
tional Organization of Test, Research & Training Reactors. 4pp. 49004:346-49004:357. 

-8903220433 Discusses NRC needs & Cintichem, Inc procedures for admitting NRC per- 
sonnel to facility. 

MCOSCAR.J.J. Region 1, Ofc of the Director. 88/01/11. MCGOVERN, J.J. Central Iron 
Foundry Co. 2pp. 49004:356-49004:357. 

8903280034 Submits update on status of research & test reactor seminar scheduled for 
890418 & 19 in Region I.Topics to be discussed include, NRC Research Reactor Insp 
Program, operator licensing & fitness for duty.lnfo re lodging encl. 

COLLINS, S.J. Region 1, Ofc of the Director. 89/03/22. MCGOVERN, J.J. Cintichem, 
Inc. 6pp. 49074:097-49074:102. 


DOCKET 70-0734 GENERAL ATOMICS, SAN DIEGO, CA 


8903130161 Informs that License Condition 2.1 of Amend SG-1 to License SNM-696 
revised, effective immediately, per 890120 submittal of rev to FNMCP. 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/02/14. 
ASMUSSEN.K.E. General Atomics (formerly GA Technologies, lnc./Generai Atomic 
Co.). 2pp. 48821:283-48821:284. 


DOCKET 70-0754 GENERAL ELECTRIC CO, PLEASANTON, CA 

8903280165 “GE 1988 Annual Rept," W/890315 Itr. 

WELCH, J.F., BOSSIDY.LA., CUNNINGHAM, G.E. General Electric Co. 88/12/31. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
76pp. 49074:332-49075:053. 


DOCKET 70-0820 UNC RECOVERY SYSTEMS, WOOD RIVER JUNCTION, Rl 

8903170374 Corrected repts, reverified results & results from samples taken to confirm 
previous low nitrate results. 

* Controls for Environmental Pollution, Inc. 89/02/22. 13pp. 48950:194-48950:205. 


DOCKET 70-0920 RENSSELAER POLYTECHNIC INSTITUTE, TROY, NY 


8903200198 Application for amend to License SNM-910, deleting condition requiring per- 
sonnel monitoring of individuals,per 10CFR20.202(a).Ucensee will continue to monitor 
individuals using in-house TLD sys. 

RYAN.R.M. Rensselaer Polytechnic Institute. Troy, NY. 89/02/01. PENNINGTON.W.S. 
NRC - No Detailed Affiliation Given. 3pp. 48964:071-48964:073. 
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DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 


8903140571 Issues Temporary License Condition TC(MC<&A)-2 to Safeguards Amend 
SG-1 to License SNM-1 067.per 880923 request to be allowed to complete measure- 
ments of receipt & lo dispatcn associated form 2 months later, effective immediately. 
SMITH.C.N. Licensing Branch (870413-881217). 88/10/07. SCHERER.A.E. Combus- 
tion Engineering. Inc. Ip. 48833:318-48833:318. 

8902240023 Notification of Licensee Mgt Meeting 89-025 w/C-E on 890216 in King of 
Prussia, PA to discuss status of nuclear fuel integrated improvement plan schedules & 
schedules for rreotl-g ccrrvi-nerts made during 890117 meeting. 

ROTH.J. Region ■ Cilc y no fiuxw ■30/02/09. Region 1, Ofc of the Director. 3pp. 
48579:169-48579:171. 


8903010080 Application for amend to License SNM-1067,eliminating requirement for 
storage of shipping container arrays per specific transport index in shipping container 
storage area within Bldg 17/21 security fence.Fee paid. 

SCHERER, A.E. Combustor Engineering Inc. 89/02/13. ROUSE.L.C. Fuel Cycle 
Safety Branch. 22pp. ■'■cS-'O "{:-'-!. : 670:'::22. 


8902270476 Forwards request for addl info re 890118 application for amend to License 
SNM-1 067.Response should be submitted w ! ih : n days o* It- date. 

BIDINGER, G.H. Fuel Cycle Safety Branch. H:?W5. M CG Li =.L. Combustion Engi- 
neering, Inc. 5pp. 48587:070-48587:074. 

8903030483 Forwards meeting rept of 890117 mgt meeting w/NRC & licensee in King 
of Prussia, PA to discuss licensee proposed reorganization of mgt structure of Windsor 
Fuel Mfg facility. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/02/16. MCGILL, P.L. Combustion En- 
gineering, Inc. 2pp. 48690:194-48690:200. 


-8903030489 Summary of 890117 mgt meeting held in King of Prussia, PA to discuss 
licensee proposed reorganization of mgt structure of Windsor Fuel Mfg 
facility.Attendee list & viewgraph end. 

AUSTIN, M.A., PASCIAK.W.J. Region 1, Ofc of the Director. 89/02/13. Region 1, Ofc 
of the Director. 5pp. 48690:196-48690:200. 


8903020398 Notifies of change in reviewer assignment for facilities. Advises that M Wil- 
liams replaced G Gundersen as MC&A licensing reviewer for both facilities. 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/02/23. 
SCHERER, A.E. Combustion Engineering, Inc. Ip. 48672:028-48672:028. 


8903100600 Forwards comments on review of Rev 4 to physical security 
plan.Comments withheld (ref 10CFR.790(d)). 

KASUN.D.J. Division of Safeguards & Transportation (Post 870413). 89/02/27. 
SCHERER, A.E. Combustion Engineering, Inc. Ip. 48804:074-48804:074. 


8903160422 Effluent monitoring data for facilities operated under License SNM-1 067 for 
Jul-Dec 1988. 

SCHERER, A.E. Combustion Engineering, Inc. 89/03/01. RUSSELL.W.T. Region 1, 
Ofc of the Director. 2pp. 48884:341 -48884:341 . 


8903010206 Responds to noncompliance noted in Insp Rept 70-1113/88-17 on 881129- 
1202.Corrective actions: storage pad perimeter boundaries defined on three sides w/ 
permanent posts & metal chain & on fourth side w/plastic chain. 

WINSLOW.T.P. General Electric Co. 89/02/22. Document Control Branch (Document 
Control Desk). 4pp. 48648:084-48648:087. 

8903160192 Forwards revs to Chapters 2 & 5 of fundamental nuclear matl control 
plan. Revs withheld (ref 10CFR2.790). 

PRESTON, T. General Electric Co. 89/02/24. ERNST, M.L. Region 2, Ofc of the Direc- 
tor. 2pp. 48878:181-48878:182. 

8903090418 Submits 30-day incident rept re 890131 incident involving damage to com- 
pleted fuel assembly due to roller chain snapped.Caused by defective limit 
switch.Redundant limit switches installed to prevent recurrence. 

WINSLOW.T.P. General Electric Co. 89/03/02. Document Control Branch (Document 
Control Desk). 2pp. 48799:121-48799:122. 

8903200216 EN-89-023:on 89031 3, notice of proposed imposition of civil penalty in 
amount of $20,000 will be issued, based on improper transfer of employee & subse- 
quent termination due to participation in protected activities. 

ROSANO.R.P., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/08. Ip. 
48954:150-48954:150. 


8903150474 Forwards Amend 16 to License SNM-1 097, amending Condition 9 & revis- 
ing Conditions 6-8 re possession limits for U. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/10. WINSLOW.T.P. General Electric 
Co. ip. 48876:304-48876:316. 

-8903150483 Amend 16 to License SNM-1 097 for GE Nuclear Fuel & Components Mfg 
re use of listed matls. 

ROUSE, L.C. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/03/10. 
Ip. 48876:305-48876:305. 

-8903150485 Safety evaluation supporting Amend 16 to License SNM-1 097. 

BIDINGER, G.H., MCCAUGHEY.D.A. Fuel Cycle Safety Branch. 89/03/10. 2pp. 
48876:306-48876:309. 


-8903210183 Discusses categorical exclusion for 890216 amend request. Neither EIS 
nor environ assessment warranted for proposed action. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/10. Fuel Cycle Safety Branch. Ip. 
48876:310-48876:316. 


8903230198 Forwards Director’s Decision DD-89-01 denying 870406 request for imposi- 
tion of civil penalty as stated 8 ,: censo condition requiring licensee to fully compen- 
sate V Enqlish for s'.ireri expenses .oxcepJ to: S20.000 c:vii penalty. 

THOMPSON, H.L. Office of Nuclear Material Safety & Safeguards, Director. 89/03/13. 
ROISMAN.A.Z. Roisman, A.Z. 2pp. 49028:211-49028:231. 


8903200180 Forwards summary of mgt meeting on 890216 re updated schedule for 
completion of corrective actions on enforcement items previously identified at facility. 
BELLAMY, R.R. D ecion \ C‘c cf the Director. 89/03/07. MCGILL, P.L Combustion En- 
gineering, Inc. 2pp. 48969 3- #'-43G7C.0‘G. 

-8903200182 Summary of 890216 meeting to discuss licensee updated schedule for 
completion of corrective actions on enforcement items identified subsequent to Sept 
1987.lssues discussed included nuclear fuel integrated improvement plan. 

ROTH.J., "ASC AK.'fV.J. Fogic". 1. Ofc of the Director. 89/03/03. Region 1, Ofc of the 
Director. Spp -'■3969:3*9-40963:321. 

-8903200184 Forwards commitment status update resulting from corrective actions for 
violations delineated in notices of violation, enforcement conferences, confirmatory 
action Itrs & mot rreetfrns 

MCGILL, P.L. Combustion Engineering. Inc. 89/02/13. RUSSELL.W.T. Region 1, Ofc 
of the Director. 50pp. 48969:322-48970:010. 

8903210008 Revised application for amend to License SNM-1 067 revising util 
organization, per NRC 890215 comments.Proposes formation of facility review group.to 
replace in part, functions of nuclear safety committee. 

SCHERER, A.E. Combustion Engineering, Inc. 89/03/07. ROUSE.L.C. Fuel Cycle 
Safety Branch. 42pp. 48983:304-48983:344. 

8903210426 Forwards Insp Rept 70-1100/89-01 on 890130-0203 & notice of 
violation.Seven apparent violations of NRC requirements identified. 

BELLAMY.R.R, Region 1, Ofc of the Director. 89/03/14. MCGILLP.L. Combustion En- 
gineering, Inc. 2pp. 48982:007-48982:024. 

-8903210430 Notice of violation from insp on 890130-0203.Violations noted:five un- 
sealed Model B-25 packages of low-level radwaste observed outside waste storage 
pad & three 55 gallon drums of low-level radwaste stored on waste storage. 

* Region 1, Ofc of the Director. 89/03/14. 4pp. 48982:009-48982:012. 

-8903210432 Insp Rept 70-1100/89-01 on 890130-0203.Violations noted. Major areas 
inspected:licensee operations, criticality safety procedures, organization, training 

program,safety committees & status of task force rept & nuclear fuel integrated plan. 
ROTH.J., AUSTIN, M.A., PASCIAK.W.J. Region 1, Ofc of the Director. 89/03/10. 12pp. 
48982:013-48982:024. 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 

8903020476 Application for amend to License SNM-1 097,updating structure of organiza- 
tion & radiological contingency & emergency plan issuance. Fee paid. 

WINSLOW, T.P. General Electric Co. 89/02/06. ROUSE, LC. Fuel Cycle Safety 
Branch. 69pp. 48674:222-48674:290. 

8903130099 Forwards description of Rev 23 to License SNM-1 097 re possession limit 
changes identified in 881212 Itr. 

WINSLOW.T.P. General Electric Co. 89/02/16. ROUSE.L.C. Fuel Cycle Safety 
Branch. 6pp. 48857:070-48857:079. 

-8903130114 Discusses waiver of fee for modifying licensed possession limits for 
881212 application for amend to License SNM-1 097 8 881103 application for amend 
to License SNM-1 227 in response to CN Smith 881214 memo. 

SCROGGINS, R.M. Office of the Controller (Post 890205). 89/02/08. BERNERO.R.M. 
Office of Nuclear Material Safety & Safeguards, Director. Ip. 48857:076-48857:079. 


-8903230204 Director's Decision granting petitioner VM English 870406 request for en- 
forcement action against GE.Request to impose civil penalty in amount stated & 
impose license condition upon GE requiring licensee compensation denied 
THOMPSON, H.L. Office of Nuclear Material Safety & Safeguards, Drocic' 89/03/13. 
19pp. 49028:213-49028:231. 

8903240175 Forwards notice of violation & proposed imposition of civil penalty in 
amount of $20,000, based on GE discrimination against employee raising safety con- 
cerns. 

THOMPSONS. L. Dep Exec Dir for Nuc Matls Safety.Safeguards & Operations Sup- 
port (Post 890205). 89/03/13. LEES.E.A. General Electric Co. 3pp. 49082:352- 
49082:357. 

-8903240180 Notice of violation & proposed imposition of civil penalty in amount of 
$20,000.Violation noted:GE employee discriminated against for engaging in protected 
activities in reporting safety problems to mgt. 

THOMPSON.H.L. Dep Exec Dir for Nuc Matls Safety.Safeguards & Operations Sup- 
port (Post 890205). 89/03/13. 3pp. 49082:355-49082:357. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., COLUMBIA, SC 


8902230289 Forwards revised FNMCP for fuel mfg plant in Columbia, SC, per 
1 0CFR70.32.Requests end be withheld (ref 10CFR2.790(d)). 

NARDI.A.J. Westinghouse Electric Corp. 89/01/01. STOHR.J.P. Region 2, Ofc of the 
Director. 2pp. 48569:049-48569:050. 

8903080149 Statistical summary rept of personnel monitoring info. W/890223 Itr. 
FOSTER, H. Westinghouse Electric Corp. 89/02/23. 2pp. 48768:219-48768:220. 

8903020408 Notifies of transference of low enriched U fuel fabrication facility from par- 
ticipation under Article 39(b) of US/IAEA safeguards agreement to Article 2(a) of pro- 
tocol to agreement.Encl withheld (ref 10CFR2.790). 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/02/24. 
SANDERS, C.F. Westinghouse Electric Corp. Ip. 48674:101-48674:101. 

8903090007 Notifies that G Gundersen replaced R Jackson as matl control & account- 
ing licensing reviewer.R Jackson will remain as backup reviewer for facility. 

KASUN.DJ. Domestic SG & Regional Oversight Branch (Post 881218). 89/03/02. 
SANDERS, C.F. Westinghouse Electric Corp. Ip, 48801:223-48801:223. 

8903210389 Forwards Insp Rept 70-1151/88-19 on 881226-28 & notice of 
violation.Notice & Insp rept withheld (ref 10CFR2.790 & 73.21). 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/08. LOCH.E.P, Westinghouse Elec- 
tric Corp. 3pp. 48989:101-48989:102. 


DOCKET 70-1193 CIMMARON CORP., OKLAHOMA CITY, OK 


8903270371 “Cimarron Corp Pu Facility 1988 Environ Sample Data.” W/890315 Itr. 
STAUTER^J.C. Kerr-McGee Corp. 88/12/31. 8pp. 49056:345-49056:353. 
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DOCKET 70-1201 B&W FUEL CO., LYNCHBURG, VA 

8903130100 Responds to 881006 Itr requesting 30-day extension to 881111 scheduled 
starting date for next physical inventon/ Request granted & T emporary License Condi- 
tion TC(MC&A)-2 added to Sa:oc-H'ds An on:: S G \ofiocrve .'’ mediately, 
BURNETT.R.F. Division of :v .is ft lr.-rspclaicr ("ost 870413). 88/10/26. 
WATTERS.J.P. B&W Fuel Cc * [ ' '-SM - 3-1 347. 

8903160414 Forwards changes to FNMCP.in response to violations noted in Insp Rept 
70-1201/88-12 & to conform to std format & content acceptance criteria for Matt Con- 
trol & Accounting Reform Amend.Fee paid.W/o end. 

ANDERSON.J.T. B&W Fuel Co. 89/02/16. BRACH.E.W. Office of Nuclear Material 
Safety & Safeguards, Director. Ip. 48885:129-48885:129. 

8902280321 Advises that License SNM-1168 amended to revise Conditions 7.K.7.L.8.K 
& 8.L, increasing possession limits of licensed matl.per 890102 application. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/02/17. SHV.K. Babcock & Wilcox Co. Ip. 
48636:115-48636:118. 

—8902280326 SER supporting 890722 amend to License SNM-1 168,revising Conditions 
7.K.7.L.8.K & 8.L to increase possession limits of matl to 20 Ci in addl field svc oper- 
ations equipment. 

MCCAUGHEY.D.A., BIDINGER, G.H. Fuel Cycle Safety Branch. 89/02/17. 2pp. 
48636:116-48636:117. 

-8902280329 Informs that neither environ assessment nor EIS warranted for 890102 
application for amend to License SNM-1168 to increase possession limit for byproduct 
matl. 

ROUSE.L.C. Fuel Cycle Safety Branch. 89/02/17. Fuel Cycle Safety Branch, ip. 
48636:118-48636:118. 

8903150572 Requests addl info listed in end re license renewal application. Addl info 
required to complete environ assessment.Response requested by 890501 . 

HORN.M. Fuel Cycle Safety Branch. 89/03/09. SHY.K. Babcock & Wilcox Co. 2pp. 
48871:282-48871:283. 


DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP., RICHLAND, WA 

8903100161 Requests response indicating which alternative preferred re authorized pos- 
session limit for enriched U up to 19.99 weight percent in U-235,per telcon w/D 
Joy.Appropriate license mod will be initiated if lower limit requested. 

SMITH, C.N. Licensing Branch (870413-881217). 88/10/20. SCHNEIDER, R.A. Ad- 
vanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 2pp. 48809:359- 
48809:360. 

8903130099 Forwards description of Rev 23 to License SNM-1 097 re possession limit 
changes identified in 881212 Itr. 

WINSLOW, T.P. General Electric Co. 89/02/16. ROUSE.L.C. Fuel Cycle Safety 
Branch. 6pp. 48857:070-48857:079. 

-8903130114 Discusses waiver of fee for modifying licensed possession limits for 
881212 application for amend to License SNM-1 097 & 881103 application for amend 
to License SNM-1 227 in response to CN Smith 881214 memo. 

SCROGGINS, R.M. Office of the Controller (Post 890205). 89/02/08. BERNERO.R.M. 
Office of Nuclear Material Safety & Safeguards, Director. Ip. 48857:076-48857:079. 

8903130522 Notifies of Nuclear Fuel Cycle Licensee Workshop on 890503- 04 in 
Bethesda,MD. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/01. FRAIN.R. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., 
Inc.). 6pp. 48866:120-48866:125. 

8903200203 Forwards Amend 3 to License SNM-1 227, amending Condition 9 to revise 
contamination limit for cloth protective clothing to include date of 881220.SER & cate- 
gorical exclusion also end. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/08. MALODY.C.W. Advanced Nuclear 
Fuels Corp. (formerly Exxon Nuclear Co., Inc.). Ip. 48970:329-48970:329. 

-8903200206 Amend 3 to License SNM-1 227 for Advanced Nuclear Fuels Corp, revising 
Condition 9 to include date of 881220 re contamination limit for cloth protective cloth- 

r8uSE,L.C. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/03/08. 
ip. 48970:330-48970:330. 

-8903200209 Safety evaluation supporting Amend 3 to License SNM-1 227. 
PENNINGTON, W.S., BIDINGER, G.H. Fuel Cycle Safety Branch. 89/03/08. Ip. 
48970:331-48970:331. 

-8903200218 Advises that neither environ assessment nor EIS warranted re 881220 
application for amend to License SNM-1 227, clarifying protective clothing contamina- 
tion limits. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/08. Fuel Cycle Safety Branch. Ip. 
48970:332-48970:332. 


DOCKET 70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA 

8903100426 Annual rept of effluents for 1988. 

SCHMID.S.P. General Electric Co. 89/02/14. Region 3, Ofc of the Director. 2pp. 
48802:343-48802:345. 

8903020362 Forwards revised draft NEDE-31559, “Morris Operation QA Plan," per JP 
Roberts 881209 Itr re NRC review of plan.for comment. 

DENIO.L.L. General Electric Co. 89/02/17. ROBERTS, J.P. Division of Industrial & 
Medical Nuclear Safety (Post 870729). 4pp. 48673:059-48673:104. 

-8903020495 Draft “Morris Operation QA Plan.” 

SHERK.J.Z. General Electric Co, NEDE-31559 DRFT. 89/02/17. 42pp. 48673:063- 
48673:104. 

8903240200 Advises that 890216 rev to physical security plan consistent w/provisions 
of lOCFR72.33(e) & acceptable. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/02. SCHMIDT, S.P. General Elec- 
tric Co. ip. 49040:207-49040:207. 

8903270039 Forwards GE annual rept for 1 988. 

SCHMID, S.P. General Electric Co. 89/03/17. Document Control Branch (Document 
Control Desk). 2pp. 49055:077-49055:158. 


DOCKET 70-1359 IRT CORP., SAN DIEGO, CA 


8902270670 Forwards addl info in form of replacement pages re 880930 application for 
renewal of License SNM-1 405. 

CROSBIE.K.L. IRT Corp. 89/02/13. ROUSE.L.C. Fuel Cycle Safety Branch. 7pp. 
48587:080-48587:086. 


8903100424 Forwards missing pages from 880930 application for renewal of License 
SNM-1 405. 

CROSBIE.K.L. IRT Corp. 89/02/28. ROUSE.L.C. Fuel Cycle Safety Branch. 2pp. 
48802:301-48802:304. 

-8903130011 Missing pages from 880930 application for renewal of License SNM-1 405 
re quantities of radioactive matl handled & statement of training & experience. 

* IRT Corp. 88/09/30. 2pp. 48802:303-48802:304. 


DOCKET 70-2479 TRANSNUCLEAR, INC., FALLS CHURCH, VA 


8902230621 Approves 881020 request for approval of route for transport of spent reac- 
tor fuel from Newport News.VA to Aiken, SC. Info re spent fuel route end. 
MACDONALD, C.E. Transportation Branch. 89/02/10. MCLAUGHLIN, J. Transnuclear, 
Inc. 10pp. 48569:236-48569:245. 

8903100147 Informs of approval of 881020 request for route to be used for transporting 
spent fuel from Portsmouth, VA to Idaho Falls, ID. Approved route end. 

MACDONALD, C.E. Transportation Branch. 89/02/28. MCLAUGHLIN.J. Transnuclear, 
Inc. 34pp. 48950:053-48950:086. 

8903230082 Forwards approved routes to be used for transport of spent reactor fuel 
from Norfolk.VA to Idaho Falls,ID. 

MACDONALD, C.E. Transportation Branch. 89/03/16. MCLAUGHLIN.J. Transnuclear, 
Inc. 34pp. 49048:155-49048:188. 

8903230100 Forwards approved routes to be used for transport of spent reactor fuel 
from Newport News.VA to Idaho Falls.ED. 

MACDONALD, C.E. Transportation Branch. 89/03/16. MCLAUGHLIN.J. Transnuclear, 
Inc. 32pp. 49048:121-49048:152. 

8903280139 Approves route from Newport News,VA to DOE INEL in Idaho Falls, ID for 
transport of spent reactor fuel, per 881020 Itr.Details of route end. 

MACDONALD, C.E. Transportation Branch. 89/03/21. MCLAUGHLIN.J. Transnuclear, 
Inc. 32pp. 49064:315-49064:346. 

8903280246 Informs of approval of 881020 request for route to be used for transporting 
spent fuel from Newport News.VA to Aiken, SC.Approved route end. 

MACDONALD, C.E. Transportation Branch. 89/03/22. MCLAUGHLIN.J. Transnuclear, 
Inc. 10pp. 49074:151-49074:160. 


DOCKET 70-2910 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


8903140118 Forwards amend to fuel storage physical security plan.Amend updates plan 
for organizatiora 1 changes clarifies h*-us ! on alarm sys operation & identifies procedure 
retention time. Anono withheld ;re‘ iOCF r >2 79C). 

GRIDLEY.R. Tennessee Valley Authority. 89/03/03. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48835:093-48835:094. 


DOCKET 70-2928 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


8903140118 Forwards amend to fuel storage physical security plan.Amend updates plan 
for organizational changes, clarifies intrusion alarm sys operation & identifies procedure 
retenton time. Amend withheld (ref 10CFR2.790). 

GRIDLEY.R. Tennessee Valley Authority. 89/03/03. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48835:093-48835:094. 


DOCKET 70-2941 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


8903140358 Forwards revised cover Itr page forwarding Insp Repts 50-438/89-06 & 50- 
439/88-06 & for insp of Licenses SNM-1 865 & 41-08165-10. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/03/01. KINGSLEY, O.D. 
Tennessee Valley Authority. 3pp. 48858:047-48858:049. 


DOCKET 70-3041 INTERNATIONAL FREIGHT FORWARDERS, INC., ATLANTA, GA 


8611240066 Requests extension of route approvals from Wilmington.NC & 
Portsmouth, VA, expiring 861231 & approval of route from Savannah, GA to Aiken, SC. 
HALPAUS,P. International Freight Forwarders, Inc. 86/10/30. MCCORKLE.G.W. NRC 
- No Detailed Affiliation Given. 2pp. 38689:207-38689:208. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0062 INDUSTRIAL NUCLEAR CO. 


8903270158 Forwards request for addl info re 881017 application for approval of QA 

S & plan & reinstatement of QA program approval for radioactive matl 
i:0O62.Status of efforts to retrieve missing QA records requested. 

NALD,C.E, Transportation Branch. 89/03/21, CAIN.W.E. Industrial Nuclear 
Co. 4pp. 49049:217-49049:220. 
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DOCKET 714)087 NAVY, DEPT. OF 

8903270315 Forwards request for renewal of QA program approval & registration as 
user for Model 660 exposure device. 

MALINOSKI.J.W. Navy, Dept, of, Naval Sea Systems Command. 89/03/13. Transpor- 
tation Branch. Ip. 49053:334-49053:345. 

-8903270323 Application for approval of QA program for radioactive matt packages as- 
sociated w/radiography & radiac oalibr. 

CG.AVITC.7J Navy, Dept. of. 89/01/18. Office of Nuclear Material Safety & 
Safeguards, Director. 11pp. 49053:335-49053:345. 


DOCKET 71-0230 BABCOCK & WILCOX CO. 

8903150352 Forwards QA program approval for radioactive matl package: 0203, Rev 6. 
MACDONALD.C.E. Transportation Branch. 89/03/09. OLSEN.A.F. Babcock & Wilcox 
Co. ip. 48876:327-48876:328. 

-8903150355 QA program approval for radioactive matl package:0230,Rev 6. 
MACDONALD, C.E. Transportation Branch. 89/03/09. Ip. 48876:328-48876:328. 


DOCKET 71-0501 SCIENTIFIC INSPECTION TECHNOLOGY, INC. 

8903150540 Forwards QA program approval for radioactive matl package: 0501, Rev 2. 
MACDONALD.C.E. Transportation Branch. 89/03/09. COX.C.L. Scientific Inspection 
Technology, Inc. Ip. 48861:022-48861:023. 

-8903150542 QA program approval for radioactive matl package:0501,Rev 2. 
MACDONALD, C.E. Transportation Branch. 89/03/09. Ip. 48861:023-48861:023. 


DOCKET 71-0513 EDLOW INTERNATIONAL CO. 


8903090421 Ack receipt of 890209 Itr re QA program approval for Radioactive Matl 
Package 0513 due to expire on 890228. Company has discontinued operation of 
warehouse facility & QA program discontinued. 

RAVENSCROFT.N. Edlow International Co. 89/02/23. MACDONALD.C.E. Transporta- 
tion Branch. 2pp. 48801:131-48801:132. 


8903170204 Advises that QA program approval for radioactive mat! package 0513 has 
been terminated, per 890223 request 

MACDONALD.C.E. Transportation Branch. 89/03/09. RAVENSCROFT.N. Edlow Inter- 
national Co. ip. 48950:206-48950:206. 


DOCKET 71-0514 NORTH AMERICAN INSPECTION 


8903200145 Confirms 890307 telcon re 890317 pre-licensing visit at facility in De 
Soto.KS to discuss pending application for radiography license & proposed response 
to NRC 890307 Itr. 

CAI.N.C L Roc’cn 4. Ofc of the Director. 89/03/08. HIERSCHE.R.E. COMO Tech, Inc. 
ip. /.E9a9-352 -13959:352. 


DOCKET 71-0670 WORCESTER POLYTECHNIC INSTITUTE, WORCESTER, MA 

8902240026 Forwards "Fuel Shipment QA Program." 

NEWTON, T.H. Worcester Polytechnic Institute, Worcester, MA. 89/02/10. 
MACDONALD.C.E. Office of Nuclear Material Safety & Safeguards, Director. Ip. 
48621:120-48621:151. 

-8902240028 “Fuel Shipment QA Program." 

* "Worcester Polytechnic Institute, Worcester, MA. 89/02/08. 30pp. 48621:121- 
48621:151. 

8902280235 Forwards QA program approval for radioactive matl packages: 0670, Rev 0. 
MACDONALD.C.E. Transportation Branch. 89/02/24. NEWTON, T.H. Worcester Poly- 
technic Institute, Worcester, MA. Ip. 48644:095-48644:096. 

-8902280238 QA program approval for radioactive matl package:0670,Rev 0. 
MACDONALD.C.E. Transportation Branch. 89/02/24. Ip. 48644:096-48644:096. 


DOCKET 71-0671 WASHINGTON, UNIV. OF, SEATTLE, WA 


8902280188 Application for QA program approval for radioactive matl 
package:0671. Intention to use two GE Model 200 casks to ship irradiated fuel to 
Idaho Chemical Processing Plant in DOT approved containers stated. 

ROBKIN.M.A. Washington, Univ. of, Seattle, WA. 89/02/13. Office of Nuclear Material 
Safety & Safeguards, Director. 5pp. 48626:319-48626:323. 

-8903070010 “Univ of Washington Nuclear Engineering Labs QA Plan for Shipping 
Fuel." 

* Washington, Univ. of, Seattle, WA. 89/02/13. 4pp. 48626:320-48626:323. 

8903240025 Forwards QA program approval for radioactive matl package: 0671 .Rev 0. 
MACDONALD.C.E. Transportation Branch. 89/03/17. ROBKIN.M.A. Washington, Univ. 
of, Seattle, WA. Ip. 49082:359-49082:360. 

-8903240034 QA program approval for radioactive matl package:0671,Rev 0. 
MACDONALD.C.E. Transportation Branch. 89/03/17. Ip. 49082:360-49082:360. 


8903020238 Application for renewal of QA program approval for radioactive matl 
package:05l4.Fee paid. 

SHUMWAY.R.K. North American Inspection. Inc. 89/02/13. MACDONALD.C.E. Trans- 
portation Branch. 2pp. 48673:223-48673:224. 


DOCKET 71-0542 MATTINGLY & O’REILLY 

8902240143 Forwards QA program & requests registration as user of Certificates of 
Compliance 0542,671 7,9160,9006 & 91 35. 

MATTINGLY, M.M. Mattingly & O’Reilly Services & Testing, Inc. 89/02/02. 
MACDONALD.C.E. Transportation Certification Branch. 8pp. 48583:278-48583:292. 

-8902240211 "QA Program for Mattingly Testing Svcs." 

• Mattingly & O’Reilly Services & Testing, Inc. 89/02/02. 2pp. 48583:283-48583:292. 


DOCKET 71-0652 SAMSON INSPECTION & TECHNICAL SERVICES, INC. 

8903200092 Application for amend to QA program for radioactive matl 
package:0652.Amend reflects change of name & location.Fee paid. 

HOPKINS, S.M. Samson Inspection & Technical Services, Inc. 89/02/23. 
MACDONALD, C.E. Office of Nuclear Material Safety & Safeguards,Director. Ip. 
48959:311-48959:318. 

-8903200095 "QA Program Part III for Type B Quality Shipments of Radioactive Matl." 
* Samson Inspection & Technical Services, Inc. 89/02/27. 7pp. 48959:312- 
48959:318. 


DOCKET 71-0667 PITT-DES MOINES, INC. 

8902270306 Forwards QA program approval for radioactive matl package: 0667,Rev 0. 
MACDONALD, C.E. Transportation Branch. 89/02/21. STRUNK.J.F. Pitt-Des Moines, 
Inc. Ip. 48587:290-48587:291 . 

-8902270312 QA program approval for radioactive matl package:0667,Rev 0. 
MACDONALD, C.E. Transportation Branch. 89/02/21. Ip. 48587:291-48587:291. 


DOCKET 71-0672 LUCIUS PITKIN, INC. 

8903220347 Requests registration as user of S.P.E.C 2-T lr-192 & S.P.E.C. Model I Co- 
60 exposure devices. 

PLUMSTEAD.R.F. Lucius Pitkin, Inc. 89/03/09. GORDON, L. Transportation Branch. 
4pp. 49020:225-49020:228. 


DOCKET 71-4894 MODEL: NPD-1-528, KERR-MCGEE NUCLEAR CORP. 

8903220256 Requests to be removed from list of users for certificates listed due to sale 
of Sequoyah Fuels & Quivira Mining subsidiaries. 

STAUTER.J.C. Kerr-McGee Corp. 89/02/24. MACDONALD.C.E. Transportation 
Branch. 3pp. 49020:358-49020:360. 


DOCKET 71-5450 MODEL RCC, -1, -2, -3, -4, WESTINGHOUSE ELECTRIC CORP. 

8902230323 Forwards scale cross section drawing for 17x17 assembly & absorber plate 
to support 890104 application for amend to license. 

NARDI.A.J. Westinghouse Electric Corp. 89/02/14. MACDONALD.C.E. Office of Nu- 
clear Material Safety & Safeguards, Director. 4pp. 48568:240-48568:243. 

8903090198 Forwards Rev 25 to Certificate of Compliance 5450 for Models RCC.RCC- 

1. RCC-2.RCC-3 & RCC-4 packages, per 890104 request 

MACDONALD.C.E. Transportation Branch. 89/02/24. NARDI.A.J. Westinghouse Elec- 
tric Corp. 1 p. 48801 :1 1 2-48801 :1 1 9. 

-8903090216 Certificate of Compliance 5450, Rev 25, for Models RCC.RCC-1, RCC- 

2. RCC-3 & RCC-4. 

MACDONALD, C.E. Transportation Branch. 89/02/24. 7pp. 48801:113-48801:119. 


DOCKET 71-5805 MODEL: CNS 3-55, CHEM-NUCLEAR SYSTEMS, INC. 


DOCKET 71-066S HYDROSTORAGE, INC. 

8902270321 Forwards QA program approval for radioactive matt package: 0668, Rev 0. 
MACDONALD, C.E. Transportation Branch. 89/02/21. JOHNSON, JJ. Hydrostorage, 
Inc. ip. 48588:045-48588:046. 

-8902270325 QA program approval for radioactive matl package:0668,Rev 0. 
MACDONALD.C.E. Transportation Branch. 89/02/21. Ip. 48588:046-48588:046. 


DOCKET 71-0669 COMO TECH, INC. 

8902240039 Advises that company user of NRC approved containers used to transport 
Type B quantities of licensed matls throughout State of KS & bordering NRC nona- 
greement states.State of KS license end. 

HIERSCHE.R.E. COMO Tech. Inc. 89/02/10. Office of Nudear Material Safety & 
Safeguards, Director. 38pp. 48621:074-48621:111. 


8903170158 Forwards Rev H to SAR for Model CNS 3-55 Type B radwaste shipping 
cask,per 890222 telcon. 

PAQUIN.P.L Chem-Nuclear Systems, Inc. 89/02/27. MACDONALD, C.E. Transporta- 
tion Branch. 3pp. 48953:236-48953:245. 

-8903170195 Rev H to "SAR for Chem-Nudear Sys.lnc Model CNS 3-55 Type B Rad- 
waste Shipping Cask." 

* Chem-Nudear Systems, Inc. 89/02/28. 7pp. 48953:239-48953:245. 

8903240165 Forwards Rev J to “SAR for Chem-Nuclear Sys.inc Model CNS 3-55 Type 
B Radwaste Shipping Cask." 

PAQUIN.P.L Chem-Nuclear Systems, Inc. 89/03/13. MACDONALD, C.E. Transporta- 
tion Branch. 2pp. 49038:203-49038:207. 

-8903240167 "SAR for Chem-Nuclear Sys.lnc Model CNS 3-55 Type B Radwaste Ship- 
ping Cask." 

* Chem-Nuclear Systems, Inc. 89/03/31. 3pp. 49038:205-49038:207. 


DOCKETED ITEMS 255 


DOCKET 71-5908 MODEL: DOT-6M TYPE B, BABCOCK & WILCOX CO. 

8903130236 Notifies of registration as user of Certificate of Compliance 5908, per 
890210 request. 

MACDONALD, C.E. Transportation Branch. 89/03/02. NEWTON, T.H. Worcester Poly- 
technic Institute, Worcester, MA. Ip. 48821:346-48821:346. 


DOCKET 71-6155 MODEL: KM-2, KERR-MCGEE NUCLEAR CORP. 

8903220256 Requests to be removed from list of users for certificates listed due to sale 
of Sequoyah Fuels & Quivira Mining subsidiaries. 

STAUTER.J.C. Kerr-McGee Corp. 89/02/24. MACDONALD, C.E. Transportation 
Branch. 3pp. 49020:358-49020:360. 


DOCKET 71-6273 MODEL: 48X, 48F, 48A & 48Y, ALLIED CHEMICAL CORP. 

8903220256 Requests to be removed from list of users for certificates listed due to sale 
of Sequoyah Fuels & Quivira Mining subsidiaries. 

STAUTER.J.C. Kerr-McGee Corp 89/02/24. MACDONALD, C.E. Transportation 
Branch. 3pp. 49020:358-49020:360. 


DOCKET 71-6387 MODEL: 60, BATTELLE MEM. INST., PACIFIC NORTHWEST LAB 

8903220256 Requests to be removed from list of users for certificates listed due to sale 
of Sequoyah Fuels & Quivira Mining subsidiaries. 

STAUTER.J.C. Kerr-McGee Corp. 89/02/24. MACDON ALD.C. E. Transportation 
Branch. 3pp. 49020:358-49020:360. 


DOCKET 71-6400 MODEL* 6400, WESTINGHOUSE ELECTRIC CORP. 

8903220256 Requests to be removed from list of users for certificates listed due to sale 
of Sequoyah Fuels & Quivira Mining subsidiaries. 

STAUTER.J.C. Kerr-McGee Corp. 89/02/24. MACDONALD, C.E. Transportation 
Branch. 3pp. 49020:358-49020:360. 


DOCKET 71-6581 MODEL 51032-1 & 1A, EXXON NUCLEAR CO., INC. 

8903060220 Informs that licensee plans to submit renewal application for Certificate of 
Compliance 6581 .increasing enrichment limits on most generic fuel types allowed in 
package to 5.0 weight % U-235,by mid Mar 1989. 

GERRALD.L.D. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 89/ 
02/10. MACDONALD, C.E. Division of Safeguards & Transportation (Post 870413). 
2pp. 4871 5:353-4871 5:354. 


DOCKET 71-6679 MODEL 6679, U.S. ECOLOGY, INC. 

8903100410 Advises that licensee does not intend to request renewal of Certificate of 
Compliance 6679. 

ADAMS, S.R. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 89/02/14. 
MACDONALD.C.E. Transportation Branch. 2pp. 48804:020-48804:020. 


DOCKET 71-6717 MODEL: 6717-B, GAMMA INDUSTRIES, INC. 

8902240143 Forwards QA program & requests registration as user of Certificates of 
Compliance 0542,6717,9160,9006 & 9135. 

MATTINGLY, M.M. Mattingly & O’Reilly Services & Testing, Inc. 89/02/02. 
MACDONALD, C.E. Transportation Certification Branch. 8pp. 48583:278-48583:292. 

-8902240211 “QA Program for Mattingly Testing Svcs.” 

* Mattingly & O’Reilly Services & Testing, Inc. 89/02/02. 2pp. 48583:283-48583:292. 

8902270336 Informs of registration as user of Certificates of Compliance 6717,9036 & 
9050 dot 800910 request 

MACDONALD.C.E. Transportation Branch. 89/02/21. MCCOOL.D.J. American inspec- 
tion Co., Inc. ip. 48584:303-48584:303. 

8903240101 Notification of registration as user of Certificates of Compliance 

6717,9032,9033,9035,9127,9128 & 9135. 

MACDONALD.C.E. Transportation Branch. 89/03/20. COX.D.L. Scientific Inspection 
Technology, Inc. Ip. 49044:300-49044:300. 


DOCKET 71-9006 MODEL Al 500 SU, TECH/OPS, INC. 

8902240143 Forwards QA program & requests registration as user of Certificates of 
Compliance 0542,6717,9160,9006 & 9135. 

MATTINGLY.M.M. Mattingly & O’Reilly Services & Testing, Inc. 89/02/02. 
MACDONALD.C.E. Transportation Certification Branch. 8pp. 48583:278-48583:292. 

-8902240211 “QA Program for Mattingly Testing Svcs.’’ 

* Mattingly & O’Reilly Services & Testing, Inc. 89/02/02. 2pp. 48583:283-48583:292. 

8903130247 Notifies of registration as user of Certificates of Compliance 9006 & 91 60, in 
response to 890202 Ifr. 

MACDONALD.C.E. Transportation Branch. 89/03/02. MATTINGLY, M.M. Mattingly & 
O’Reilly Services & Testing. Inc. 1 p. 48820:256-48820:256. 


DOCKET 71-9022 MODEL CE-250-2, COMBUSTION ENGINEERING, INC. 

8903270367 Confirms 890307 discussion w/NRC re response to NRC 890206 
Itr.Response to Itr will be provided by 89031 7. 

SCHERER, A.E. Combustion Engineering, Inc. 89/03/08. MACDONALD, C.E. Transpor- 
tation Branch. 3pp. 49055:245-49055:246. 


DOCKET 71-9032 MODEL 650, TECH/OPS, INC. 

8903240179 Application for renewal of Certificate of Compliance 9032 for Model 650 
source changer. Descriptive assembly Drawing 65002, Sheet 2 of 3 modified to reflect 
use of only one seal wire during transportFee paid. 

ROUGHAN.C.M. Amersham Corp. 89/03/06. MACDONALD, C. Transportation Branch. 
5pp. 49039:323-49039:327. 

8903240101 Notification of registration as user of Certificates of Compliance 

6717,9032,9033,9035,9127,9128 & 9135. 

MACDONALD.C.E. Transportation Branch. 89/03/20. COX.D.L. Scientific Inspection 
Technology, Inc. Ip. 49044:300-49044:300. 


DOCKET 71-9033 MODEL 660 & 660E, TECH/OPS, INC. 

8903240174 Application for renewal of Certificate of Compliance 9033 for Model 660 
exposure devices.Fee paid, 

ROUGHAN.C.M. Amersham Corp. 89/03/06. MACDONALD, C. Transportation Branch. 
6pp. 49038: 1 85-49038: 1 89. 

8903240101 Notification of registration as user of Certificates of Compliance 

6717,9032,9033,9035,9127,9128 & 9135. 

MACDONALD, C.E. Transportation Branch. 89/03/20. COX.D.L. Scientific Inspection 
Technology. Inc. Ip. 49044:300-49044:300. 


DOCKET 71-9035 MODEL 680 6 680E, TECH/OPS, INC. 

8903240101 Notification c' regist'at’on as user of Certificates of Compliance 
6717.9332.9033 9035,9-27,9128 & 5135. 

MACDDNAI.D.C E Transportation Branch. 89/03/20. COX.D.L. Scientific Inspection 
Technology, Inc. Ip. 49044:300-49044:300. 


DOCKET 71-9036 MODEL C-1, SOURCE PRODUCTION & EQUIPMENT CO., INC. 

8903090014 Requests registration of License 29-27816-01 as user of Source Production 
& Equipment Co, Inc SPEC Model I radiographic device. 

PLUMSTEAD.R.F. Lucius Pitkin, Inc. 89/01/25. Region 1, Ofc of the Director. 2pp. 
48799:134-48799:135. 

8902270336 Informs of registration as user of Certificates of Compliance 6717,9036 & 
9056, per 880916 request. 

MACDONALD.C.E. Transportation Branch. 89/02/21. MCCOOL.D.J. American Inspec- 
tion Co., Inc. Ip. 48584:303-48584:303. 

8903130337 Advises that NRC unable to register recipient as user of package, per 
890125 request.QA program approval required prior to registration as package user or 
delivery of licensed matl to carrier. 

MACDONALD.C.E. Transportation Branch. 89/03/06. PLUMSTEAD.R.F. Lucius Pitkin, 
Inc. Ip. 48830:294-48830:294. 


DOCKET 71-9053 MODEL 683, TECH/OPS, INC. 

8903020225 Requests registration as user of Tech Ops Overpack container device 
Model UN 2974. 

MOSS.J.C. Tulsa Gamma Ray, Inc. 89/02/08. FISHER ,W.L. Region 4, Ofc of the Di- 
rector. 2pp. 48672:041-48672:042. 

8903130224 Advises that NRC records indicate licensee previously registered to use 
Certificate of Compliance 9053, in response to 890208 Itr. 

MACDONALD.C.E. Transportation Branch. 89/03/03. MOSS.J.C. Tulsa Gamma Ray, 
Inc. Ip. 48821:285-48821:285. 


DOCKET 71-9056 MODEL SPEC 2-T, SOURCE PRODUCTION & EQUIPMENT CO. 

8902270336 Informs of registration as user of Certificates of Compliance 6717,9036 & 
9056, per 880916 request. 

MACDONALD.C.E. Transportation Branch. 89/02/21. MCCOOL.D.J. American Inspec- 
tion Co., Inc. ip. 48584:303-48584:303. 

8903240131 Application for rev to Certificate of Compliance 9056 for Model SPEC 2- 
T.Fee paid. 

DICHARRY.R.D. Source Production & Equipment Co., Inc. 89/03/13. 
MACDONALD.C.E. Transportation Branch. 3pp. 49039:320-49039:322. 


DOCKET 71-9065 MODEL BU-4, GENERAL ELECTRIC CO. 

8903220256 Requests to be removed from list of users for certificates listed due to sale 
of Sequoyah Fuels & Quivira Mining subsidiaries. 

STAUTER,J.C. Kerr-McGee Corp. 89/02/24. MACDONALD, C.E. Transportation 
Branch. 3pp. 49020:358-49020:360. 


DOCKET 71-9070 MODEL N-55, NUCLEAR PACKAGING, INC. 

8902230461 Requests registration as user of Model CNS1 1-8. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/02/07. MACDONALD, C.E. Trans- 
portation Branch. 2pp. 48569:338-48569:339. 


DOCKET 71-9073 MODEL OH-142 SERIES, NUCLEAR PACKAGING, INC. 

8903220256 Requests to be removed from list of users for certificates listed due to sale 
of Sequoyah Fuels & Quivira Mining subsidiaries. 

STAUTER,J.C. Kerr-McGee Corp. 89/02/24. MACDONALD.C.E. Transportation 
Branch. 3pp. 49020:358-49020:360. 



256 DOCKETED ITEMS 


DOCKET 71-9074 MODEL: AP-IOO, ANEFCO, INC. 

8903170351 Forwards Rev 9 to SAR for Sections 14.0 & 15.0 re operational procedures 
& acceptance tests & maint program, respectively. 

MURPHY, J.D. Anefco, Inc. 89/02/23. MACDONALD.C.E. Transportation Branch. 
12pp. 48900:325-48900:337. 


DOCKET 71-9090 MODEL: 48 OM, 48 H & 48 HX, ALLIED CHEMICAL CORP. 

8903220256 Requests to be removed from list of users for certificates listed due to sale 
of Sequoyah Fuels & Quivira Mining subsidiaries. 

STAUTER.J.C. Kerr-McGee Corp. 89/02/24. MACDONALD.C.E. Transportation 
Branch. 3pp. 49020:358-49020:360. 


DOCKET 71-9091 MODEL: 30A & 30B, GULF NUCLEAR, INC. 

8903220256 Requests to be removed from list of users for certificates listed due to sale 
of Sequoyah Fue's & Cjivi:a Mirira subsidiaries. 

STAUTER.J.C. KcrrMcGoe Corp 89/02/24. MACDONALD.C.E. Transportation 
Branch. 3pp. 49020:358-49020:360. 


DOCKET 71-9100 MODEL- KKP-20-4950, KERR-MCGEE NUCLEAR CORP. 

8903220256 Requests to be removed from list of users for certificates listed due to sale 
of Sequoyah Fuels & Quivira Mining subsidiaries. 

STAUTER.J.C. Kerr-McGee Corp. 89/02/24. MACDONALD.C.E. Transportation 
Branch. 3pp. 49020:358-49020:360. 


DOCKET 71-9105 MODEL RAD-WASTE CR.I, CHEM-NUCLEAR SYSTEMS, INC. 

8903240015 Forwards Rev 7 to Certificate of Compliance 9105 for Model CNS 6-101. 
MACDONALD.C.E. Transportation Branch. 89/03/20. KINTNER.S. Chem-Nuclear Sys- 
tems, Inc. Ip. 49039:250-49039:254. 

-8903240018 Certificate of Compliance 91 05, Rev 7 for Model CNS 6-101. 
MACDONALD.C.E. Transportation Branch. 89/03/20. 4pp. 49039:251-49039:254. 


DOCKET 71-9111 MODEL CNS 6-80-2 & 2A, CHEM-NUCLEAR SYSTEMS, INC. 

8903170394 Forwards Rev 3 to SAR for Chem Nuclear Sys.lnc Model CNS 6-80-2 Type 
A mdwaste sh ! pp : rg cask. incorporating corrections. 

PAOUIN.F ■ . Cnen-N jclear Systems, Inc. 89/02/27. MACDONALD.C.E. Transporta- 
tion Branch. 5pp. 48952:019-48952:023. 


DOCKET 71-9127 MODEL 100, 100A, 200, 200A, GAMMA INDUSTRIES, INC. 

8903240101 Notification of registration as user of Certificates of Compliance 
6717,9032,9033,9035.9127,9128 & 9135. 

MACDONALD.C.E. Transportation Branch. 89/03/20. COX.D.L. Scientific Inspection 
Technology, Inc. Ip. 49044:300-49044:300. 


DOCKET 71-9128 MODEL C-8, GAMMA INDUSTRIES, INC. 

8903240101 Notification of registration as user of Certificates of Compliance 
671 7.9035.9033.9^35.91 2 7 1 91 28 & 9135. 

MAC'JCWLC.C r. ' ranspcnanen Branch. 89/03/20. COX.D.L. Scientific Inspection 
Technology, Inc. Ip. 49044:300-49044:300. 


DOCKET 71-9135 MODEL CENTURY S & SA, GAMMA INDUSTRIES, INC. 

8902240143 Forwards QA program & requests registration as user of Certificates of 
Compliance 0542,6717,9160.9006 & 9135. 

MATTINGLY.M.M. Mattingly & O'Reilly Sen/ices & Testing, Inc. 89/02/02. 
MACDONALD.C.E. Transportation Certification Branch. 8pp. 48583:278-48583:292. 

-8902240211 “QA Program for Mattingly Testing Svcs." 

* Mattingly & O'Reilly Services & Testing, Inc. 89/02/02. 2pp. 48583:283-48583:292. 

8903240101 Notification of registration as user of Certificates of Compliance 
671 7,9032,9033,9035,91 27,91 28 a 91 35. 

MACDONALD.C.E. Transportation Branch. 89/03/20. COX.D.L Scientific Inspection 
Technology, Inc. Ip. 49044:300-49044:300. 


DOCKET 71-9147 MODEL 850, TECH/OPS, INC. 

8903270343 Forwards addl info requested on 881205 re amend to Model 850 under 
Certificate of Compliance 9147. 

ROUGHAN.C.M. Amersham Corp. 89/03/10. MACDONALD,C, Transportation Branch. 
8pp. 49055:336-49055:346. 


DOCKET 71-9160 MODEL 20-VS & 40-VS, GULF NUCLEAR, INC. 

8902240143 Forwards QA program a requests registration as user of Certificates of 
Compliance 0542,6717,9160,9006 a 9135. 

MATTINGLY.M.M. Mattingly & O'Reilly Services a Testing, Inc. 89/02/02. 
MACDONALD.C.E. Transportation Certification Branch. 8pp. 48583:278-48583:292. 

-8902240211 “QA Program for Mattingly Testing Svcs." 

* Mattingly a O'Reilly Services a Testing, Inc. 89/02/02. 2pp. 48583:283-48583:292. 

8902230541 Forwards Rev 2 to Certificate of Compliance 9160 for Models 20-VS a 40- 
VS.Certificate of compliance renewed until 891030 to provide time to compile a 
submit consolidated applicationApproval record also end. 

MACDONALD.C.E Transportation Branch. 89/02/21. ROUGHAN.C. Amersham Corp. 
1 p. 48569:353-48569:358. K 


-8902230546 Certificate of Compliance 9160,Rev 2, for Models 20-VS a 40-VS. Approval 
record end. 

MACDONALD.C.E. Transportation Branch. 89/02/21. 5pp. 48569:354-48569:358. 

8903130247 Notifies of registration as user of Certificates of Compliance 9006 a 9160, in 
response to 890202 Itr. 

MACDONALD.C.E. Transportation Branch. 89/03/02. MATTINGLY.M.M. Mattingly a 
O’Reilly Services a Testing, Inc. Ip. 48820:256-48820:256. 


DOCKET 71-9163 MODEL GNG-20, GULF NUCLEAR, INC. 


8903090439 Informs of difficulties leading to delay in providing requested info re recerti- 
fication of Type B Certificate 9163 a requests extension of two wks to file application 
for renewal. 

BAKER, B.W. Amersham Corp. 89/02/28. MACDONALD.C.E. Transportation Branch. 
2pp. 48800:012-48800:013. 


DOCKET 71-9181 MODEL PAS-2, NUCLEAR PACKAGING, INC. 


8903090331 Application for renewal of Certificate of Compliance 9181 for Model PAS- 
2.Proprietary a nonproprietary versions of Rev 0 to “Consolidated PAS-2 SAR Author- 
izing Shipment of Radioactive....” encl.Proprietary SAR withheld.Fee paid. 

TEMUS.CJ. Nuclear Packaging, Inc. TEMUS.C.J. Pacific Nuclear Systems, Inc. 89/ 
02/27. MACDONALD, C.E. NRC - No Detailed Affiliation Given. 3pp. 48802:003- 
48802:131. 

-8903090340 Nonproprietary Rev 0 to "Consolidated PAS-2 SAR Authorizing Shipment 
of Radioactive Matl.” 

* Nuclear Packaging, Inc. 89/02/28. 125pp. 48802:006-48802:131. 

8903100512 Application for renewal of Certificate of Compliance 9181 for NuPac PAS-2 
Packaging SAR, authorizing shipment of radioactive matl.Proprietary consolidated SAR 
withheld.Fee paid. 

TEMUS.CJ. Pacific Nuclear Systems, Inc. 89/02/27. MACDONALD.C.E. NRC - No 
Detailed Affiliation Given. 2pp. 48803:071-48803:072. 


DOCKET 71-9189 MODEL 9189, UNITED NUCLEAR CORP. 


8903080550 Application for renewal of Certificate of Compliance 9189. Fee paid. 
GREGG, R.J. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/02/13. 
MACDONALD.C.E. Transportation Branch. 2pp. 48743:262-48743:263. 


DOCKET 71-9200 MODEL 125-B, ENERGY, DEPT. OF 

8903010388 Forwards missing pages from Rev 10 to SAR for Model 125-B, consisting 
of entire set of Rev T drawings. 

TEMUS.C.J. Pacific Nuclear Systems, Inc. 89/02/15. MACDONALD.C.E. NRC - No 
Detailed Affiliation Given. 25pp. 48670:115-48670:139. 

8903060205 Forwards Certificate of Compliance 9200, Rev 6, for Model 125-B.DOE & 
GPU Nuclear Corp registered as users, per 10CFR71.12 or 49CFR1 73.471. 
MACDONALD.C.E. Transportation Branch. 89/02/28. Energy, Dept, of, Idaho Oper- 
ations Office. 1 p. 48738:1 86-48738:1 92. 

-8903060209 Certificate of Compliance 9200,Rev 6 .for Model 125-B. 

MACDONALD, C.E. Transportation Branch. 89/02/28. 6pp. 48738:187-48738:192. 


DOCKET 71-9208 MODEL NUPAC 10-142, NUCLEAR PACKAGING, INC. 

8903280096 Notification of registration as user of Certificate of Compliance 9208. 
MACDONALD.C.E. Transportation Branch. 89/03/24. KNAPP, W.J. Philadelphia Elec- 
tric Co. Ip. 49119:090-49119:090. 


DOCKET 71-9217 MODEL ANF-250, ADVANCED NUCLEAR FUELS CORP. 

8902280554 Forwards request for addl info re 871012 & 880929 applications for Certifi- 
cate of Compliance 9217 for Model ANF-250.lnfo requested within 30 days of Itr date 
in form of revised pages. 

MACDONALD, C.E. Transportation Branch. 89/02/13. GERRALD.L.D. Advanced Nu- 
clear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 3pp. 48633:001-48633:003. 

8903230035 Forwards response to seven questions & Rev 2 to application for use of 
ANF-250 shipping container for transport of radioactive matls.per 890213 request. 
GERRALD.LD. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 89/ 
03/10. MACDONALD.C.E. Division of Safeguards & Transportation (Post 870413). 
7pp. 49032:105-49032:155. 

-8903230050 Application for Rev 2 to Certificate of Compliance 9217 for Model ANF- 
250 shipping container for transport of radioactive matls. 

* Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 89/03/31. 45pp. 
49032:112-49032:155. 


DOCKET 71-9218 MODEL TRUPACT-II, ENERGY, DEPT. OF 

8903130704 Application for Certificate of Compliance 9218 for TRUPACT-II shipping 
package.Package consists of two stainless steel containment vessels end within exte- 
rior shell of stainless steel & 10 inches of impact energy. 

QUINN.G.J. Nuclear Packaging, Inc. 89/03/03. MACDONALD.C.E. Transportation 
Branch. 3pp. 4884 1:001 -48848:21 4. 

-8903130712 "SAR for TRUPACT-II Shipping Package.” 

* Nuclear Packaging, Inc. 89/02/28. 2,450pp, 48841:005-48847:302. 

-8903130719 "TRUPACT-II Content Codes (TRUCON)." 

* Energy, Dept of. DOE/WIPP 89-004. 89/02/28. 278pp. 48847:303-48848:214. 
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DOCKET 71-9219 MODEL HFIR, ENERGY, DEPT. OF 

8903080097 Requests that NRC re-docket application for certificate of transportation 
package for HFIR spent fuel.Fee paid. 

ANDERSON, R.T. General Nuclear Systems, Inc. 89/02/22. MACDONALD, C.E. Trans- 
portation Branch. 3pp. 48778:355-48778:357. 


DOCKET 71-9222 MODEL: HN-215H, WESTINGHOUSE HITTMAN NUCLEAR, INC. 

8903240156 Requests registrat'cn as user of Model HN-215H. 

BI.OSSEPJ.D Ur.cn Flcct.nc Co. 89/03/07. BURNETT, R.F. Division of Safeguards & 
Transportation (Post 87041 3). 3pp. 49038:168-49038:1 70. 

8903240183 Requests registration as user of Certificate of Compliance 9222 for Model 
HN-215H radioactive mat: shiporg carkago. 

PARKYN.J.D. Dairyland Fowo- Cccpwavvo 89/03/15. MACDONALD, C.E. Transporta- 
tion Branch. 3pp. 49039:002-49039:005. 

8903240056 Notification of registration as user of Certificate of Compliance 9222, per 
890307 request. 

MACDONALD, C.E. Transportation Branch. 89/03/20. BLOSSEER.J.D. Union Electric 
Co. Ip. 49082:358-49082:358. 


DOCKET 71-9224 MODEL HN-190-2, WESTINGHOUSE HITTMAN NUCLEAR, INC. 

8902230631 Forwards Rev 1 to Certificate of Compliance 9224 for Model HN-190-2. 
MACDONALD, C.E. Transportation Branch. 89/02/15. WALSH, P. Hittman Nuclear & 
Development Corp. (subs, of Hittman Corp.). Ip. 48569:228-48569:235. 

-8902230635 Certificate of Compliance 9224, Rev 1,for Model HN-190-2. Approval 
record end. 

MACDONALD, C.E. Transportation Branch. 89/02/15. 7pp. 48569:229-48569:235. 


DOCKET 71-9228 MODEL 2000, GENERAL ELECTRIC CO. 

8902240325 Forwards request for addl info re GE 880519 application for Model GE- 
20000 covering shielding & criticality. Response date requested within 30 days. 
MACDONALD, C.E. Transportation Branch. 89/02/13. CUNNINGHAM, G.E. General 
Electric Co. 2pp. 48583:305-48583:306. 

8903200416 S , j'nna r y of 890223 meeting w/GE re GE-2000 radioactive matl transport 
oackagc App :car.s shOL.ri show how specific torque bolt limits for closure bolts estab- 

OSGOOD.N.L. Domestic SG & Regional Oversight Branch (Post 881218). 89/03/13. 
Domestic SG & Regional Oversight Branch (Post 881218). 2pp. 48971:124-48971:125. 


DOCKET 71-9229 MODEL TITAN, WESTINGHOUSE ELECTRIC CORP. 

8902230446 Requests opinion re whether independent committee review of current data 
on Grade 9 titanium & addressment of question of whether current ASME Section III 
rules for determining validity of allowable stresses & review rept useful. 

SEVERSON, W.J. Westinghouse Electric Corp. 89/01/25. CHAPPELL, C.R. Transporta- 
tion Branch. 3pp. 48579:011-48579:013. 


DOCKET 71-9234 MODEL NCI-21PF-1, NUCLEAR CONTAINERS, INC. 

8902240376 Notification of registration as user of Certificate of Compliance 9234 in ac- 
cordance w/890123 request. 

MACDONALD, C.E. Transportation Branch. 89/02/15. GERRALD.L.D. Advanced Nu- 
clear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). Ip. 48580:272-48580:272. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 

8903100426 Annual rept of effluents for 1988. 

SCHMID, S.P. General Electric Co. 89/02/14. Region 3, Ofc of the Director. 2pp. 
48802:343-48802:345. 

8903020362 Forwards revised draft NEDE-31559, "Morris Operation QA Plan," per JP 
Roberts 881209 Itr re NRC review of plan, for comment. 

DENIO.L.L General Electric Co. 89/02/17. ROBERTS.J.P. Division of Industrial & 
Medical Nuclear Safety (Post 870729). 4pp. 48673:059-48673:104. 

-8903020495 Draft "Morris Operation QA Plan." 

SHERK.J.Z. General Electric Co. NEDE-31559 DR FT. 89/02/17. 42pp. 48673:063- 
48673:104. 


8903240200 Advises that 890216 rev to physical security plan consistent w/provisions 
of 10CFR72.33(e) & acceptable. 

GREGER.L.R Region 3 Ofc of the Director. 89/03/02. SCHMIDT, S.P. General Elec- 
tric Co. Ip. 'Wr. 23- s-lZAL 2C r 


DOCKET 72-0003 CAROLINA POWER A LIGHT CO. 

8902210566 Forwards calculation packages & computer output for structural analysis of 
Phase II NUHOMS storage modules in support of 890109 license amend request.Revs 
include changing modelled connection between walls & foundations. 

LOFLIN.L.I. Carolina Power & Light Co. 89/02/01. ROBERTS. Division of Industrial & 
Medical Nuclear Safety (Post 870729). 2pp. 48777:157-48777:158. 

8903100566 Forwards Amend 4 to License SNM-2502, changing Pages 1 & 2 of license 
& Pages A-9 & A-15 of Tech Specs re removable beta & gamma contamination limits 
on dry shielded canister in App A.Safety evaluation & notice of issuance also end. 
ROUSE.L.C. Fuel Cycle Safety Branch. 89/03/02. UTLEY.E.E. Carolina Power & Light 
Co. 2pp. 48803:032-48803:05 1 . 

-8903100572 Amend 4 to License SNM-2502, changing removable beta & gamma con- 
tamination limits on dry shielded canister & surveillance requirements in App A. 
ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/02. 6pp. 48803:034-48803:039. 

-8903100579 Safety evaluation suonortho Amend 4 to License SNM-2502. 

* NRC - No Detailed Affiliation 0 von 89/03*02 8pp. 48803:040-48803:047. 

-8903100583 Notice of issuance.environ assessment & finding of no significant impact 
re Amend 4 to License SNM-2502. 

ROBERTS.J.P. Fuel Cycle Safety Branch. 89/03/02. 4pp. 48803:048-48803:051. 

8903240326 Forwards Insp Repts 50-261/89-05 & 72-0003/89-01 on 890131- 0203.No 
violations or deviations identified. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/06. UTLEY.E.E. Carolina Power & 
Ught Co. 2pp. 49039:275-49039:282. 

-8903240328 Insp Repts 50-261/89-05 & 72-003/89-01 on 890131-0203.No violations 
or deviations noted.Major areas inspected:action on previous insp findings, snubber 
surveillance program & activities re loading of spent fuel. 

LENAHAN.J.J., BELISLE.G.A. Region 2, Ofc of the Director. 89/02/24. 6pp. 
49039:277-49039:282. 

8903230347 Forwards Amend 4 to License SNM-2502 for insertion into ISFSI Tech 
Specs.Amend changes removable beta & gamma contamination limits on dry shield 
canister in App A. 

LOFLIN.L.I. Carolina Power & Light Co. 89/03/15. NRC - No Detailed Affiliation Given. 
3pp. 49032:082-49032:104. 

8903270397 Forwards Amend 5 to License SNM-2502, SER & categorical exclusion for 
receipt & storage of spent fuel at ISFSI on site at plant.Amend changes number of 
horizontal storage modules from 3 to 5. 

ROUSE.L.C. Fuel Cycle Safety Branch. 89/03/23. UTLEY.E.E. Carolina Power & Light 
Co. 2pp. 49110:160-49110:170. 

-8903270398 Amend 5 to License SNM-2502, changing number of horizontal storage 
modules from 3 to 5. 

ROUSE, L.C. Carolina Power & Light Co. 89/03/23. 4pp. 49110:162-49110:165. 

-8903270399 Safety ovaluat'on supcorihg Amend 5 to License SNM-2502. 

SCHNEIDER, J.F. Fuel Cycle Safety Branch 89/03/23. Ip. 49110:166-49110:166. 

-8903270400 Advises that 890109 requested rev to License SNM-2502 concerns minor 
equipment mod & does not involve changes in scope or type of operations authorized 
by license.Environ assessment or Z'.S not wa-rantca for action. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/23. Fuel Cycle Safety Branch. Ip. 
49110:167-49110:167. 

-8903270402 Notice of issuance of Amend 5 to License SNM-2502, revising Tech 
Specs to change number of horizontal storage modules. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/23. 3pp. 49110:168-49110:170. 


DOCKET 72-0004 DUKE POWER CO., 50-269 

8903020405 Provides addl info re ISFSI in form of safety analyses to allow transfer cask 
be fabricated w/solid neutron shield matl filling neutron shield cavity. 

TUCKER, H.B. Duke Power Co. 89/02/10. Document Control Branch (Document Con- 
trol Desk). 1 3pp. 48669:282-48669:293. 

8903070077 Confirms milestone schedule of remaining const activities required to sup- 
port spent fuel loading in Jan 1990.Requests continued advisement of status of NRC 
review of ISFSI application. 

TUCKER, H.B. Duke Power Co. 89/02/21 . Document Control Branch (Document Con- 
trol Desk). 3pp. 48763:040-48763:042. 

8903210285 Requests review & approval of 890210 submittal as amend to forthcoming 
Oconee ISFSI license.Submittal contains supplemental safety analysis for ISFSI trans- 
fer cask incorporating alternative, solid neutron shield design. 

TUCKER, H.B. Duke Power Co. 89/03/08. Document Control Branch (Document Con- 
trol Desk). 2pp. 48984:234-48984:236. 
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10CFR COMMISSION MEETING RECORDS 

8902230255 Staff requirements memo re 890209 affirmation/discussion & vote in 
Rockville, MD on SECY 88-334, concerning policy statement on cooperation w/states 
at commercial nuclear power plants.Commission approves final policy statement. 
CHILK.S.J. Office of the Secretary of the Commission. M890209. 89/02/15. 

PARLER.W.C. Office of the General Counsel. 41pp. 48578:197*48578:237. 

8902230280 Staff requirements memo re 890207 briefing in Rockville.MD on final rule re 
high level waste irgt licensing support sys 

CHILK.S.J. Of I :c.c of ihe Secretary of the Commission. M890207. 89/02/16. Office of 
the Secretary of the Commission. 2pp. 48570:085*48570:086. 

8902240178 Staff requirements memo re 890206 briefing in Rockville.MD re status of 
lantLicensee requested to discuss restart plan & mgt challenges for 1989 at future 
riefing. 

CHILK.S.J. Office of the Secretary of the Commission. M890206. 89/02/16. 

STELLO.V. Ofc of the Executive Director for Operations. 2pp. 48583:320-48583:321. 

8902240316 Transcript of 890206 briefing in Rockville.MD re status of plant.Pp 1- 
49.Supporting info end. 

* Commissioners. 89/02/06. 89pp. 48571:158-48571:247. 

8902270049 Transcript of 890207 Commission briefing in Rockville.MD re final rule on 
high level waste mgt licensing support sys. Pp 1-120.Related info end. 

* Commissioners. 89/02/07. 144pp. 48585:180-48585:323. 

8902270375 Staff requirements memo re 890208 briefing in Rockville.MD re final rule on 
fitness for duty. 

CHILK.S.J. Office of the Secretary of the Commission. M890208. 89/02/16. 

STELLO.V. Ofc of the Executive Director for Operations. PARLER.W.C. Office of the 

General Counsel. 2pp. 48588:334-48588:335. 

8902270632 Staff requirements memo re 890123 briefing in Rockville.MD re recom- 
mended research programs for FY89 & FY90 to develop quidance for plant operating 
staff in unlikely event that actions required for accidents beyond design basis of plant 
CHILK.S.J. Office of the Secretary of the Commission. M890123. 89/02/08. Office of 
the Secretary of the Commission. Ip. 48588:209-48588:209. 

8903010198 Staff requirements memo re 890202 briefing in Rockville.MD on proposed 
rulemaking on substandard components.Efforts to halt distribution of fraudulent & 
counterfeit matls in US supported. 

HOYLE.J.C. Office of the Secretary of the Commission. M890202B. 89/02/23. Office 
of the Secretary of the Commission. Ip. 48648:278-48648:278. 

8903010234 Staff requirements memo re 890202 affirmation/discussion & vote in 
Rockville, MD on SECY-89-003 re intervenor motion to admit new contentions on med- 
ical sves for Shoreham & SECY-88-357 re matls licensing adjudications. 

CHILK.S.J. Office of the Secretary of the Commission. M890202C. 89/02/09. 
PARLER.W.C. Office of the General Counsel. 12pp. 48637:227-48637:238. 

8903060153 Transcript of 890208 public meeting in Rockville.MD for briefing re final rule 
on fitness for duty.Pp 1-81 .Related info end. 

* Commissioners. 89/02/08. 114pp. 48705:015-48705:127. 

8903090118 Staff requirements memo on Commission 890221 oral argument in 
Rockville,MD re sanction issue in plant proceedings. 

CHILK.S.J. Office of the Secretary of the Commission. M890221 . 89/03/03. Office of 
the Secretary of the Commission. 2pp. 48783:298-48783:299. 

8903100562 Rnal response to FOIA request for transcripts re facility. Forwards App H 
documents.App H documents also available in PDR.App I documents partially withheld 
per Sunshine Act. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/01. SCHMIEGE.P.A. O'Melveny & Myers. 4pp. 48874:081-48875:042. 

—8903100569 Transcript of 840123 closed meeting in Washington, DC re discussion of 
pending investigations on facility.Pp 1-27. 

* Commissioners. 84/01/23. 28pp. 48874:125-48874:152. 

—8903100574 Transcript of 840319 dosed session in Washington.DC re status of pend- 
ing investigation on plantPp 74-85. 

* Commissioners. 84/03/19. 14pp. 48874:153-48874:166. 

-8903100577 Transcript of 840326 dosed meeting in Washington, DC re status of pend- 
ing investigation on plantPp 1-27. 

* Commissioners. 84/03/26. 28pp. 48874:167-48874:194. 

-8903100580 Transcript of 840730 closed meeting in Washington.DC re status of pend- 
ing investigations on plantPp 1A-88. 

* Commissioners. 84/07/30. 90pp. 48874:195-48874:285. 

-8903100585 Transcript of 850108 closed meeting in Washington.DC re periodic brief- 
ing on near-term OLsPp 20-21. 

* Commissioners. 85/01/08. 3pp. 48874:286-48874:288. 

-8903100587 Transcript of 850108 meeting in Washington, DC re periodic briefing on 
near-term OLs.Pp 3-4. 

* Commissioners. 85/01/08. 3pp. 48874:289-48874:291. 

-8903100589 Transcript of 850423 closed meeting in Washington.DC re discussion of 
pending investigationsPp 2-25. 

* Commissioners. 85/04/23. 26pp. 48874:292-48874:317. 

-8903100590 Partially withheld transcript of 850423 closed meeting in Washington, DC 
re discussion of pending investigations. Pp 2-8. 

* Commissioners. 85/04/23. 8pp. 48874:318-48874:325. 

-8903100592 Partially withheld transcript of 850726 meeting in Washinton.DC re discus- 
sion of pending investigationsPp 1-60. 

* Commissioners. 85/07/26. 62pp. 48874:357-48875:027. 

-8903100593 Partially withheld transcript of 841022 closed meeting in Washington, DC 
re status of near-term OLsPp 33-55. 

* Commissioners. 84/10/22. 23pp. 48875:028-48875:042. 


8903140356 Transcript of Commission oral argument on 890221 in Rockville, MD re 
sanction issue in Shoreham proceeding. 

* Commissioners. 89/02/21. 105pp. 48857:130-48857:234. 

8903140400 Transcript of Commission 890222 public meeting/briefing in Rockville.MD 
re final rule on early site permits,std design certification & combined licenses for nu- 
clear power reactors.Pp 1-67.Related info end. 

* Commissioners. 89/02/22. 96pp. 48837:127-48837:222. 

8903150036 Staff requirements memo on 890301 briefing in Rockville.MD re status of 
performance indicator development.Chairman Zech & Commissioner Carr encouraged 
NRC to continue developing addl maint effectiveness indicators. 

CHILK.S.J. Office of the Secretary of the Commission. M890301. 89/03/09. 
STELLO.V. Ofc of the Executive Director for Operations. Ip. 48861:025-48861:025. 

8903160009 Transcript of Commission 890306 affirmation/discussion & vote in 
Rockville, MD.Pp 1-6. 

* Commissioners. 89/03/06. 9pp. 48950:151-48950:159. 

8903200222 Staff requirements memo re briefing on final rept on BWR Mark I contain- 
ment issues.No requirements placed on staff at meeting. 

CHILK.S.J. Office of the Secretary of the Commission. M890227. 89/03/13. Office of 
the Secretary of the Commission. Ip. 48970:256-48970:256. 

8903200239 Staff requirements memo re Commission 890302 briefing on importing & 
exporting of radwaste in Rockville, MD. 

CHILK.S.J. Office of the Secretary of the Commission. M890302. 89/03/14. 
STELLO.V. Ofc of the Executive Director for Operations. 2pp. 48959:282-48959:283. 

8903210140 Staff requirements memo re affirmation/discussion & vote approving order 
to dismiss Suffolk County, State of NY & town of Southampton as parties in proceed- 
ing due to Intervenors conduct. 

CHILK.S.J. Office of the Secretary of the Commission. M890303. 89/03/13. 
PARLER.W.C. Office of the General Counsel. 2pp. 49002:115-49002:116. 

8903210286 Staff requirements memo re 890222 briefing in Rockville.MD concerning 
final rule on early site permits & combined licenses for clear power reactors.Correction 
notice to SECY-89-036 end. 

CHILK.S.J. Office of the Secretary of the Commission. M890222. 89/03/01. 
STELLO.V. Ofc of the Executive Director for Operations. 4pp. 48992:356-48992:359. 

8903210294 Transcript of NRC 890302 public meeting in Rockville.MD re briefing on im- 
porting & exporting radwaste.Pp 1-73. Supporting documentation end. 

* Commissioners. 89/03/02. 92pp. 48992:195-48992:286. 

8903210341 Transcript of 890223 affirmation/discussion & vote in Rockville.MD on 
SECY-88-204, "Rnal Rule on Emergency Preparedness for Fuel Cycle & Other Radio- 
adive Matl Licensees." Pp 1-4. 

* Commissioners. 89/02/23. 8pp. 48980:211-48980:218. 

8903220117 Staff requirements memo re Commission affirmation, discussion & vote on 
890306 in Rockville, MD re Commission ruling on intervenor motion for directed certifi- 
cation of scheduling issue (SECY-89-72). 

CHILK.S.J. Office of the Secretary of the Commission. M890306B. 89/03/13. 
PARLER.W.C. Office of the General Counsel. 2pp. 49020:165-49020:166. 

8903220208 Transcript of 890306 briefing on operator training in Rockville, MD.Pp 1- 
72.Viewgraphs & handouts end. 

* Commissioners. 89/03/06. 132pp. 48995:007-48995:138. 

8903220330 Transcript of 890227 briefing in Rockville.MD re final rept on BWR Mark 1 
containment issues.Pp 1-33. 

* Commissioners. 89/02/27. 36pp. 49004:249-49004:284. 

8903220368 Transcript of 890301 briefing on status of performance indicator develop- 
ment in Rockville,MD.Pp.1-60.Viewgraphs end. 

* Commissioners. 89/03/01. 89pp. 48996:231-48996:321. 

8903230443 Transcript of Commission 890303 affirmation, discussion & vote in 
Rockville.MD re SECY-89-77, “Shoreham Sanction Decision." Pp 1-5. 

* Commissioners. 89/03/03. 9pp. 49029:030-49029:038. 

8903240094 Staff requirements memo re 890306 briefing in Rockville,MD on industry 
programs to acquire & train personnel to become licensed reactor operatorsJndustry 
representatives listed. 

CHILK.S.J. Office of the Secretary of the Commission. M890306A. 89/03/16. Office of 
the Secretary of the Commission. 2pp. 49039:332-49039:333. 


ACNW ADVISORY COMMITTEE ON NUCLEAR WASTE 


8902280338 Transcript of 890222 seventh Advisory Committee on Nuclear Waste meet- 
ing in Bethesda, MD.Pp 145-452.Supporting documentation end. 

* Advisory Committee on Nuclear Waste. 89/02/22. 528pp. 48631:092-48632:257. 

8903070246 Comments on final rulemaking on 10CFR61 re disposal of greater-than- 
dass-C low level radwastes. 

MOELLER, D.W. Advisory Committee on Nudear Waste. 89/02/24. ZECH.L.W. Com- 
missioners. Ip. 48878:243”48878:243. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


8903020015 Submits further ACRS comments on implementation of safety goal 
pdicy.Urges Commission to implement policy. 

REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/02/16. 
ZECH.LW, Commissioners. 6pp. 48669:247-48669:252. 


259 
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8903020018 Comments on proposed resolution of Generic Issues 70, “Power Operated 
Relief Valve & Block Valve Reliability," & 94, “Addl Low-Temp Overpressure Protec- 


tion iu< uvvna. 

REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/02/16. 
ZECH.LW. Commissioners. 2pp. 48672:037-48672:038. 


8903020022 Submits further ACRS comment on proposed resolution of Generic Issue 
99 “l.-D'o^ed Pc'iab^iv of RHR Capability in PWRs." 

PEM CK-J ACRS Advisory Committee on Reactor Safeguards. 89/02/16. 
ZECH.LW. Commissioners. 2pp. 48672:137-48672:138. 


8903090380 Transcript of ACRS Subcommittee on Mechanical Components 890228 
meeting in Bethesda.MD.Pp 1-191. Related info end. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/02/28. 215pp. 48807:010- 
48807:224. 


8903100193 Forwards listed repts in accordance w/ requirements of Section 29 of 
Atomic Energy Act of 1954.0ver past yr,ACRS reviewed NRC Safety Research Pro- 

g ams in areas of containment performance & fir-- risk sccoing study 
EMICK.F.J. ACRS - Advisory Committee or Ssfccjercs 89/02/17. 

QUAYLE.J.D. Senate, President of the Senate. ‘.VRSG 1 IT,., r-ojse of Hc-p., Speaker of 
the House. 6pp. 48801:273-48801:317. 

-8804210387 Summarizes ACRS 336th meeting on 880407-09 re efforts to devise 
methods for mp'orncnting safe* y goa* policy enunciated by Commission in 1986. 
KERR.W. ACRS ■ Advisorv Ccr:rf-::oc on Reactor Safeguards. 88/04/12. 2ECH.L.W. 
Commissioners. 5pp. 48801:282-48801:292. 

-8806290287 Summarizes ACRS 338th meeting on 880602-04 re NRC research related 
to heat transfer & fluid transport in nuclear power plants. 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 88/06/07. 
ZECH.LW. Commissioners. 7pp. 48801 :293-48801 :305. 

-8901050196 Comments on equipment qualification risk scoping study discussed during 
344th ACRS meeting on 881215-16.Suggests risk-based scoping study be performed 
before environ qualification research program initiated. 

KERR.W. ACRS - Advisory Committee on Reactor Safeguards. 88/12/20. ZECH.L.W. 
Commissioners. 2pp. 48801:306-48801:309. 

-8903100254 Discusses core sca'ing. applicability & uncertainty mothcdolcgy for deter- 
mina:ior c LrcertaiRty associated w'.:so o- reai:s:ic ECCS oval.ia:'cr models. 
RCVCKFJ. ACRS - Acv.sc-y Ccmr..'::ee on Reactor Safeguards. 89/01/19. 
ZECH.LW. Commissioners. 2pp. 48801:310-48801:317. 

8903100557 Corrected memo proposing addl resolutions of USI A-45, “Shutdown DHR 
Requirements.” including certification of feed-and-bleed capability at each plant, direct 
use of feedback from experience & protection against sabotage. 

KERR.W. ACRS - Advisory Committee on Reactor Safeguards. 89/02/28. ZECH.LW. 
Commissioners. 5pp. 48806:070-48806:076. 


8903240292 Summarizes ACRS 347th meeting on 890309-1 1 re proposed severe acci- 
dent research program plan. Proposes that code scaling.applicability & uncertainty 
evaluations developed for thermal-hydraulic codes be used for severe accidents. 
REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/03/15. 
ZECH.L.W. Commissioners. 2pp. 49040:045-49040:046. 

8903240309 Summarizes ACRS 347th meeting on 890309-1 1 re SECY-88-325, “Policy 
Statement on Addl Applications of Leak-Before-Break Technology.” NRC open to seri- 
ous consideration of industry proposals re issue. 

REMICK.F.J. ACRS • Advisory Committee on Reactor Safeguards. 89/03/14. 
ZECH.L.W. Commissioners. 2pp. 49039:328-49039:329. 

8903270006 Informs that ACRS will concentrate efforts on containment design criteria 
for future reactors. 

REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/03/15. ZECH 
Commissioners. Ip. 49056:355-49056:355. 

8903270031 Transcript of ACRS Subcommittee on Matls & Metallurgy on 890316 in 
Bethesda.MD.Pp 205-417. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/16. 362pp. 49057:001- 
49058:097. 

8903270336 Transcript of 890315 ACRS Subcommittee on Matis & Metallurgy meeting 
in Columbus, OH.Pp 1 -204.Reiated documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/15. 385pp. 49050:117- 
49051:188. 
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8902280336 Transcript of 890222 seventh Advisory Committee on Nuclear Waste meet- 
ing in Bethesda,MD.Pp 145-452.Supporting documentation end. 

* Advisory Committee on Nuclear Waste. 89/02/22. 528pp. 48631:092-48632:257. 

8903010220 Transcript of 7th ACNW meeting day three on 890223 in Bethesda.MD.Pp 
453-652. 

* Advisory Committee on Nuclear Waste. 89/02/23. 350pp. 48641:084-48642:150. 

8903010225 Transcript of 7th ACNW meeting day one on 890221 in Bethesda,MD.Pp 1- 
144. Related info end. 

* Advisory Committee on Nuclear Waste. 89/02/21. 250pp. 48642:151-48642:344. 

8903070246 Comments on final rulemaking on 10CFR61 re disposal of greater-than- 
class-C low level radwastes. 

MOELLER.D.W. Advisory Committee on Nuclear Waste. 89/02/24. ZECH.LW. Com- 
missioners. Ip. 48878:243-48878:243. 


-8903150550 Forwards W Kerr Itr w/corrected 890228 date to replace Itr submitted in 
Sept 1988. 

BARNARD.E. ACRS - Advisory Committee on Reactor Safeguards. 89/03/01. Public 
Document Branch. 3pp. 48806:075-48806:076. 


8903080101 Transcript of 890216 public meeting of Advisory Panel for Decontamination 
of TMI-2 in Harrisburg.PA.Pp 1-119. Supporting documentation end. 

* Advisory Council for Decontamination of TMI Unit 2. 89/02/16. 138pp. 48778:218- 
48778:354. 


8903130711 Responds to Staff Requirements Memo 890222,addressing three issues in 
end ACRS 890215 Itr re 10CFR52.Clarification of criteria in 1 0CFR52.47(b)(2) used to 
determine if advanced design ready to be certified as stated requested. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/07. ZECH, ROBERTS, 
CARR Commissioners. 5pp. 48822:254-48822:260. 

8903160002 Transcript of ACRS Subcommittee on Occupational & Environ Protection 
Sys meeting on 890302 in Bethesda,MD.Pp 243-441. Supporting documentation end. 

* ACRS - Advisory Committee on Reador Safeguards. 89/03/02. 350pp. 48885:174- 
48886:203. 

8903170022 Transcript of ACRS Subcommitte on Thermal Hydraulic Phenomena 
890307 meeting in Bethesda.MD.Pp 1-149.Related documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/07. 196pp. 48900:057- 
48900:252. 

8903170364 Transcript of ACRS Subcommittee on Occupational & Environ Protection 
Sys on 890301 meeting on subj of emergency planning.Pp 1-242.Related documenta- 
tion end. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/01. 390pp. 48950:306- 
48951:336. 

8903200055 Transcript of ACRS Subcommitte on Severe Acddents 890307 meeting in 
Bethesda,MD.Pp 1-113. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/07. 204pp. 48971:340- 
48972:193. 

8903210066 Transcript of ACRS GE Reactor Plants Subcommittee 890308 meeting in 
Bethe$da,MD re plant restartPp 130-280. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/08. 325pp. 48975:272- 
48976:265. 

8903210071 Transcript of ACRS 347th meeting on 890309 in Bethesda,MD. Pp 1- 
181 .Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/09. 181pp. 48974:008- 
48974:258. 

8903210099 Transcript of ACRS GE Reactor Plants Subcommittee 890308 meeting in 
Bethesda,MD re Peach Bottom restartPp 1-129. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/08. 132pp. 48985:155- 
48985:286. 

8903210175'Transcript of ACRS 347th meeting on 890310 in Bethesda,MD. Pp 182- 
325.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/10. 192pp. 48975:080- 
48975:271. 

8903210227 Discusses review of plant restart per ACRS 347th meeting on 890309- 
11. Staff plans to continue dose monitoring & evaluation of managerial & operational 
team for appropriate period after operation at power has begun endorsed. 
REMICK.FJ. ACRS - Advisory Committee on Reactor Safeguards. 89/03/14. 
ZECH.LW. Commissioners. 2pp. 49048:226-49048:227. 


8903100048 Transcript of 881107 QA Subcommittee of Advisory Committee on Medical 
Uses of Isotopes 881107 meeting in Washington, DC. Pp 1-176. 

* Advisory Committee on Medical Uses of Isotopes. 88/11/07. 150pp. 48809:108- 
48809:347. 

8903230091 Forwards key technical topics for Yucca Mountain site detailed review 
guides in NRC site characterization plan review plan.per agreement during briefing of 
Advisory Committee on Nuclear Waste on 890221. 

LEAR.G. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/20. MAJOR.R. Advisory Committee on Nuclear Waste. 10pp. 
49029:309-49029:318. 

8903240100 Submits first rept of Nuclear Safety Research Review Committee 880217- 
18 & 0602-03 meetings re overall structure & thrust of NRC Nuclear Safety Research 
Program & exam of selected components of program. 

TODREAS.N.E. Nuclear Safety Research Review Committee. 88/08/11. 
BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 6pp. 
49040:136-49040:141. 


COMMISSION NRC COMMISSIONERS 


8803180190 Forwards rept for CY87 on all changes to sys,components. 
structures, procedures.organization or design of operating plants where such changes 
imposed by Commission or staff. 

ZECH.LW. Commissioners. CCS. 88/03/09. BEVILL.T. House of Rep., Appropriations. 
15pp. 45101:111-45101:116. 

8808090320 Forwards response to recommendations by GAO in “Info Sys: Agencies 
Overlooked Security Controls During Development” to chairpersons of various com- 
mittees & subcommittees. 

ZECH.LW. Commissioners. CCS. 88/07/27. GLENN, J. Senate, Governmental Affairs. 
BROOKS, J. House of Rep., Government Operations. BREAUX.J.B. Senate, Environ- 
ment & Public Works. 12pp. 49161:001-49161:012. 

8808100140 Forwards evaluation re NRC requirements for nuclear power facility licens- 
ee in event that plant alert & notification sys for public became inoperable, per telcon. 
ZECH.LW. Commissioners. CCS. 88/07/19. BREAUX, J.B. Senate, Environment & 
Public Works. 3pp. 46478:249-46478:251. 

8808250031 Responds to 880614 request for info to suppl info provided by Hayes at 
880426 hearing re reorganization of NRC.Specific answers to questions end. 
ZECH.LW. Commissioners. CCS. 88/08/03. LUJAN,M. House of Rep., Interior & Insu- 
lar Affairs. 12pp. 46647:033-46647:046. 

8809230176 Responds to 880513 Itr re concerns about potential generic implications of 
MOU negotiated for Church Rock,NM mill tailings site.MOU should not be delayed. 
ZECH.LW. Commissioners. CCS. 88/08/04. SIMPSONAK. Senate, Environment & 
Public Works. 26pp. 46943:262-46943:290. 
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8812280136 Responds to 881021 & 1121 Itrs re opportunity for members of Peach 
Bottom community to express views on plant restart. NRC would not authorize restart 
of plant if security problems endanger public health & safety. 

ZECH.L.W. Commissioners. CCS. 88/12/14. GRAY.W.H. House of Rep. 7pp. 
47950:317-47951:062. 

8901060078 Forwards NRC background paper re IAEA safeguards at ALKEM 
facilify.acrocing v;.' ALKEM technical rept that apparent internal shortcomings of safe- 
c.ja:c:s srac:icr:H a! facility did present difficulties to IAEA insp effort. 

ZECh.I Vv Commissioners. CCS. 88/12/16. GLENN, J. Senate, Governmental Affairs. 
9pp. 48100:259-48100:287. 

8901310290 Forwards NRC "Annual Rept on Competition," per Public Law 98-369, Sec- 
tion 21. Section I of rept describes Commission planned actions during FY89 to in- 
crease competition for contracts entered into by NRC on basis of cost. 

ROGERS, K.C. Commissioners. CCS. 88/12/28. BUSH.G.H. Senate. WRIGHT, J. 
House of Rep., Speaker of the House. 8pp. 48313:190-48313:197. 

8901310299 Informs of organizational & perscrrcl charges at senior level of NRC 
stirf. including appointment of second Deputy Directcr fo'"Ooo'at-ons & assignment of 
specific H'cau of responsibility to two deputies.Announcement of changes end. 
ZECH.L.W. Commissioners. CCS. 89/01/09. BEVILL.T. House of Rep., Appropriations. 
JOHNSTON, J.B. Senate, Appropriations. GLENN.J. Senate, Governmental Affairs. 
9pp. 48367:041-48367:049. 

8901310301 Forwards rept reflecting substantial progress in strengthening internal con- 
trols & agency-level commitment to process.Rept consists of three ends. 

ROBERTS, T.M. Commissioners. CCS. 88/12/27. President of U.S. & Executive Of- 
fices. WRIGHT, J. House of Rep. BUSH.G.H. Senate. 12pp. 48367:026-48367:037. 

8902010208 Forwards chart showing revised structure of EDO, in response to 881222 
request that author reconsider decision to have Ofc of Investigations rept sent to 
EDO,rather than to Commission. 

ZECH.LW. Commissioners. CCS. 89/01/09. D1NGELL.J.D., SHARP, P.R. House of 
Rep., Energy & Commerce. UDALL.M.K. House of Rep., Interior & Insular Affairs. 
12pp. 48320:226-48320:238. 

8902020115 Responds to 881213 Itr re nuclear safety issues raised by Subcommittee 
during 100th Congress.Two of four remaining issues, fitness for duty & terrorism being 
pursued by NRC w/rulemaking or development of regulations.NRC actions end. 
ZECH.LW. Commissioners. IEB-88-001. 89/01/19. GEJDENSON.S. House of Rep., 
Interior & Insular Affairs. 9pp. 48347:269-48347:298. 

8902020288 Responds to recommendation made by GAO in Sept 1988 rept, "Nuclear 
Waste:Repository Work Should Not Proceed Until QA Adequate." NRC agrees w/rec- 
ommendations including DOE site characterization after NRC approval of QA pro- 
grams. 

ROGERS, K.C. Commissioners. CCS. 88/12/28. GLENN, J. Senate, Governmental Af- 
fairs. BROOKS, J. House of Rep., Government Operations. BREAUX, J.B. Senate, Envi- 
ronment & Public Works. 9pp. 48354:088-48354:097. 

8902160326 Responds to 881207 Itr re NRC position on DOE site characterization plan 
for Yucca Mountain site.Land transfer issues referred to in Itr are outside NRC author- 

ZECH.L.W. Commissioners. CCS. 89/01/24. B1LBRAY.J.H. House of Rep. 2pp. 
48502:025-48502:253. 

8902280515 Weekly info rept for wk ending 89021 7. 

BLAHA.J.L. Assistant for Operations (Post 890205). 89/02/23. 33pp. 48632:258- 
48632:290. 

8903010399 Forwards responses to questions attached to 890123 Itr re hearing on 
NRC budget request for FYgo & 91 . 

ZECH.i W. Commissioners. 89/02/21. UDALL.M.K. House of Rep., Interior & Insular 
Affairs. 370pp. 48822:266-48825:074. 

8903070125 Weekly info rept for wk ending 890224. 

BLAHA.J.L. Assistant for Operations (Post 890205). 89/03/01. 30pp. 48763:323- 
48763:352. 

8903090272 Responds to 881222 Itr requesting inclusion of town of Bourne within 
plume exposure pathway EPZ for plant.NRC determined that existing plume exposure 
pathway EPZ suffices for public safety. 

ZECH.LW. Commissioners. 89/03/01. KIRBY, E.P. Massachusetts, Commonwealth of. 
4pp. 48800:014-48800:018. 

-8903090278 Endorses request of Bourne Board of Selectmen that town be included in 
radiological emergency response plan. 

KIRBY, E.P. Massachusetts, Commonwealth of. 88/12/22. Commissioners. Ip. 
48800:018-48800:018. 

8903090290 Responds to 881227 Itr requesting NRC impose moratorium on all applica- 
tions submitted by util & thoroughly review all info previously submitted by util to deter- 
mine veracity, accuracy & authenticity. 

ZECH.LW. Commissioners. 89/03/02. SWEENEY.R., YEVOLI.LJ., BIANCHI.I.W. New 
York. State of. 6pp. 48798:298-48798:304. 

-8903090292 Requests that NRC impose immediate moratorium on all applications sub- 
mitted by util for license for plant & that NRC review all prior info submitted by util to 
determine veracity, accuracy & authenticity. 

HARENBERG.P., YEVOLI.LJ., SWEENEY.R. New York, State of. 88/12/27. 
ZECH.LW. Commissioners. Ip. 48798:304-48798:304. 

8903100554 Responds to 881222 Itr requesting inclusion of town of Bourne within 
plume exposure pathway EPZ.Determined that existing pathway at plant sufficient to 
provide reasonable assurance that public health & safety protected. 

ZECH.LW. Commissioners. 89/03/01. KERRY, J.F. Senate. 4pp. 48822:065- 
48822:070. 

-8903100558 Requests NRC designate town of Bourne, MA as community within 10- 
mile EPZ surrounding plant.Families & civil defense authorities deserve to be apprised 
of emergency info & receive support for planning efforts. 

KERRY, J.F. Senate. CCS. 88/12/22. ZECH.l. Commissioners. 2pp. 48822:069- 
48822:070. 


8903140273 Responds to 890117 Itr re offsite emergency planning status. Assures that 
views of state/local officials considered in 881221 Commission endorsment of 
deliberate, phased start-up program over 4-6 month period w/augmented NRC over- 
sight. 

ZECH.LW. Commissioners. 89/03/08. DUKAKIS, M.S. Massachusetts, Commonwealth 
Of. 6pp. 48853:258-48853:266. 

-8903140282 Discusses disappointment w/lack of Commission interest in views of 
state/local authorities re status of offsite emergency planning for plant.Lack of ade- 

S uate reception ct's fer 'ad’doq'ca 1 -lcr^orinr: & decontamination emphasized. 

UKAKIS.M.S. Masse ::Husc!:s, Ccrvncr.wsa :h of. 89/01/17. ZECH.L. Commission- 
ers. 3pp. 48853:264-48853:266. 

8903150041 Weekly info rept for wk ending 890303. 

BLAHA.J.L. Ofc of the Executive Director for Operations. 89/03/09. 38pp. 48873:129- 
48873:166. 

8903150185 Responds to appeal of denial of FOIA request for Documents 36-61 on 
App C.Releases Documents C-38 - C-58.C-60 & C-61. Other App C documents with- 
held (ref FOIA Exemption 5). 

CHILK.S.J. Office of the Secretary of the Commission. 89/03/03. AFTERGOOD.S. 
Committee to Bridge the Gap. Ip. 48875:123-48875:251. 

-8903150273 Forwards rept of investigation re allegations that JR Miller, DM Carlson & 
C Woodhead misrepresented matl facts before ASLB.in response to JH Frye 831223 
Itr. No evidence of knowingly or willfully misrepresenting facts to ASLB found. 
MESSENGER, G.H. Office of Inspector & Auditor. 84/06/12. PALLADINO, GILINSKY, 
ROBERTS Commissioners. 2pp. 48875:124-48875:125. 

8903150220 Forwards Ofc of Investigations Rept for Case 2-86-005 concluding that al- 
legations of concerned employee not substantiated. 

ZECH.L.W. Commissioners. 89/02/16. SHARP, P. House of Rep., Energy & Com- 
merce. Ip. 48871:214-48871:214. 

8903150250 Discusses State of WV continued participation in NRC State Liaison Officer 
Program. Individuals selected for role should be able to communicate effectively w/ 
other state agencies on nuclear issues. 

ZECH.LW. Commissioners. 89/02/16. CAPERTON.G. West Virginia. State of. Ip. 
48860:196-48860:196. 

8903150260 Forwards NU REG-0090, Vol 11, No 3. “Rept to Congress on AOs Jul-Sept 
1988." No AOs at nuclear power plants licensed to operate for reporting period.Two 
AOs under other NRC-issued licenses & one AO reported by Agreement State noted. 
ZECH.LW. Commissioners. 89/02/27. WRIGHT, J. House of Rep., Speaker of the 
House. QUAYLE.J.D. Senate, President of the Senate. 2pp. 48877:178-48877:218. 

8903150437 Informs that NRC will continue to work w/L Lloyd unless new individual ap- 
pointed State of MT state liaison officer. Continued participation in NRC State Liaison 
Officer Program encouraged. 

ZECH.LW. Commissioners. 89/02/16. STEPHENS, S.G. Montana. State of. Ip. 
48871:352-48871:352. 

8903150446 Discusses State of NV continued participation in NRC State Liaison Officer 
Program.NRC to work w/RR Loux as most recent State of NV liaison officer unless 
informed of new choice. 

ZECH.LW. Commissioners. 89/02/16. MILLER.R.J. Nevada, State of. Ip. 48871:358- 
48871:358. 

8903150454 Discusses State of NH continued participation in NRC State Liaison Officer 
Program.NRC work w/R Strome as most recent State of NH liaison officer unless in- 
formed of new choice. 

ZECH.LW. Commissioners. 89/02/16. GREGG, J. New Hampshire, State of. Ip. 
48871:359-48871:359. 

8903150460 Discusses State of IN continued participation in NRC State Liaison Officer 
Program.NRC to work w/TS Danielson as most recent Indiana State liaison officer 
unless recipient inform NRC of new choice. 

ZECH.LW. Commissioners. 89/02/16. BAYH.E. Indiana, State of. Ip. 48871:275- 
48871:275. 

8903160006 Forwards summary of actions taken by NRC in response to recommenda- 
tions re repts issued by Comptroller General. 

ZECH.LW. Commissioners. 89/03/02. BYRD.R.C. Senate, Appropriations. 
WHITTEN, J.L. House of Rep., Appropriations. GLENN.J. Senate, Governmental Af- 
fairs. 19pp. 48893:089-48893:107. 

8903160066 Responds to 890118 Itr re URENCO proposal to construct enrichment fa- 
cility & exchange classified info.Agreement for exchange of classified info end. 
ZECH.LW. Commissioners. 89/03/02. MORPHET.D.I. United Kingdom, Govt. of. 5pp. 
48879:265-48879:269. 

8903160207 Forwards "Rept by NRC on Administration of FOIA for CY88" 

ZECH.LW. Commissioners. 89/03/03. WRIGHT, J. House of Rep., Speaker of the 
House. QUAYLE.J.D. Senate. 21pp. 48886:213-48886:233. 

8903170164 Responds to S Rousso 890123 request for NRC comments on DOE "Final 
Version Dry Cask Storage Study.” Encourages DOE to actively pursue commitment 
made in final study to accomplish resolution of matter w/actions & in concert w/indus- 

ZECH.LW. Commissioners. 89/03/01. FITZPATRICK.D. Energy, Dept of. Ip. 
48894:313-48894:315. 

—8903170169 Responds to 881118 Itr providing comments on "Initial Version Dry Cask 
Storage Study.” Expresses appreciation for assessment of documenlAgrees that all 
steps in spent fuel mgt process should be coordinated to enchance safety. 

ROUSSO, S. Energy, Dept of. 89/01/04. Commissioners. 2pp. 48894:314-48894:315. 

8903170173 Submits proposed legislation authorizing appropriations for FY90 & 91 .No 
objection to submission of proposal to Congress noted 

ZECH.LW. Commissioners. 89/02/23. UDALL.M. House of Rep., Interior & Insular Af- 
fairs. 17pp. 48950:209-48950:225. 

8903170188 Urges NRC to designate town of Bourne as falling within 10-mile EPZ sur- 
rounding Pilgnm Plant. 

KERRY, J.F. Senate. 88/12/22. ZECH,L. Commissioners. 2pp. 48894:232-48894:233. 
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8903200301 Partial response to FOIA request for documents. Forwards App E/E & por- 
tions of App F/F documents A .op C/D.F'F & pc'tions of App F/F documents available 
in PDR.App G/G & par.ois of App F witN-o!:: (ref FOIA Exemption 5) 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/10. JOHNSON.G.E. Swidler & Berlin. 9pp. 48931:238-48934:061. 

-8903200315 Partially deleted memo re licensee performance & plant shutdown. 
STELLO, V. Ofc of the Executive Director for Operations. 86/06/12. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 48931:331-48931:331. 

8903210027 Ack receipt of 890203 comments on rulemaking efforts on nuclear power 
plant design standardization & one-step licensing.Forwards SECY-89-036, “Rulemak- 
ing on Early Site Permits, Design Certifications & Combined Licenses." 

ZECH.L.W. Commissioners. 89/03/08. MCCLURE, J.A. Senate, Energy & Natural Re- 
sources. 2pp. 48974:259-48975:079. 

8903210031 Forwards CY88 rept on changes to sys, components, structures, 
procedures,organization or design of operating plants where changes imposed by 
Commission or staff. 

ZECH.L.W. Commissioners. 89/03/10. BEVILL.T. House of Rep., Appropriations. 
1 6pp. 48979:01 4-48979:029. 

8903210380 Responds to 881227 Itr requesting NRC to include town of Bourne within 
plume exposure pathway EPZ for plantExisting EPZ at plant considered sufficient to 
provide assurance that public health & safety will be protected. 

ZECH,L.W. Commissioners. 89/03/01. CAHIR.T.S. Massachusetts, Commonwealth of. 
4pp. 48984:046-48984:050. 

-8903210366 Proposes that town of Bourne be designated as part of plant EPZ since 
part of town rests within 10 miles of facility. 

CAHIR.T.S. Massachusetts, Commonwealth of. 88/12/27. ZECH.L.W. Commissioners, 
ip. 48984:050-48984:050. 

8903230084 Forwards NRC rept on employees detailed to executive agencies in FY89. 
ZECH.LW. Commissioners. 89/03/07. BYRD.R.C., WHITTEN, J.L Senate, Appropria- 
tions. 4pp. 49028:207-49028:21 0. 

8903230120 Forwards NRC 38th quarterly status rept on emergency preparedness for 
nuclear power plants for Oct-Dec 1988. 

ZECH.LW. Commissioners. 89/03/09. BREAUX, J.B. Senate, Environment & Public 
Works. 5pp. 49029:057-49029:061. 

8903230189 Requests state participation in NRC State Liaison Officer program. 
ZECH.L.W. Commissioners. 89/03/03. DIPRETE.E.D. Rhode Island, State of. Ip. 
49026:135-49026:135. 

8903230279 Forwards NRC quarterly status rept covering fourth quarter of CY88. 
ZECH.LW. Commissioners. 89/03/09. BEVILL.T. House of Rep., Appropriations. 
12pp. 49029:108-49029:1 1 9. 

8903230358 Responds to 890221 request for info on status of TMI action plan 
requirements. Addl time needed to gather other noncomputerized data to fully respond 
to questions.Complete response will be provided by 890330. 

ZECH.LW. Commissioners. 89/03/10. MARKEY.E.J. House of Rep. Ip. 49023:025- 
49023:027. 

-8903230360 Requests answers to questions listed re status of implementation of im- 
provements ordered under NUREG-0660 & NUREG-0737 after TMI-2 
acddent.Response within 10 working days or by 890306 requested. 

MARKEY.E.J. House of Rep. 89/02/21. ZECH.L.W. Commissioners. 2pp. 49023:026- 
49023:027. 

8903240177 Weekly info rept for wk ending 890310. 

BLAHA.J.L Ofc of the Executive Director for Operations. 89/03/16. 36pp. 49039:070- 
49039:105. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 

8902230480 Notification of contract execution, Mod 14 to “Flow of Groundwater & 
Transport of Contaminants.” Contractor: ln-Situ,lnc. 

MEEHAN, B. Contract Administration Branch. NRC-04-85-1 14. 89/01/09. GUSTAVE, R. 
Program Management Policy Development & Analysis Staff (Post 870413). 
MCCARTIN.T. NRC - No Detailed Affiliation Given. Ip. 48569:335-48569:337. 

-8902230511 Mod 14, extending period of performance through 890603, to “Flow of 
Groundwater & Transport of Contaminants.” 

STEELE, T.D. In-Situ, Inc. EDGEWORTH.P.J. Division of Contracts & Property Man- 
agement (880515-890204). NRC-04-85-1 14. 89/01/09. 2pp. 48569:336-48569:337. 

8902240064 Notification of contract execution, Mod 17, to "Program to Support Operator 
Licensing Activities." Contractor: Sonalystsjnc. 

BELLS. Contract Administration Branch. FIN D-1 332-9. NRC-03-86-054. 89/01/23. 
BAJWA.S.S. manning. Program & Management Support Branch (Post 870411). 
PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 48621:112-48621:114. 

. -8902240069 Mod 17, increasing ceiling amount of contract & providing incremental 
funding to, "Program to Support Operator Licensing Activities." 

SKRABA.F.J. Sonaiysts, Inc. HAGAN, T.F. Division of Contracts & Property Manage- 
ment (880515-890204). FIN D-1332-9. NRC-03-86-054. 89/01/23. 2pp. 48621:113* 
48621:114. 

8902240110 Notification of contract execution, Mod 16, to "Facilities Mgt of P-634, MNBB 
& White Flint North Computer Facilities." ContractonSBA.Subcontractor:Kenrob & 
Assoc,lnc. 

MEEHAN, B. Contract Administration Branch. NRC-33-86-279. 89/01/10. SCOTT, S. 
Division of Information Support Services (870413-890204). Ip. 48579:172-48579:175. 

-8902240113 Mod 16, incorporating contractor revised indirect rates & change of 
address,to "Facilities Mgt of P-634, MNBB & White Flint North Computer Facilities.” 
SWAILES.M.P. Small Business Administration. ROBINSON, K.W, Kenrob & Associates, 
Inc. EDGEWORTH, P.J. Contract Administration Branch. NRC-33-86-279. 89/01/10. 
3pp. 48579:173-48579:175. 

8903010112 Notification of contract execution,Mod 10, to “Radiation Monitoring Program 
Requirements." ContractonDept of Social & Health Svcs, Olympia, WA. 

HUGHES.A. NRC - No Detailed Affiliation Given. FIN B-8551. NRC-32-83-682. 89/02/ 
15. FRIGILLANA.EB. Region 5, Ofc of the Director. TENBROOK.W. NRC - No De- 
tailed Affiliation Given. Ip. 48644:348-48644:358. 


-8903010118 Mod 10, increasing funds, to “Radiation Monitoring Program Require- 
ments." 

TOOHEY.J. Washington, State of. EDGEWORTH, E.J. Division of Contracts & Property 
Management (Post 890205). FIN B-8551. NRC-32-83-682. 89/02/15. 10pp. 
48644:349-48644:358. 

8903030294 Notification of grant execution: “Research Needs for Radiation Protection 
Purposes," awarded to NCRP. 

FLYNN, M.J. Contract Negotiation Branch-1. FIN G-1149. NRC-04-89-103. 89/02/21. 
GUSTAVE, R. Program Management, Policy Development & Analysis Staff (Post 
870413). BELL.J. NRC - No Detailed Affiliation Given. Ip. 48692:215-48692:237. 

-8903030301 Grant: “Research Needs for Radiation Protection Purposes," awarded to 
NCRP. 

* National Council on Radiation Protection & Measurements. BELL.J. Office of Nucle- 
ar Regulatory Research, Director (Post 860720). FIN G-1149. NRC-04-89-103. 89/02/ 
21. 22pp. 48692:216-48692:237. 

8903030487 Notification of contract execution.Mod 7 to “Radiation Monitoring Program 
Requirements." ContractorState of DE. 

HUGHES, A. Contract Administration Branch. NRC-28-83-602. FIN B-8352. 89/02/07. 
MARTIN.T.T. Region 1 , Ofc of the Director. HUGHES.A. Division of Contracts & Prop- 
erty Management (Post 890205). Ip. 48694:290-48694:296. 

-8903060011 Mod 7,extending period of performance, providing CY89 funds & revising 
Article ^incorporating revised statement of work, changing accounting & appropriation 
data & revising contractor name & address, to "Radiation Monitoring...?’ 

HUGHES, J.A. Delaware, State of. EDGEWORTH, P.J. Contract Administration Branch. 
FIN B-8352. NRC-28-83-602. 89/02/07. 6pp. 48694:291-48694:296. 

8903060108 FOIA request for Schedule B prices in Contract NRC-1 0-86-256, “Archival 
Mat! Storage." 

VAN VOORHIS.D. DDD Co. NRC-1 0-86-256. 89/02/16. BAZIN, J. Division of Contracts 
& Property Management (Post 890205). Ip. 48761:299-48761:299. 

8903100378 Notification of contract execution, Mod 9, to "Radiation Monitoring Program 
Requirements?’ ContractorOregan State Health Div. 

HUGHES.A. Contract Administration Branch. FIN B-8554. NRC-32-83-685. 89/02/17. 
HAMILL.K. Region 5, Ofc of the Director. TENBROOK.W. NRC - No Detailed Affili- 
ation Given. Ip. 48806:096-48806:107. 

-8903100385 Mod 9, extending period of performance, providing CY89 funds, revising Ar- 
ticle V, incorporating revised statement of work & changing accounting data,to "Radi- 
ation Monitoring Program Requirements." 

* Oregon, State of. EDGEWORTH.P.J. Division of Contracts & Property Management 
(880515-890204). FIN B-8554. NRC-32-83-685. 89/02/17. 11pp. 48806:097- 
48806:107. 

8903130133 Notification of contract execution.Mod 7,to “Radiation Monitoring Program 
Requirements." ContractonTennessee Dept of Health. 

HUGHES.A. NRC - No Detailed Affiliation Given. FIN B-8401-9. NRC-29-83-622. 89/ 
02/21. MALEY.R.J. Region 2, Ofc of the Director. KAHLE.J.B. NRC - No Detailed Af- 
filiation Given. Ip. 48828:324-48828:335. 

-8903130141 Mod 7,extending period of performance,providing CY89 funds, revising Ar- 
ticle V, incorporating revised statement of work & changing accounting & appropriation 
data to “Radiation Monitoring Program Requirements." 

LUNA.J.W. Tennessee, State of. * Division of Contracts & Property Management 
(8805 1 5-890204). FIN B-8401-9. NRC-29-83-622. 89/02/21. 11pp. 48828:325- 
48828:335. 

8903130157 Notification of contract execution, Mod 10, to "Radiation Monitoring Program 
Requirements.” ContractonDept of Health Svcs,Environ Mgt Branch. 

HUGHES.A. NRC - No Detailed Affiliation Given. FIN B-8553-9. NRC-32-83-684. 89/ 
02/27. HAMILL.K, Region 5. Ofc of the Director. TENBROOK.W. NRC - No Detailed 
Affiliation Given. Ip. 48820:313-48820:324. 

-8903130167 Mod 10, extending period of performance through 911231, providing CY89 
funds,revising Article V, incorporating rev to scope of work & changing accounting & 
appropriation data, to "Radiation Monitoring Program Requirements." 
WOMELDORF.DJ, California, State of. EDGEWORTH, P.J. Division of Contracts & 
Property Management (Post 890205). FIN B-8553-9. NRC-32-83-684. 89/02/27. 12pp. 
48820:314-48820:324. 

8903140612 Notification of contract execution, Mod 7, to "Radiation Monitoring Program 
Requirements." Contractor-Radiological Health Program. 

HUGHES.A. Contract Administration Branch. FIN B-8367. NRC-28-83-611. 89/01/17. 
MARTIN.T.T. Region 1, Ofc of the Director. KOTTAN.J. NRC - No Detailed Affiliation 
Given. Ip. 48858:105-48858:110. 

-8903140683 Mod 7, extending period of performance.providing CY89 funds, revising Ar- 
ticle V, incorporating revised statement of work & changing accounting & appropriation 
data,to "Radiation Monitoring Program Requirements." 

WALLACE.W.T. New Hampshire, State of. EDGEWORTH, PJ. Division of Contracts & 
Property Management (880515-890204). FIN B-8367. NRC-28-83-611. 89/01/17. 5pp. 
46858:106-46858:110. 

8903140631 Notification of contract execution.Mod 6, to “Cooperative 

Agreement:Errviron Surveillance for Measuring Concentrations of Radioactivity & Radi- 
ation Levels in Environ of Commission Licensed Activities...." ContractonNebraska 
Dept of Health. 

HUGHES, A. Contract Administration Branch. FIN B-8503-9. NRC-31 -86-330. 89/02/ 
28. MEYER.D.M. Region 4, Ofc of the Director. Ip. 48837:025-48837:040. 

-8903150050 Mod 6, extending period of performance,providing CY89 funds & revising 
Article V,to "Cooperative AgreemenfcEnviron Surveillance for Measuring Concentra- 
tions of Radioactivity & Radiation Levels in Environ of Commission Licensed...?* 
WRIGHT, G.F. Nebraska, State of. EDGEWORTH, P.J. Division of Contracts & Property 
ManagemenMPosto 89° 2 °5). FIN B-8503-9. NRC-31 -86-330. 89/02/28. 15pp. 

8903220503 Notification of grant execution: “Development of Risk Based Insp Guide- 
lines," awarded to ASME. 

HAGEY.H. Contract Negotiation Branch-1. FIN G-11459. NRC-04-89-102. 89/03/14. 
i GUSTAVE.R.P. Office of Nuclear Regulatory Research, Director (Post 860720). 
MUSCARA.J. NRC - No Detailed Affiliation Given. Ip. 49007:222-49007:244. 
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-8903220504 Grant: “Development of Risk Based (nsp Guidelines," awarded to ASME. 
SHANKEL.G.M. American Society of Mechanical Engineers. WIGGINS, E.J. Division of 
Contracts & Property Management (Post 890205). FIN G-1 1459. NRC-04-89-102. 89/ 
03/14. 22p. 49007:223-49007:244. 

8903230440 Notification of cooperative agreement: “Maint & Operation of LPDR," 
awarded to Brooks Memorial Library. 

NEIMEYER.E. Division of Contracts & Property Management (Post 890205). FIN D- 
24169. NRC-1 0-87-350. 89/03/13. GRIMSLEY.D.H. Division of Freedom of Informa- 
tion & Publications Services (Post 890205). Ip. 49031:358-49031:360. 

-8903230449 Cooperative agreement: “Maint & Operation of LPDR,” awarded to 
Brooks Memorial Library. 

MORRISON, M. Brattleboro, VT. NIEMEYER.E. NRC - No Detailed Affiliation Given. 
FIN D-24169. NRC- 10-87-350. 89/03/13. 2pp. 49031:359-49031:360. 

8903230455 Notification of contract execution, Mod 3,to “Investigation of Quarternary 
Displacement on Washita Valley Fault in Murray County, OK.” Contractor: Univ of Ar- 
kansas. 

KNOX.E. Contract Administration Branch. NRC-04-87-110. 88/11/08. ARLOTTO.G.A. 
Division of Engineering (Post 870413). MCMULLEN, R. NRC - No Detailed Affiliation 
Given. Ip. 49029:325-49029:326. 

-8903230458 Mod 3, transferring funds to travel category of budget info at no impact on 
contract ceiling amount,to “investigation of Quarternary Displacement on Washita 
Valley Fault in Murray County.OK.” 

CHAMBERLAN.G.D. Arkansas, Univ. of, Fayetteville, AR. NRC-04-87-110. 88/11/08. 
Ip. 49029:326-49029:326. 

8903270316 Notification of contract execution.Mod 7,to "Radiation Monitoring Program 
Requirements.” ContractonState of MD Dept of Environ.Radiological Health. 

HUGHES, A. Contract Administration Branch. FIN B-8353. NRC-28-83-608. 89/03/15. 
MARTIN, T.T. Region 1, Ofc of the Director. KOTTAN.J. NRC - No Detailed Affiliation 
Given. Ip. 49055:247-49055:258. 

-8903270319 Mod 7, extending period of performance.providing CY89 funds, revising Ar- 
ticle ^incorporating revised statement of work & changing accounting data,to “Radi- 
ation Monitoring Program Requirements.” 

FLETCHER, R.G. Maryland, State of. EDGEWORTH, P.J. Division of Contracts & Prop- 
erty Management (Post 890205). FIN B-8353. NRC-28-83-608. 89/03/15. 11pp. 
49055:248-49055:258. 

8903270386 Notification of contract execution, Mod 12, to “Review of RETRAN Comput- 
er Code A Confirmatory Licensing Calculations.” Contractor:SBA.Subcontractor:lntl 
Technical Svcs* 

DORSEY, M. Contract Administration Branch. FIN D-1 350-9. NRC-03-86-053. 89/03/ 
07. BAJWA,S. Planning, Program & Management Support Branch (Post 870411). 
WALKER, W. NRC - No Detailed Affiliation Given. Ip. 49110:232-491 10:235. 

-8903270388 Mod 12 , providing incremental funds in stated amount & changing as- 
signed project officer, to “Review of RETRAN Computer Code & Confirmatory Licens- 
ing Calculations.” 

* Small Business Administration. * International Technical Services, Inc. BELL.S. Divi- 
sion of Contracts & Property Management (Post 890205). FIN D-1 350-9. NRC-03-86- 
053. 89/03/07. 3pp. 491 1 0:233-491 1 0:235. 

8903270387 Notification of contract execution.Mod 12,to “Radiation Monitoring Program 
Requirements.” ContractonState of OH. 

HUGHES, A. Contract Administration Branch. NRC-30-83-646. 89/03/03. 
NORELIUS.C.E. Region 3, Ofc of the Director. CANIANO.R.J. NRC • No Detailed Af- 
filiation Given. Ip. 49110:171-49110:172. 

-6903270389 Mod 12,changing name of technical representative, to “Radiation Monitor- 
ing Program Requirements." 

* Ohio, State of. EDGEWORTH, P.J. Division of Contracts & Property Management 
(Post 890205), NRC-30-83-646. 89/03/03. Ip. 491 10:172-49110:172. 

8903270403 Notification of contract execution.Mod 24, to "Integral Sys Test Program - 
Once-Through Integral Sys & Multi-Loop Integral Sys Test Components.” 
ContractonB&W. 

BELL.S. Contract Administration Branch. FIN D-1 734. NRC-04-83-16B. 89/03/22. 
GUSTAVE, R. Program Management, Policy Development & Analysis Staff (Post 
870413). UEE.R. NRC - No Detailed Affiliation Given. Ip. 491 10:209-491 10:224. 

-8903270404 Mod 24, revising statement of work.extending period of performance to 
891231 & revising key personnel, to "Integral Sys Test Program - Once-Through Inte- 
gral Sys & Multi-Loop Integral Sys Test Components.” 

RYTKONEN.B. Electric Power Research Institute. SMITH, N. Babcock & Wilcox Co, 
BELUS. Contract Administration Branch. FIN D-1 734. NRC-04-83-168. 89/03/21. 
15pp. 49110:210-49110:224. 

8903270408 Notificaition of contract execution,Mod 2,to “Processing & Packing Docu- 
ments for Transmittal to LPDR." ContractorSBA. Subcontractor:Analysis Group, Inc. 
KNOX.E. Contract Administration Branch. FIN D-24169. NRC-39-68-209. 89/02/21. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (880515- 
890204). NORTHERN, S.S. NRC - No Detailed Affiliation Given. Ip. 49110:227- 
49110:229. 

—8903270409 Mod 2,providing no-cost extension until 8901 24, to “Processing 6 Packing 
Documents tor Transmittal to LPDRs." 

TEAMER.R.B. Small Business Administration. CIRRILLO.J.A. Analysis Group, Inc. 
EDGEWORTH, P.J. Division of Contracts & Property Management (Post 890205). FIN 
D-24169. NRC-39-88-209. 89/02/21. 2pp. 49110:228-49110:229. 

8903270416 Notification of contract execution.Mod 13, to "Lease/Purchase of GE Black 
Fox Simulator.” ContractonGE. 

MEEHAN, B. Contract Administration Branch. FIN B-87549. NRC-05-86-169. 89/03/10. 
SPESSARD.R.L Division of Operational Assessment (Post 870413). ROESSLER.S. 
NRC - No Detailed Affiliation Given. Ip. 49110:230-49110:231. 

-8903270417 Mod 13,providing incremental funding, to “Lease/ Purchase of GE Black 
Fox Simulator.” 

4 General Electric Co. EDGEWORTH.P.J. Division of Contracts & Property Manage- 
ment (Post 890205). FIN B-87549. NRC-05-86-169. 89/03/10. Ip. 49110:231- 
49110:231. 


8903270418 Notification of contract execution.Mod 11, to “Radiation Monitoring Program 
Requirements.” ContractonState of Ml. 

HUGHES.A. Contract Administration Branch. NRC-30-83-644. 89/03/03. 

NORELIUS.C.E. Region 3, Ofc of the Director. CANIANO.R.J. NRC - No Detailed Af- 
filiation Given. Ip. 49110:225-49110:226. 

-8903270419 Mod 11, changing name of technical representative^ “Radiation Monitor- 
ing Program Requirements ” 

* Michigan, State of. EDGEWORTH.P.J. Division of Contracts & Property Management 
(Post 890205). NRC-30-83-644. 89/03/03. Ip. 49110:226-49110:226. 

8903280003 Notification of contract execution,Mod 11 .to "Radiation Monitoring Program 
Requirements." Contractor; State of MN. 

HUGHES, A. Contract Administration Branch. NRC-30-83-645. 89/03/03. 

NORELIUS.C.E. Region 3. Ofc of the Director. DOLEZAL.A. NRC - No Detailed Affili- 
ation Given. Ip. 49074:142-49074:143. 

-8903280004 Mod 11, changing name of technical representative.to "Radiation Monitor- 
ing Program Requirements." 

* Minnesota, State of. EDGEWORTH, P.J. Division of Contracts & Property Manage- 
ment (Post 890205). NRC-30-83-645. 89/03/03. Ip. 49074:143-49074:143. 

8903280227 Notification of contract execution.Mod 1,to “Senior Executive Svc Training 
Conference." ContractonHotel Belvedere. 

KNOX.E, Contract Administration Branch. FIN D-23009. NRC-38-89-333. 89/03/07. 
MONACO, N. Ofc of Personnel (Post 870413). MALTZ.A. NRC • No Detailed Affiliation 
Given. Ip. 49074:161-49074:164. 

-8903280235 Mod 1 .providing funding for addl requirements within contract statement 
of work,to “Senior Executive Svc Training Conference." 

BASLER.M. Hotel Belvedere. EDGEWORTH, P.J. Division of Contracts & Property 
Management (Post 890205). FIN D-23009. NRC-38-89-333. 89/02/16. 3pp. 
49074:162-49074:164. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


8903010081 FOIA request for "Easter Sunday Dosimetry Rept,” ref in HA Falk 790426 
memo. 

AAMODT.M.M. Aamodts. 89/01/26. NRC - No Detailed Affiliation Given. 3pp. 
48580:301-48580:303. 


8903010099 Fined response to FOIA request for records.Forwards document listed in 
App A.App A document available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/02/23. AAMODT.M.M. Aamodts. 2pp. 48580:304-48581:016. 

-8903010102 "Preliminary Estimates of Population Dose & Health Effects." 

BATTIST.L., BUCHANAN, J. NRC - No Detailed Affiliation Given. NELSON, C. Environ- 
mental Protection Agency. 79/04/15. 71pp. 48580:306-48581:016. 

8903010119 Partial response to FOIA request for records.App C documents available in 
PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/02/27. MOHAN.G. Tampa Tribune. 2pp. 48580:297-48580:300. 

8903010165 FOIA request for records re NRC/util 861124 mgt meeting documented in 
W Kane 861231 Itr. 

CARREY-BEAVER Massachusetts, Commonwealth of. 88/05/23. GRIMSLEY.D.H. 
NRC • No Detailed Affiliation Given. 2pp. 48581:017-48581:018. 

8903010168 FOIA request for records re supplementary Confirmatory Action Ltr CAL- 
86-10 issued on 860827. 

CARREY-BEAVER Massachusetts, Commonwealth of. CAL-86-10. 88/05/23. 
GRIMSLEY.D.H. NRC - No Detailed Affiliation Given. 2pp. 48581:019-48581:020. 

8903010177 Final response to FOIA request for records.App F records available in 
PDR.App G documents end & available in PDR.App H records partially withheld & 
App I records completely withheld (ref FOIA Exemption 5). 

PHILIPS, J. Division of Freedom of Information & Publications Services (Post 890205). 
89/02/22. CARREY-BEAVER Massachusetts, Commonwealth of. 13pp. 46581:021- 
48581:033. 


-8903010186 Partially withheld memo forwarding operating plan for integrated assess- 
ment insD.Related info also end. 

BLOUGHAR. Region 1, Ofc of the Director. 89/03/01. COLLINS, S.J. Region 1, Ofc 
of the Director. 250pp. 48581:034-48582:053. 

8903030241 FOIA request for documents received by or generated by Pilgrim Restart 
Assessment Panel re Panel activities. 

CARREY, BEAVER Massachusetts, Commonwealth of. 88/10/11. GRIMSLEY.D.H. Di- 
vision of Freedom of Information & Publications Services (880515-890204). 2pp. 
69671:039-69671:044. 

8903030254 Final response to FOIA request for records.App A records available in 
PDR.App B records end & available in PDR.App C & D records partially & completely 
withheld, respectively, (ref FOIA Exemption 5). 

GRIMSLEYJD.H. Division of Freedom of Information A Publications Services (Post 
890205). 89/02/23. CARREY-BEAVER Massachusetts, Commonwealth of. 7pp. 
48722:144-48723:037. 

-8903030269 Advises that licensee power ascension program satisfies NRC request for 
formal restart program & schedule w/appropriate hold points.Further review of licens- 
ee technical justification for non-instrumented transmitters ongoing. 

EVANS, M. Region 1, Ofc d the Director. 89/02/23. DOERFLEIN.L Region 1, Ofc of 
the Director. 2pp. 48722:151-48722:152. 

-8903030273 Discusses review of current status of licensee power ascension test pro- 
gram & specific issues identified during 880408 mgt meeting. 

EVAN$,M. Region 1, Ofc of the Director. 89/02/23. Affiliation Not Assigned. 2pp. 
48722:153-48722:154. 
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-8903030283 “Pilgrim Nuclear Power Station Special Post-Startup Training Program to 
Satisfy Requirements of NUREG-1 021 .Section ES-109, Parts B.2.e & B.2.f for Reactor 
Operator Licensed Personnel & Parts D.2.e & D.2.f for Senior Reactor ...." 

BALFOUR, H.R.. MARTRANGL.P.E., GILLESPIE.D. Boston Edison Co. 88/08/09. 
43pp. 48722:155-48722:197. 

-8903030293 Provides preliminary info re util Integrated Assessment Team Insp 50- 
293/88-21 .Operational/insp plan providing primary administrative & technical guidance 
will be issued shortly.Current team roster & preliminary schedule end. 

BLOUGH.R. Region 1, Ofc of the Director. 88/05/06. Region 1, Ofc of the Director. 
10pp. 48722:198-48722:207. 

-8903030303 “Independent Review of Adequacy of Power Ascension Program Test- 

hX’nLEY.D.W., FAIRBANK.R.V., ANTONOPOULOS.P. Boston Edison Co. 88/07/07. 
98pp. 48722:208-48722:305. 

-8903030306 Provides updated info re 880808-19 Pilgrim Integrated Team Insp 50-293/ 
88-21 .w/onsite 880719-21 preparation.Revised operational/insp plan will be issued 
short! 1 ,* Currsrt tear rcstor & preliminary schedule end. 

ELCUGHF. Rogior ■, Ofc of the Director. 88/07/14. Region 1, Ofc of the Director. 
4pp. 43:22:206-43/2 2:309. 

-8903030314 Forwards rept of results of NRC review of licensee restart readiness self- 
assessment rept & process conducted on site during 880620-24 visit.Licensee self- 
assessment process found thorough. 

DOERFLEIN.LT. Region 3. Ofc of the Director. 88/08/05. COLLINS, S.J. Region 1, 
Ofc of the Director. 16pp. 48722:310-48722:325. 

-8903030320 Summary of Pilgrim Restart Assessment Panel 88081 1 telcon re status of 
NRC & licensee activities associated w/proposed plant restart.Next panel meeting will 
be held on 880825. 

COLLINS.S.J. Region 1, Ofc of the Director. 88/08/15. RUSSELL, W.T. Region 1, Ofc 
of the Director. 52pp. 48722:326-48723:017. 

-8903030324 Summary of Pilgrim Restart Assessment Panel 880825 meeting in 
Plymouth, MA re status of NRC & licensee activities associated w/proposed plant 
restartPanel meeting by telcon planned for 880901. 

COLLINS, S.J. Region 1, Ofc of the Director. 88/08/31. RUSSELL, W.T. Region 1, Ofc 
of the Director. 6pp. 48723:01 8-48723:023. 

-8903030328 Summaiy of Pilgrim Restart Assessment Panel 880901 meeting by telcon 
re status of NRC & licensee activities associated w/proposed plant restartPanel 
meeting by telcon planned for 880915. 

COLLINS, S.J. Region 1, Ofc of the Director. 88/09/13. RUSSELL, W.T. Region 1, Ofc 
of the Director. 6pp. 48723:024-48723:029. 

-8903030334 Summary of Pilgrim Restart Assessment Panel 88091 5 meeting by telcon 
re status of NRC & licensee activities associated w/proposed plant restartPanel 
meeting in Plymouth, MA on 880929 planned. Partially deleted subj panel issues end. 
COLLINS, S.J. Region 1, Ofc of the Director. 88/09/28. RUSSELL, W.T. Region 1, Ofc 
of the Director. 8pp. 48723:030-48723:037. 

8903060031 FOIA request for records on listed entities, projects or issues re plant. 

PITTS, R.A. Miller, Canfield, Paddock & Stone. 89/01/12. Federal Emergency Manage- 
ment Agency. 2pp. 48762:1 65-48762:1 66. 

8903060035 Final response to FOIA request for records.ES Christenbury 860618 Itr to 
SW Perry available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/02/28. PITTS,R.A. Miller. Canfield, Paddock & Stone. Ip. 48762:167- 
48762:167. 

8903060038 FOIA request for Medipure.lnc permit application w/NRC to bum radwaste. 
PORTER, K. Affiliation Not Assigned. 89/02/09. Region 4, Ofc of the Director. Ip. 
48762:168-48762:168. 

8903060041 Final response to FOIA request for records.No agency records subj to re- 
quest located. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/02/28. PORTER.K. Affiliation Not Assigned. Ip. 48762:169-48762:169. 

8903060049 FOIA request for Pages from 766 sys re noncompliances cited in reactor 
insp repts that had noncompliance & issued in CY88. 

WILLIAMS, O.G. JRA Associates. 89/02/20. GRIMSLEY.D.H. Office of Administration 
(Post 890205). 3pp. 48761:295-48761:297. 

8903060051 Final response to FOIA request.Agency records subj to request encl.W/o 
end. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/02. WILLIAMS.O.G. JRA Associates. Ip. 48761:298-48761:298. 

8903060065 FOIA request for solicitation mailing list re RS-ARM-89-161, “Telephone 
Switching Sys." 

EDFORS.J.P. Federal Leasing, Inc. 89/02/03. FLYNN, M. Division of Contracts & 
Property Management (880515-890204). Ip. 48761:290-48761:291. 

8903060083 Final response to FOIA request for records.App A records totally withheld 
(ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/02. EDFORS.J.P, Federal Leasing, Inc. 3pp. 48761:292-48761:294. 

8903060108 FOIA request for Schedule B prices in Contract NRC-1 0-86-256, “Archival 
Matl Storage." 

VAN VOORHIS.D. DDD Co. NRC-1 0-86-256. 89/02/16. BAZIN, J. Division of Contracts 
& Property Management (Post 890205). Ip. 48761:299-48761:299. 

8903060112 Final response to FOIA request for records.Agency record subj to request 
end. 

GRIMSLEY,D,H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/02. VAN VOORHIS.D. DDD Co. Ip. 48761:300-48761:302. 

-8903060115 Undated Section B, “Supplies or Svcs & Prices/Costs.” 

* NRC - No Detailed Affiliation Given. 89/03/02. 2pp. 48761:301-48761:302. 

8903060121 FOIA request for bid tab info for stated RFQ. 

ZADD.LP. Faxon Co., Inc. 89/01/26. NRC • No Detailed Affiliation Given. Ip. 
48761:303-48761:303. 


8903060126 Final response to FOIA request for records. App A record partially withheld 
(ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/02. ZADD.LP. Faxon Co., Inc. 3pp. 48761:304-48761:307. 

-8903060128 Partially withheld "Summary of Evaluation for Subscription Svcs." 
MATTIA.M.J. Division of Contracts & Property Management (880515-890204). 89/01/ 

1 1 . 1 p. 48761 :307-48761 :307. 

8903060130 FOIA request for printouts of summary of noncompliance statistics for reac- 
tors for 1987 & 1988. 

SHERMAN, D. American Nuclear Insurers. 89/02/01. GRIMSLEY.D. NRC - No De- 
tailed Affiliation Given. 2pp. 48761:308-48761:309. 

8903060134 Final response to FOIA request for records.Agency records subj to request 
encl.W/o end. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/02. SHERMAN, D. American Nuclear Insurers. Ip. 48761:310- 
48761:310. 

8903060138 Forwards record identified as App C/C-1 in 890207 response to FOIA 
request, per telcon.Record improperly withheld. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/01. JOHNSON, G.E. Swidler & Berlin. Ip. 48761:284-48761:289. 

-8903060142 “Preliminary Critical Path Projection for RF07." 

* Boston Edison Co. 86/04/25. 2pp. 48761:288-48761:289. 

8903100371 FOIA request for documents re allegations of improper control room con- 
duct at util. 

CLAIR, K.S. Schnader, Harrison, Segal & Lewis. 89/01/13. NRC - No Detailed Affili- 
ation Given. 2pp. 48801:226-48801:227. 

8903100376 Partial response to FOIA request for documents.lnforms that App A docu- 
ments withheld in entirety (ref FOIA Exemption 7). 

PHILIP Division of Freedom of Information & Publications Services (Post 890205). 89/ 
03/06. CLAIR, K.S. Schnader, Harrison, Segal & Lewis. 3pp. 48801:228-48801:230. 

8903100383 Final response to FOIA request for documents. Forwards App J 
documents.App J documents also available in PDR.App K documents partially with- 
held (ref FOIA Exemption 4). 

PHILIP, J. Division of Freedom of Information & Publications Services (Post 890205). 
89/03/03. AFTERGOOD, S. Committee to Bridge the Gap. 4pp. 48801:231-48801:260. 

-8106250012 Comments on 810430 Amend 3 to Mar 1980 security plan.No security 
concerns identified. 

IVEY.L.W. Physical Security Sec, Safeguards Br.Div of Technical lnspection,R5. 81/ 
04/29. BUSH.LL Physical Security Sec, Safeguards Br.Div Safeguards & Radiological 
Safety Insp, IE. Ip. 48801:239-48801:239. 

-8903100448 Discusses review of Rev 8 to licensee physical security plan for protec- 
tion of SNM of moderate strategic siqn'-ficancc dtd Mar 1980. 

MCQUEEN, A.D. Region 5, Die of tno D rector. RV-SSL-00052. 85/03/12. 
SCHUSTER, M.D. Region 5, Ofc of the Director. 2pp. 48801:240-48801:241. 

-8903100456 Documents that UCLA exempt from requirements for security plan (ref 
1 0CFR73.67(c)(1 )). 

NORDERHAUG.LR. Region 5, Ofc of the Director. UCLA PP-2-1. 85/01/31. Region 
5, Ofc of the Director. Ip. 48801:242-48801:243. 

-8903100473 Partially withheld memorandum about security concerns re licensee secu- 
rity plan dtd Mar 1980, including June 1980 Amend 1 & Feb 1981 Amend 2. 

IVEY.LW. Physical Security Sec, Safeguards Br.Div of Technical Inspection, R5. 81/ 
04/01. BUSH.L.L Physical Security Sec, Safeguards Br.Div Safeguards & Radiological 
Safety Insp, IE. 11pp. 48801:244-48801:254. 

-8903100478 Partially deleted safeguards review rept re licensee 840710 Amend 7 to 
physica^security plan for protection of SNM of moderate strategic significance dtd 

MCQUEEN, A.D. Region 5. Ofc of the Director. RV-SEPL-00028. 84/10/18. 
SCHUSTER, M.D. Region 5, Ofc of the Director. 6pp. 48801:255-48801:260. 

8903100562 Final response to FOIA request for transcripts re facility. Forwards App H 
documents.App H documents also available in PDR.App I documents partially withheld 
per Sunshine Act 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/01. SCHMIEGE.P.A. O’Melveny & Myers. 4pp. 48874:081-48875:042. 

-8903100569 Transcript of 840123 closed meeting in Washington,DC re discussion of 
pending investigations on facility.Pp 1-27. 

* Commissioners. 84/01/23. 28pp. 48874:125-48874:152. 

-8903100574 Transcript of 840319 closed session in Washington, DC re status of pend- 
ing investigation on plantPp 74-85. 

* Commissioners. 84/03/19. 14pp. 48874:153-48874:166. 

-8903100577 Transcript of 840326 closed meeting in Washington, DC re status of pend- 
ing investigation on plant Pp 1-27. 

* Commissioners. 84/03/26. 28pp. 48874:167-48874:194. 

-8903100580 Transcript of 840730 closed meeting in Washington, DC re status of pend- 
ing investigations on plant.Pp 1 A-88. 

* Commissioners. 84/07/30. 90pp. 48874:195-48874:285. 

-8903100585 Transcript of 850108 closed meeting in Washington.DC re periodic brief- 
ing on near-term OLs.Pp 20-21. 

* Commissioners. 85/01/08. 3pp. 48874:286-48874:288. 

-8903100587 Transcript of 850108 meeting in Washington, DC re periodic briefing on 
near-term OLs.Pp 3-4. 

* Commissioners. 85/01/08. 3pp. 48874:289-48874:291. 

-8903100589 Transcript of 850423 closed meeting in Washington,DC re discussion of 
pending investigations.Pp 2-2 5. 

* Commissioners. 85/04/23. 26pp. 48874:292-48874:317. 
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-8903100590 Partially withheld transcript of 850423 closed meeting in Washington, DC 
re discussion of pending investigations. Pp 2-8. 

* Commissioners. 85/04/23. 8pp. 48874:318-48874:325. 

-8903100592 Partially withheld transcript of 850726 meeting in Washinton.DC re discus- 
sion of pending investigations.Pp 1-60. 

* Commissioners. 85/07/26. 62pp. 48874:357-48875:027. 

-8903100593 Partially withheld transcript of 841022 closed meeting in Washington, DC 
re status of near-term OLs.Pp 33-55. 

* Commissioners. 84/10/22. 23pp. 48875:028-48875:042. 

8903130041 FOIA request for documents re contacts w/NRC on subj of target schedule 
for final initial decision in matter of licensee. 

DOUGHTY, J. Seacoast Anti-Pollution League. 89/02/09. Office of Administration 
(Post 890205). 2pp. 48875:046-48875:047. 

8903130046 Final response to FOIA request for documents. No agency records subj to 
request located. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/09. DOUGHTY.J. Seacoast Anti-Pollution League. Ip. 48875:048- 
48875:048. 

8903130061 FOIA request for documents re minutes of NRC 890125 meeting re QA 
issues, including revised DOE schedule for qualifying QA programs, protocol for NRC 
participation in DOE verification activities & NRC observations on DOE QA audits. 
MARLIN.M. Resource Technical Services, Inc. 89/02/27. ROBINSON, L. NRC - No 
Detailed Affiliation Given. Ip. 48875:043-48875:043. 

8903130067 Final response to FOIA request for documents.lnforms that App A docu- 
ment available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/09. MARLIN.M. Resource Technical Services, Inc. 2pp. 48875:044- 
48875:045. 

8903130085 FOIA request for draft "General Design for Alternative Methods for Dispos- 
al of Low Level Radwastes,” as mentioned in NUREG/CR-5041,Vol 1, including at- 
tachments & ghcIs W /one! 

WILLIAMS, O.G. JRA Associates. OQW-89-026-236/. 89/02/20. GRIMSLEY.D.H. NRC 
- No Detailed Affiliation Given. 3pp. 48875:049-48875:051. 

8903130096 Final response to FOIA request for documents.Forwards App A 
document.App A document also available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/09. WILLIAMS, O.G. JRA Associates. 2pp. 48875:052-48875:061. 

-8903130109 Forwards draft Task 1 of Interagency Agreement NRC-02-87-006, "Tech- 
nical Assistance in Development of Engineering Criteria & Requirements for 
Alternative...for Disposal of Low Level Radwaste," for intra-agency review. 
WHALIN.R.W. Army, Dept, of, Corps of Engineers. FIN D-1071-7. NRC-02-87-006. 87/ 
04/22. KANE.J. NRC - No Detailed Affiliation Given. 6pp. 48875:054-48875:059. 

-8903130128 Provides comments for Task 1 work efforts by US Army Corps of Engi- 
neers (COE) based on COE 870422 draft Itr rept re Interagency Agreement NRC-02- 
87-006, FIN D-1 071 -7.Requests COE to provide resources & technical support for 
Task 2 

KANE.j. Technical Branch. FIN D-1071-7. NRC-02-87-006. 87/05/28. WHALIN.R.W. 
Army, Dept, of, Corps of Engineers. 2pp. 48875:060-48875:061. 

8903140192 FOIA request for lists of nuclear reactor sites that has conducted emergen- 
cy preparedness exercise since Jan 1984 & of nuclear reactor sites that has projected 
exercises for Jan 1 989 - Dec 1 992. 

HAWKINS, M. Impell Corp. 88/11/30. NRC - No Detailed Affiliation Given. 2pp. 
48875:080-48875:081. 


8903140236 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/09. 
HAWKINS, M. Impell Corp. 2pp. 48875:082-48875:112. 


-8810130013 Informs of headquarters participation in listed exercises w/ regions for 
1 988-1 989 

SPESSARD.R.L. Division of Operational Assessment (Post 870413). 88/09/23. 
ALLAN.J.M. Region 1, Of c of the Director. ERNEST, M.L. Region 2, Ofc of the Direc- 
tor. PAPERIELLO.C.J. Region 3. Ofc of the Director. 2pp. 48875:084-48875:085. 


-8903140269 Informs of planned regional participation in emergency exercises for 
FY89.Tentative schedule of activities listed. _ 

RUSSELL, W.T. Region 1, Ofc of the Director. 88/11/04. Region 1, Ofc of the Direc- 
tor. 22pp. 48875:086-48875:107. 


-8903140279 Informs that Region 111 required to participate in emergency response ex- 
ercises on quarterly basis.Approved exercises for FY89 listed. 

NORELIUS.C.E. Region 3, Ofc of the Director. 88/08/15. Region 3, Ofc of the Direc- 
tor. 5pp. 48875:108-48875:112. 

8903140700 Appeals 881020 denial of FOIA Request FOIA-84-454 dtd 840529, renew- 
ing request for release of Documents 36-61 listed in App C.withheld under FOIA Ex- 
emption S.Arguments supporting request for release of subj documents listed. 
AFTERGOOD, S. Committee to Bridge the Gap. 88/11/14. Commissioners. 2pp. 
48875:113-48875:122. 


-8903150288 Investigation Rept. "ASLB - Allegations Re Three NRC Employees," initi- 
ated in response to JH Frye 831223 Itr in considering relicensing of nonpower reactor 
at UCLA.No evidence of willful misrepresentation found. 

SMITH, R.M., BOWERS.H., MESSENGER, G.H. Office of Inspector & Auditor. 84/06/ 
12. 10pp. 48875:126-48875:136. 

-8903150311 Committee to Bridge the Gap memorandum as to status of Contention XX 
(security) re UCLA application for renewal of OL.AIIegations of three NRC employees 
made. 

HIRSCH.D. California, Univ. of, Los Angeles, CA. HIRSCH.D. Committee to Bridge the 
Gap. OL. 83/12/23. Atomic Safety and Licensing Board Panel. 17pp. 48875:137- 
48875:198. 


-8903150335 Discusses impact of proposed safeguards "upgrade" rule on nonpower 
reactors.Protection requirements of current & proposed rules set forth.Steps taken to 
resolve concerns listed.RN Smith repts of interview attached. 

MILLER, J.R. NRC - No Detailed Affiliation Given. 79/05/31. STELLO.V. NRC - No De- 
tailed Affiliation Given. 16pp. 48875:199-48875:251. 


-8903150367 Affidavit of MD Schuster in response to question raised by ASLP in UCLA 
proceeding in ASLP 840224 Order re physical security insp repts to UCLA & every 
licensee inspected. 

SCHUSTER, M.D. Region 5, Ofc of the Director. 84/03/06. 2pp. 48875:267-48875:275. 


-8903150376 Documents receipt of addl matls from Judge Frye during period 831230- 
840105.Matls received listed.Documents re investigation of allegations of misrepre- 
sentations against three NRC employees & repts of interview attached. 

SMITH, R.M. Office of Inspector & Auditor. 84/01/10. Office of Inspector & Auditor. 
170pp. 48875:276-48876:085. 


-8405180013 SECY-83-500A Recommends Commission affirm SECY-83-500 to revise 
1 0CFR73.40(a),general physical protection requirement. 

DIRCKS.W.J. Ofc of the Executive Director for Operations. 84/04/20. 3pp. 48875:252- 
48875:266. 


-8903150273 Forwards rept of investigation re allegations that JR Miller.DM Carlson & 
C Woodhead misrepresented mat! facts before ASLB, in response to JH Frye 831223 
Itr.No evidence of knowingly or willfully misrepresenting facts to ASLB found. 
MESSENGER, G.H. Office of Inspector & Auditor. 84/06/12. PALLADINO, GILINSKY, 
ROBERTS Commissioners. 2pp. 48875:124-48875:125. 


-8903150288 Investigation Rept, “ASLB - Allegations Re Three NRC Employees," initi- 
ated in response to JH Frye 831223 Itr in considering relicensing of nonpower reactor 
at UCLA.No evidence of willful misrepresentation found. 

SMITH, R.M., BOWERS.H., MESSENGER.G.H. Office of Inspector & Auditor. 84/06/ 
12. 10pp. 48875:126-48875:136. 

-8903150311 Committee to Bridge the Gap memorandum as to status of Contention XX 
(security) re UCLA application for renewal of OL.AIIegations of three NRC employees 
made. 

HIRSCH.D. California, Univ. of, Los Angeles, CA. HIRSCH.D. Committee to Bridge the 
Gap. OL. 83/12/23. Atomic Safety and Licensing Board Panel. 17pp. 48875:137- 
48875:198. 


-8903150335 Discusses impact of proposed safeguards “upgrade” rule on nonpower 
reactors.Protection requirements of current & proposed rules set forth.Steps taken to 
resolve concerns listed.RN Smith repts of interview attached. 

MILLER, J.R. NRC - No Detailed Affiliation Given. 79/05/31. STELLO.V. NRC - No De- 
tailed Affiliation Given. 16pp. 48875:199-48875:251. 

-8903150367 Affidavit of MD Schuster in response to question raised by ASLP in UCLA 
proceeding in ASLP 840224 Order re physical security insp repts to UCLA & every 

licensee inspected. 

SCHUSTER, M.D. Region 5, Ofc of the Director. 84/03/06. 2pp. 48875:267-48875:275. 


-8903150376 Documents receipt of addl matls from Judge Frye during period 831230- 
8401 05. Matls received listed.Documents re investigation of allegations of misrepre- 
sentations against three NRC employees & repts of interview attached. 

SMITH, R.M. Office of Inspector & Auditor. 84/01/10. Office of Inspector & Auditor. 
170pp. 48875:276-48876:085. 

8903200143 FOIA request for Ofc of Inspector & Auditor rept of Feb-Mar 1986 re info 
concerned w/complaint about Denton libelious utterances in certain public documents 
& all records used in development of subj info.NRC 860318 Itr end. 

REYTBLATT.2. Illinois Institute of Technology, Chicago, IL. 88/12/18. 
GRIMSLEY.D.H. NRC - No Detailed Affiliation Given. Ip. 49019:300-49019:301. 


-8903200154 Responds to 860217 request for matls re Ofc of Inspector & Auditor in- 
vestigation of allegation referred to by Denton. Advises that prompt response will be 

given if request made under provisions of FOIA. 

GRIMSLEY.D.H. Division of Rules & Records (Pre 870413). 86/03/18. REYTBLATT.Z. 
Illinois Institute of Technology, Chicago, IL Ip. 49019:301-49019:301. 

8903200161 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/15. REYTBLATT,Z. Illinois Institute of Technology, Chicago, IL. 2pp. 
49019:302-49020:007. 


8903150185 Responds to appeal of denial of FOIA request for Documents 36-61 on 
App C.Release$ Documents C-38 - C-58.C-60 & C-61. Other App C documents with- 
held (ref FOIA Exemption 5). 

CHILK.S.J. Office of the Secretary of the Commission. 89/03/03. AFTERGOOD, S. 
Committee to Bridge the Gap. Ip. 48875:123-48876:085. 


-8903200166 Forwards Ofc of Inspector & Auditor memo rept re investigation of allega- 
tion by ZV Reytblatt that NRR Director, HR Denton, made false statement in 840316 
"Director’s Decision Under 10CFR2.206 ” Conclusions listed. 

EDLES.G.J. Office of Inspector & Auditor. 2.206. 86/03/04. STELLO.V. Ofc of the Ex- 
ecutive Director for Operations. 2pp. 49019:304-49019:305. 


-8405180013 SECY-83-500A Recommends Commission affirm SECY-83-500 to revise 
10CFR73.40(a),general physical protection requirement 

DIRCKS.W.J. Ofc of the Executive Director for Operations. 84/04/20. 3pp. 48875:252- 


48875:266. 


-8903200171 Submits memo rept re investigation of allegation against NRR Director 
HR Denton. 

SMITH, L.B., MULLEY.G.A. Office of Inspector & Auditor. 86/03/04. Office of Inspector 
& Auditor. 5pp. 49019:306-49019:310. 


-8903150273 Forwards rept of investigation re allegations that JR Miller.DM Carlson & 
C Woodhead misrepresented mat! facts before ASLB, in response to JH Frye 831223 
ltr.No evidence of knowingly or willfully misrepresenting facts to ASLB found. 
MESSENGER.G.H. Office of Inspector & Auditor. 84/06/12. PALLADINO, GILINSKY, 
ROBERTS Commissioners. 2pp. 48875:124-48875:125. 


-8903200179 Requests to limit investigation of Denton activities solely to verification of 
Denton making false statement in director decision & to instruct Logan & Smith to 
spend 1 man-hr to complete investigation. 

REYTBLATT.Z. Illinois Institute of Technology, Chicago, IL. 85/12/19. CONNELLY, S. 
Office of Inspector & Auditor. Ip. 49019:311-49019:311. 
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-8903200188 Informs that H Denton remark in Director Decision on Citizens Against 
Nuclear Power (CANP) petition libelous & slanderous & demands Denton personal 
public apology & written withdrawal to CANP absolving author. 

REYTBLATT.Z. Illinois Institute of Technology, Chicago, IL 85/12/13. DENTON, H. 
NRC - No Detailed Affiliation Given. 6pp. 49019:312-49019:317. 

-8903200195 Provides statement surrounding submittals of documents by Z Reytblatt & 
claims of proprietary treatment of subj documents. 

SHOMAKER.E.C. Operations & Administrative Division. 86/01/24. SMITH, L. Office of 
Inspector & Auditor. 3pp. 49019:318-49020:007. 

8903200213 Final response to FOIA request for documents. No add! records subj to re- 
quest locatedNRC fees stated. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/16. CLAIR, K.S. Schnader, Harrison, Segal & Lewis. Ip. 49020:008- 
49020:010. 

8903200301 Partial response to FOIA request for documents. Forwards App E/E & por- 
tions of App F/F documents.App D/D, E/E & portions of App F/F documents available 
in PDR.App G/G & portions of App F/F withheld (ref FOIA Exemption 5) 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/10. JOHNSON.G.E. Swidler & Berlin. 9pp. 48931:238-48934:061. 

—8309210496 Requests assistance w/response to emergency preparedness issues 
raised by Massachusetts PIRG re offsite emergency response plans & 
preparedness.Rept on adequacy of plans requested. 

JORDAN, E.L. Dtv of Emergency Preparedness & Engineering Response, IE(85021 2- 
870413). 83/09/06. KRIMM.R.W. Federal Emergency Management Agency. 87pp. 
48931:247-48931:330. 


-8903200315 Partially deleted memo re licensee performance & plant shutdown. 
STELLO.V. Ofc of the Executive Director for Operations. 86/06/12. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 48931:331-48931:331. 

-8903200322 Responds to 861222 Itr & rept re state of emergency preparedness at 
utiLEmergency preparedness wilt be reviewed in coming months in preparation for de- 
cision on readiness of plant.Findings will be discussed w/recipient after review. 
MURLEY.T.E. Region 1. Ofc of the Director. 87/01/05. BARRY.C.V. Massachusetts, 
Commonwealth of Ip. 48931:332-48931:332. 

-8903200332 Requests to appear before Commonwealth of MA special joint committee 
on investigation & study of plant on 870302 in Boston, MA during review of public 
safety, financing, supplies, equipment & plans for emergency preparedness. 

NORTON, T.C., FORMAN.P. Massachusetts, Commonwealth of. 87/02/10. 
PARLER.W. Office of the General Counsel. Ip. 48931:333-48931:333. 

-8903200338 Forwards background info for Chairman Zech visit to plant on 870310-11. 
KANE.W.F. Region 1, Ofc of the Director. 87/02/27. BRACH.E.W. Region 1, Ofc of 
the Director. 12pp. 48931 -.334-48931:345. 

-8903200341 Forwards background info for Commissioner Carr visit to plant on 870522. 
KANE.W.F. Region 1. Ofc of the Director. 87/05/14. MARTIN, T.O. Region 1, Ofc of 
the Director. 117pp. 48931:346-48932:094. 

-8903200352 Forwards licensee Itr to PW Agnes & attachments, “Emergency Pre- 
paredness Matls," addressing outstanding issues re plant EPZ.Recommends to for- 
ward info to FEMA for use in FEMA assessment of plant offsite emergency plans. 
BELLAMY, R.R. Region 1, Ofc of the Director. 87/07/09. MATTHEWS, D.B. Emergency 
Preparedness Branch. 300pp. 48932:095-48933:096. 

-8903200359 Requests review of end Commonwealth of MA brief, “Petition for Review 
of Dedsion of NRC," re mgt,emergeney planning & containment issues at plant 
CROCKETTS. Office of the General Counsel. 2.206. 88/01/14. WESSMAN.D. NRC - 
No Detailed Affiliation Given. 44pp. 48933:097-48933:140. 

-8903200365 Forwards Commonwealth of MA brief seeking judidal review of decision 
denying Massachusetts PIRG 2206 petition on mat, emergency planning & contain- 
ment issues at plant 

CROCKETTS. Office of the General Counsel. 2.206. 88/01/15. MURLEY.T. NRC - 
No Detailed Affiliation Given. Ip. 48933:141-48933:141. 

-8903200369 Forwards Commonwealth of MA brief seeking judicial review of director 
decision denying Massachusetts PIRG 2206 petition on mgtemergency planning & 
containment issues at plant & requests to look at argument on emergency planning. 
CROCKETT, S. Office of the General Counsel. 2206. 88/01/15. VAN NIEL.D. NRC - 
No Detailed Affiliation Given. Ip. 48933:142-48933:142. 

-8903200374 Forwards final NRC brief on director decision on Massachusetts PIRG 
2206 re plant 

CROCKETTS. Office of the General Counsel. 2206. 88/03/01. VAN NIEL.D. Office 
of Nuclear Reactor Regulation, Director (Post 870411). 54pp. 48933:143-48933:196. 

-8903200382 Forwards background info on plant for Commissioner Rogers visit to plant 
on 880506, 

WIGGINS.J.T., KANE.W.F. Region 1, Ofc of the Director. 88/04/29. MARTIN, T.O. 
Region 1, Ofc of the Director. 208pp. 48933:197-48934:044. 


-8903200401 Forwards R Bird clarification re licensee offsite emergency planning proc- 
ess for plantinduding studies conducted for sheltering beach/transient populations to 
provide town of Duxbury.MA w/data to identify final usable shelters. 

BELLAMY.R.R. Region 1, Ofc of the Director. 87/11/17. D1NAN.M.A. Affiliation Not 
Assigned. Ip. 48934:045-48934:061. 


8903200445 FOIA request for documents re NRC correspondence w/ficensee. List of 
missing correspondence ref in NRC registration end. 

SMITH.G.M. Berthold Systems, Inc. (affiliate of Lab of Dr. Berthold, Wildbad, GDR). 


89/01/12 ROBINSON.LL NRC 
48931:048. 


Detailed Affiliation Given. 3pp. 48931:046- 


8903200450 Final response to FOIA request for documents.Forwards App A 
documentsApp A documents also available in PDR.Fees for processing request 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
90205). 89/03/15. SMITH, G.M. Berthold Systems, Inc. (affiliate of Lab of Dr. Barth- 
1, Wildbad, GDR). 2pp. 48931:049-48931:237. 


-8903200454 Forwards preliminary draft of application for amend to license per 821015 
telcon discussion. 

EDMUNDS.C.C. Metacon Systems Co., (formerly Swank Metacon Systems Co.). 1665. 
82/10/15. WRIGHT, E. NRC - No Detailed Affiliation Given. 8pp. 48931:051- 
48931:058. 

-8903200456 Forwards English translations for portions of texts written in German in 
821210 applications for source & device registrations. 

EDMUNDS.C.C. Metacon Systems Co., (formerly Swank Metacon Systems Co.). 0025. 
82/12/30. WRIGHT, E. NRC • No Detailed Affiliation Given. 2pp. 48931:059- 
48931:060. 

-8903200458 Responds to 830119 Itr re licensing for Berthold mold level controls. 

* Metacon Systems Co., (formerly Swank Metacon Systems Co.). 0166. 83/01/28. 
GUINN, P.R. Materials Licensing Branch. 5pp. 48931:061-48931:065. 

-8903200460 Provides addl data & info developed in response to 830804 Itr. 

EDMUNDS, C.C. Metacon Systems Co., (formerly Swank Metacon Systems Co.). 1231. 
83/08/16. CARRICO, J.B. Division of Fuel Cycle & Material Safety (Pre 870413). 9pp. 
48931:066-48931:074. 

-8903200464 Provides necessary info to correct discrepancies in 840524 application for 
license. 

WELSH, J.A. Berthold Systems, Inc. (affiliate of Lab of Dr. Berthold. Wildbad. GDR). 
02479. 84/06/20. DA VIS, J. Region 1, Ofc of the Director. 91pp. 48931:075- 
48931:166. 

-8903200469 Forwards two notices, one for specific licensee & one for general 
licensee, pertinent re info as to respective licensees responsibility, to be affixed to first 
page of operations manual in manner difficult to overlook. 

WELSH, J.A. Berthold Systems, Inc. (affiliate of Lab of Dr. Berthold, Wildbad, GDR). 
85/02/28. BROWN.J., SMITH, D., BAGGETT, S. NRC - No Detailed Affiliation Given. 
29pp. 48931:167-48931:195. 

-8903200474 Forwards manual for Moisture Probe LB 6600Z per request & provides 
response to questions re labeling & radiation levels during use. 

WELSH, J.A. Berthold Systems, Inc. (affiliate of Lab of Dr. Berthold, Wildbad, GDR). 
85/04/09. BAGGETTS.. BROWN.J., SMITH, J. NRC - No Detailed Affiliation Given. 
Ip. 48931:196-48931:196. 

-8903200476 Provides answers to questions re fixed mounted & insertion rod source 
level inQ devices 

WELSH.J.A. Berthold Systems. Inc. (affiliate of Lab of Dr. Berthold, Wildbad, GDR). 
85/04/09. BAGGETT, S., BROWN.J., SMITH, D. NRC - No Detailed Affiliation Given. 
32pp. 48931 :197-48931 :228. 

-8903200486 States that addl info supplied for LB 360A$ in 850605, matls of const for 
protective cage should include plexiglass.lnfo re belt weigher provided. 

WELSH, J.A. Berthold Systems, Inc. (affiliate of Lab of Dr. Berthold, Wildbad, GDR). 
85/06/06. BAGGETT, S.. SMITH, D. NRC - No Detailed Affiliation Given. Ip. 
48931:229-48931:229. 

-8903200488 Provides justification for special form matl for X92 Am-241 capsule. 
WELSH, JA Berthold Systems, Inc. (affiliate of Lab of Dr. Berthold, Wildbad, GDR). 
85/06/18. BAGGETTS., SMITH.D. NRC - No Detailed Affiliation Given. 2pp. 
48931:230-48931:237. 

8903220348 FOIA request for documents re current SBA,8(a) contracts within NRC 
activity.Categories of info needed listed. 

WILKINS, E.E. Wilkens Systems, Inc. 89/03/07. KERR.W. NRC - No Detailed Affili- 
ation Given. Ip. 49022:113-49022:113. 

8903220351 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available rn PDR. 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk). 89/03/20. 
WILKINS.E.E. Wilkens Systems, Inc. 2pp. 49022:114-49022:117. 

-8903220352 Package of listings of active NRC 8(A) contractors. 

* NRC - No Detailed Affiliation Given. 89/03/16. 2pp. 49022:116-49022:117. 

8903220362 Requests for lists of Phase I & Phase II Small Business Innovative Re- 
search awards NRC made for 1985-88, including awardee & address & award amount 
& title except confidential info re award. 

SCHICK, W. Hoefer Scientific Instruments. 89/02/27. FOREHAND, W.E. Program Man- 
49022 101 P ° ,iCy Development 4 Analysis Staff (Post 870413). Ip. 49022:101- 

8903220370 Rnal response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/17. SCHICK, W. Hoefer Scientific Instruments. 2pp. 49022:102- 
49022:112. 

-8903220377 Package of listings of Phase I & Phase il Small Business Innovative Re- 
search awards for 1985-88. 

* NRC • No Detailed Affiliation Given. 89/02/21. 9pp. 49022:104-49022:112. 

8903230405 Final response to FOIA request for documents.Forwards App J & releas- 
able portions of App K documents.Subj documents also available in PDRApp L & por- 
tions of App K documents withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of information & Publications Services (Post 
890205). 89/03/21. CARREY-BEAVER Massachusetts. Commonwealth of. 5pp. 
49032:156-49032326. 

-8810250001 Forwards viewgraphs & related info from 881005 meeting w/ util & Com- 
monwealth of MA re facility readiness as part of preparations tor Commission meeting 
on 881014. 

STELLO.V. Ofc of the Executive Director for Operations. 88/10/07. ZECH Commis- 
sioners. 29pp. 49032:1 67-49032:205. 

-8903230444 Statement by RW Krimm before Senate Committee on Labor & Human 
Resources in Plymouth, MA.8801 07. 

KRIMM, R.W. Federal Emergency Management Agency. 88/01/07. 19pp. 49032:206- 
49032324. 
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—8903230453 Partially withheld undated memorandum re BWR Mark-1 containments & 
plant proposal of safety enhancement program improvements. Staff approved seven of 

P roposed mods.indcriing containment spray nozzle mods. 

TELLG.V Gfc of the E xecutive Director for Operations. 89/03/21. ZECH, ROBERTS, 
BERNTHAL Commissioners. 2pp. 49032:225-49032:226. 

-8810250001 Forwards viewgraphs & related info from 881005 meeting w/ util & Com- 
monwealth of MA re facility readiness as part of preparations for Commission meeting 
on 881014. 

STELLO.V. Ofc of the Executive Director for Operations. 88/10/07. ZECH Commis- 
sioners. 29pp. 49032:167-49032:205. 

-8903230444 Statement by RW Krimm before Senate Committee on Labor & Human 
Resources in Plymouth, MA.8801 07. 

KRIMM, R.W. Federal Emergency Management Agency. 88/01/07. 19pp. 49032:206- 
49032:224. 

-8903230453 Partially withheld undated memorandum re BWR Mark-1 containments & 
plant proposal of safety enhancement program improvements.Staff approved seven of 
proposed nods.including containment spray nozzle mods. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/21. ZECH, ROBERTS, 
BERNTHAL Commissioners. 2pp. 49032:225-49032:226. 

—8810250001 Forwards viewgraphs & related info from 881005 meeting w/ util & Com- 
monwealth of MA re facility readiness as part of preparations for Commission meeting 
on 881014. 

STELLO.V, Ofc of the Executive Director for Operations. 88/10/07. ZECH Commis- 
sioners. 29pp. 49032:167-49032:205. 

-8903230444 Statement by RW Krimm before Senate Committee on Labor & Human 
Resources in Plymouth, MA, 8801 07. 

KRIMM, R.W. Federal Emergency Management Agency. 88/01/07. 19pp. 49032:206- 
49032:224. 


-8903230453 Partially withheld undated memorandum re BWR Mark-1 containments & 
plant proposal of safety enhancement program improvements.Staff approved seven of 
proposed mods, including containment spray nozzle mods. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/21. ZECH, ROBERTS, 
BERNTHAL Commissioners. 2pp. 49032:225-49032:226. 

8903270293 FOIA request for E Volgenau 780428 Itr to J Gore re Part 21 rept & Mose- 
ley 790508 memo to region re AIF Itr. 

LYND.S. TENERA Corp. (subs, of TERA Corp.). 89/03/06. ROBINSON, L.L. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 

8903270294 Final response to FOIA requestApp A records end & available in PDR. 
GRIMSLEY.D.H. Division of Freedom of information & Publications Services (Post 
890205). 89/03/23. LYND.S. Affiliation Not Assigned. 2pp. 

-8903270297 Forwards response to questions raised in 780316 Itr re NUREG-0302,Rev 

VOLGENAU, E. Ofc of Inspection & Enforcement, Director (820201-870413). 78/04/ 
28. GORE.J.W. Atomic Industrial Forum. 4pp. 

8903270308 FOIA request for JL Smith 890215 Itr to NRC re spent fuel shipment from 
Brunswick Nuclear Power Station to Harris Plant. 

WILLIAMS.O.G. JRA Associates. OGW-88-027-1229. 89/02/27. GRIMSLEY.D.H. NRC 
- No Detailed Affiliation Given. 2pp. 

8903270309 Final response to FOIA request for records.App A records end & available 
In PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/23. WILLIAMS.O.G. JRA Associates. 2pp. 


-8903270312 Responds to 890218 Itr re amended indemnity agreement w/ utils to 
permit storage of spent nuclear fuel.FR notice end. 

INGRAM, F. Public Affairs. 89/02/22. SMITH, J.J. Affiliation Not Assigned. 2pp. 


-8903300256 Advises that granting permission to move spent fuel rods for storage at 
Shearon Harris considered unsafe move. 

SMITH, J.J. Chatham, NC. 89/02/18. NRC - No Detailed Affiliation Given. Ip. 

8903290278 FOIA request for all public comments re draft or final versions of NUREG/ 
CR-4829, “Shipping Container Response to Severe Highway & Railway Accidents.” 
AUDIN.L Affiliation Not Assigned. 89/02/24. NRC - No Detailed Affiliation Given. Ip. 
49140:169-49140:169. 


8903290289 Final response to FOIA request for records.Apps A & B records end & 
available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/24. AUDIN.L. Affiliation Not Assigned. 5pp. 49140:170-49140:300. 

-8903290292 Summarizes 880830 meeting w/W Lahs to discuss proposal for workshop 
on NRC model study (NUREG/CR-4829). 

LARSON, D.C. Western Interstate Energy Board, 88/09/02. THOMPSON, H. Office of 
Nuclear Material Safety & Safeguards, Director. 25pp. 49140:175-49140:300. 

8903290304 FOIA request for investigative rept on 861231 incident at facility & allega- 
tion of drunkenness against senior manager. 

SULLIVAN, E. Plain Dealer, Cleveland. OH. 88/09/14. NRC - No Detailed Affiliation 
Given. 4pp. 49140:301-49140:304. 

8903290307 Final response to FOIA request for records.Releasable portions of App B 
documents encl.App A records available in PDR.App B records partially & completely 
withheld (ref FOIA Exemptions 6 & 7). 

PHJUPS.J. Division of Freedom of Information & Publications Services (Post 890205). 
89/03/27. SULLIVAN, E. Plain Dealer, Cleveland, OH. 10pp. 49140:305-49141:328. 

-8903290312 Partially withheld Investigation Rept 3-87-01 7.Noncompliance noted.Major 
areas investigated:plant manager allegedly intoxicated onsite & allegedly directed con- 
trol room reactor operator activities. 

KALKMAN.J.N., PAWLIK.E.T. Region 3, Ofc of the Director. HAYES, B.B. Office of In- 
vestigations. 88/07/07. 350pp. 49140:316-49141:328. 


GEN TEC IS GENERIC TECHNICAL ISSUES 

8902230435 Forwards Safety Insp Rept 50-333/89-01 on 890103-06.No violations 
noted. 

DURR.J.P. Region 1, Ofc of the Director. 89/02/15. CONVERSE, R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 48578:353- 
48578:360. 

-8902230443 Insp Rept 50-333/89-01 on 890103-06.No violations or deviations 
noted.Major areas inspected:activities to determine if util modified primary containment 
boundary or-' commitment in USI A-7, including QA aspects of mod. 

<A :, _AN,h j., STROSNIDER.J.R. Region 1, Ofc of the Director. 89/01/27. 6pp. 
48578:355-48578:360. 

8903020018 Comments on proposed resolution of Generic Issues 70, “Power Operated 
Relief Valve & Block Valve Reliability," & 94, "Add! Low-Temp Overpressure Protec- 
tion for LWRs." 

REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/02/16. 
ZECH.L.W. Commissioners. 2pp. 48672:037-48672:038. 

8903020022 Submits further ACRS comment on proposed resolution of Generic Issue 
99, “Improved Reliability of RHR Capability in PWRs." 

REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/02/16. 
ZECH.L.W. Commissioners. 2pp. 48672:137-48672:138. 

8903030295 NUREG/CR-5197 ERR Errata to “Evaluation of Generic Issue 115, 'En- 
hancement Of The Reliability Of Westinghouse Solid State Protection System,'" 
changing EG&G number from 2456 to 2546 on cover, title page & Form 335. 
RENY.D.A., BRUSKE.S.J., VALENTI, L.N. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN 
A-6875. EGG-2546. 89/02/28. Division of Safety Issue Resolution (Post 880717). Ip. 
48721:243-48721:244. 

8903060040 NUREG/CR-5234 VALUE/IMPACT ANALYSIS FOR GENERIC ISSUE 
51 IMPROVING THE RELIABILITY OF OPEN-CYCLE SERVICE-WATER SYSTEMS. 
DALING.P.M., STILES, D.L., WEAKLEY, S.A. Battelle Memorial Institute, Pacific North- 
west Laboratory. FIN B-2977. PNL-6668. 89/02/28. Division of Safety Issue Resolu- 
tion (Post 880717). 125pp. 48777:253-48778:019. 

8903080541 NUREG-1340 REGULATORY ANALYSIS FOR THE RESOLUTION OF GE- 
NERIC ISSUE 99, “LOSS OF RHR CAPABILITY IN PWRS." 

SPANO.A.H. Division of Safety Issue Resolution (Post 880717). 89/02/28. 78pp. 
48748:260-48748:333. 

8903090364 Forwards biweekly listing of generic communications being considered by 
NRC for info, including bulletins,info notices & generic ltr$.Listing also includes all pro- 
posed generic communications that had been reported by 890301. 

BERLINGER.C.H. Generic Communications Branch. GL-87-11. 89/03/07. JACOBS, R. 
Institute of Nuclear Power Operations. 5pp. 48800:001-48800:005. 

8903100557 Corrected memo proposing addl resolutions of USI A-45, "Shutdown DHR 
Requirements,” including certification of feed-and-bleed capability at each plant,direct 
use of feedback from experience & protection against sabotage. 

KERR.W. ACRS - Advisory Committee on Reactor Safeguards. 89/02/28. ZECH.L.W. 
Commissioners. 5pp. 48806:070-48806:076. 

8903150119 Forwards SIMS update addressing preshutdown Tech Specs, employee 
concerns element repts.NRC bulletins & generic ltrs.lmplementation dates developed 
from existing files. 

GRIDLEY.R. Tennessee Valley Authority. TAC M55377. 89/03/07. Document Control 
Branch (Document Control Desk). 131pp. 48877:046-48877:177. 

8903210079 Forwards new seismic margin assessment floor response spectra for use in 
NRC review of USI A-46. 

HAIRSTON, W.G. Georgia Power Co. ENG-89-020. 89/03/14. Document Control 
Branch (Document Control Desk). 148pp. 48988:310-48989:096. 

8903230478 Requests that util address listed items as part of response to Generic Ltr 
87-02, per Nov 1988 equipment walkdown at plant.Floor response spectra needs to be 
reviewed & approved since rest of work dependent on spectra. 

CROCKER, L.P. Project Directorate 11-3. GL-87-02. 89/03/16. HAIRSTON, W.G. Geor- 
gia Power Co. 3pp. 49029:049-49029:051. 

8903280075 Comment on proposed Rev 3 to Reg Guide 1.9 re selection 
design,qualification,testing & reliability of diesel generator units used as onsite electric 
power sys at nuclear power plants. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. GL-84-15. 89/03/08. 
MEYER, D.L. NRC - No Detailed Affiliation Given. 8pp. 49144:050-49144:057. 

8903280087 Comment on draft Rev 3 to Reg Guide 1.9, Task RS 802-5, 
“Selection, Design, Qualification, Testing & Reliability of Diesel Generator Units Used as 
Onsite....” Separate regulatory analysis should be prepared. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 53FR45831 00011. 
89/03/13. NRC - No Detailed Affiliation Given. 10pp. 49144:040-49144:049. 

8903280339 NUREG/CR-5112 EVALUATION OF BOILING WATER REACTOR WATER- 
LEVEL SENSING LINE BREAK AND SINGLE FAILURE.Generic Issue 101 Boiling 
Water Reactor Level Redundancy-Technical Findings. 

BRUSKE.SJ., COLLINS, B.L., MONNIE.D.I. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN D-6020. EGG-2536. 89/03/31. Division of Safety Issue Resolution (Post 880717). 
100pp. 49072:096-49072:186. 

8903300297 Comment on proposed Rev 3 to Reg Guide 1.9, “Selection. 
Design, Qualification, Testing & Reliability of Diesel Generator Units....” Util recom- 
mends rule be revised to incorporate addl flexibility in considering age of diesel. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 
53FR45831 00013. 89/03/08. MEYER, D.L Office of Administration (Post 890205). 
8pp. 49124:121-49124:128. 


I&E INSPECTION AND ENFORCEMENT 

8902170112 NRC Info Notice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSsI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York. Inc. 106pp. 48572:043-48572:148. 
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8902210351 Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). IEIN-88-073. 
89/02/27. Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021. “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-88-035. 
89/03/03. Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902270254 PNO-V-89-014:on 890209, panel annunciators illuminated before startup 
which indicated core protection calculators to be inoperable, but crew observed that 
console indications were normal.Licensee investigation still in progress. 

JOHNSON, P.. HUEY.R. Region 5, Ofc of the Director. 89/02/09. 2pp. 48584:173- 
48584:174. 

8902270689 PNO-ll-89-012:on 89021 5, security guard claimed to have been assaulted 
onsite.Guard treated & released from hosp.Guard involved in security event on 
890113 re inattentiveness on postGuard claimed inattentiveness due to illness. 

ENNIS, J. Region 2, Ofc of the Director. 89/02/16. 2pp. 48589:163-48589:164. 

8902280104 NRC Info Notice 89-023, “Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280121 Forwards biweekly listings of generic communication being considered or 
unde" deve'cpment by NRC staff.Listing includes all proposed generic communica- 
tiors -opr ml oi 39"? 1 ; 

BERLINGER.C.H. Generic Communications Branch. 89/02/16. JACOBS.R. Institute of 
Nuclear Power Operations. 6pp. 48625:184-48625:195. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safotv (Pcs: 87^29). 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. 487CC 252 ^6 ''00:346. 

8902280377 PNO-l-89-010:on 890221 .startup transformer tripped & locked out on 
ground differential relay actuation.Licensee investigating cause.Decay heat minimal & 
reactor water temp decreased about 1 F in first 3 h after loss of power. 

BLOUGH.R. Region 1, Ofc of the Director. 89/02/21. Ip. 48627:048-48627:048. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). GL-88-14. 89/ 
03/07. Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903020165 NRC Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). IEIN-88-008. 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 
48798:114-48798:231. 

8903020515 PNO-l-89-013:on 890224, licensee identified unmonitored release path from 
uncontrolled spent fuel bldg drain through switchyard drain sys.Caused by radwaste 
wottK fco'r-q o'ronecuslv discharged into floor drain.Drain plugged. 

SHEDLOSKY, !., VCCAF3 E,E. Rogbr 1, Ofc of the Director. 89/02/24. Ip. 48673:015- 
48673:015. 

8903020522 PNO-l-89-012:on 890223, individual cxitirc fad'ity protected area found to 
be contaminated w/Co-60.State of NY pla-.s :o ".vestige:*! origin of contamination & 
determine if followup actions necessary by Nourrcn 3 rcc-:ts,:nc. 

DRAGOUN.T., MCGRATH, J. Region 1. Ofc of the Director. 89/02/24. 2pp. 
48669:341-48669:342. 

8903030378 Advises that final rept for closeout of IE Bulletin 83-06 transmitted w/ 
890130 Itr, acceptable w/exception for minor editorial comments communicated to W 
Foley & R Dean. 

BERLINGER.C.H. Generic Communications Branch. NRC-05-85-1 57-02. IEB-83-06. 
89/02/27. LOFY.R.A. Parameter, Inc. Ip. 48690:147-48690:147. 

8903030432 PNO-l-89-014:on 890227 Commonwealth of PA & util announced agree- 
ment on proposed actions to address Commonwealth concerns re mgt & safety at 
plant & to provide exchange of info w/Commonwealth for next 8 yrs. 

LINVILLE,!, WENZINGER.E. Region 1, Ofc of the Director. 89/02/27. Ip. 48739:151- 
48739:151. 

8903060171 PNO-l-89-011. Entry of Operational Mode 2 (startup) pending resolution of 
design problem w/svc water sys divisional cross-connect valves scheduled. No con- 
cerns identified that would preclude Unit 2 startup activities. 

COOK.W., JOHNSON, J. Region 1. Ofc of the Director. 89/02/24. Ip. 48713:358- 
48713:358. 

8903080173 PNO-IV-89-011:on 890222, corporate radiation safety officer met w/NRC to 
discuss circumstances surrounding 890105 & 06 rept of missing tritium 
sources.Exporter requested to search documentation to identify tool shipments. 
POWERS, D. A. Region 4, Ofc of the Director. 89/02/23. 2pp. 48736:166-48736:167. 

8903060210 EN-89-01 9:order to show cause & order suspending License 12-21101-01 
issued due to allegations re willfull activities in violation of regulatory requirements. 
JOHANSEN, J., LIEBERMAN.J. Region 3, Ofc of the Director. EA-88-290. 89/02/27. 
ip. 48740:061-48740:061. 

8903070012 PNO-lll-89-014:on 89021 8, plant operator observed leakage from primary 
cooling sys through drain line into primary sys drain tank.Unes being removed & 
capped downstream from drain valve$.Effbrt expected to be completed by 890222. 
BURGESS.B., AXELSON,W. Region 3. Ofc of the Director. 89/02/21. Ip. 48763:037- 
48763:037. 

8903080104 PNO-ll-89-015:on 8901 25, Unit 1 tripped due to ruptured air line to main 
feedwater regulating valve.Subsequent to trip, radiation monitor indications & in- 
creased charging flow revealed primary-to-secondary leak from “C" steam generator. 
FREDRICKSON,?. Region 2, Ofc of the Director. 89/02/27. 2pp. 48768:036- 
48768:037. 


8903080372 NRC Info Notice 89-028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEB-79-14. 89/ 
03/14. Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903080460 PNO-IV-89-013:on 8901 20. manual turbine /generator trip initiated when hy- 
drogen fueled fire occurred in main gcreraior Testing revealed that wall thickness of 
bottom mounted instrumentation thimble tubes below requirement. 

HUNNICUTT.D.M. Region 4. Ofc of the Director. 89/03/02. Ip. 48767:125-48767:125. 

8903090021 NRC Info Notice 89-029, “Potential Failure of ASEA Brown Boveri Circuit 
B'c-nko-s Durr.] Seismic Event.” Svc list end. 

KD53.CL. D vision of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090054 EN-89-01 7:on 890223, notice of violation & proposed imposition of civil pen- 
alties in amount of $50,000 will be issued.Action based on inadequate identification & 
correction of conditions adverse to quality. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-88-309. 89/ 
02/17. ip. 48780:017-48780:017. 

8903090091 PNO-IV-89-014:on 890301, util announced reorganization of physical securi- 
ty program at plant involving util security dept & Burns IntLAnnounced changes result- 
ed from util & Burns Inti audits of operations at site. 

BANGART.R.L. Region 4, Ofc of the Director. 89/03/02. 2pp. 48800:268-48800:269. 

8903090104 PNO-1 1-89-0 13:on 890221 .chemical technician in demineralized water plant 
slipped because of oil film on room floor.ln fail'ng.toehnidan broke instrument line 
containing sulfuric acid & received chemical bi/ns on i cf oody. 

TROCINE.L. Region 2, Ofc of the Director. 89/02/21. Ip. 48780:049-48780:049. 

8903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903090251 PNO-ll-89-011A:on 89021 7, licensee discovered screws loose from brushes 
on emergency diesel generator. Licensee knows of no planned activities that caused 
screws to be loose. Licensee taking compensatory measures to ensure safety. 
CRLENJAK.J. Region 2, Ofc of the Director. 89/02/17. Ip. 48799:062-48799:062. 

8903090259 PNO-ll-89-01lB:on 890221, licensee provided region w/update on potential 
vandalism.lnvestigation determined that damaged relay found in control box had been 
rendered usable. Investigation will continue to be monitored by region. 

TILLMAN, A. Region 2, Ofc of the Director. 89/02/21. Ip. 48799:084-48799:084. 

8903090364 Forwards biweekly listing of generic communications being considered by 
NRC for info.including bulletins, info notices & generic Itrs.Listing also includes all pro- 
posed generic conm:n J catiors that had been reported by 890301. 

BERl INGER.C H. Gererc Communications Branch. GL-87-11. 89/03/07. JACOBS.R. 
Institute of Nuclear Power Operations. 5pp. 48800:001-48800:005. 

8903100004 EN-89-01 8:on 890228, notice of proposed imposition of civil penalty in 
amount of $500 will be issued to licensee based on failure to have two individuals 
complete approved training course per license requirements. 

JOHANSEN, J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/02/23. Ip. 
48819:278-48819:278. 

8903100019 EN-89-020:on or about 890302, notice of proposed imposition of civil penal- 
ty in amount of $62,500 will be issued to licensee.Action based on multiple significant 
failures to control access to protected area of plant. 

ROSANO.R.P., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-88-305. 89/02/ 
27. Ip. 48810:015-48810:015. 

8903100224 EN-89-021:on 890302, notice of violation & proposed imposition of civil pen- 
alty in amount of $25,000 issued based on failure to control occupational exposure to 
less than 3 rems per calendar quarter & perform adequate surveys. 

JOHANSEN, J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/02/27. Ip. 
48808:291-48808:291. 

8903100311 PNO-1 11-89-01 5:on 890224,senior reactor operator site access suspended 
after urine test showed evidence of marijuana. Licensee reviewing individual work ac- 
tivities to determine if review of prior activities warranted. 

CREED, J., GREGER.R. Region 3, Ofc of the Director. 89/02/27. Ip. 48818:359- 
48818:359. 

8903130060 PNO-V-89-007:on 890303,main generator tripped followed by reactor 
power cutback due to main generator trip & reactor trip on low steam generator 2 
pressureJncrease in one containment sump level was noted. 

MILLER.L., POUCH, T. Region 5, Ofc of the Director. 89/03/03. 2pp. 48818:152- 
48818:153. 

8903130113 PNO-l-89-015:State of NY & util announced new tentative agreement to 
close plant.Agreement allows util to contine plant licensing efforts.Approval from 
Public Svc Commission must be obtained before final settlement agreement. 

MCCABE, E.C., CRESCENZO.F. Region 1, Ofc of the Director. 89/03/01. Ip. 
48830:302-48830:302. 

8903130678 PNO-IV-89-012:on 890204,licensee issued condition rept re DHR suction 
line pipe support damage.Damage involves obvious unexpected movement at pipe 
support which caused damage to lugs.Conference call to review scheduled for 
890301. 

CHAMBERLAIN, D. Region 4, Ofc of the Director. 89/03/01. Ip. 48821:170- 
48821:170. 

8903130682 PNS-V-89-002:on 890224, security dept informed by Region V of suspected 
deliberate damage to personnel contamination monitor booths.Damage in at least five 
instances appears to be deliberate.lnvestigation initiated. 

NORDERHAUG.L., SCHUSTER.M.D. Region 5, Ofc of the Director, 89/02/24. Ip. 
48821:171-48821:171. 

8903140141 PNO-V-89-007A:update on PNO-V-89-007 re unusual event due to grid 
disturbance.Augmented Insp Team (AST) assembled onsite on 890304.AST under- 
standing of sequence of events discussed. 

MILLER.L, POLICH.T. Region 5, Ofc of the Director. 89/03/06. 3pp. 48858:070- 
48858:072. 
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8903140319 PNO-!-89-019:on 890307, licensee performed quarterly test of 152 emer- 
gency sirens w/23 sirens failing test. Licensee investigating cause & alert backup svs 
currently in effect. 

SWETLAND.P. Region 1, Ofc of the Director. 89/03/08. Ip. 48854:225-48854:225. 

8903140398 PNO-V-89-012:on 890305,reactor trip due to malfunction of control element 
assembly calculator 2.Plant in Mode 3 while licensee developing plans to evaluate 
cause. 

MILLER, L., POUCH, T. Region 5. Ofc of the Director. 89/03/06. 2pp. 48834:061- 


8903140511 PNO-lll-89-016A:on 890306, Unit 1 returned to operation following reactor 
scram on 890302.Unit 2 remained in operation & Unit 2 station auxiliary 
transformer, which failed on 890302, repaired & returned to svc. 

HARRISON, J., FORNEY, W. Region 3, Ofc of the Director. 89/03/06. Ip. 48855:189- 
48855:189. 

8903140549 EN-89-022:on 890308, notice of proposed imposition of civil penalty in 
amount of $2,500 will be issued to licensee. Action based on failure to secure con- 
stant surveillance & immediate control of licensed matls in unrestricted area. 
JOHANSEN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-89-014. 89/03/ 
03. ip. 48833:261-48833:261. 

8903140661 PNO-l-89-016:on 890303, JM Allan approved NRC Restart Assessment 
Panel recommendation to release licensee from second approval point in power as- 
cension test program. Testing activities for next phase stated. 

WARREN, C., BLOUGH.ii. Region i. C'c of the Director. 89/03/03. 3pp. 48833:331- 
48833:333. 


8903200216 EN-89-023:on 89031 3, notice of proposed imposition of civil penalty in 
amount of $20,000 will be issued, based on improper transfer of employee & subse- 
quent termination due to participation in protected activities. 

ROSANO.R.P., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-88-302 89/03/ 
08. Ip. 48954:150-48954:150. 

8903210235 PNO-IV-89-017:on 890314,truck-train collision occurred which involved two 
sealed radioactive sources contained in densitometers on truck.Surveys by radiation 
3.Vc-V r».a".sncr % h'ghway patrol found no radioactive contamination. 

.1 P::c y ■*., Ofc of the Director. 89/03/14. ip. 48982:096-48982:096. 

8903210238 PNO-ll-89-018:on 890302.USDA advised Region II of potential loss of ra- 
dioactive matl at USDA facility in Athens, GA. Licensee conducted search of matl w/o 
success.State of GA informed on 890302. 

WRIGHT.E. Region 2, Ofc of the Director. 89/03/03. Ip. 48982:034-48982:034. 

8903210369 PNO-l-89-022:on 89031 0.Region I notified that 25 mCi Cs-137 source re- 
trieved from trash rejected by State of CT disposal facility on 890309.State of CT noti- 
fied. 

DARDEN, T., GLENN.J. Region 1, Ofc of the Director. 89/03/13. 2pp. 48980:209- 
48980:210. 

8903210409 PNO-ll-89-014:on 890223, State of NC completed preliminary investigation 
at SRB Tcchrr.lcgics.lr.c R dotorrired that damage to thorium-bearing signs occurred 
after shiprw-r: ir ^-srcaticr n.::hli;:i*:s s:s-c 

TROJANOV'.S* A. iieccr 2 C:: cl :ne Director. 89/03/03. 2pp. 48989:360- 
48989:361. 


8903150048 PNO-l-89-01 2A:on 890223, licensee employee found to be contaminated w/ 
hot particles on exiting licensee facility. Order issued by state, shutting down facility 
until licensee makes mods to mcnito m 'ng equipment & procedures. 

MCGRATH, J. Region 1, Ofc o' t-.c Doctor 89/02/23. Ip. 48860:309-48860:309. 

8903150055 PNO-l-89-017:on 890303,Region I notified of radioactive matl found in 
public domain.No evidence of contamination observed.Com monwealth of MA stated 
dept assumed custody of box.lncident under investigation. 

PELCHAT.J., GLENN, J. Region 1, Ofc of the Director. 89/03/03. 2pp. 48860:298- 
48860:299. 

8903150101 Discusses interpretation/clarification of Bulletin 88-010 re nonconforming 
molded case circuit breakers.NRC agrees that testing need not be performed, provided 
listed actions taken. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). IEB-88-010. 
89/01/05. VARGA, S.A. Division of Reactor Projects - I/ll (Post 870411). 
HOLAHAN.G.M. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
48860:285-48860:286. 

8903150356 PNO-l-89-018:on 890305, unplanned, monitored gaseous radioactive gas re- 
lease occurred.Caused by compressor being secured due to becoming 
overheated.Release terminated when waste gas compressor returned to svc. 
ROSSBACH.L., SWETLAND.P. Region 1, Ofc of the Director. 89/03/07. Ip. 
48860:322-48860:322. 


8903210413 PNO-IV-89-016:on 89031 2, initial criticality achieved.Region IV Operational 
Readiness Review Insp Team on site for first days of low power 
operation.Commission meeting on full power license scheduled for 890328. 

HOLLER, E. Region 4, Ofc of the Director. 89/03/13. Ip. 48983:201-48983:201. 

8903210427 PNO-IV-89-019:on 89031 5,util rcso'vori al'ogetions re util incompetence & 
mismanagement re const costs & plant cp^a; on.P.cr.ion .V formed multidisciplined 
team to identify safety issues.Util also conducing irvesitatton 
HOLLER, E.J. Region 4, Ofc of the Director. 8S'C3/ :e 2pp *fc=33 lOF.-'.filtWs 

8903210433 PNO-IV-89-018:on 890309-10, licensed activities suspended. Caused by fail- 
ure to have radiation safety officer & use of licensed matl by unauthorized 
o'-v3ic. l ?.".s.Cnr.firmat;c" of action Itr will formalize commitment 
' ! »DiVERS.D A. Rr.g.or' Ofc of the Director. 89/03/16. Ip. 48982:006-48982:006. 

8903210459 Accepts final rept for closeout of IE Bulletin 84-03 under NRC Contract 
NRC-05-85-1 57. 

BERLINGER.C.H. Generic CcTrr.un’cat^rs Branch NRC-05-85-1 57-02. IEB-84-03. 
89/03/14. LOFY.R.A. Paramoxr. :nc. Ip. *Dnea-2/S-ifiSuS ?73. 

8903220038 PNO-V-89-01 8:on 8903 16, discovered nonconservative assumptions used in 
post-accident control room exposure calculations.Dose could exceed 200 rem.Unusua! 
event declared. Power level restricted to 52% power. 

CICOTTE.G., YUHAS.G. Region 5, Ofc of the Director. 89/03/17. 2pp. 49003:340- 
49003:341. 


8903160342 PNO-ll-89-017:on 890302, zirconium fire occurred in general purpose area 
near U recovery & lasted less than 1 minute before extinguished.One employee in- 
jured & taken to hosp & released.Personnel provided radiation protection support. 
CLINE, W., MCALPINE.E. Region 2, Ofc of the Director. 89/03/03. 2pp. 48893:061- 
48893:062. 


8903220277 EN-89-027:on 89031 6,notice of proposed imposition of civil penalty in 
amount of $150,000 will be issued to licensee based on two individual events that 
resulted in loss of secondary containment integrity. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-88-316. 89/ 
03/13. Ip. 49004:244-49004:244. 


8903160427 NRC Info Notice 89-031, “Swelling & Cracking of Hafnium Control Rods.” 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 

8903160439 PNO-GPA-89-001 :on 890205, three employees of Delmed Co in San Salva- 
dor which operates irradiator for medical sterilization were exposed to some dislodged 
source pencils from 17 kilocurie Co-60 source supplied by AECL of Canada. 

CHANEY, D. International Programs. LUBENAU.J. State, Local & Indian Tribe Pro- 
grams. WILDE, R. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/ 
03/02. 2pp. 48893:042-48893:043. 


8903220419 EN-89-028:on 89031 6, notice of violation & proposed imposition of civil pen- 
alty in amount of $2,000 will be issued based on failure to control occupational expo- 
sure & failure Jo oerfenr. adequate surveys to prevent exposure. 

JOHANSEN, J., LIEBERMAN.J Die C =-iorcement (Post 870413). EA-88-315. 89/03/ 
13. Ip. 49004:001-49004:001. 

8903230495 EN-89-030:on 89031 6, order modifying licenses & demand for info being 
issued to Safety Light Corp & nine other corps. Order being issued because of con- 
cerns re contamination of soil & groundwater at Bloomsburg.PA site. 

CANT.G., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-89-029. 89/03/16. 
ip. 49030:139-49030:139. 


8903170291 PNO-l-89-020:on 890309,therapeutic misadministration involving Co-60 tel- 
etherapy unit occurred when two elderly patients on stretchers from nursing home 
brought in for treatment at same time.ldentification policies strengthened. 
COURTEMANCHE.S., GLENN, J. Region 1, Ofc of the Director. 89/03/10. Ip. 
48953:126-48953:126. 

8903170326 PNO-l-89-021:890310, unusual event declared due to loss of reactor water 
level beginning on 890309.Caused when RHR loop pump suction valve A stroked 
open for maint testing.Level returned to normal using CRD sys pump. 

GRANT, G„ HAVERKAMP.D. Region 1, Ofc of the Director. 89/03/10. Ip. 48893:221- 
48893:221. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. _ 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 

8903200077 EN-89-025:on 89031 3, notice of proposed imposition of civil penalty in 
amount of $75,000 issued to licensee-Action based on licensee failure to properly 
analyze two potential safety issues, involving reactor bldg room coolere. 

LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-88-304. 89/03/ 
08. Ip. 46958:359-48958:359. 

8903200116 PNO-IV-89-01 5:on 890307,Utah Bureau of Radiation Control notified 
Region IV of theft of four calibr sources from licensee automobile while working in 
Salt Lake City.UT. Calibr source recovered.Tool box found untarnperwf. 

DODA.R.J. Region 4, Ofc of the Director. 89/03/08. Ip. 48959:289-48959:289. 

8903200211 EN-89-024:on 89031 3, notice of violation & proposed imposition of civil pen- 
alties in amount of $1,250 will be issued, based on failure to implement radiation safety 
program & perform instrument calibr checks. „ , „ „ on/M/ 

JOHANSEN, J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-89-023. 89/03/ 
08. ip. 48954:151-48954:151. 


8903240133 EN-88-031 A:on 890320,order imposing civil penalty in amount of $300,000 
issued to licensee.Action based on violations involving equipment qualification require- 
ments of 10CFR50.49. ^ , 

WONG.H., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-87-077. 89/03/20. 
ip. 49039:001-49039:001. 

8903240142 PNO-1 1-89-0 15A:on 890225,primary to secondary steam generator tube leak 
at planLCaused by mechanical failure. Eddy current & boroscopic insps of affected 

tube will be conducted following removal of plug. _ 

BLAKE.J.J. Region 2, Ofc of the Director. 89/03/10. 2pp. 49040:027-49040:028. 

8903240185 PNO-1 1-89-0 19:on 890307, Unit 1 manually tripped due to drop in pressurizer 
level, increase in main steam line radiation & increased charging flow revealed primary 
to secondary leak. Alert declared & onsite emergency response activated. 

SINKULE.M. Region 2, Ofc of the Director. 89/03/08. 2pp. 49039:273-49039:274. 

8903240190 FN-89-029:on 89031 7.nctice of violation 8 prcnosed imposition of civil pen- 
alty in amour:*, ol $50,000 :o bo issued, based on failure :n install vc-:ex suppressors ir: 

EMM01. 89/03/ 

14. Ip. 49039:360-49039:360. 

8903240192 EN-89-031:on 89031 7,order to cease & desist use of regulated matt effec- 
tive immediately issued, due to expiration of license w/o requ^t for timely renewal. 
BELL.S., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-89-052. 89/03/17. 
ip. 49038:166-49038:166. 

8903240216 EN-88-051A:on 880610, notice of violation & proposed imposition of dvij 
penalties in amount of $50,000 issued, based on violation involving failure sr 

TRO^OSKI.VVm UEBERMAN.J. Ofc of Enforcement (Post 870413). EA-88-088. 89/ 
03/17. Ip. 49038:198-49038:198. 
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8903240226 EN-89-026:on 89031 B.notice of proposed imposition of civil penalty in 
amount of S2.500 will be issued to licensee. Action based on violations noted during 
890119 insp. including failure to check & test dose calibrator. 

BELLS., LIE3ERMAN.J. Ofc of Enforcement {Post 870413). EA-89-020. 89/03/10. 
Ip. 49040:208-49040:208. 

8903240248 PNO-l-89-023:on 890316,two researchers detected P-32 contamination on 
shoes while conducting end-of-day survey at Albert Einstein College of Medicine.Spill 
considered minor & confined to iab.Lab being cleaned up. 

MCGRATH, J. Region 1. Ofc of the Director. 89/03/17. Ip. 49039:255-49039:255. 

8903280012 PNO-IV-89-020:Region IV notified of recent reactor trip at Palo Verde Unit 
3 that was complicated by inability to open steam generator atmospheric dump valves 
mfg by Control Components, lnc.No sticking problems noted at other plants. 
CHAMBERLAIN, D.J Region 4, Ofc of the Director. 89/03/23. 2pp. 49119:127- 
49119:128. 

8903280099 EN-89-032:on 890322,notice of violation & proposed imposition of civil pen- 
alty in amount of $2,500 will be issued to licensee.Action based on failure to perform 
written safety evaluations. 

TROSKOSKI,W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-88-289. 89/ 
03/17. Ip. 49119:091-49119:091. 

8903280180 PNO-lll-89-020:on 89031 7, licensee reported loss of 33 mCi Cs-137 bra- 
chytherapy source. Loss discovered during phys'ca! inventory on same date.To 
date, source not found.Licensee still plans to sj'vcy homes of fcev s:a‘f members. 
REICHHOLD.W., SRENIAWSKI.D. Region 3, Ofc ci fnc- D.roctor 89/03/21. Ip. 
49119:095-49119:095. 

8903280194 PNO-lll-89-01 9:on 89031 7, piece of equipment fell on source guide tube 
crimping tube & making it possible to return 102 Ci lr-192 source to shielded position 
inside camera.Cause not stated.Licensee implemented emergency procedure. 
WIEDEMAN.D., MALLETT.B. Region 3, Ofc of the Director. 89/03/20. Ip. 49073:036- 
49073:036. 


8902270430 Responds to 890201 Itr re continued operation of plant due to problems & 
shutdown from Dec 1985 to Mar 1988. During shutdown, major plant sys reevaluated 
from design basis.NRC evaluation described in end NUREG-1286 & Suppl 1. 
HOLAHAN.G.M. Assistant Director for Region 'll & Rcgior V Reactors. 89/02/21. 
BARTLETT, B.J. Affiliation Not Assigned. 7pp. 48->86- * 7?-*8b86 ■ 79 

8902280004 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment.” Air sys quality will be maintained by predetermined 
& periodic activities control program & operating procedures. 

BERRY, K.W., HOFFMAN.D.P. Consumers Power Co. GL-88-14. 89/02/20. Document 
Control Branch (Document Control Desk). 4pp. 48626:058-48626:061. 

8902280363 Advises that Rev 6 to offsite dose calculation manual for plant 
acceptable, per util 880826 submittal & end EG&G 881206 Itr. 

STEFANO.J.J. Project Directorate 111-1. TAC 69329. 89/02/13. MUSOLF.D.M. North- 
ern States Power Co. 4pp. 48627:067-48627:076. 

8902280383 Forwards response to Generic Ltr 88-14, “Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment.” Util in process of obtaining & reviewing 
mfg instrument air quality recommendations. 

SHIFFER.J.D., LOCKE, R.F. Pacific Gas & Electric Co. GL-88-14. 89/02/21. Document 
Control Branch (Document Control Desk). 6pp. 48624:224-48624:229. 

8902280396 Forwards info verifying adequacy of instrument air sys design, testing, maint 
& related training.per NUREG-1 275,Vol 2 & Generic Ltr 88-1 4. 

KAPLAN, A. Cleveland Electric Illuminating Co. GL-88-14. 89/02/22. Document Con- 
trol Branch (Document Control Desk). 7pp. 48625:157-48625:163. 

8903010326 Forwards request for addl info re full power OL including, initial startup test 
program, TDI diesel generators & NUREG-0737,ltem II.F.2 re calibr data. 

HOPKINS, J.B. Project Directorate 11-3. 89/02/25. HAIRSTON, W.G. Georgia Power Co. 
4pp. 48648:046-48648:049. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 

8903200242 Transcript of Commission 890228 Public Workshop on Individual Plant 
Exam in Fort Worth,TX.Pp 1-208. 

* Commissioners. 89/02/28. 211pp. 48971:129-48971:339. 

8903200249 Transcript of 890301 public workshop on individual plant exam in Fort 
Worth.TX.Pp 210-385. 

* NRC - No Detailed Affiliation Given. 89/03/01. 177pp. 48964:112-48964:290. 

8903200363 Transcript of Commission 890302 Public Workshop on Individual Plant 
Exam in Fort Worth.TX.Pp 386-487. 

* Commissioners. 89/03/02. 272pp. 48968:071-48968:346. 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 


8903020199 Comment opposing proposed rules 10CFR50 & 55 re requirements for 
senior reactor operators.Proposes special core training program that would satisfy cri- 
teria in NUREG-0737 but w/o degree requirement. 

CUNNINGHAM, J.L Affiliation Not Assigned. 53FR52716 00023. 89/02/09. NRC - No 
Detailed Affiliation Given. Ip. 48671:200-48671:200. 

8903020621 Clarifies & suppls 890106 response to violations noted in Insp Rept 50- 
244/88-22.Subsequent to 881005 & prior to initial response, manual valve 431 8A 
locked in closed position & added to locked valve program. 

MECREDY.R.C. Rochester Gas & Electric Corp. 89/02/17. RUSSELL.W.T. Region 1, 
Ofc of the Director. 15pp. 48690:008-48690:022. 

8903020632 Responds to Generic Ltr 88-14, “Instrument Air Supply Problems Affecting 
Safety-Related Equipment.” Program for maintaining instrument air quality per 
NUREG-1 275, Vol 2, “Operating Experience Feedback Rept...” discussed. 

CREEL.G.C. Baltimore Gas & Electric Co. GL-88-14. 89/02/17. Document Control 
Branch (Document Control Desk). 8pp. 48669:343-48669:350. 


8805160121 Forwards evaluation of Suppl 1 to Topical Rept TR UR 85-225, "ASEA- 
ATOM BWR Control Rod Blades for US BWRs.” Rept acceptable for referencing in 
license application. 

THADANI.A.C. Structural & Geosciences Branch. 88/05/05. TENERZ.E. ASEA Atom, 
Inc. Ip. 48738:317-48738:324. 


8903020676 Forwards status of SER commitments, per NRC requestLicensee expects 
list will be kept current & periodically updated until first refueling of Unit 2. 
MCBURNETT.M.A. Houston Lighting & Power Co. ST-HL-AE-2979. 89/02/17. Docu- 
ment Control Branch (Document Control Desk). 30pp. 48669:153-48669:182. 


8902230182 Forwards annual ECCS outage rept for 1988, per TMI Action Plan Item 
ll.K.3.17 & NUREG-0887, Section 6.3.3. 

KAPLAN, A. Cleveland Electric Illuminating Co. PY-CEI/NRR-0961. 89/02/14. Docu- 
ment Control Branch (Document Control Desk). Ip. 48555:145-48555:154. 

8902230339 Forwards safety evaluation re util 831117 & 850628 responses to Generic 
Ltr 83-28, Item 2.1 (Parts 1 & 2), “Equipment Classification & Vendor Interface Pro- 
gram." Responses acceptable. 

MCDONALD, D.G. Project Directorate 1-3. GL-83-28. 89/02/15. BIRD.R.G. Boston 
Edison Co. 3pp. 48568:217-48568:234. 

-8902230345 Safety evaluation supporting util 831117 & 850628 responses to Generic 
Ltr 83-28, Item 2.1 re equipment classification & vendor interface program for reactor 

^Project Directorate 1-3. GL-83-28. 89/02/15. 3pp. 48568:220-48568:234. 

8902230471 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment” lnstrment air sys dewpoint monitored continuously 
at output of air dryers & filters via digital readout meter. 

KEUTER.D.R. Sacramento Municipal Utility District GL-88-14. 89/02/15. Document 
Control Branch (Document Control Desk). 11pp. 48569:059-48569:069. 

8902230575 Discusses status to resolve recommendations in NUREG-1 257, “Coman- 
che Peak Rept Review Group." Sufficent resources committed to ensure completion 
of three remaining review group recommendations by mid-1989. 

STELLO.V. Ofc of the Executive Director for Operations. 89/02/17. ZECH Commis- 
sioners. 19pp. 48569:248-48569:266. 

8902230682 Forwards EG&G Idaho revised Ltr Evaluation SIM-16-89, “Review of Off- 
site Dose Calculation Manual, Rev 2, Pilgrim Nuclear Power Station.” Review conclud- 
ed manual within guidelines of NUREG-0133 & acceptable. 

MCDONALD.D.G. Project Directorate 1-3. TAC 69867. 89/02/13. BIRD.R.G. Boston 
Edison Co. 2pp. 48568:1 81 -48568:1 94. 

8902240172 Forwards SPDS quarterly performance rept for Oct-Dec 1988, per NUREG- 
1286, "SER on Rancho Seco Restart.” 

CRUNK, S.L Sacramento Municipal Utility District NL 89-158. 89/02/14. 

KNIGHTON,G. Document Control Branch (Document Control Desk), 4pp. 48580:208- 
48580:211. 


8902270385 Responds to Generic Ltr 88-17 re loss of DHR.Primary inventory trend sys 
installed to provide reactor vessel level info for inadequate core cooling instrumenta- 
tion. 

FRIZZLE.C.D. Maine Yankee Atomic Power Co. GL-88-17. 89/02/02. Document Con- 
trol Branch (Document Control Desk). 8pp. 48586:001-48586:008. 

902270388 NUCLEAR MATERIAL SAFETY AND SAFEGUARDS. 

* Office of Nuclear Material Safety & Safeguards.Director. 89/02/21. 8pp. 48621:274- 


8903030151 Provides response to Generic Ltr 88-1 4, including actions taken & plans for 
addl actors to bo taker: during Cyclo 13 refueling outage.Advises that air operated 
valve failure pesi liens correct <or assuring required safety functions. 

FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. GL-88-14. 89/02/ 
21. Document Control Branch (Document Control Desk). 6pp. 48716:013-48716:018. 

8903030192 Forwards NRC comments on plant emergency action level & classification 
scheme contained in Rev 10 to emergency plan & Procedure EPP-201 .Several differ- 
ences noted between implementation procedure & App I to NUREG-0654. 

GRIMES, C.I. Comanche Peak Project Division. 89/02/21. CAHILL.W.J. TU Electric 
(formerly Texas Utilities Generating Co.). 17pp. 48694:233-48694:250. 

8903030254 Final response to FOIA request for records.App A records available in 
PDR.App B records end & available in PDR.App C & D records partially & completely 
withheld.respectively, (ref FOIA Exemption 5). 

GR1MSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/02/23. CARREY-BEAVER Massachusetts, Commonwealth of. 7pp. 
48722:144-48723:037. 

-8903030283 "Pilgrim Nuclear Power Station Special Post-Startup Training Program to 
Satisfy Requirements of NUREG-1 021 .Section ES-1 09, Parts B.2.e & B.2.f for Reactor 
Operator Licensed Personnel & Parts D.2.e & D.2.f for Senior Reactor ....” 
BALFOUR.H.R., MARTRANGL.P.E., GILLESPIE, D. Boston Edison Co. 88/08/09. 
43pp. 48722:155-48722:197. 

8903030290 NUREG-1 021 R05 OPERATOR LICENSING EXAMINER STANDARDS. 
SHIRAKI.C. Division of Licensee Performance & Quality Evaluation (Post 870411). 89/ 
01/31. 257pp. 48721:245-48722:141. 

8903030295 NUREG/CR-5197 ERR Errata to “Evaluation of Generic Issue 115, 'En- 
hancement Of The Reliability Of Westinghouse Solid State Protection System, 
changing EG&G number from 2456 to 2546 on cover, title page & Form 335. 
RENY.0.A., BRUSKE.S.J., VALENTI.LN. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN 
A-6875. EGG-2546. 89/02/28. Division of Safety Issue Resolution (Post 880717). Ip. 
48721:243-48721:244. 

8903030308 NUREG/CR-5250 V04 SEISMIC HAZARD CHARACTERIZATION OF 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS.Results And Discus- 
sion For The Batch 3 Sites. 

BERNREUTER.D.L., SAVY.J.B., MENSING.R.W. Lawrence Livermore National Labora- 
tory. FIN A-0448. UCID-21517. 89/01/31. Division of Engineering & Systems Technol- 
ogy (Post 870411). 282pp. 48715:051-48715:334. 

8903030322 NUREG/CR-5069 TRAC-PF1 /MODI .Correlations And Models. 

LILES, D.R., SPORE, J.W., KNIGHT, T.D. Los Alamos National Laboratory. FIN A-7016. 
LA-1 1208-MS. 88/12/31. Division of Systems Research (Post 880717). 500pp. 
48720:045-48721:242. 
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8903030340 NUREG-1230 COMPENDIUM OF ECCS RESEARCH FOR REALISTIC 
LOCA ANALYSIS. Final Report. 

* Division of Systems Research (Post 880717). 88/12/31. 1,200pp. 48710:041- 
48713:314. 

8903030348 NUREG/CR-5250 V03 SEISMIC HAZARD CHARACTERIZATION OF 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS.Results And Discus- 
sion For The Batch 2 Sites. 

BERNREUTER.D.L., SAVY.J.B., MENSING.R.W. Lawrence Livermore National Labora- 
tory. FIN A-0448. UCID-21517. 89/01/31. Division of Engineering & Systems Technol- 
ogy (Post 870411). 293pp. 48714:1 18-48715:050. 

8903030352 NUREG/CR-5325 A MULTIVARIATE STATISTICAL STUDY ON A DIVER- 
SIFIED DATA GATHERING SYSTEM FOR NUCLEAR POWER PLANTS. 
SAMANTA.P.K., TEICHMANN.T., LEVINE, M.M, Brookhaven National Laboratory. FIN 
D-1419. BNL-NUREG-521 89. 89/02/28. Division of Safety Programs (Post 870413). 
130pp. 

8903030364 NUREG-0540 V10 N10 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE. October 1-31,1988. 

* Division of Freedom of Information & Publications Services (880515-890204). 89/ 
01/31. 374pp. 48704:001-48705:014. 

8903030367 NUREG/CR-5046 A FINITE ELEMENT ANALYSIS OF A REACTOR PRES- 
SURE VESSEL DURING A SEVERE ACCIDENT. 

CHAMBERS.R.S. Sandia National Laboratories. FIN A-1405. SAND87-2183. 89/02/ 
28. Division of Systems Research (Post 880717). 41pp. 48713:315-48713:355. 

8903030370 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Objectives of rule can be achieved more 
efficiently w/o rule. 

NOVAK, M.A. Energy, Dept. of. 53FR47822 00016. 89/02/14. Office of the Secretary 
of the Commission. 2pp. 48718:027-48718:028. 

8903030377 NUREG/CR-5324 DETECTING COMPONENT FAILURE POTENTIAL 
USING PROPORTIONAL HAZARD MODEL. 

GAVER,D.P., SAMANTA.P.K. Brookhaven National Laboratory. FIN D-1419. BNL- 
NUREG-521 88. 89/02/28. Division of Safety Programs (Post 870413). 37pp. 
48710:001-48710:040. 

8903030394 NUREG/CR-5250 V02 SEISMIC HAZARD CHARACTERIZATION OF 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS.Results And Discus- 
sion For The Batch 1 Sites. 

BERNREUTER.D.L., SAVY.J.B., MENSING.R.W. Lawrence Uvermore National Labora- 
tory. FIN A-0448. UCID-21517. 89/01/31. Division of Engineering & Systems Technol- 
ogy (Post 87041 1 ). 323pp. 4871 9:082-48720:044. 

8903030423 NUREG/CR-5250 V01 SEISMIC HAZARD CHARACTERIZATION OF 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS.Methodology.Input 
Data And Comparisons To Previous Results For Ten Test Sites. 

BERNREUTER.D.L., SAVY.J.B., MENSING.R.W. Lawrence Livermore National Labora- 
tory. FIN A-0448. UCID-21517. 89/01/31. Division of Engineering & Systems Technol- 
ogy (Post 87041 1 ). 348pp. 4871 8:092-4871 9:081 . 

8903030472 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment.” Backup nitrogen accumulator capacity & individual 
component loss of instrument air tests performed. 

DRAWBRIDGE, B.L. Yankee Atomic Electric Co. GL-88-14. 89/02/21. Document Con- 
trol Branch (Document Control Desk). 5pp. 48739:144-48739:148. 

8903060008 Responds to 8901 1 1 request for justification re use of radon emanation 
factor used in 860630 reclamation plan submittal. Initial use of E=0.20 based on info 
in NUREG/CR-3533 & sampling done under NUREG/CR-1081. 

PFAFF.S.J. Petrotomics Co. (formerly Getty/Petrotomics Co.). 89/02/08. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 15pp. 48709:339-48709:353. 

8903060025 NUREG/CR-5042 S02 EVALUATION OF EXTERNAL HAZARDS TO NU- 
CLEAR POWER PLANTS IN THE UNITED STATES.Other External Events. 
KIMURA.C.Y., PRASSINOS.P.G. Lawrence Livermore National Laboratory. FIN A- 
0815. UCID-21223. 89/02/28. Division of Safety Issue Resolution (Post 880717). 
54pp. 48762:080-48762:136. 

8903060040 NUREG/CR-5234 VALUE/IMPACT ANALYSIS FOR GENERIC ISSUE 
51 IMPROVING THE RELIABILITY OF OPEN-CYCLE SERVICE-WATER SYSTEMS. 
DALING.P.M., STILES, D.L., WEAKLEY, S.A. Battelle Memorial Institute, Pacific North- 
west Laboratory. FIN B-2977. PNL-6668. 89/02/28. Division of Safety Issue Resolu- 
tion (Post 880717). 125pp. 48777:253-48778:019. 

8903060129 Responds to 890202 ltr expressing concerns about family safety due to 
nearby location of nuclear plant.NRC does not consider BWR w/Mark I containments 
to be unsafe & will strive to ensure that all plants made even more safe. 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/02/27. JAY.C.D. Af- 
filiation Not Assigned. 3pp. 48739:191-48739:196. 

8903060137 Forwards corrected Insp Repts 50-259/88-32,50-260/88-32 & 50-296/88* 
32 on 881001-31 & notice of violation.Response to notice of violation extended 30 
days. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/02/17. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 48739:349-48740:030. 

8903060176 NUREG-1335 DRFT FC INDIVIDUAL PLANT EXAMINATION:SUBMITTAL 
GUIDANCE.Draff Report For Comment. 

* Office of Nuclear Regulatory Research. Director (Post 860720). * Office of Nuclear 
Reactor Regulation, Director (Post 870411). 89/01/31. 27pp. 48762:137-48762:164. 

8908060200 Forwards safety evaluation supporting licensee elimination of dynamic ef- 
fects of postulated primary loop pipe ruptures from design basis. 

BRINKMAN.D.S. Project Directorate 1-1. TAC 68318. 89/02/23. BRAM.S.B. Consoli- 
dated Edison Co. of New York, Inc. 2pp. 48739:1 97-48739:21 0. 

-8903080206 Safety evaluation supporting licensee elimination of dynamic effects of 
postulated primary loop pipe ruptures from design basis. 

* NRC - No Detailed Affiliation Given. 89/02/23. 12pp. 48739:199-48739:210. 


8903080205 Forwards update on ISAP topic reviews discussed in util 871113 
ltr, description of new topics being added to ISAP, updated integrated implementation 
schedule & summary table of ISAP ARM scores & installation man-rem for each 
prelect. 

'.IROCZKA.L- J Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. B 130 19. 89/03/02. Document Control Branch (Document Control Desk). 80pp. 
48742:001-48742:080. 

8903080252 Comment opposing proposed rule 10CFR50 re maint programs for nuclear 
power plants.Util endorses comments filed by NUMARC & Nuclear Util Backfitting & 
Reform Group. Rule fails to provide basis for determining effective maint program. 
EDWARDS, D.W. Yankee Atomic Electric Co. FYC 89-003. 89/02/27. Docketing & 
Services Branch. 3pp. 48745:320-48745:322. 

8903080380 Advises that 880502 request for exception to protection factor requirement 
for primary emergency operations facility concerning expansion of facility (ref NUREG- 
0737,Suppl 1) conditionally acceptable. 

CAPRA, R.A. Project Directorate 1-1. TAC 68213. 89/02/28. BRAM.S.B. Consolidated 
Edison Co. of New York, Inc. BRONS.J.C. New York Power Authority (formerly Power 
Authority of the State of New York). 4pp. 48748:334-48748:337. 

8903080505 “1988 Annual Rept of Facility Changes.Tests,Experiments & Safety & 
Relief Valve Failures & Challenges." W/890228 ltr. 

MINECK.D.L. Iowa Electric Light & Power Co. NG-89-0506. 88/12/31. MURLEY.T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 36pp. 48767:133- 
48767:168. 

8903080538 NUREG-1232 V02 SOI SAFETY EVALUATION REPORT ON TENNESSEE 
VALLEY AUTHORITY: SEQUOYAH NUCLEAR PERFORMANCE PLAN.Sequoyah Unit 
1 Restart. 

* Associate Director for Special Projects (Post 890101). 89/01/31. 84pp. 48748:084- 
48748:171. 

8903080541 NUREG-1340 REGULATORY ANALYSIS FOR THE RESOLUTION OF GE- 
NERIC ISSUE 99, “LOSS OF RHR CAPABILITY IN PWRS." 

SPANO.A.H. Division of Safety Issue Resolution (Post 880717). 89/02/28. 78pp. 
48748:260-48748:333. 

8903080544 NUREG/CR-4478 UPDATE - A FORTRAN 77 SOURCE FILE 
MANIPULATOR.Adapted For The Data General MV Series Eclipse Computers Under 
AOS/VS. 

KIRK, B.L. Oak Ridge National Laboratory. FIN A-9096. ORNL/TDMC-4. 89/01/31. Di- 
vision of Information Support Services (870413-890204). 93pp. 48748:172-48748:259. 

8903080549 NUREG-0540 V10 Nil TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE.November 1-30,1988. 

* Division of Freedom of Information & Publications Services (880515-890204). 89/ 
01 /31 . 423pp. 48747:021 -48748:083. 

8903080553 NUREG/CR-5313 EQUIPMENT QUALIFICATION (EQ)-RISK SCOPING 
STUDY. 

BUSTARD, L.D. Sandia National Laboratories. CLARK, J., MEDFORD.G.T. Science Ap- 
plications International Corp. (formerly Science Applications, Inc.). FIN A-1823. 
SAND88-3330. 89/01/31. Division of Regulatory Applications (Post 870413). 277pp. 
48746:101-48747:020. 

8903090022 NUREG/CR-4639 V5P3R1 NUCLEAR COMPUTERIZED LIBRARY FOR 
ASSESSING REACTOR RELIABILITY (NUCLARR).Data Manual.Part 3: Hardware 
Component Failure Data (HCFD). 

GERTMAN.D.I., GILBERT, B.G., GILMORE, W.E. EG&G Idaho, Inc. (subs, of EG&G, 
Inc.). FIN A-6854. EGG-2458. 89/01/31. Office of Nuclear Regulatory Research, Di- 
rector (Post 860720). 636pp. 48769:136-48771:050. 

8903090026 Advises that due date for submittal of CRDR summary rept, including 
schedule for resolutions of human engineering discrepancies, postponed from 890228 
to 891030 due to commitment to implement new emergency operating procedures. 
MROCZKA.E.J., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. A04135. 89/02/28. Document Control Branch 
(Document Control Desk). 3pp. 48801:042-48801:044. 

8903090032 NUREG/CR-4639 V5P4R1 NUCLEAR COMPUTERIZED LIBRARY FOR 
ASSESSING REACTOR RELIABILITY (NUCLARR).Data Manual.Part 4:Summary Ag- 
gregations. 

GERTMAN.D.I., GILBERT, B.G., GILMORE, W.E. EG&G Idaho, Inc. (subs, of EG&G, 
Inc.). FIN A-6854. EGG-2458. 89/01/31. Office of Nuclear Regulatory Research, Di- 
rector (Post 860720). 340pp. 48771:257-48772:236. 

8903090033 NUREG/CR-4639 V5P2R1 NUCLEAR COMPUTERIZED LIBRARY FOR 
ASSESSING REACTOR RELIABILITY (NUCLARR).Data Manual.Part 2: Human Error 
Probability (HEP) Estimates. 

GERTMAN.D.I., GILBERT.B.G., GILMORE, W.E. EG&G Idaho, Inc. (subs, of EG&G, 
Inc.). FIN A-6854. EGG-2458. 89/01/31. Office of Nuclear Regulatory Research, Di- 
rector (Post 860720). 1 ,000pp. 48772:238-48773:359. 

8903090048 NUREG/CR-5320 IMPACT OF RADIATION EMBRITTLEMENT ON INTEG- 
RITY OF PRESSURE VESSEL SUPPORTS FOR TWO PWR PLANTS. 
CHEVERTON.R.D., PENNELL, W.E., ROBINSON, G.C. Oak Ridge National Laboratory. 
FIN B-0119. ORNL/TM-10966. 89/01/31. Division of Engineering (Post 870413). 
274pp. 48758:074-48758:349. 

8903090057 Forwards annual rept of occupational radiation exposure & annual rept of 
safety & relief valve failures & challenges for 1988. 

MUSOLF.D. Northern States Power Co. 89/02/24. Document Control Branch (Docu- 
ment Control Desk). Ip. 48801:030-48801:033. 

-8903090066 “Annual Rept of Safety Valve & Relief Valve Failures & Challenges for 

* Northern States Power Co. 88/12/31. ip. 48801:033-48801:033. 

8903090070 NUREG/CR-2331 V08 N3 SAFETY RESEARCH PROGRAMS SPON- 
SORED BY OFFICE OF NUCLEAR REGULATORY RESEARCH.Progress Report, July- 
September 1988. 

WEISS. A.J. Brookhaven National Laboratory. FIN A-3024. BNL-NUREG-51454. 89/ 
02/28. Office of Nuclear Regulatory Research, Director (Post 860720). 197pp. 
48757:234-48758:073. 
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8903090103 NUREG/CR-2331 V07 N4 SAFETY RESEARCH PROGRAMS SPON- 
SORED BY OFFICE OF NUCLEAR REGULATORY RESEARCH. Progress 
Report, October-December 1987. 

WEISS.A.J. Brookhaven National Laboratory. FIN A-3014. BNL-NUREG-51454. 88/ 
09/30. Office of Nuclear Regulatory Research, Director (Post 860720). 133pp. 
48769:001-48769:135. 

8903090145 NUREG/CR-5030 AN ASSESSMENT OF STEAM-EXPLOSION-INDUCED 
CONTAINMENT FAILURE. 

THEOFANOUSJ.G., AMARASOORIYA.W., NAJAFI.B. California, Univ. of, Santa Bar- 
bara, CA. FIN D-1341. 89/02/28. Division of Systems Research (Post 880717). 
204pp. 48771:051-48771:256. 


8903140068 NUREG/CR-5250 V08 SEISMIC HAZARD CHARACTERIZATION OF 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS.Supplementary Seis- 
mic Hazard Results For Sites With Multiple Soil Conditions. 

BERNREUTER.D.L., SAVY.J.B., MENSING.R.W. Lawrence Livermore National Labora- 
tory. FIN A-0448. UCID-21517. 89/01/31. Division of Engineering & Systems Technol- 
ogy (Post 870411). 209pp. 48839:347-48840:197. 

8903140089 NUREG/CR-5292 CLOSEOUT OF IE BULLETIN 80-23:FAILURES OF SO- 
LENOID VALVES MANUFACTURED BY VALCOR ENGINEERING CORPORATION. 
FOLEY, W.J., DEAN.R.S., HENNICK.A. Parameter, Inc. FIN B-8729. PARAMETER 
IE183. 89/02/28. Division of Operational Events Assessment (Post 870411). 31pp. 
48840:198-48840:232. 


8903090244 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment," per NUREG-1275,Vol 2. Instrument air sys ade- 
quate for operation of pneumatically-operated, safety-related equipment. 

HAIRSTON, W.G. Georgia Power Co. GL-88-14. 89/02/17. Region 2, Ofc of the Direc- 
tor. 28pp. 48800:183-48800:210. 

8903100032 Application for amend to License DPR-6 1 .rev'«i"g T ech Specs re core exit 
thremocouples,main stack wide-range noble gas ro-Mtor, -easier vessel water level & 
RCS subcooling margin monitor, per Generic Ltr 83-37. 

MROCZKA.E.J., SEARS, C.F. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. 
Northeast Utilities. B13127. 89/03/01. Document Control Branch (Document Control 
Desk). 3pp. 48810: 1 1 7-4881 0:1 29. 

-8903100035 Proposed Tech Specs.revising info on core exit thermocouples, main stack 
wide-range noble gas monitor, reactor vessel water level & RCS subcooling margin 
monitor, per Generic Ltr 83-37. 

* Connecticut Yankee Atomic Power Co. B13127. 89/03/01. 10pp. 48810:120- 
48810:129. 

8903100081 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment." Sys at plant operated.maintained & periodically 
tested to provide assurance of performance as expected w/design basis events. 
FRIZZLE, C.D. Maine Yankee Atomic Power Co. GL-88-14. 89/02/24. Document Con- 
trol Branch (Document Control Desk). 5pp. 48806:091-48806:095. 

8903100262 Comment on proposed rule 10CFR50 re maint for nuclear plants.Strongly 
support NUMARC position & emphasize that rule unnecessary w/many required pro- 
gram z e-tents a'-eadv in place at plant.Rule would do more harm than good. 
KAPL.-N.A Cevoand Electric Illuminating Co. PY-CEl/NRR-0976. 89/02/27. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 48806:235-48806:236. 

8903100308 Forward Rev 1 to NUREG-1308 & NUREG/CR-2722,per 890227 
rGQUGst W/o end 

LAROCHE, G.E. Fuel Cycle Safety Branch. 89/03/03. SWARTS.D. Affiliation Not As- 
signed. Ip. 48804:097-48804:097. 

8903100389 Forwards safety evaluation accepting util response to Generic Ltr 83- 
28, Item 2.1 (Part 2) re vendor interface program. 

ROSS.T.M. Project Directorate 111-2. GL-83-28. 89/02/22. BLISS, H.E. Commonwealth 
Edison Co. 3pp. 48804:151-48804:156. 

-8903100390 Safety evaluation accepting util response to Generic Ltr 83-28,ltem 2.1 
(Part 2) re confirmation that interface established w/NSSS vendor or w/ vendors of 
components of reactor trip sys. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). GL-83-28. 89/02/22. 
3pp. 48804:154-48804:156. 

8903100440 Forwards EGG-NTA-8326, “TMI Action.NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing, Zion Units 1 & 2,” technical evaluation rept.Util provided accept- 
able response to requirements of Item II.D.1 w/exception of items noted. 

PATEL, C.P. Project Directorate 111-2. TAC 44630. 89/02/28. BLISS.H.E. Common- 
wealth Edison Co. 4pp. 48804:212-48804:247. 

-8902020412 EGG-NTA-8326 "TMI Action,NUREG-0737 (II.D.1 ),Relief & Safety Valve 
Testing, Zion Units 1 & 2," technical evaluation rept 

YUAN.C.Y., NALEZNY,C.L, FINEMAN.C.P. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN A-6492. 88/12/31. NRC - No Detailed Affiliation Given. 32pp. 48804:216- 
48804:247. 

8903100561 Informs that response to 881018 request for addl info re performance test- 
ing of relief & safety valves will be provided by 89031 6.Responses to Questions 2 & 4 
will be provided prior to 890731 after all reanalyses completed. 

TUCKER.H.B, Duke Power Co. 89/02/24. Document Control Branch (Document Con- 
trol Desk). Ip. 48808:282-48808:28 2. 

8903130085 FOIA request for draft “General Design for Alternative Methods for Dispos- 
al of Low Level Radwastes," as mentioned in NUREG/CR-5041 ,Vol 1, including at- 
tachments & encls.W/encl. 

WILLIAMS, O.G. JRA Associates. OQW-89-026-236/. 89/02/20. GRIMSLEY.D.H. NRC 
- No Detailed Affiliation Given. 3pp. 48875:049-48875:051. 

8903130244 Grants 881027 request to modify RCS component supports for Unit 2. 
STOLZ.J.F. Project Directorate 1-4. TAC 71086. 89/03/03. SIEBER.J.D. Duquesne 
Light Co. 4pp. 48821:269-48821:272. 


8903140098 NUREG/CR-2000 V08 N1 LICENSEE EVENT REPORT (LER) 
COMPILATIONS Mo"th Of Jan-ja-v 1989. 

* Oak Ridge National Lao.rai.ry. =IN A-9135. ORNL/NSIC-200. 89/02/28. Office for 
Analysis & Evaluation of Operational Data, Director. 136pp. 48851:332-48852:101. 

8903140099 NUREG/CR-5250 V06 SEISMIC HAZARD CHARACTERIZATION OF 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS Pognn «! Comparison 
Between Sites.Site Effects, General Discussion And Corc:us.ona. 

BERNREUTER.D.L., SAVY.J.B., MENSING.R.W. Lawrence Livermore National Labora- 
tory. FIN A-0448. UCID-21517. 89/01/31. Division of Engineering & Systems Technol- 
ogy (Post 8704 1 1 ). 1 34pp. 48838: 1 45-48838:280. 

8903140114 NUREG-1137 S08 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF VOGTLE ELECTRIC GENERATING PLANT, UNITS 1 AND 2.Docket 
Nos. 50-424 And 50-425.(Georgia Power Co.et al) 

* Division of Reactor Projects - I/ll (Post 870411). 89/02/28. 107pp. 48840:233- 
48840:341. 

8903140119 NUREG/CR-5250 V07 SEISMIC HAZARD CHARACTERIZATION OF 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS.Questionnaires. 
BERNREUTER.D.L., SAVY.J.B., MENSING.R.W. Lawrence Livermore National Labora- 
tory. FIN A-0448. UCID-21517. 89/01/31. Division of Engineering & Systems Technol- 
ogy (Post 870411). 600pp. 48849:332-48851:216. 

8903140124 NUREG-1343 TECHNICAL SPECIFICATIONS FOR VOGTLE ELECTRIC 
GENERATING PLANT, UNITS 1 And 2.Docket Nos. 50-424 And 50-425.(Georgia 
Power Company) 

* Division of Reactor Projects - I/ll (Post 870411). 89/02/28. 400pp. 48852:102- 
48853:213. 

8903140138 NUREG/CR-51 16 SURVEY OF PWR WATER CHEMISTRY. 

GORMAN, J. Dominion Engineering, Inc. * Argonne National Laboratory. FIN A-2212. 
ANL-88-43. 89/02/28. Office of Nuclear Regulatory Research, Director (Post 860720). 
137pp. 48838:281-48839:058. 

8903140164 NUREG/CR-5311 AN ASSESSMENT OF RELAP5/MOD2 APPLICABILITY 
TO LOSS-OF-FEEDWATER TRANSIENT ANALYSIS IN A BABCOCK AND WILCOX 
REACTOR PLANT. 

DIMENNA.R.A., HALL.D.G., KULLBERG.C.M. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN A-6328. EGG-2560. 89/02/28. Division of Systems Research (Post 880717). 
120pp. 48851:217-48851:331. 

8903140184 Summary of 890214 meeting w/util in Middletown, PA re status & future ac- 
tions of all active licensing issues.List of attendees, Hst'nc; of activities discussed & 
handout of draft NRC evaluation of -Gmainirc Apn H issues erci 
HERNAN.R.W. Project Directorate 1-4. IEB-87-002. 89/02/24. Project Directorate 1-4. 
28pp. 48857:254-48857:281. 

8903140201 Discusses proposed changes to Commitments 7,14,16,4,8 & 10 to resolve 
issues remaining from plant SER (NUREG-0887),for approval. 

KAPLAN, A. Cleveland Electric Illuminating Co. PY-CEI/NRR-0969. 89/03/03. Docu- 
ment Control Branch (Document Control Desk). 5pp. 48848:344-48848:348. 

8903140208 NUREG/CR-51 24 INTERFACING SYSTEMS LOCA:BOILING WATER RE- 
ACTORS. 

CHU.T-L, STOYANOV.S., FITZPATRICK.R. Brookhaven National Laboratory. FIN A- 
3829. BNL-NUREG-521 41 . 89/02/28. Division of Safety Issue Resolution (Post 
880717). 400pp. 48849:001-48849:288. 

8903140231 NUREG-0090 VII N03 REPORT TO CONGRESS ON ABNORMAL 
OCCURRENCES, July-September 1988. 

* Office for Analysis & Evaluation of Operational Data, Director. 89/01/31. 48pp. 
48849:289-48849:331. 

8903140648 Responds to NRC 890123 ltr re violations noted in Insp Rept 50-220/88- 
34.Corrective actions:all variables listed in Reg Guide 1.97, (Rev 2) as Category 1 & 2 
re-reviewed by util equipment qualification group. 

BURKHARDT.L. Niagara Mohawk Power Corp. NMP1L 0367. 89/03/06. Document 
Control Branch (Document Control Desk). 4pp. 48855:225-48855:228. 

8903150027 Responds to 890223 ltr to Chairman Zech expressing concern about family 
safety due to residence near nuclear plantNRC does not consider BWR reactors w/ 
Mark I containments to be ixsafo.W/o s'.atcd NUFEG- 1285. 

BERKOW.H.N. Division of Heactor Pro nets ■ 1/ ■ (Pos: 870411). 89/03/06. 
LEWIS, W.S. Affiliation Not Assigned 5pp. 486/6.125-48876.130. 


8903130453 Summary of 890222 conference call w/uti! re NRC 890104 request for addl 
'nfo conoorrinc NUREG-0737,ltem II.D.1. 

STONE. J.C Project Directorate 1-2. TAC 44618. 89/03/02. NRC - No Detailed Affili- 
ation Given 3pp. 48950:087-48950:089. 

8903140041 NUREG/CR-5250 V05 SEISMIC HAZARD CHARACTERIZATION OF 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS.Results And Discus- 
sion For The Batch 4 Sites. 

BERNREUTER.D.L, SAVY.J.B., MENSING.R.W. Lawrence Livermore National Labora- 
tory. FIN A-0448. UCID-21517. 89/01/31. Division of Engineering & Systems Technol- 
ogy (Post 870411). 286pp. 48839:059-48839:346. 

8903140056 Forwards documents re below regulatory concern petitions per 890223 
meeting.NUREG/BR-0058,NUREG/BR-0053 & 890223 meeting minutes encl.W/o 
end. 

GLENN,C.J. Regulatory Branch. 89/03/03. FAIROBENT.L Nuclear Management & 
Resources Council (NUMARC) (formerly Nuclear Utility Manage. Ip. 48834:216- 
48834:216. 


8903150119 Forwards SIMS update addressing preshutdown Tech Specs, employee 
concerns element repts,NRC bulletins & generic ^.Implementation dates developed 
from existing files. 

GRIDLEY.R. Tennessee Valley Authority. TAC R00147. 89/03/07. Document Control 
Branch (Document Control Desk). 131pp. 48877:046-48877:177. 

8903150244 Summary of 880208 meeting w/util, NUMARC & Bechtel re util application 
of plant methodology to risk mgt & assessment of NRC cost estimation of potential 
BWR Mark I containment improvements.Rev 2 to NPE-89-001, "PP&L Approach..." 
end. 

LANE.J.C. Severe Accident Issues Branch. 89/03/02. BECKNER.W.D. Severe Acci- 
dent Issues Branch. 51pp. 48862:153-48863:274. 


8903150260 Forwards NUREG-0090,Vol 11, No 3, "Rept to Congress on AOs Jul-Sept 
1988." No AOs at nuclear power plants licensed to operate for reporting period.Two 
AOs under other NRC-issued licenses & one AO reported by Agreement State noted. 
ZECH.L.W. Commissioners. 89/02/27. WRIGHT, J. House of Rep., Speaker of the 
House. QUAYLE,J,D. Senate, President of the Senate. 2pp. 48877:178-48877:218. 
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8903150286 Forwards addl info on three full power OL items, per JB Hopkins 890225 
request. Initial startup test program.TDI diesel generators & NUREG-0737, Item II.F.2 
addressed. 

BAILEY, J.A. Georgia Power Co. GN-1582. 89/03/06. Document Control Branch (Doc- 
ument Control Desk). 7pp. 48871:250-48871:256. 

8903150414 Advises that util 890221 response to Generic Ltr 88-14 describing listed 
verification & implementation of program for maintaining proper instrument air quality 
acceptable. 

FAIRTILE.M.B. Project Directorate 1-3. GL-88-14. 89/03/06. PAPANIC.G. Yankee 
. Atomic Electric Co. 2pp. 48876:322-48876:323. 

8903150435 Forwards comments on NUMARC 87-OO.App D dtd 890103 re emergency 
rf'ssc' sere*- atc r 'e-liability program.Subj draft does not reflect previous understandings 
& comrr,.:mci!s per Reg Guide 1.155, Section 1.2 & 871120 NUMARC ?. ' 0C App D 
SKRk-Z.aw Poactor Plant Safety Issues Branch. 89/03/02. MARION,A. Nuclear 
Man^gemen^&^Resources Council (NUMARC) (formerly Nuclear Utility Manage. 2pp. 

—8903150452 Comments on Rev 1 to NUMARC 87-OO.App D dtd 890103. Clarifications 
suggested in discussion of surveillance testing. 

LOFGREN.E.V. Science Applications International Corp. (formerly Science Applica- 
tions, Inc.). 89/02/02. SERKIZ.A. NRC - No Detailed Affiliation Given. 5pp. 
48873:091-48873:094. 

8903150523 Forwards renewed License STB-401 for 5-yr term expiring 940331 & 
SER.New 10CFR40 regulations & NUREG-1336 also end. W/o regulations & 
NUREG-1336. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/09. MCFADDEN.T.H. Mallinckrodt, Inc. 
Ip. 48865:325-48865:342. 

8903160225 Notifies of 890321 meeting in Region IV ofc to discuss changes in recently 
issued Rev 5 to NUREG-1021 & other pending issues re operator licensing exam. 
CALLAN.LJ. Region 4. Ofc of the Director. 89/03/03. DEDDENS.J.C. Gulf States Util- 
ities Co. 4pp. 48893:057-48893:060. 

8903160258 Forwards rev to site security plan, meeting intent of NUREG-0908 & 
NUPEG-I C^-S.cons'-slhg of overall upgrade.Rev withheld. 

MCRR:S,K.J. Omaha Public Power District. LIC-89-285. 89/03/15. Document Control 
Branch (Document Control Desk). 2pp. 48884:342-48884:343. 

8903170202 NUREG/BR-0117 N88-4 NMSS LICENSEE NEWSLETTER. 

* Office of Nuclear Material Safety & Safeguards, Director. 88/12/31. 10pp. 

48878:192-48878:201. 

8903170205 NUREG/BR-0117 N88-2 NMSS LICENSEE NEWSLETTER. 

* Office of Nuclear Material Safety & Safeguards, Director. 88/06/30. 10pp. 

48878:202-48878:212. 

8903170208 NUREG/BR-0117 N88-3 NMSS LICENSEE NEWSLETTER. 

* Office of Nuclear Material Safety & Safeguards, Director. 88/09/30. 8pp. 48878:223- 
48878:230. 

8903170275 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. New rulemaking does not ensure effective- 
ness of maint program. 

SHIRCLIFF.P.M. Affiliation Not Assigned. 53FR47822 00068. 89/03/10. Docketing & 
Services Branch. 1 p. 48878: 1 89-48878:1 89. 

8903170402 Forwards response to Generic Ltr 88-14, “Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment.” Upgrades to instrument air quality include 
installation of electric air compressors & new air dryers. 

CONWAY, W.F. Florida Power & Light Co. GL-88-14. 89/03/10. Document Control 
Branch (Document Control Desk). 8pp. 48953:217-48953:224. 

8903200343 Forwards Insp Repts 50-259/89-05,50-260/89-05 & 50-296/89-05 on 
890130-0202.No violations or deviations noted. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/03/01 . KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 48971:064-48971:072. 

-8903200346 Insp Repts 50-259/89-05.50-260/89-05 & 50-296/89-05 on 890130- 
0202.No violations or deviations noted.Major areas inspected:Generic Ltr 88-01 & 
NUREG-0313,Rev 2 program implementation.procedure view & observation of work. 
COLEY, J.L. Region 2, Ofc of the Director. 50-296/89-05. 89/02/21. 7pp. 48971:066- 
48971:072. 

8903200451 Lists actions to be performed to address postulated loss of component 
cooling water.Util will provide backup water source to charging oil coolers to ensure 
that leakage through reactor coolant pump seals does not occur. 

REED.C. Commonwealth Edison Co. 0062T:1. 89/03/13. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 48971:1 18-48971:1 18. 

8903210042 Discusses documentation of FLAC.UDEC & 3DEC codes for high level 
waste mgt,per NRC extensive use in review analysis. Codes will meet same guidelines 
required for computer codes used by DOE, per NUREG-0865. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. NRC-02-85-002. 89/03/15. 
TANIOUS.N. NRC - No Detailed Affiliation Given. 2pp. 48984:218-48984:219. 

8903210193 NUREG-0540 V10 N12 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE. December 1-31,1988. 

* Division of Freedom of Information & Publications Services (880515-890204). 89/ 
03/31. 325pp. 48937:094-48938:052. 

8903210200 NUREG/CR-3037 USER’S MANUAL FOR FIRIN.A Computer Code To Esti- 
mate Accidental Fire And Radioactive Airborne Release In Nuclear Fuel Cycle Facili- 
ties. 

CHAN,M.K., BALLINGER, M.Y., OWCZARSKI.P.C. Battelle Memorial Institute, Pacific 
Northwest Laboratory. FIN B-2481. PNL-4532. 89/02/28. Division of Industrial & Medi- 
cal Nuclear Safety (Post 870729). 212pp. 48939:216-48940:055. 

8903210207 NUREG-0020 VI 3 N02 LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT.Data As Of January 31,1 989.(Gray Book I) 

SCHWARTZ, I. Division of Computer & Telecommunications Services (Post 890205). 
89/03/31. 500pp. 48938:053-48939:215. 

8903210223 NUREG-1350 V01 NUCLEAR REGULATORY COMMISSION 1989 INFOR- 
MATION DIGEST. 

MCGRATH, K.A. Division of Budget & Analysis (Post 890205). 89/03/31. 98pp. 
48936:354-48937:093. 


8903210228 NUREG/CR-4604 STATISTICAL METHODS FOR NUCLEAR MATERIAL 
MANAGEMENT. 

BOWEN, W.M., BENNETT.C.A. Battelle Memorial Institute, Pacific Northwest Laborato- 
ry. FIN B-2420. PNL-5849. 88/12/31. Office of Nuclear Regulatory Research, Director 
(Post 860720). 1,020pp. 48934:062-48936:353. 

8903220095 Comments on draft NUREG-1335, “Individual Plant Exam: Submittal Guid- 
ance.” Generic firdrcR shou'd be- issued for info only & should not become part of 
NRC insp & a:.di: rcccm-'u-.iidatr/iK & guidance. 

SORENSEN, G.J. Washington Public Power Supply System. 89/03/17. Document Con- 
trol Branch (Documem Control Desk). 5pp. 48993:331-48993:335. 

8903220134 Grants relief from required NRC approval of cask lifting devices for 
plant.per Generic Ltr 85-11 & NURtG-0612. 

FAIRTILE.M.B. Project Directorate 1-3. TAC 68226. 89/03/15. CAPSTICK.R.W. Ver- 
mont Yankee Nuclear Power Corp. 3pp. 49005:065-49005:067. 

8903220163 Forwards corrected Amend 93 to License NPF-l.Page 3/4 3-47 contained 
typo. 

KNIGHTON, G.W. Project Directorate V. GL-83-37. 89/03/15. COCKFIELD.D.W. Port- 
land General Electric Co. 3pp. 49008:085-49008:088. 

8903220307 Informs that NUREG-1344 identified as Enel 1 to License NPF-78 in 
890119 Itr.EncI 1 ref should be changed to read NUREG-1334. 

DICK.G.F. Project Directorate IV. 89/03/10. GOLDBERG, J.H. Houston Lighting & 
Power Co. 4pp. 49020:231-49020:234. 

8903220415 Responds to 890209 ltr requesting answers to questions re emergency 
planning in EPZ & 890223 ltr re synopsis of vtsits to Taunton State Hosp.designated 
reception ctr for EPZ. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/15. DINAN.M.R. Affiliation Not 
Assigned. 5pp. 49008:246-49008:250. 

8903230092 Forwards status of immediate corrective actions to resolve human engi- 
neering discrepancies identified at facilities during NUREG-0700 CRDR 
project.Remaining seven corrective actions delayed due to rescheduling of outage to 
1 989. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89-008. 89/03/08. 
Document Control Branch (Document Control Desk). 5pp. 49029:025-49029:029. 

8903230106 Discusses NRC concerns re supplemental DCRDR summary rept, dtd 
881 1 09.Determination of restart applicability of human engineering discrepancies per 
Suppl 1 to NUREG-0737 seems questionable.Meeting to discuss concerns will be 
called. 

BLACK, S. Assistant Director for Projects. TAC 56105. 89/03/17. KINGSLEY, O.D. 
Tennessee Valley Authority. 4pp. 49022:351-49022:354. 

8903230192 Corrects response to Question 4 in 881018 ltr re Suppl 1 to NUREG-0737, 
"DCRDR." Two of eight indicating lights on diesel generator A parallel block & diesel 
generator B parallel block identified w/o annunciator points. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 2F0389-15. 89/ 
03/17. Document Control Branch (Document Control Desk). 2pp. 49028:164- 
49028:165. 

8903230208 Advises that NRC will conduct post-implementation audit insp to verify ef- 
forts re Generic Ltr 88-14, "Instrument Air Suppy Sys Problems Affecting Safety-Relat- 
ed Equipment." 

HAYES, J.J. Project Directorate 11-1. GL-88-14. 89/03/14. BRADHAM.O.S. South Caro- 
lina Electric & Gas Co. 2pp. 49032:072-49032:073. 

8903230311 Comments on draft NUREG-1335 re individual plant exams,per 890223- 
0302 meetings w/ NRC. Addl time should be allowed for presentation of program plan 
following finalization of NUREG-1335. 

SHIFFER.J.D. Pacific Gas & Electric Co. GL-88-20. 89/03/17. Document Control 
Branch (Document Control Desk). 2pp. 49048:153-49048:154. 

8903230354 Forwards Amends 116 & 89 to Licenses DPR-51 & NPF-6, respectively & 
safety evaluation.Amends add operability & surveillance requirements for core exit 
thermocouples. 

HARBUCK.C.C., POSLUSNY.C. Project Directorate IV. TAC 69053. 89/03/08. 
CAMPBELL, T.G. Arkansas Power & Light Co. 4pp. 49022:283-49022:301. 

-8903230356 Amends 116 & 89 to Licenses DPR-51 & NPF-6.respectively, adding 
operability & surveillance requirements for core exit thermocouples to plant Tech 
Specs per NUREG-0737 & Generic Ltr 83-37. 

CALVO.J.A. Project Directorate IV. NPF-06 A 089. 89/03/08. 14pp. 49022:287- 
49022:299. 

8903230358 Responds to 890221 request for info on status of TMI action plan 
requirements.Aadl time needed to gather other noncomputerized data to fully respond 
to questions.Complete response will be provided by 890330. 

ZECH.L.W. Commissioners. 89/03/10. MARKEY.E.J. House of Rep. Ip. 49023:025- 
49023:027. 

-8903230360 Requests answers to questions listed re status of implementation of im- 
provements ordered under NUREG-0660 & NUREG-0737 after TMI-2 
accident.Response within 10 working days or by 890306 requested. 

MARKEY.E.J. House of Rep. 89/02/21. ZECH.L.W. Commissioners. 2pp. 49023:026- 
49023:027. 

8903230401 Advises that issue of NUREG-0737,Action Plan Item II.K.3.5 satisfactorily 
resolved for plants. NRC generically approved Westinghouse Owners Group methodol- 
ogy specified in Generic Ltr 85-12. 

ENGLE, L.B. Project Directorate 11-2. GL-85-12. 89/03/20. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 3pp. 49029:260-49029:262. 

8903240051 Forwards listing of inspector followup items not required to address pro- 

B rammatic issues & do not support layup program. Topics include, NUREG-0737,ltems 
.8.3 re post-accident sampling & II.F.1 re accident monitoring instrumentation. 
GRIDLEY,R. Tennessee Valley Authority. 89/03/20. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49038:298-49038:301. 

8903270056 Forwards affidavit certifying that plant Tech Specs reflect design & as-built 
configuration of plant described in USAR & NRC SER (NUREG-0420). 

LEONARD, J.D. Long Island Lighting Co. SNRC-1559. 89/03/21. Document Control 
Branch (Document Control Desk). 3pp. 49054:008-49054:010. 
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8903270079 Recommends that G Hopper be certified as operator licensing examiner on 
non-power reactors.Operating test audit rept end. 

MUNRO.J.F. Regie" 2. Ofc of the Director. 89/03/07. ERNST, M.L. Region 2. Ofc of 
the Director. 2pp 49C55.06' ''■905:). 0^2 

8903270129 Recommends that util document & maintain, for at least 2 yrs, evaluation of 
actions in response to Generic Ltr 88-14, “Instrument Air Supply Problems Affecting 
Safety-Related Equipment." Records may be subj to ‘utura auditr.r 
HEITNER,K.L. Project Directorate IV. GL-88-14. 83.02’i3. w:.LiAUS.R.a Public 
Service Co. of Colorado. 4pp. 49110:236-49110:239. 

8903270294 Final response to FOIA requestApp A records end & available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/23. LYND.S. Affiliation Not Assigned. 2pp. 

-8903270297 Forwards response to questions raised in 780316 ltr re NUREG-0302,Rev 

1 . 

VOLGENAU.E. Ofc of Inspection & Enforcement, Director (820201-870413). 78/04/ 
28. GORE.J.W. Atomic Industrial Forum. 4pp. 

8903270390 Provides comments on Generic Ltr 88-20, "Individual Plant Exam for 
Severe Accident Vulnerabilities - 10CFR50.54(f) M dtd 881123 & draft NUREG-1335, 
"Individual Plant Exam: Submittal Guidance" dtd Jan 1989. 

SHELTON, D.C. Toledo Edison Co. NLD-89-05165. 89/03/16. Document Control 
Branch (Document Control Desk). 3pp. 49110:041-49110:043. 

8903280050 NUREG/CR-5143 APPLICATION OF THE J-INTEGRAL AND THE MODI- 
FIED J-INTEGRAL TO CASES OF LARGE CRACK EXTENSION. 

JOYCE, J .A., DAVIS, D.A., HACKETT.E.M. U.S. Naval Academy. Annapolis, MD. FIN B- 
6290. 89/02/28. Division of Engineering (Post 870413). 45pp. 49080:087-49080:130. 

8903280074 Forwards response to KN Jabbour 881018 request for addl info re NUREG- 
0737, Item II.D.1, "Performance Testing of Relief & Safety Valves.” Corrected value for 
valve closing pressure rise for worst case valve is 71 psi. 

TUCKER, H.B. Duke Power Co. 89/03/16. Document Control Branch (Document Con- 
trol Desk). 11pp. 49074:213-49074:223. 

8903280087 Comment on draft Rev 3 to Reg Guide 1.9, Task RS 802-5, 
“Selection, Design,Qualification,Testing & Reliability of Diesel Generator Units Used as 
Onsite...." Separate regulatory analysis should be prepared. 

CAHILL.WJ. TU Electric (formerly Texas Utilities Generating Co.). 53FR45831 00011. 
89/03/13. NRC - No Detailed Affiliation Given. 10pp. 49144:040-49144:049. 

8903280112 Provides util plans for future exam & evaluation of four feedwater nozzles 
per NUREG-061 ^Indications conservatively evaluated as cracks not scratch 
marks.During 1993 refueling outage, sparger from nozzle A will be removed. 

TERRY, C.D. Niagara Mohawk Power Corp. NMP1L 0374. 89/03/21. Document Con- 
trol Branch (Document Control Desk). 37pp. 49063:196-49063:234. 

8903280277 NUREG/CR-4849 V01 STEAM GENERATOR GROUP PROJECT.Task 9 
Final Report Nondestructive Evaluation Round Robin. Volume 1: Description And 
Summary Data. 

DOCTOR.P.G., HARTY.H., FERRIS.R.H. Battelle Memorial Institute, Pacific Northwest 
Laboratory. FIN B-2097. PN^-ofiGC 89/C1/31 Division of Engineering (Post 870413). 
350pp. 49071:110-49072:095. 

8903280281 NUREG/CR-4849 V02 STEAM GENERATOR GROUP PROJECT.Task 9 
Rnal Report Nondestructive Evaluation Round Robin. Volume 2: Raw Inspection Data. 
DOCTOR.P.G., HARTY.H., FERRIS.R.H. Battelle Memorial Institute, Pacific Northwest 
Laboratory. FIN B-2097. PNL-5868. 89/03/31. Division of Engineering (Post 870413). 
710pp. 49067:001-49068:326. 

8903280308 NUREG/CR-4792 V02 PROBABILITY OF FAILURE IN BWR REACTOR 
COOLANT PIPING.Pipe Failure Induced By Crack Growth And Failure Of Intermediate 
Supports. 

LO,f., BUMPUS.S.E., CHINN.D.J. Lawrence Livermore National Laboratory. FIN A- 
0133. UCID-20914. 89/03/31. Division of Engineering (Post 870413). 200pp. 
49072:187-49072:348. 

8903280316 NUREG/CR-4496 V01 ER Errata,adding Vol 1 to rept number to NUREG/ 
CR-4496,to "A Study for Generating Long Streamflow Records for Study of Floods of 
Long Return Period." 

LINSLEY.R.K., KRAEGER.B.A., FRANZ.D.D. Linsley, Kraeger & Associates, Ltd. FIN 
0-1562. 89/03/31. Division of Risk Analysis & Operations (840429-860720). Ip. 

8903280321 NUREG/CR-5115 A REVIEW OF BOILING WATER REACTOR WATER 
CHEMISTRY.Science, Technology And Performance. 

FOX.M.J. Argonne National Laboratory. * Aptech Engineering Sen/ices. FIN A-2212. 
ANL-88-42. 89/02/28. Division of Engineering (Post 870413). 76pp. 49071:039- 
49071:109. 

8903280333 NUREG-1338 DRAFT PREAPPLICATION SAFETY EVALUATION REPORT 
FOR THE MODULAR HIGH-TEMPERATURE GAS-COOLED REACTOR. 
WILLIAMS.P.M., KING.T.L, WILSON, J.N. Division of Regulatory Applications (Post 
870413). 89/03/31 . 300pp. 49070:01 1 -49070:330, 

8903280339 NUREG/CR-5112 EVALUATION OF BOILING WATER REACTOR WATER- 
LEVEL SENSING LINE BREAK AND SINGLE FAILURE.Generic Issue 101 Boiling 
Water Reactor Level Redundancy-Technical Findings. 

BRUSKE,SJ., COLLINS, B.L., MONNIE.D.I. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN D-6020. EGG-2536. 89/03/31. Division of Safety Issue Resolution (Post 880717). 
100pp. 49072:096-49072:186. 

8903280340 NUREG/CR-4667 V05 ENVIRONMENTALLY ASSISTED CRACKING IN 
LIGHT WATER REACTORS. Semiannual Rept,April-September 1987. 

SHACK.WJ., KASSNER.T.F., MAIYA.P.S. Argonne National Laboratory. FIN A-2212. 
ANL-88-32. 89/02/28. Division of Engineering (Post 870413). 72pp. 49070:331* 
49071:038. 

8903280347 NUREG/CR-4792 V01 PROBABILITY OF FAILURE IN BWR REACTOR’ 
COOLANT PIPING.Summary Report 

HOLMAN, G.S., CHOU.C.K. Lawrence Livermore National Laboratory. FIN A-0133. 
UCID-20914. 89/03/31. Division of Engineering (Post 870413). 134pp. 49068:327- 
49069:098. 


8903280349 NUREG-1355 THE STATUS OF RECOMMENDATIONS OF THE PRESI- 
DENT’S COMMISSION ON THE ACCIDENT AT THREE MILE ISLAND.A Ten-Year 
Review 

* Ofc of the Executive Director for Operations. 89/03/31. 94pp. 49119:160- 
49119:256. 

8903280351 NUREG/CR-4496 V02 A SYSTEM FOR GENERATING LONG STREAM- 
FLOW RECORDS FOR STUDY OF FLOODS OF LONG RETURN PERIOD.Phase II. 
FRANZ.D.D., KRAEGER.B.A., LINSLEY.R.K. Linsley. Kraeger & Associates, Ltd. FIN 
D-1663. 89/02/28. Division of Engineering (Post 870413). 222pp. 49069:099- 
49069:319. 

8903280361 NUREG/CR-5100 INTEGRATING FIBER OPTIC RADIATION DOSIMETER. 
SOLTANI.P.K., WRIGLEY.C.Y., STORTI.G.M. Quantex Corp. FIN D-2031. 89/03/31. 
Division of Regulatory Applications (Post 870413). 53pp. 49069:320-49070:010. 

8903290011 NUREG/CR-5328 CORRELATIONS BETWEEN POWER AND TEST RE- 
ACTOR DATA BASES. 

GUTHRIE, G.L., SIMONEN.E.P. Battelle Memorial Institute, Pacific Northwest Laborato- 
ry. FIN B-2928. PNL-6793. 89/02/28. Division of Engineering (Post 870413). 41pp. 
49128:001-49128:040. 

8903290278 FOIA request for all public comments re draft or final versions of NUREG/ 
CR-4829, "Shipping Container Response to Severe Highway & Railway Accidents." 
AUDIN.L. Affiliation Not Assigned. 89/02/24. NRC - No Detailed Affiliation Given. Ip. 
49140:169-49140:169. 

8903290289 Final response to FOIA request for records.Apps A & B records end & 
available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/24. AUDIN.L Affiliation Not Assigned. 5pp. 49140:170-49140:300. 

-8903290292 Summarizes 880830 meeting w/W Lahs to discuss proposal for workshop 
on NRC model study (NUREG/CR-4829). 

LARSON, D.C. Western Interstate Energy Board. 88/09/02. THOMPSON, H. Office of 
Nuclear Material Safety & Safeguards, Director. 25pp. 49140:175-49140:300. 

8903300024 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Conclusions reached in NUREG-1212 do 
not reflect current state of maint activities at nuclear plants. 

CAIN.J.M. Louisiana Power & Light Co. 53FR47822 00070. 89/03/20. ZECH.L.W. 
Commissioners. 4pp. 49124:129-49124:132. 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


8902010153 Forwards status info re NRR ofc ltrs.lnfo supersedes status info in T 
Murley 871207 memo to all employees. 

GILLESPIE.F.P. Program Management, Policy Development & Analysis Staff (Post 
870411). 89/01/26. Office of Nuclear Reactor Regulation, Director (Post 870411). 
29pp. 48577:001-48577:029. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp. 48572:043-48572:148. 

8902210351 Suppl 1 to NRC info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-88-073. 
89/02/27. Consolidated Edison Co. of New York, Inc. 102pp. 48589:001-48589:110. 

8902210564 NRC Info Notice 89-021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48578:032-48578:137. 

8902240045 Forwards H.R.236 providing for sys of standardized measurement of bolts 
to increase bolt quality & reduce danger of substandard bolt failure.Bill introduced by 
Congressman Roe. 

GRIMES.B.K. Division of Reactor Inspection & Safeguards (Post 870411). 89/02/06. 
GREEN.M.R. American Society of Mechanical Engineers. 6pp. 48579:149-48579:154. 

8902270158 NRC Info Notice 89-022, “Questionable Certification of Fasteners.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-88-035. 
89/03/03. Consolidated Edison Co. of New York, Inc. 105pp. 48732:001-48732:106. 

8902270330 Transcript of 890201 meeting in Rockville, MD to review valve blowdown 
tests.Pp 1-279.Supporting info end. 

* Office of Nuclear Regulatory Research, Director (Post 860720). 89/02/01. 374pp. 
48622:154-48623:178. 

8902270631 Corrected notification of 890301 seminar by ABB Atom,lnc in Rockville, MD 
re BWR stability, including operating experience,fuel design effects & detection & anal- 
yses methods. 

RICHINGS.H. Reactor Systems Branch. 89/02/10. HODGES.M.W. Reactor Systems 
Branch. 2pp. 48587:075-48587:076. 

8902280092 Forwards "WPPS Unit 2 Remedial Exercise, 870603” & “WPPS Unit 2 Ex- 
ercise of Offsite Response Plans & Preparedness, 88091 3- 14." FEMA exercise as- 
sessment withheld until review of offroad vehicle park complete. 

KRIMM.R.W. Federal Emergency Management Agency. 89/02/16. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
48625:276-48626:042. 

-8902280103 "WPPS Unit 2 Remedial Exercise, 870603.” 

* Federal Emergency Management Agency. 88/12/31. 26pp. 48625:278-48625:303. 

-8902280110 "WPPS Unit 2 Exercise of Offsite Response Plans & Prepared- 
ness, 88091 3-1 4.” 

* Federal Emergency Management Agency. 88/12/09. 98pp. 48625:304-48626:042. 
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8902280104 NRC Info Notice 89-023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03 
Consolidated Edison Co. of New York, Inc. 106pp. 48723:038-48723:143. 

8902280132 Trip rept of 890202 meeting at INPO in Atlanta, GA to establish better 
communications, improve informal exchanges of info & limit duplications in area of ge- 
neric communications re reactor operating events. 

BARANOWSKY.P. Events Assessment Branch. 89/02/21 . LANNING.W.D. Events As- 
sessment Branch. 2pp. 48626:056-48626:057. 

8902280146 Summary of Operating Reactors Events Meeting 89-07 on 89021 5.List of 
attendees, list of events discussed, summary of events for long term followup or input 
to NRC performance indicator program & summary of reactor scrams end 
LANNING.W.D. Events Assessment Branch. OREM-89-07. 89/02/17. ROSSI CE Di- 
vision of Operational Events Assessment (Post 870411). 25pp. 48633:054-48633:078. 

8902280162 NRC Info Notice 89-024, “Nuclear Criticality Safety." Svc list end. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclea* Safet. fPost 370729) 
89/03/06. Consolidated Edison Co. of New York, Inc. 96pp. •'■8/nc-2b?-^«70D 346 

i.Cook, Purcell & 

:,J., MIRAGLIA.F. 


8903010078 Response of FEMA to Seacoast Anti-Pollution League request for admis- 
sions to FEMA re graded exercise issues.* Related correspondence. 

FLYNN, H.J. Federal Emergency Management Agency. #189 8082. OL. 89/02/14 
Atomic Safety and Licensing Board Panel. 12pp. 48565:272-48565:308. 

-8903010085 FEMA responses to town of Hampton first set of interrogatories 8 request 
for production of documents to FEMA on 880628-29 exercise.* W/Certificate of 
Svc.Related correspondence. 

FLYNN, H.J. Federal Emergency Management Agency. OL. 89/02/21. Hampton, NH. 
25pp. 48565:284*48565:308. 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply to Safety-Related Equip- 
ment” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). GL-88-14. 89/ 
03/07. Consolidated Edison Co. of New York, Inc. 105pp. 48741:053-48741:158. 

8903010308 Trip rept of 881015-1101 visit to Europe to exchange info re experience w/ 
BWR neutron power oscillations during operations & testing.Discussions continuing re 
cooperative programs for analyses of stability test data. 

PHILLIPS.L.E. Reactor Systems Branch. 89/02/24. HODGES, M.W. Reactor Systems 
Branch. 6pp. 48637:1 80-48637:1 85. 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). IEIN-88-008. 89/03/08. Consolidated Edison Co. of New York, Inc. 117pp. 
48798:114-48798:231. 


8903010008 Notification of 890227 meeting w/Devonrue & B 
Reynolds in Rockville, MD re blackout rule (10CFR50.63). 
TAM.P.S. Project Directorate 1-4. 89/02/22. MURLEY.T., SNI 
NRC - No Detailed Affiliation Given. 2pp. 48650:321-48650:322. 


8903020309 Forwards Commission biweekly notice of applications & amends to OLs in- 
volvinaNSHC published in 890201 FR.W/o end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/ 
16. BREAUX.J.B. Senate, Environment & Public Works. 2pp. 48672:001-48672:002. 

8903020696 Request for OMB review & supporting statement re 10CFR52, early site 
permits, std design certifications & combined licenses for nuclear power 
reactors.Estimated respondent burden is 22,000 h. 

AMENTA.J. Office of Information Resources Management (Post 890205). 89/02/21. 
15pp. 48669:219-48669:234. 

8903060009 Summary of Operating Reactors Events Meeting 89-08 on 890222.Atten- 
dee list & events discussed & significant elements of events end. 

LANNING.W.D. Events Assessment Branch. OREM-89-008. 89/02/23. ROSSI.C.E. Di- 
vision of Operational Events Assessment (Post 870411). 13pp. 48735:230-48735:242. 

8903060027 Forwards AEOD/S901, “Maint Problems at Nuclear Power Plants." Rept 
can provide addl insights for ongoing maint team insps & basis to consider mods to 
applicable insp modules. 

NOVAK, T.M. Division of Safety Programs (Post 870413). 89/02/23. MORRIS, B.M. Di- 
vision of Regulatory Applications (Post 870413). ROSSI.C.E. Division of Operational 
Events Assessment (Post 87041 1 ). 4pp. 48739:301 -48739:340. 

-8903060030 Spedal study rept "Maint Problems at Nuclear Power Plants Feb 1989." 
WEGNER, M., CHIRAMAL.M., ISRAEL, S. Office for Analysis & Evaluation of Operation- 
al Data. Director. AEOD/S901. 89/02/28. 36pp. 48739:305-48739:340. 


8903070242 Trip rept of authors attendance at DOE first annual Inti High Level Waste 
Mgt conference in Washington, DC on 890215. List of attendees & related info end. 
YOUNGBLOOD, B.J. Division of High Level Waste Management (Post 870413). 
JUSTUS, P.S. Geoscience & Systems Performance Branch (Post 88091 1). 89/02/24. 
BROWNING.R.E. Division of High Level Waste Management (Post 870413). 33pp. 
48740:327-48740:359. 


8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). IEB-79-14. 89/ 
03/14. Consolidated Edison Co. of New York, Inc. 107pp. 48895:001-48895:109. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers D:;rhc Seismic Event." Svc list end. 

ROSSI.C.E Division o' Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110-48895:215. 

8903090352 Forwards Mar 1989 monthly rept on status of rulemakings underway.lnfo 
contained in rept current as of 890227. 

DIPALO.A.J. Regulation Development Branch. 89/03/01. Public Document Branch. 
60pp. 48822:005-48822:064. 


8903090358 Forwards "Remedial Exercise Rept Conducted 880920 for Callaway Nucle- 
ar Power Plant Fulton/Callawav County Emergency Operations Ctr & Missouri School 
For Deaf, & "Exercise Evaluation 880606 Exercise for Radiological...." 

KRIMM.R.W. Federal Emergency Management Agency. 89/02/17. CONGEL.F.J. Ra- 
diation Protedion Branch. 2pp. 48808:099-48808:174. 


-8903090362 "Remedial Exercise Rept Conducted 880920 for Callaway Nuclear Power 
Plant Fulton/Callaway County Emergency Operations Ctr & Missouri School for Deaf." 
Federal Emergency Management Agency. 88/09/26. 3pp. 48808:101-48808:103. 

-8903100059 "Exercise Evaluation 880606 Exercise for Radiological Emergency Re- 
sponse Plans for State of MO & Counties of Callaway .Gasconade, Montgomery & 
Osage for Union Electric Companys Callaways Nuclear Power Plant Near Fulton ...." 
* Federal Emergency Management Agency. 88/08/05. 67pp. 48808:104-48808:174. 

8 9030904° 2 Forwards draft "United Nuclear Corp Remedial Action Plan Church Rock U 
Mill Tailings Facility," for next meeting. Notations provided where Canonie will provide 
input. 

VELASQUEZ, J.R. United Nuclear Corp. (subs, of UNC Resources, Inc.). UNC-ALO-89- 
207M, 89/02/13. ROWE.W. Environmental Protection Agency. 8pp. 48798:273- 

4fl79fl*9AK 


8903100361 Request for OMB review & supporting statement re NRC Form 314, "Cer- 
tificate of Disposition of Matls." 

AMENTA, J.A. Office of Administration & Resources Management (870413-890204). 
OMB. 89/02/28. 6pp. 48802:305-48802:311. 

8903140421 Responds to BC Keel 881219 Itr to Chairman Zech requesting info to pre- 
pare annual rept to Congress on Federal Archeology Program for FY88.NRC does not 
require, maintain or restore any archeological properties during environ review. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
08. MCMANAMON.F.P. Interior, Dept, of, National Park Service. 18pp. 48837:041- 


rui naiuo r too quesuurinaire ior oecreiary or interior annual repi io con- 
gress on Federal Archeology Program, for response within 90 days of receipt of Itr. 
KEEL.B.C. Interior, Dept, of, National Park Service. 88/12/19. ZECH.L.W. Commis- 
sioners. 43pp. 48837:085-48837:126. 

8903140564 RIL-160 Research Info Ltr 160:transmitting "Evaluation of Risks Associated 
W/ Allowed Outage Time & Surveillance Test Interval Requirements at Nuclear Power 
Plants." 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 89/ 
03/02. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 
6pp. 48858:050-48858:055. ' 


8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consolidated Edison Co. of New York, Inc. 102pp. 48986:001-48986:103. 


8903060042 Forwards "Draft EIS/Mgt Plan, Flower Garden Banks Natl Marine Sanctu- 

cZttinGHAM,D. Commerce, Dept, of, National Oceanic & Atmospheric Administra- 
tion. 89/02/16. NRC • No Detailed Affiliation Given. Ip. 48735:263-48736:060. 

-8903060052 "Draft Environ Impact Statement & Mgt Plan, Flower Garden Banks Natl 
Marine Sanctuary 

* Commerce, Dept of, National Oceanic & Atmospheric Administration. 89/02/28. 
1 56pp. 48735:264-48736:060. 

8903060166 Forwards draft ERCI-R/88-76, "Seabrook Station Site-Specific Offsite Radi- 
ological Emergency Preparedness Alert & Notification Sys OA Verification.” Sys en- 
hancements remain to be completed in New Hampshire. 

NERSES, V. Project Directorate 1-3. 89/02/02. BROWN.E. Public Service Co. of New 
Hampshire. 3pp. 48734:198-48735:090. 

-8902020304 Forwards preliminary draft rept assessing adequacy of siren coverage as 
presented in plant alert & notification rept. Alerting coverage determined as 
adequats.W/o end. 

KRIMM.R.W. Federal Emergency Management Agency. 89/01/23. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
48734:201-48734:201. 

8903060214 Request for OMB review & supporting statement re 10CFR21, reporting of 
defects & noncompliance.Estimated respondent burden is 24,300 h. 

AMENTA.J. Office of Information Resources Management (Post 890205). OMB 3150- 
0035. 89/02/24. 7pp. 48738:1 93-48738:1 98. 


8903170164 Responds to S Rousso 890123 request for NRC comments on DOE "Final 
Version Dry Cask Storage Study.” Encourages DOE to actively pursue commitment 
made in final study to accomplish resolution of matter w/actions & in concert w/indus- 

zl=CH,L.W, Commissioners. 89/03/01. FITZPATRICK.D. Energy, Dept. of. Ip. 
48894:313-48894:315. 

-8903170169 Responds to 881118 Itr providing comments on "Initial Version Dry Cask 
Storage Study." Expresses appreciation for assessment of document. Agrees that all 
steps in spent fuel mgt process should be coordinated to enchance safety. 

ROUSSO, S. Energy, Dept of. 89/01/04. Commissioners. 2pp. 48894:314-48894:315. 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 104pp. 48992:044-48992:147. 

8903200045 Request for OMB review & supporting statement re reactor operator & 
senior reactor operator licensing training & requalification programs. 

AMENTA, J.A. Office of Information Resources Management (Post 890205). OMB. 89/ 
03/07. 33pp. 48958:270-48958:302. 

8903200129 Requests that regional insp & enforcement repts for test, research & train- 
ing reactors be distributed to W Vernetson at listed address. 

MICHAELS, T.S. Division of Reactor Projects - 111,1V, V & Spedal Projects (Post 
870411). 89/03/09. MULLINIX.W.R. Planning, Program & Management Support 
Branch (Post 870411). 2pp. 48970:261-48970:265. 
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-8903200135 Requests regional insp & enforcement repts for test, research & training 
resctors 

VOTH.M.H. National Organization of Test, Research & Training Reactors. 89/02/08. 
MILLER.C. Standardization & Non-Power Reactor Project Directorate. 3pp. 48970:263- 
48970:265. 

8903200298 Forwards biweekly notice of applications & amends to OLs involving 
NSHC.W/o end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
14. BREAUX, J.B. Senate, Environment & Public Works. UDALL.M.K. House of Rep., 
Interior & Insular Affairs. SHARP, P.R. House of Rep., Energy & Commerce. 2pp. 
48965:175-48965:176. 

8903200301 Partial response to FOIA request for documents.Forwards App E/E & por- 
tions of App F/F documents.App D/D, E/E & portions of App F/F documents available 
in PDR.App G/G & portions of App F/F withheld (ref FOIA Exemption 5) 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/10. JOHNSON.G.E. Swidler & Berlin. 9pp. 48931:238-48934:061. 

-8309210496 Requests assistance w/response to emergency preparedness issues 
raised by Massachusetts PIRG re offsite emergency response plans & 
preparedness. Rept on adequacy of plans requested. 

JORDAN.E.L. Div of Emergency Preparedness & Engineering Response, I E(8502 12- 
870413). 83/09/06. KRIMM.R.W. Federal Fr.o-gorcy Managcrier-i Agency. 87pp. 
48931:247-48931:330. 

8903200318 Summary of 881219 .T.cc?ng w/Lnad Plant Task Group re work to develop 
& implement lead plant conversions :a S ‘ 3 1 is: of attendees end. 

BUTCHER, E.J. Technical Specifications Branch. 89/03/06. ROSSI, C.E. Division of 
Operational Events Assessment (Post 870411). 3pp. 48970:011-48970:013. 

8903200334 Request for OMB review & supporting statement re NRC Form 790, "Clas- 
sification Record.” Estimated respondent burden is 24 h. 

AMENTA, J.A. NRC - No Detailed Affiliation Given. OMB 3150-0052. 89/03/10. 9pp. 
48968:347-48968:353. 

8903200420 Declines 890120 invitation to participate in writing book on nuclear power 
plant decommissioning economics.Forwards 880627 rule changes representing NRC 
position on decommissioning of nuclear facilities.W/o end. 

ERICKSON, P.B. Standardization & Non-Power Reactor Project Directorate. 89/03/08. 
PASQUALETTI.M. Arizona State Univ., Tempe, A2. 2pp. 48970:300-48970:304. 

"8903200424 Requests partidpation in preparing book on nuclear power plant decom- 
missioning economics. 

PASQUALETTI.M. Arizona State Univ., Tempe, A Z. 89/01/20. ERICKSON.P. NRC - 
No Detailed Affiliation Given. 3pp. 48970:302-48970:304. 

8903200444 Issues Rev 1 to NRR Ofc Ltr 700 re procedures for review & approval of 
speeches, papers & journal articles by NRR or contractors. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
10. Office of Nuclear Reactor Regulation, Director (Post 870411). 8pp. 48959:331- 
48959:338. 

8903210215 Request for OMB review & supporting statement re NRC Form 136, “Secu- 
rity Termination Statement.” Estimated respondent burden is 40 h. 

AMENTA.J.A. NRC - No Detailed Affiliation Given. OMB. 89/03/10. 7pp. 48982:182- 
48982:188. 

8903210313 Forwards FEMA rept on offsite activities during emergency preparedness 
exercise on 880913-14. 

YUHAS.G.P. Region 5. Ofc of the Director. 89/03/16. SORENSEN, G.C. Washington 
Public Power Supply System. 2pp. 48990:137-48990:262. 

8903220423 Responds to 890220 ltr expressing concerns re application of 10CFR50.70 
to nonpower reactors.Usted items will clarify regulations & NRC implementation as ap- 
plied to nonpower reactors. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/14. VOTH.M.H. Na- 
tional Organization of Test, Research & Training Reactors. 4pp. 49004:346-49004:357. 

-8903220430 Forwards ltr to nuclear util executives re new rule on site access for NRC 
inspectors to facility. 

WENZINGER.E.C. Region 1, Ofc of the Director. 88/12/01. MCGOVERN, J.J. Cinti- 
chem, Inc. 3pp. 49004:353-49004:355. 

"8903220433 Discusses NRC needs & Cintichem.lnc procedures for admitting NRC per- 
sonnel to facility. 

MCOSGAR.J.J. Region 1. Ofc of the Director. 88/01/11. MCGOVERN, J.J. Central Iron 
Foundry Co. 2pp. 49004:356-49004:357. 

8903230206 Forwards updated list of pending NRC export license 
applications, applications received & cases completed in Feb. 

WRIGHT.B.L Assistant Director for International Security. 89/03/08. DELABARRE.R. 
State, Dept of. 5pp. 49030:145-49030:1 49. 

8903230405 Final response to FOIA request for documents.Forwards App J & releas- 
able portions of App K documents.Subj documents also available in PDR.App L & por- 
tions of App K documents withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/21. GARREY-BEAVER Massachusetts, Commonwealth of. 5pp. 
49032:156-49032:166. 

-8903230444 Statement by RW Krimm before Senate Committee on Labor & Human 
Resources in Plymouth,MA,880107. 

KRIMM, R.W. Federal Emergency Management Agency. 88/01/07. 19pp. 49032:206- 
49032:224. 

8903230414 Forwards “Drill Evaluation of Implementation of State & Local Radiological 
Emergency Response Plans.” 

KWIATKOWSKI.D. Federal Emergency Management Agency. 89/03/13. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). ip. 
49037:007-49037:024. 

-8903230417 “Drill Evaluation of Implementation of State & Local Radiological Emer- 
gency Response Plan Drill Conducted on 881205.” 

Federal Emergency Management Agency. 89/02/03. 17pp. 49037:008-49037:024. 


8903230421 Forwards “Exercise Evaluation of Implementation of State & Local Radio- 
logical E'-ergoncv Response Plans for Fort Calhoun Nuclear Station,” for 880622 full- 
n.v::c c-xerdse.Six deficiencies noted adequately corrected. 

■C'.VIAl KCV.SK',::- Federal Emergency t/ansrjomont A cr»rev. 89/03/09. CONGEL.F.J. 
Division of Radiation Protection & ilmar^-cc; P:cpa r csnoss (Post 870411). 2pp. 
49028:044-49028:095. 

"8903230423 “Exercise Evaluation of Implementation of State & Local Radiological 
Emergency Response Plans for Fort Calhoun Nuclear Station.” 

* Federal Emergency Management Agency. 88/09/22. 49pp. 49028:046-49028:095. 

8903230451 Responds to 881107 & 1205 requests that FEMA review listed documents 
re brochure for farmers, food processors & food distributors & schedule for correcting 
areas identified in 880607-09 post-exercise assessment. 

KWIATKOWSKI.D. Federal Emergency Manacomoct Agency 89/03/17. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 22pp. 
49028:172-49028:194. 


8903240103 Request for OMB review & supporting statement re NRC Form 237, "Re- 
quest for Access Authorization.” Estimated respondent burden is 158 h. 

AMENTA.J.A. Office of Administration & Resources Management (870413-890204). 
OMB 3150-0050. 89/03/16. 6pp. 49039:170-49039:175. 

8903240187 Request for OMB review & supporting statement re emergency response 
data sys implementation. Estimated respondent burden 896 h. 

AMENTA.J.A. Office of Information Resources Management (Post 890205). 89/03/16. 
6pp. 49040:105-49040:109. 

8903240331 Forwards Commission biweekly notice of applications & amends to OLs in- 
volving NSHC.W/o end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
06. BREAUX, J.B. Senate, Environment & Public Works. UDALL.M.K. House of Rep., 
Interior & Insular Affairs. SHARP.P.R. House of Rep., Energy & Commerce. 3pp. 
49118:357-49118:359. 


8903270013 Request for OMB review & supporting statement re NRC 212, “Qualifica- 
tions Investigations, Prof." Total annual respondent burden is 375 h. 

AMENTA.J. Office of Information Resources Management (Post 890205). OMB 3150- 

0033. 89/03/16. 7pp. 49054:076-49054:082. 

8903270018 Request for OMB review & supporting statement re NRC 21 2A, “Qualifica- 
tions Investigation, Clerical/Secretarial." Estimated respondent burden 375 h. 
AMENTA.J. Office of Information Resources Management (Post 890205). OMB 3150- 

0034. 89/03/16. 7pp. 49054:001-49054:007. 

8903270021 Request for OMB review & supporting statement re 10CFR35, “Medical QA 
Assurance Assessment.” Estimated respondent burden is 1,204 h. 

AMENTA.J. Office of Information Resources Management (Post 890205). OMB 3150. 
89/03/16. 34pp. 49049:1 83-49049:21 6. 

8903270023 Request for OMB review & supporting statement re NRC Form 277, “Re- 
quest for Visit or Access Approval." Estimated response burden is 4 h. 

AMENTA.J. Office of Information Resources Management (Post 890205). OMB 3150- 
0051. 89/03/16. 8pp. 49049:167-49049:173. 

8903270058 Discusses second rept of Nuclear Safety Research Review 
Committee.established by NRC on 880208.Rept covers conformance of NRC nuclear 
safety research program to NRC philosophy & likelihood of program meeting user 
needs. 

TODREAS.N.E. Nuclear Safety Research Review Committee. 89/02/07. 
BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 2pp. 
49110:173-49110:208. 

"8903270060 Discusses subcommittee review of aging &, containment structural ele- 
ments as part of Nuclear Plant Aging Research Program.Factors causing aging/degra- 
dalior include external stresses & environ & sve wear. 

BUSh.S.k Rev : nw & Synthesis Associates. 88/12/22. TODREAS.N.E. Nuclear Safety 
Research Review Committee. TODREAS.N.E. Massachusetts Institute of Technology, 
Cambridge, MA. 14pp. 49110:175-49110:188. 

"8903270064 Summarizes 881201-02 meeting of Human Factors & Reliability Subcom- 
mittee of Nuclear Safety Research Review Committee. Topics discussed 
included.human factors research activities & man-machine interface.Agenda end. 
SHERIDAN, T.B. Massachusetts Institute of Technology, Cambridge, MA. 89/01/03. 
TODREAS.N.E. Nuclear Safety Research Review Committee. TODREAS.N.E. Massa- 
chusetts Institute of Technology, Cambridge, MA. 11pp. 49110:189-49110:199. 

-8903270067 Discusses Waste Disposal Subcommittee 881011-12 meetings re NRC 
Nuclear Waste Research Programs.RES must assess scope of research in light of 
Congressional mandate to pursue licensing of only one site. 

MILLER.W.F. Los Alamos National Laboratory. DDM-89-017. 89/02/06. 

TODREAS.N.E. Massachusetts Institute of Technology, Cambridge, MA. 9pp. 
49110:200-49110:208. 


PR PROPOSED RULE 


8902270440 Requests implementation of Commission action re FR publication of ad- 
vanced notice of proposed rulemaking, “Acceptance of Products for Use in Nuclear 
Power Plant Structures,Sys & Components,” allowing 120 days for comment 
GRIMES, B.K. Division of Reactor Inspection & Safeguards (Post 870411). 89/02/16. 
MEYER.D.L. NRC - No Detailed Affiliation Given. 58pp. 48621:212-48621:273. 

8903010245 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence for senior reactor operators & supervisors at nuclear power plants. 

HUDSON.J.B. Affiliation Not Assigned. 53FR52716 00074. 89/02/18. NRC - No De- 
tailed Affiliation Given. 2pp. 48589:260-48589:261. 

8903010250 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power plants. 
FARRELL.S.P. Detroit Edison Co. 53FR52716 00060. 89/02/07. Docketing & Services 
Branch. 2pp. 48589:262-48589:263. 
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8903010257 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power 
plants.Degree requirement would have little impact on ope r a»o r abWtv 
MYERS, K. Affiliation Not Assigned. 53FR52716 00073. i>9.';2'21 NRC - No Detailed 
Affiliation Given. Ip. 48589:264-48589:264. 

8903010262 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power 
plants.Ruling could inhibit career progression & lower morale. 

SYLVIA.B.R. Detroit Edison Co. 53FR52716 00072. 89/02/17. Docketing & Services 
Branch. 3pp. 48589:265-48589:267. 


8903010344 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
EFFAN.C.R. Affiliation No* Asf^ed 53FR52716 00059. 89/02/07. Docketing & Serv- 
ices Branch. 2pp. -*-bSf>9 32.': 

8903010346 Requests 30-day extension to provide comments for proposed rule 
1 0CFR50 & 55 re educ & experience requirements for operations personnel. 

LEE.B. Nucbar Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. *s3 ri! 527i6. 830! 2 7 . ZECH.L.W. Commissioners. Ip. 48589:324- 
48589:324. 


8903010271 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 

WILLI AMS.A.L. Affiliation Not Assigned. 53FR52716 00009. 89/01/26. Office of the 
Secretary of the Commission. 2pp. 48589:299-48589:300. 


8903010351 Comment opposing proposed rules 10CFR50 & 55 re degree requirements 
for senior reactor operators & supervisory personnel at nuclear power reactors. 
PETRO.R.W. Affiliation Not Assigned. 53FR52716 00070. 89/02/16. NRC - No De- 
tailed Affiliation Given. 3pp. 46589:325-48589:327. 


8903010272 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power 
plants.Rules have negative impact on operator morale & public safety. 

TOLLAS.G. Affiliation Not Assigned. 53FR52716 00045. 89/02/03. Docketing & Serv- 
ices Branch. 4pp. 48589:268-48589:271. 


8903010355 Comment opposing proposed rules 10CFR50 & 55 re proposed degree 
requirement.No specific data to indicate that rule will improve plant safety exists. 
BURACZEWSKI.S. Wisconsin Public Service Corp. 53FR52716 00080. 89/02/10. 
Docketing & Services Branch. Ip. 48589:328-48589:328. 


8903010273 Forwards licensed control operators.auxiliary operators & shift supervisor 
comments on proposed rules 10CFR50 & 55 re education & experience of senior re- 
actor operators & supervisors at nuclear power plants. 

KELLY, J.R. International Brotherhood of Electrical Workers. 53FR52716 00030. 89/ 
02/09. Docketing & Services Branch. Ip. 48589:272-48589:275. 

-8903010278 Undated comment opposing proposed rules 10CFR50 & 55 re education 
& experience for senior reactor operators & supervisors at nuclear power 
plants.Neither alternative acceptable or needed. 

CHESNUTT.W., TAYLOR, MORGAN, R. Affiliation Not Assigned. 53FR52716 00030. 
89/02/09. Docketing & Services Branch. 3pp. 48589:273-48589:275. 

8903010280 Undated comment opposing proposed rules 10CFR50 & 55 re requirement 
for senior reactor operator to possess bachelors degree in engineering, engineering 
technology or physical sciences. 

POPLEES.J.P. Affiliation Not Assigned. 53FR52716 00029. 89/02/13. Docketing & 
Services Branch. 2pp. 48589:276-46589:277. 

8903010283 Comment opposing proposed rules 10CFR50 & 55 re requirement that 
senior reactor operators have BS degree. 

PAGE.G.B. Affiliation Not Assigned. 53FR52716 00071. 89/02/17. NRC - No Detailed 
Affiliation Given. 3pp. 48589:301-48589:303. 


8903010357 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
SMITH.M.W. Affiliation Not Assigned. 53FR52716 00058. 89/02/07. Docketing & 
Services Branch. 2pp. 48589:329-48589:330. 

8903010359 Comment opposing proposed rules 10CFR50 & 55 re educ requirements 
for senior reactor operators & supervisory personnel at nuclear power plants. 
BOEHME.W.F. Affiliation Not Assigned. 53FR52716 00069. 89/02/16. NRC - No De- 
tailed Affiliation Given. Ip. 48589:331-48589:331. 


8903010362 Comment on proposed rules 10CFR50 & 55 re educ requirements. Regional 
accredition does not in any way certify to quality of any individual program for which 
estab"shcd,reccgrizf?.1 accredit;-.:; agency. 

REYES-GJtRHA.D. Anr.:cr.ila:icn Board for Engineering & Technology, Inc. 
53FR52716 00079. 89/01/26. ROGERS.K. Commissioners. 3pp. 48589:332- 
48589:334. 


8903010363 Comment re proposed rules 10CFR50 & 55 re educ & experience require- 
ments for senior reactor operators & supervisors at nuclear power plants. 

RICE.R.L Union Electric Co. 53FR52716 00068. 89/02/15. Docketing & Services 
Branch. 3pp. 48589:335-48589:337. 


8903010285 Comment opposing proposed rule 10CFR50 & 55 re educational require- 
ments for operating personnel at nuclear power plants. 

BARUTH.W.L. Affiliation Not Assigned. 52FR52716 00008. 89/01/26. NRC - No De- 
tailed Affiliation Given. Ip. 48589:304-48589:304. 


8903010366 Comment opposing proposed rules 10CFR50 & 55 re degree 
requirements.Ruie will basically block career path of reactor operators, resulting in 
lower morale. 

* Affiliation Not Assigned. 53FR52716 00078. 89/02/28. Docketing & Services 
Branch. Ip. 48639:347-48639:347. 


8903010292 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence of senior reactor operators & supervisors at nuclear reactor plants. 

MCAVOY.J.J. Affiliation Not Assigned. 53FR52716 00015. 89/02/02. Docketing & 
Services Branch. 1 p. 48589:278-48589:278. 

8903010293 Comment opposing proposed rule 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
WINGET.R.R. Affiliation Not Assigned. 53FR52716 00007. 89/01/26. Docketing & 
Services Branch. 2pp. 48589:305-48589:306. 

8903010298 Comment opposing proposed rule 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators. 

PARSONS, P.L Affiliation Not Assigned. 53FR52716 00006. 89/01/25. HOYLE, J.C. 
Office of the Secretary of the Commission. 2pp. 48589:307-48589:308. 

8903010299 Comment opposing proposed rule 10CFR50 & 55 re requirement that 
senior reactor operators have BS degree. 

* Affiliation Not Assigned. 53FR52716 00085. 89/02/28. Docketing & Services 
Branch. Ip. 48589:309-48589:309. 

8903010300 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power plants. 
PEASE, D.L. Affiliation Not Assigned. 53FR52716 00014. 89/02/06. Office of the Sec- 
retary of the Commission. 3pp. 48589:279-48589:281. 

8903010305 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
PATTY, D.W. Affiliation Not Assigned. 53FR52716 00084. 89/02/19. NRC - No De- 
tailed Affiliation Given. Ip. 48589:310-48589:310. 

8903010307 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators at nuclear power plants. 

MCKENNA Affiliation Not Assigned. 53FR52716 00083. 89/02/17. NRC - No Detailed 
Affiliation Given. Ip. 48589:311-48589:313. 

8903010309 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
CARROLL, R.A. Affiliation Not Assigned. 53FR52716 00082. 89/02/15. Docketing & 
Services Branch. 3pp. 48589:314-48589:316. 

8903010315 Comment opposing proposed rules 10CFR50 & 55 re degree requirements 
for senior reactors/shift supervisors. Implication that any degree better than any 
amount of experience insulting. 

HEITZMANN.J. Affiliation Not Assigned. 53FR52716 00028. 89/02/09. NRC • No De- 
tailed Affiliation Given. 4pp. 48589:282-48589:285. 

8903010323 Comment on proposed rules 10CFR50 & 55 concerning educational re- 
quirements for senior reactor operators. 

REYESGUERRA.D. Accreditation Board for Engineering & Technology. Inc. 
53FR52716 00081. 89/02/10. ROGERS.K. NRC - No Detailed Affiliation Given. 3pp. 
48589:317-48589:319. 

8903010335 Comment on proposed rules 10CFR50 & 55 re licensing of degreed per- 
sonnel as senior reactor operators.Proposal has good intentions but will result in “one 
step forward & two steps back" for nuclear generated power customers. 

GORTON.C.T. Affiliation Not Assigned. 53FR52716 00012. 89/01/26. Office of the 
Secretary of the Commission. 2pp. 48589:320-48589:321. 


8903010367 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
NYE.R.B. Affiliation Not Assigned. 53FR52716 00067. 89/02/15. NRC - No Detailed 
Affiliation Given. Ip. 48589:338-48589:338. 

8903010371 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. 

CZACHOR.R.F. Affiliation Not Assigned. 53FR52716 00039. 89/02/13. Office of the 
Secretary of the Commission. 2pp. 48589:286-48589:287. 

8903010372 Comment opposing proposed rules 10CFR50 & 55 re requirement that 
senior operators or shift supervisors have engineering degree. 

WALZER.P. Affiliation Not Assigned. 53FR52716 00066. 89/02/15. Docketing & Serv- 
ices Branch. Ip. 48589:339-48589:339. 

8903010375 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants.Util shares Commissioner Robert concerns on exist- 
ence of rule. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
53FR47822 00013. 89/02/17. CHILK.S.J. Office of the Secretary of the Commission. 
3pp. 48589:340-48589:342. 

8903010377 Comment opposing proposed rules 10CFR50 & 55 re educ requirements 
for senior reactor operators & shift supervisors. 

DOYLE. W.T. Affiliation Not Assigned. 53FR52716 00065. 89/02/15. NRC - No De- 
tailed Affiliation Given. 2pp. 48589:343-48589:344. 

8903010378 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. 

* Affiliation Not Assigned. 53FR52716 00048. 89/02/07. Docketing & Services 
Branch. 2pp. 48589:288-48589:289. 

8903010379 Comment on proposed rule 10CFR50 re ensuring effectiveness of maint 
programs for nuclear power plants. Backf it analysis for rule necessary since NRC has 
not shown that present maint inadequate to protect public health & safety. 
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
53FR47822 00015. 89/02/17. CHILK.SJ. Office of the Secretary of the Commission. 
3pp. 48589:345-48589:347. 

8903010380 Comment supporting Chapter 1 re policy statement on exemptions from 
regulatory controi.Recommends dose value in range of 10-20 mrem/yr. 
BIELASCO.W.A. Affiliation Not Assigned. 53FR49886 00178. 89/02/15. CHILK.S. 
Office of the Secretary of the Commission. Ip. 48589:348-48589:348. 

8903010382 Comment supporting proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power piants.Rule would ensure performance of maint tasks utils 
should be performing. 

MARIOTTE.M. Nuclear Information & Resource Service. 53FR47822 00012. 89/02/ 
17. Docketing & Services Branch. 5pp. 48589:349-48589:353. 

8903010383 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements senior reactor operators & supervisors. 

JONES, D.M. Affiliation Not Assigned. 53FR52716 00027. 89/02/08. Docketing & 
Services Branch. Ip. 48589:354-48589:354, 
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8903010386 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 

* Affiliation Not Assigned. 53FR52716 00057. 89/02/07. Docketing & Services 
Branch. 2pp. 48589:355-48589:356. 

8903010391 Comment opposing Chapter 1 re deregulation of low level nuclear waste as 
below regulatory concern.RuTe considered irresponsible & further threatens already 
fragile existence. 

HENRY.R. Affiliation Not Assigned. 53FR49886 00179. 89/02/20. Office of the Secre- 
tary of the Commission. Ip. 48589:360-48589:360. 

8903010393 Comment supporting proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. 

FLYNN.F.E. Affiliation Not Assigned. 53FR52716 00024. 89/02/07. NRC - No De- 
tailed Affiliation Given. 4pp. 48589:290-48589:293. 

8903010394 Comment supporting proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants.Strictest stds should be issued for all phases of nude- 
ar cycl© 

DEER IN WATER Native Americans for a Clean Environment. 53FR47822 00011. 89/ 
02/16. Office of the Secretary of the Commission. Ip. 48639:348-48639:348. 

8903010396 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. 

* Detroit Edison Co. 53FR52716 00049. 89/02/07. Docketing & Services Branch. 2pp. 
48589:294-48589:295. 

8903010401 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. 

SCHULER, T.R. Affiliation Not Assigned. 53FR52716 00025. 89/02/07. Docketing & 
Services Branch. 2pp. 48589:357-48589:358. 

8903010403 Comment on proposed rules 10CFR50 & 55 re educ & experience for 
senior reactor operators & supervisors at nuclear power plants. 

* Affiliation Not Assigned. 53FR52716 00013. 89/02/06. Docketing & Services 
Branch. 2pp. 48639:349-48639:350. 

8903010404 Comment opposing proposed rule 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
VASSELLO.J.V. Affiliation Not Assigned. 53FR52716 00005. 89/01/23. Docketing & 
Services Branch. 3pp. 48639:351-48639:353. 

8903010406 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. 

MATWICHUK.R. Affiliation Not Assigned. 53FR52716 00040. 89/02/16. Docketing & 
Services Branch. 2pp. 48639:356-48639:357. 

8903010409 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Addl costs of imposing rule would hinder 
industry return as competitive source of energy. 

CZACHOR,R.F. Affiliation Not Assigned. 53FR47822 00010. 89/02/15. Office of the 
Secretary of the Commission. 2pp. 48639:354-48639:355. 

8903010411 Comment opposing proposed rule 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
MCHUGH, J.A. Affiliation Not Assigned. 53FR52716 00004. 89/01/20. Docketing & 
Services Branch. 2pp. 48639:358-48639:359. 

8903010412 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. 

PARK.T.C. Affiliation Not Assigned. 53FR52716 00042. 89/02/17. Docketing & Serv- 
ices Branch. 1 p. 48589:296-48589:296. 

8903010414 Comment supporting proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Council supportive of any measure to 
reduce likelihood of accident affecting public health & safety. 

ESCHELS.C. Washington, State of. 53FR47822 00009. 89/02/13. Docketing & Serv- 
ices Branch. 2pp. 48642:357-48642:358. 

8903010415 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. 

MCMAHON.K. Detroit Edison Co. 53FR52716 00050. 89/02/07. Docketing & Services 
Branch. 2pp. 48589:297-48589:298. 

8903010419 Comment opposing proposed rule 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
SIEBER.R. Affiliation Not Assigned. 53FR52716 00003. 89/01/16. Office of the Sec- 
retary of the Commission. 2pp. 48642:359-48642:360. 

8903010423 Comment ooposing proposed rule 1CCFR50 & 55 re educ & experience 
requirements for senicr reac::>r operates & supervisors at nuclear power plants. 
HOTTHOUSE.G. Affi.:ation Not Assigned. 53FR52/-.6 03064 89/02/15. NRC - No 
Detailed Affiliation Given. 5pp. 48670:096-48670:100. 

8903010424 Comment opposing proposed rule 1OCFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. 

AXDORFF.W.J. Affiliation Not Assigned. 53FR52716 00037. 89/02/15. Docketing & 
Services Branch. 1 p. 48639:360-48639:360. 

8903010425 Comment on proposed rules 10CFR50 & 55 re senior reactor operator 
(SRO) educational requirements.Urges NRC to rethink position on degree require- 
ments for SRO & fulfill own role of ensuring that nuclear operators receive training. 
CURTIS.T.D. Affiliation Not Assigned. 53FR52716 00011. 89/01/20. HARLAN.C. NRC 
- No Detailed Affiliation Given. 5pp. 48670:101-48670:105. 

8903010428 Comment supporting proposed rule 10CFR52 re licensing process.Urges 
Commission to reconsider content of proposed rulemaking & determine whether rule 
s atis fies stat ed intent. 

MCCLUREJ.A. Senate, Energy & Natural Resources. 53FR32060 00076. 89/02/03. 
ZECH.LW. Commissioners. 2pp. 48670:106-48670:107. 

8903010429 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants. 

FAY.C.W. Wisconsin Electric Power Co. 53FR47822 00014. 89/02/17. Docketing & 
Services Branch. 3pp. 48670:1 08-48670:1 1 0. 

8903010431 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 

* Affiliation Not Assigned. 53FR52716 00056. 89/02/07. Docketing & Services 
Branch. 2pp. 48670:1 11-48670:1 12. 


8903010432 Comment on proposed rules 10CFR50 & 55 re degree requirements for 
senior reactor operators. 

MILLER, B.F. Affiliation Net Assigned 53 r R527l6 00010. 89/01/31. Office of the Sec- 
retary of the Commissio'! 2pp ■■'■36 7 0 1 1 3-4 66/0 114. 

8903020001 Comment opposing Chapter 1 policy statement re issues below regulatory 
concerns. 

HAEL.T. Affiliation Not Assigned. 53FR49886 00174. 89/02/17. NRC - No Detailed 
Affiliation Given. Ip. 48671:145-48671:145. 

8903020002 Comment supporting Chapter 1 re policy statement on exemptions below 
regulatory concerns Allowing resources of nuclear industry to be spent in more pro- 
o..c:wc narre' ourefoa . 

RUHTER.P.E. Affiliation Not Assigned. 53FR49886 00175. 89/02/13. Docketing & 
Services Branch. Ip. 48671:146-48671:146. 

8903020003 Comment supporting Chapter 1 re policy statement on exemptions below 
regulatory concern.Policy development for criteria for release of radioactive matl 
needed for development of consistent waste mgt practices. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 53FR49886 00176. 
89/02/14. Docketing & Services Branch. 11pp. 48671:147-48671:157. 

8903020004 Comment opposing Chapter 1 re policy statement on exemptions to below 
regulatory concern. No rad waste should be defined as below regulatory concern. 
FORMAN, J.L. Affiliation Not Assigned. 53FR49886 00177. 89/02/15. Office of the 
Secretary of the Commission. 2pp. 48671:158-48671:159. 

8903020005 Comment opposing proposed rules 10CFR50 & 55 re requirement that 
makes havrn deq-ee mandatory for operators of nuclear power plants. 

KAM;I rGN.pi S Affs iaTicr: Not Assigned. 53FR52716 00002. 89/01/21. NRC - No De- 
tailed Affiliation Given. Ip. 48671:049-48671:049. 

8903020006 Comment ooposing proposed rules 10CFR50 & 55 re educational & experi- 
ence raquTCTenis fo r son.or reactor operators & supervisors for nuclear power 
plants. Added burden of fulfilling requirements could have negative affect. 

WELCH, T.W. Affiliation Not Assigned. 53FR52716 00036. §9/02/11. NRC - No De- 
tailed Affiliation Given. 2pp. 48671:160-48671:161. 

8903020008 Comment opposing proposed rules 10CFR50 & 55 re educational & experi- 
ence req^iremonrs for senicr reacter operators & supervisors at nuclear power plants. 
BANKER, L.H. Affiliation Not Assigned. 53FR52716 00053. 89/02/07. Docketing & 
Services Branch. 2pp. 48671:162-48671:163. 

8903020009 Comment opposing proposed rules 10CFR50 & 55 re degree requirement 
for senior reactor operators. 

DAVIS.F.G. Affiliation Not Assigned. 53FR52716 00001. 89/01/17. Commissioners. 
2pp. 48671:050-48671:051. 

8903020011 Comment opposing proposed rules 10CFR50 & 55 re educational & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power plants. 
NOLL.L.G. General Public Utilities Corp. - GPU Service Corp. 53FR52716 00033. 89/ 
01/31. NRC - No Detailed Affiliation Given. 2pp. 48671:164-48671:165. 

8903020020 Comment opposing Chapter 1 re policy statement on issues below regula- 
tory concern.Policy represents linguistic detoxification. 

MALACHOWSKI.D. New York, State of. 53FR49886 00167. 89/02/07. Docketing & 
Services Branch. 1 p. 48671 :1 67-48671 :1 67. 

8903020026 Responds to 881231 request for extension for public comment period on 
Chapter 1 re policy statement on exemptions from regulatory control. 

LAHS.W.R. Regulation Development Branch. 53FR49886. 89/01/12. LEWIS, M. Lewis, 
M. ip. 48671:166-48671:166. 

8903020036 Comment supporting Chapter 1 re policy statement on exemptions betow 
regulatory concern.Commission should not exempt practices regulated under separate 
but similar EPA regulations. 

HAZLE.AJ. Colorado. State of. 53FR49886 00169. 89/02/07. Docketing & Services 
Branch. 2pp. 48671 :168-48671 :1 69. 

8903020040 Comment opposing Chapter 1 re policy statement on exemptions of below 
regulatory concern.Policy irresponsible way to regulate problems w/waste disposal. 
SPINDLER.R. Affiliation Not Assigned. 53FR49886 00168. 89/02/05. Office of the 
Secretary of the Commission. Ip. 48671:170-48671:170. 

8903020045 Comment supporting Chapter 1 re policy statement on exemptions below 
regulatory concern.US should not squander resources on unhealthy obsession w/zero 

GOLDIN, E.M. Affiliation Not Assigned. 53FR49886 00170. 89/02/09. Docketing & 
Services Branch. Ip. 48671:171-48671:171. 

8903020089 Comment opposing proposed rules 10CFR50 & 55 re educational & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power 
plants.Adoption of proposal could Inhibit career progression of reactor operators. 
REINCKE.DA Affiliation Not Assigned. 53FR52716 00046. 89/02/07. Docketing & 
Services Branch. 2pp. 48671 : 1 72-48671 :1 73. 

8903020102 Comment opposing proposed rules 10CFR50 & 55 re degree requirements 
for senior operators & shift supervisors. 

BALCH.R.A. Affiliation Not Assigned. 53FR52716 00063. 89/02/21. NRC • No De- 
tailed Affiliation Given. 2pp. 48671:121-48671:122. 

8903020109 Comment opposing proposed rules 10CFR50 & 55 re educational & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power plants. 
HOPPE.G.W. Wisconsin Public Service Corp. 53FR52716 00041. 89/02/13. Docketing 
& Services Branch. 2pp. 48671 :1 74-48671 :1 75. 

8903020110 Comment opposing proposed rules 10CFR50 & 55 to amend regulations re 
educational requirements for operating personnel at nuclear power plants. 

MEYER, R. Affiliation Not Assigned. 53FR52716 00043. 89/02/14. Office of the Secre- 
tary of the Commission. 6pp. 48671:176-48671:181. 

8903020119 Comment opposing proposed rules 10CFR50 & 55 re requirements for 
senior reactor operators or supervisors. 

ANDERSONJ.D. Affiliation Not Assigned. 53FR52716 00044. 89/02/17. Office of the 
Secretary of the Commission. Ip. 48671:182-48671:182. 
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8903020125 Comment opposing proposed rules 10CFR50 & 55 re educational & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power plants. 
LEONARD.J.D. Long Island Lighting Co. 53FR52716 00035. 89/02/10. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 48671 :1 83-48671:1 84. 


8903020128 Comment supporting Chapter 1 re policy statement on exemptions from 
regulatory control.Recommends that Commission stress that generic below regulatory 
concern level must not be interpreted as limit for each practice. 

THOMPSON, A. J. Perkins. Coie (formerly Perkins, Coie, Stone, Olsen & Williams). 
53FR49886 00166. 89/01/31. MATTSEN.C.R. Office of Nuclear Regulatory Research, 
Director (Post 860720). 9pp. 48671:185-48671:193. 


8903020137 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. Rules 
result in decreased experience level in control room. 

LEITEM.D.L. Affiliation Not Assigned. 53FR52716 00034. 89/02/04. Docketing & 
Services Branch. Ip. 48671:194-48671:194. 


8903020146 Comments on proposed rules 10CFR50 & 55 re license requirements for 
serior operators. 

KFNNEDY.M.F. Affiliation Not Assigned. 53FR52716 00017. 89/02/04. Office of the 
Secretary of the Commission. 2pp. 48671:052-48671:053. 

8903020152 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 

* Affiliation Not Assigned. 53FR52716 00055. 89/02/07. Docketing & Services 
Branch. 2pp. 48671:123-48671:124. 

8903020153 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
Dlants. Proposal could inhibit career progression of reactor operators. 

THRIFT, M.K. Affiliation Not Assigned. 53FR52716 00051. 89/02/07. Docketing & 
Services Branch. 2pp. 48671:195-48671:196. 


8903020179 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
reauirements for senior reactor operators & supervisors at nuclear power plants. 
NEUFER.A.G. Affiliation Not Assigned. 53FR52716 00026. 89/02/08. Office of the 
Secretary of the Commission. Ip. 48671:197-48671:197. 


8903020278 Support of NUMARC 890127 request for extension of comment period re 
proposed rules 10CFR50 & 55 concerning educ & experience requirements for oper- 
ations personnel. 

PETERSEN, F.M. Omaha Public Power District. 53FR52716. 89/02/10. Commission- 
ers. Ip. 49012:201-49012:201. 

8903020312 Comment opposing Chapter 1 re policy statement on exemptions from reg- 
ulatory control. 

QUINN, R.A. Affiliation Not Assigned. 53FR49886 00163. 89/01/26. 
DRAGON ETTE.K.S. NRC - No Detailed Affiliation Given. 2pp. 48671:059-48671:060. 

8903020351 Comment supporting proposed rule 10CFR2 re expediting & streamlining 
hearing process for licensing repository. 

ROUSSO.S. Energy, Dept of. 53FR44411 00011. 89/02/14. ZECH.L.W. Commission- 
ers. 3pp. 48671:061-48671:063. 

8903020364 Comment opposing Chapter 1 re policy statement on exemptions from reg- 
ulatory control. 

HAFFNER.K. Affiliation Not Assigned. 53FR49886 00162. 89/01/24. NRC • No De- 
tailed Affiliation Given. 18pp. 48671:031-48671:048. 

8903020375 Comment opposing Chapter 1 re policy statement on exemptions from reg- 
ulatory control. 

CAREY, C. Affiliation Not Assigned. 53FR49886 00161. 89/01/22. DRAGONETTE.K. 
NRC - No Detailed Affiliation Given. 2pp. 48671:029-48671:030. 

8903020397 Endorses NUMARC comments on proposed rule 10CFR26 re fitness for 

SHIFFER.J.D. Pacific Gas & Electric Co. 53FR36795 00379. 88/11/18. Office of the 
Secretary of the Commission. Ip. 48671:028-48671:028. 

8903020400 Comment oopcsing Chapter 1 re policy statement on exemptions from reg- 
ulatory control. RcccmnfcnJs ;ha> NRC retain authority & control over all radioactivity 
for as long as debate on how little exposure to radiation can be harmful continues. 
LOTZ.L. Affiliation Not Assigned. 53FR49886 00160. 89/01/22. NRC - No Detailed 
Affiliation Given. Ip. 48671:064-48671:064. 


8903020185 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
Dlants.Degree requirement would have negative impact on operation safety of plant. 
NACARRO.M. Affiliation Not Assigned. 53FR52716 00032. 89/02/04. Office of the 
Secretary of the Commission. 2pp. 48671:198-48671:199. 

8903020199 Comment opposing proposed rules 10CFR50 & 55 re requirements for 
senior reactor operators.Proposes special core training program that would satisfy cri- 
teria in NUREG-0737 but w/o degree requirement. 

CUNNINGHAM, J.L Affiliation Not Assigned. 53FR52716 00023. 89/02/09. NRC - No 
Detailed Affiliation Given. Ip. 48671:200-48671:200. 

8903020205 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Utils 
would develop reliance on colleges to provide necessary skills. 

RAY.B.J. Affiliation Not Assigned. 53FR52716 00031. 89/02/09. Office of the Secre- 
tary of the Commission. 3pp. 48671:229-48671:231. 

8903020213 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Rules 
provide needless demoralizing effect on reactor operators. 

BAKER, K.R. Affiliation Not Assigned. 53FR52716 00038. 89/02/09. Docketing & 
Services Branch. 2pp. 48671:201-48671:202. 


8903020403 Comment on proposed rule 10CFR2 re submission & mat of records & 
documents concerning licensing of geologic repository for disposal of high level rad- 

MCELWRATH,M. Interior, Dept of. 53FR44411 00010. 89/02/14. Office of the Secre- 
tary of the Commission. 4pp. 48671:065-48671:068. 

8903020413 Comment supporting Chapter 1 re policy statement on exemptions from 
regulatory control.Suggests that 15 mrem/yr limit be adopted & that collective dose 
criterion not be used. 

BOOK.H.E. Affiliation Not Assigned. 53FR49886 00158. 89/01/30. Docketing & Serv- 
ices Branch. 2pp. 48671:069-48671:070. 

8903020430 Comment opposing Chapter 1 re policy statement on exemptions from reg- 
ulatory control.lmplementation of below regulatory control will result in inability to 
check exposures or verifying levels or detecting violations. 

KIEFER, D. Affiliation Not Assigned. 53FR49886 00157. 89/01/30. Docketing & Serv- 
ices Branch. Ip. 48671:071-48671:071. 

8903020443 Comment opposing Chapter 1 re policy statement on exemptions from reg- 
ulatory control. 

* Affiliation Not Assigned. 53FR49886 00172. 89/02/11. NRC - No Detailed Affiliation 
Given. Ip. 48671:072-48671:072. 


8903020224 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power plants. 
METZNER.W.C. Affiliation Not Assigned. 53FR52716 00022. 89/02/07. Docketing & 
Services Branch. 3pp. 48671:203-48671:205. 

8903020231 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 

DAVIS, J.W. Affiliation Not Assigned. 53FR52716 00047. 89/02/07. Docketing & Serv- 
ices Branch. 2pp. 48671:206-48671:207. 

8903020233 Comment on Chapter 1 re policy statement on exemptions from regulatory 
concern.Recommends 20 mrem/yr limit as practical & below regulatory concern be 
considered for occupational exposure w/200 mrem/yr effective dose equivalent 
SMITKLR. E.I. du Pont de Nemours & Co., Inc. 53FR49886 00165. 89/01/30. Dock- 
eting & Services Branch. 11pp. 48671:208-48671:218. 

8903020237 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
WILLIAMS, J.K. Affiliation Not Assigned. 53FR52716 00021. 89/02/05. Docketing & 
Services Branch. 10pp. 48671:018*48671:027. 

8903020245 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements of senior reactor operators at nuclear power plants. 

DEBAUCHE.S.E. Affiliation Not Assigned. 53FR52716 00020. 89/02/04. Docketing & 
Services Branch. 2pp. 48671:219-48671:220. 

8903020251 Requests 30-day extension of time to comment on proposed rules 
10CFR50 & 55 re educ & experience requirements for operations personnel. 
CAVANAUGH, W. Middle South Utilities, Inc. 53FR52716. 89/02/03. Commissioners, 
ip. 48671:221-48671:221. 

8903020254 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Disapproves of both proposed alternatives. __ 

STERNITZKY.J.W. Affiliation Not Assigned. 53FR52716 00019. 89/02/03. Office of 
the Secretary of the Commission. 2pp. 48671:222-48671:223. 

8903020263 Comment on proposed rules 10CFR50 & 55 re degree requirements for 
senior reactor operators.Alternative 2 preferred. ^ 

SCHUELER.S.C. Affiliation Not Assigned. 53FR52716 00018. 89/02/02. Office of the 
Secretary of the Commission. 4pp. 48671:224-48671:227. 

8903020271 Comment supporting Chapter 1 re policy statement on exemptions from 
regulatory controlPublic perception should be considered. * 

DICUS.GJ. Arkansas, State of. 53FR49886 00164, 89/01/30. KAMMERER.C. State, 
Local & Indian Tribe Programs. 3pp. 48671:056-48671:058. 


8903020478 Comment on proposed rule 10CFR2 re set up of litigation support sys 
(LSS) & hearing procedures for NRC high level waste licensing proceeding.LSS 5 pro- 
posed regulations will avoid second cause of hearing delay. 

GALLO, J. Affiliation Not Assigned. 53FR44411 00009. 89/01/05. Docketing & Serv- 
ices Branch. 4pp. 48671:073-48671:076. 

8903020481 Comment on Chapter 1 re policy statement on exemptions from regulatory 
controI.Expresses concern that combination of many different sources of unregulated 
waste may create level of radiation above acceptable limits. 

HOCHBRUECKNER House of Rep. 53FR49886 00171. 89/02/10. ZECH,L Commis- 
sioners. Ip. 48671:130-48671:130. 

8903020542 Comment opposing Chapter 1 re policy statement on exemptions from reg- 
ulatory control. . „ , 

* Affiliation Not Assigned. 53FR49886 00173. 89/02/13. Docketing & Services 
Branch. Ip. 48671:128-48671:128. 

8903020565 Comment on Chapter 1 re policy statement on exemptions from regulatory 
control.Commision moving toward right direction on needlessly poor assumption. 

* Affiliation Not Assigned. 53FR49886 00159. 89/02/06. Docketing & Services 
Branch. Ip. 48671:129-48671:129. 

8903020617 Comment supporting proposed rule 10CFR2 re submission & mgt of 
records & documents related to licensing of geologic repository for disposal of high 

ROUSSoIi St Energy, Dept of. 53FR44411 00008. 88/12/22. Docketing & Services 
Branch. 3pp. 48671:125-48671:127. 

8903020648 Forwards completed P-88417 Including NUMARC draft 881118 Itr inadvert- 
ently omitted from 881121 submittal. , ^ ^ e 

BREY,H.L. Public Service Co. of Colorado. 53FR36795 00378. 88/12/05. Docketing & 
Services Branch. 28pp, 48671:077-48671:120. 

8903020687 Comment on proposed rule 10CFR2 re high level waste repository licens- 
ing support sys.Sys should only contain documents judged to have direct licensing ap- 

KioWR^W.^'Suor 1 Dan?el, f ?rKjl C 53FRS4411 00007. 88/12/05. Docketing & Services 
Branch. 3pp, 48670:358-48670:360. 

8903030029 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclei power plants. 
GOODMAN, L.S. Affiliation Not Assigned. 53FR52716 00062. 89/02/14. Docketing & 
Services Branch. 4pp. 48718:088-48718:091. 
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8903030040 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 

* Affiliation Not Assigned. 53FR52716 00054. 89/02/07. Docketing & Services 
Branch. 2pp. 48718:086-48718:087. 

8903030048 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
HAMMMOND.J.M. Affiliation Not Assigned. 53FR52716 00052. 89/02/07. Docketing 
& Services Branch. 2pp. 4871 8:084-4871 8:085. 

8903030070 Comment re proposed rule 10CFR20 concerning final rule. Requests Com- 
mission renotice changed rule & provide new comment period. 

SCHULIN.S. Affiliation Not Assigned. 51FR30870. 89/02/17. NRC - No Detailed Affili- 
ation Given. 2pp. 48718:082-48718:083. 

8903030096 Comment opposing proposed rule 10CFR19 re sequestration of witnesses 
under subpoena. 

* Association of the Bar of the City of New York. 53FR45786 00022. 89/02/17. 
CHILK.S.J. Office of the Secretary of the Commission. 9pp. 48718:014-48718:022. 

8903030118 Proposed final rule 10CFR50, “Licensee Action During Natl Security Emer- 
gency/'’ Rule would allow licensee to take action that departs from approved Tech 
Specs in natl security emergency. 

STELLO.V. NRC - No Detailed Affiliation Given. 53FR27174. 89/02/06. 10pp. 
48718:072-48718:081. 

8903030137 Proposed rules 10CFR50 & 55, “Educ & Experience Requirements for 
Senior Reactor Operators & Supervisors at Nuclear Power Plants." Commission ap- 
proves requests for extension of comment period. 

CHILK.S.J. NRC - No Detailed Affiliation Given. 53FR52716. 89/02/22. 2pp. 
48718:070-48718:071. 

8903030146 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
NICHOLSON, W.O. Affiliation Not Assigned. 53FR52716 00077. 89/02/14. Docketing 
& Services Branch. 2pp. 48718:068-48718:069. 

8903030152 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
PARKER, R.J. Virginia Power (Virginia Electric & Power Co.). 53FR52716 00097. 89/ 
02/22. HOYLE, J.C. Office of the Secretary of the Commission. 2pp. 48718:066- 
48718:067. 

8903030161 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
STOROLIS.G.E. Affiliation Not Ass’g-ftd. 53 FR 527 16 00076. 89/02/10. Office of the 
Secretary of the Commission. 2pp. 4571 3- >34-* 8718:065. 

8903030165 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Solution to subj would be for NRC to justify requirement degree through new 
class. 

BARRY, J.J. International Brotherhood of Electrical Workers. 53FR52716 00098. 89/ 
02/22. CHILK.S. Office of the Secretary of the Commission. 2pp. 48718:062- 
48718:063. 

8903030171 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 

* Affiliation Not Assigned. 53FR52716 00075. 89/02/03. Office of the Secretary of the 
Commission. 3pp. 48718:059-48718:061. 

8903030172 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. No 
other industry imposes degree requirement on shift workers. 

ST JOHN K.E. Affiliation Not Assigned. 53FR52716 00099. 89/01/23. Office of the 
Secretary of the Commission. 2pp. 48718:057-48718:058. 

8903030176 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Both 
alternatives to proposed rule provide no enhacement of reactor safety. 

FAILOR.A.R. Affiliation Not Assigned. 53FR52716 00096. 89/02/21. Docketing & 
Services Branch. Ip. 48718:056-48718:056. 

8903030182 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
GERRITY.C. International Brotherhood of Electrical Workers. 53FR52716 00061. 89/ 
02/14. Office of the Secretary of the Commission. 2pp. 48718:054-48718:055. 

8903030184 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
WESTMAN.W. Affiliation Not Assigned. 53FR52716 00095. 89/02/24. NRC - No De- 
tailed Affiliation Given. 2pp. 48718:052-48718:053. 

8903030190 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
RHODES.M. Affiliation Not Assigned. 53FR52716 00094. 89/02/21. Docketing & 
Services Branch. 6pp. 48718:046-48718:051. 

8903030197 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Alternative$ to proposed rule change provide no enhancement of reactor 
safety. 

ZANK.BA Affiliation Not Assigned. 53FR52716 00093. 89/02/21. Docketing & Serv- 
ices Branch. Ip. 48718:045-48718:045. 

8903030198 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
MACDONALD, J.E JEMCO Engineering Co. 53FR52716 00092. 89/02/21. NRC - No 
Detailed Affiliation Given. Ip. 48718:044-48718:044. 

8903030208 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plantsProf 
studies done over past yrs indicate no basis for such rule. 

KELLY, H.N. Affiliation Not Assigned. 53FR52716 00091. 89/02/20. Docketing & Serv- 
ices Branch. 2pp. 48718:042-48718:043. 

8903030211 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
HIETT,S.A. Affiliation Not Assigned. 53FR52716 00090. 89/02/19. Docketing & Serv- 
ices Branch. 1 p. 4871 8:041 -4871 8:041 . 


8903030216 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & & supervisors at nuclear power 
plants.Alternative to senior reactor operator diploma rule end. 

BREDEMAN.B. Affiliation Not Assigned. 53FR52716 00089. 89/02/16. Docketing & 
Services Branch. 7pp. 48718:034-48718:040. 

8903030223 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.No 
set up syllabus evident which will support improved safety. 

MORAY.N. Affiliation Not Assigned. 53FR52716 00088. 89/02/16. Docketing & Serv- 
ices Branch. Ip. 48718:033-48718:033. 

8903030237 Comment opposing proposed rules 10CFR50 & 55 re college degree re- 
quirement for senior reactor operators & supervisors. 

* Affiliation Net Assigned. 53« r R52716 00086. 89/02/02. NRC - No Detailed Affiliation 
Given. 2pp. ^=7ia.33l *9/18-032 

8903030287 Comment opposing proposed rules 10CFR50 & 55 re educ requirements 
for senior reactor operators & supervisors. Turnover rate w/degree requirements 
would increase & level of knowledge decrease to dangerous levels. 

MARSHALL, W.M. Affiliation Not Assigned. 53FR52716 00087. 89/02/09. Docketing & 
Services Branch. 2pp. 48718:029-48718:030. 

8903030370 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
ma in t o-ogrars for nuclear power plants. Objectives of rule can be achieved more 
efiicienl.v w/c ’ulo. 

NOVAK, M.A. rnergy, Dept. of. 53FR47822 00016. 89/02/14. Office of the Secretary 
of the Commission. 2pp. 4871 8:027-4871 8:028. 

8903030390 Comment on proposed rule 10CFR50 re maint programs for nuclear power 
plants.Rule should not be implemented until realistic determination of impact of rule 
on industry has been made. 

COCKFIELD.D.W. Portland General Electric Co. 53FR47822 00017. 89/02/21. Dock- 
eting & Services Branch. 4pp. 48718:023-48718:026. 

8903070112 Comment on proposed rules 10CFR50 & 55 re educ & experience require- 
ments for senior reactor operators & supervisors. First alternative far superior to 
second alternative. 

BENJAMIN.T. Maryland, Univ. of, College Park, MD. 53FR52716 00138. 89/02/27. 
Docketing & Services Branch. 2pp. 48762:219-48762:220. 

8903070114 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactors & supervisors at nuclear power plants. 

GRAY.C.M. Affiliation Not Assigned. 53FR57216 00136. 89/02/27. CHILK.S.J. Office 
of the Secretary of the Commission. 4pp. 48762:221-48762:224. 

8903070117 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Altemative 2 preferable because util could still obtain non-degreed operators. 
SHIFFER.J.D. Pacific Gas & Electric Co. 53FR52716 00135. 89/02/24. CHILK.S. J. 
Office of the Secretary of the Commission. 8pp. 48762:225-48762:232. 

8903070119 Comment on proposed rules 10CFR50 & 55 re educ of senior reactor 
operators.Alternative 2 preferable.Util suggests that neiter be imposed.Both alternative 
could cause immediate & long-term impact on plant safety. 

KEUTER.D.R. Sacramento Municipal Utility District. 53FR52716 00133. 89/02/24. 
Docketing & Services Branch. 2pp. 48762:233-48762:234. 

8903070128 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
SMITH, F.W. Affiliation Not Assigned. 53FR52716 00105. 89/02/20. Office of the Sec- 
retary of the Commission. 2pp. 48762:170-48762:171. 

8903070129 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
WRIGHT, M.J. Affiliation Not Assigned. 53FR52716 00104. 89/02/20. Docketing & 
Services Branch. 4pp. 48762:173-48762:176. 

8903070130 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
SPRINGFIELD, J. Affiliation Not Assigned. 53FR52716 00103. 89/02/19. Docketing & 
Services Branch. 1 p. 48762: 1 72-48762:1 72. 

8903070133 Comment supporting proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
DOMINGUEZ, D. Affiliation Not Assigned. 53FR52716 00102. 89/02/13. Docketing & 
Services Branch. 2pp. 48762:177-48762:178. 

8903070137 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
WHITE, A.V. Affiliation Not Assigned. 53FR52716 00101. 89/02/11. Office of the Sec- 
retary of the Commission. 3pp. 48762:179-48762:181. 

8903070141 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
MEYER, E.J. Affiliation Not Assigned. 53FR52716 00100. 89/02/07. Docketing & Serv- 
ices Branch. 2pp. 48762:1 82-48762:1 83. 

8903070145 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
PIERCE, K.G. Affiliation Not Assigned. 53FR52716 00108. 89/02/21. Docketing & 
Services Branch. 1 p. 48762: 1 84-48762:1 84. 

8903070149 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
RICHARDSON, S. A. Affiliation Not Assigned. 53FR52716 00106. 89/02/21. Docketing 
& Services Branch. 2pp. 48762:185-48762:186. 

8903070152 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
CASPERSEN.L.C. Affiliation Not Assigned. 53FR52716 00107. 89/02/21. NRC - No 
Detailed Affiliation Given. Ip. 48762:187-48762:187. 
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8903070156 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Safety 
of power plant operation would decrease if rule were to become effective. 

KNUTH.D.F. KMC. Inc. 53FR52716 00137. 89/02/27. Docketing & Services Branch. 
21 pp. 48762:192-48762:212. 

8903070157 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
BOONE.L. Affiliation Nr! Assigned 53FR52716 00131. 89/02/24. NRC - No Detailed 
Affiliation Given. 3pp. ■':' : .7-;>? ‘‘■■V.'d? 

8903070160 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Offers 
more reasonable alternative to rrc j ir o stagrernri bvel of experience. 

KELLER.M.F. Affiliation Not Ass-grc:l •> 00132. 89/02/24. Docketing & 

Services Branch. 6pp. 48762:213-48762:218. 

8903070166 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 

plants.Proposal suggests that current senior operators not protecting safety of public. 
CIUFFINI.L.A. Affiliation Net Assicrcl 5m52716 00130. 89/02/27. Docketing & 
Services Branch. 2pp. *6 '32 239 4.-: 'r.2.?s. 

8903070169 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 

plants.Questions ability of proposed rule to achieve objective. 

* Portland General Electric Co. 53FR52716 00127. 89/02/24. Docketing & Services 
Branch. 3pp. 48762:241-48762:243. 

8903070171 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 

Dlarts.Expresses concern that losses outweigh gains. 

GOLDjT'CN D A ,,, iai-or* Net Asslcr-ed. 53 C P5?716 00129. 89/02/27. NRC - No De- 
la. ::l M s '-m’.ion Gi.cr. ' p. 43 ■■■■£ ‘6? 238. 

8903070219 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
MACIUSKA.F.L. Affiliation Not Assigned. 53FR52716 00128. 89/02/24. Office of the 
Secretary of the Commission. 5pp. 48762:244-48762:248. 

8903070227 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
CONNER.T.B. Conner & Wetterhahn. 53FR52716 00126. 89/02/23. CHILK.S.J. Office 
of the Secretary of the Commission. 51pp. 48762:249-48762:299. 

8903080030 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Proposed rule alternatives 
wo:. Id redi :o tc nothing reactor operators advancing to senior operator. 

PU1YI..R. in: (!- Not Assigned. 53FR52716 00134. 89/02/27. Docketing & Serv- 
ices Branch. Ip. 48745:221-48745:221. 

8903080038 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
CIUFFINI.L.A. Commonwealth Edison Co. 53FR52716 00124. 89/02/27. Docketing & 
Services Branch. Ip. 48745:235-48745:235. 

8903080039 Comment opposing proposed rules 10CFR50 & 55 re degree requirement 
for senior reactor operator (SRO).Unless grandfathered in next 4-5 yrs author to be 
locked out of job & does not intend spending 20 plus yrs as reactor operator. 

VARGA, R. Affiliation Not Assigned. 53FR52716 00109. 89/02/22. Office of the Secre- 
tary of the Commission. 2pp. 48745:222-48745:223. 

8903080045 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Author 860718 Itr end. 

RUESCH.S. Affiliation Not Assigned. 53FR52716 00123. 89/02/23. Office of the Sec- 
retary of the Commission. 2pp. 48745:236-48745:241 . 

-8903080050 Expresses disappointment that NRC attempting to make senior reactor 
operators to have degree.Commission should reevaluate position on important issue. 
RUESCH.S. A. Affiliation Not Assigned. 53FR52716. 86/07/18. Office of the Secretary 
of the Commission. 4pp. 48745:238-48745:241. 

8903080065 Comment on proposed rules 10CFR50 & 55 re educ & experience require- 
ments for senior reactor operators & supervisors. Policy statement needed requiring 
personnel policies w/ opportunities for mgt for licensed operators. 

ZIEBELL.D.M. Affiliation Not Assigned. 53FR52716 00113. 89/02/22. Docketing & 
Services Branch. 1 1 pp. 48745:224-48745:234. 

8903080083 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & reduce experience level of senior operators. 

MATHIS, S. Affiliation Not Assigned. 53FR52716 00112, 89/02/22. Docketing & Serv- 
ices Branch. 1 p. 48745:242-48745:242. 

8903080096 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Both alternatives would even- 
tually reduce to nothing reactor operators advancing to senior operator. 

MOHR.T. Affiliation Not Assigned. 53FR52716 00114. 89/02/27. Docketing & Serv- 
ices Branch, 2pp. 48745:243-48745:244. 

8903080110 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives would result in 
career stagnation at reactor operator level & block career advancement. 

WATTS, D.S. Affiliation Not Assigned. 53FR52716 00111. 89/02/22. Docketing & 
Services Branch. Ip. 48745:245-48745:245. 

8903080119 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. Both alternatives would 
reduce number of reactor operators advancing to senior operator to nothing. 

STACY, D.J. Commonwealth Edison Co. 53FR52716 00110. 89/02/22. Docketing & 
Services Branch. Ip. 48745:246-48745:246. 

8903080130 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. No demonstrated safety bene- 
fit to back up claims & present negative impact on operator morale. 

WILSON.N.R. Affiliation Not Assigned. 53FR52716 00115, 89/02/22. Office of the 
Secretary of the Commission. 3pp. 48745:247-48745:249. 


8903080142 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & reduce experience level of senior operators. 

GULOS.J. Affiliation Not Assigned. 53FR52716 00116. 89/02/22. Docketing & Serv- 
ices Branch. Ip. 48745:250-48745:250. 

8903080150 Comment opposing proposed rules 10CFR50 & 55 re educ & experience of 
senior operators.Statements from operators include that proposed rule unnecessary & 
will have negative impact on safety & experience more important than degree. 
VARNER, J.R. Affiliation Not Assigned. 53FR52716 00117. 89/02/27. Docketing & 
Services Branch. Ip. 48745:251-48745:251. 

8903080153 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & reduce experience level of senior operators. 

VOZEN.G. Affiliation Not Assigned 53FR52716 00118. 89/02/22. Docketing & Serv- 
ices Branch. Ip. 487^7: ?:>? HV'j.?: ;■£. 

8903080157 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operator.Operator statements include that proposed 
rule not necessary & will resu't i** r-oste' nccalcr turnover rate. 

HYDEN.E.L. Affiliation Nci \ssg-»d £I:-R52' , lC CZ‘2/ 89/02/27. Docketing & Serv- 
ices Branch. Ip. 48745:253-48745:253. 

8903080160 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & reduce experience level of senior operators. 

CARLSON, D. Affiliation Not Assured. 53FR52716 00120. 89/02/27. Docketing & 
Services Branch. Ip. 487*:: 

8903080165 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternative provides no en- 
hancement of roactc' ss'ctv & will reduce experience level of senior operators. 
MORROW.G. **■ s:c \o: Assigned. 53FR52716 00119. 89/02/22. Docketing & 
Services Branch. Ip. 48745:255-48745:255. 

8903080172 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence requirements for senior reactor operators & supervisors.Alternative provides no 
enhancement of reactor safety & will reduce experience level of senior operators. 
HICK.J. Affiliation Not Assigned. 53FR52716 00121. 89/02/27. Docketing & Services 
Branch. Ip. 48745:259-48745:259. 

8903080185 Comment supporting proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants, extension of NRC authority to BOP portion 
of plant & misapplication of adequate protection std of backfit rule. 

PRESTON.B.A. Public Service Electric & Gas Co. of New Jersey. 53FR47822 00036. 
89/02/24. CHILK.S.J. Office of the Secretary of the Commission. 8pp. 48745:210- 
48745:217. 

8903080190 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Proposed maint rule should not be exempt 
from performing analysis in accordance w/backfit rule. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 53FR47822 00020. 89/02/22. 
Docketing & Services Branch. 3pp. 48745:260-48745:262. 

8903080199 Comment opposing proposed rule re exemptions from regulatory control 
(expanded below regulatory concern policy).NRC abdicating duty by deregulating vari- 
ous types of waste, consumer products.mfg practices & licensed matl storage. 

ADAMS, J.S. Redwood Alliance. 53FR49886 00180. 89/02/21. Docketing & Services 
Branch. 2pp. 48745:263-48745:264. 

8903080200 Comment supporting proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

HIATT, S.L. Ohio Citizens for Responsible Energy. 53FR47822 00035. 89/02/23. NRC 
- No Detailed Affiliation Given. 3pp. 48745:265-48745:267. 

8903080201 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Rulemaking will cause delay in further maint 
enhancement as licensee backtrack to assure Drescriptive compliance. 

GRIFFIN.B.L. Florida Power & Light Co. 53FR47822 00018. 89/02/22. ZECH.L.W. 
Commissioners. 3pp. 48745:268-48745:270. 

8903080204 Comment opposing proposed rules 10CFR50 & 55 re degreed status for 
senior operating license holders.Proposal both unneeded, unwarranted & issue should 
be put to rest.Pursuit of proposal will deter valuable employees from industry. 

MUTZ.B. Affiliation Not Assigned. 53FR52716 00125. 89/02/27. NRC - No Detailed 
Affiliation Given. 5pp. 48745:271-48745:275. 

8903080209 Comment on proposed rule 10CFR1 50. Agreement States have assembled 
listed objectives and concerns which should be resolved. 

ANDERSON, L.F. Utah, State of. 53FR31880 00048. 88/10/24. KAMMERER.C.C. 
State, Local & Indian Tribe Programs, 2pp. 48745:276-48745:277. 

8903080210 Comment opposing proposed rule 10CFR71 re packaging & transportation 
of radioactive matl. Believes exemption of Section 71.52 should remain as currently 
written in existing rule. 

MURPHIE.W.E. Eneray, Dept. of. 53FR21550 00026. 89/02/21. CHILK.S. Office of 
the Secretary of the Commission. 2pp. 48745:208-48745:209. 

8903080213 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants. Proposed rule not needed & will not serve to increase 
Commission ability to ensure nuclear plants reliably maintained. 

KEISER.H.W. Pennsylvania Power & Ught Co. 53FR47822 00025. 89/02/24. 
CHILK.S.J. Office of the Secretary of the Commission. 4pp. 48745:204-48745:207. 

8903080215 Comments on proposed rule 10CFR50 re ensuring effectiveness of maint 
programs for nuclear power piants.Author does not endorse proposed maint rule. 
DAVIS, D.K. TENERA Corp. (subs. Of TERA Corp.). 53FR47822 00037. 89/02/27. 
Docketing & Services Branch. 9pp. 48745:195-48745:203. 

8903080219 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

SNEAD, P.B. Affiliation Not Assigned. 53FR49886 00181. 89/02/23. CHILK.S. Office 
of the Secretary of the Commission. 7pp. 48745:188-48745:194. 
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8903080221 Comments on proposed rule 10CFR50 re ensuring effectiveness of maint 
programs for nuclear power plants. 

REED.C. Commonwealth Edison Co. 53FR47822 00038. 89/02/27. CHILK.SJ. Office 
of the Secretary of the Commission. 16pp. 48745:278-48745:293. 

8903080222 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Concerned that rule will undermine efforts to 
effect maint properly & will redirect resources from real improvements. 

LEE,B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 53FR47822 00033. 89/02/27. CHILK.SJ. Office of the Secretary of the 
Commission. 260pp. 48744:199-48745:101. 

8903080223 Comment opposing proposed rule 10CFR61 re definition of high level 
waste & disposal of greater-than-Class C waste (GTCC).Rule fails to ack comprehen- 
sive scheme for developing policy for disposal of GTCC wastes. 

KAY.C.E. Energy, Dept of. 53FR 17709 00034. 88/08/30. Docketing & Services 
Branch. 11pp. 48745:294-48745:304. 

8903080226 Comment on proposed rule 10CFR50 re ensuring effectiveness of maint 
oroorams for nuclear cower Dlants. 

CONWAY, W.F. Florida Power & Light Co. 53FR47822 00039. 89/02/27. CHILK.SJ. 
Office of the Secretary of the Commission. 7pp. 48745:305-48745:31 1 . 

8903080235 Comment on proposed rule 10CFR50 re ensuring effectiveness of maint 
programs for nuclear power plants.New rules will divert resources & attention from on- 
going improvements resulting from existing 10CFR50.65(b)(1)-(16) initiatives. 

BOOKER ,J.E. Gulf States Utilities Co. 53FR47822 00021. 89/02/23. Office of the 
Secretary of the Commission. 2pp. 48745:312-48745:313. 

8903080241 Comment on proposed rule 10CFR50 re ensuring effectiveness of maint 
programs for nuclear power plants.Rule unnecessary considering recent industry initia- 
tives for improved maint 

LEONARDJ.D. Long Island Lighting Co. 53FR47822 00027. 89/02/24. CHILK.SJ. 
Office of the Secretary of the Commission. 6pp. 48745:314-48745:319. 

8903080243 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. NRC failed to demonstrate that there is in- 
dustry maint problem & therefore lacks justification for rule. 

SHIFFER.J.D. Pacific Gas & Electric Co. 53FR47822 00022. 89/02/23. CHILK.SJ. 
Office of the Secretary of the Commission. 1 13pp. 48745:341-48746:093. 

8903080245 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

BRONSJ.C. New York Power Authority (formerly Power Authority of the State of New 
York). 53FR47822 00040. 89/02/27. CHILK.SJ. Office of the Secretary of the Com- 
mission. 7pp. 48745:181-48745:187. 

8903080252 Comment opposing proposed rule 10CFR50 re maint programs for nuclear 
power plants.Util endorses comments filed by NUMARC & Nuclear Util Backfitting & 
Reform Group.Rule fails to provide basis for determining effective maint program. 
EDWARDS.D.W. Yankee Atomic Electric Co. 53FR47822 00028. 89/02/27. Docketing 
& Services Branch. 3pp. 48745:320-48745:322. 

8903080259 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Util convinced that most of existing maint 
programs do not constitute public health & safety concern. 

TUCKER, H.B. Duke Power Co. 53FR47822 00019. 89/02/22. Docketing & Services 
Branch. 7pp. 48745:174-48745:180. 

8903080261 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Development of industry maint program std 
unnecessary. Sufficient info available in NRC policy statement 
FOX.G.H. Tennessee Valley Authority. 53FR47B22 00026. 89/02/24. Document Con- 
trol Branch (Document Control Desk). 9pp. 48745:323-48745:331. 

8903080262 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Concerned that resources that would be re- 
quired to implement proposed requirement would not result in better maint. 

LOFLIN.L.I. Carolina Power & Light Co. 53FR47822 00034. 89/02/27. CHILK.SJ. 
Office of the Secretary of the Commission. 9pp. 48745:332-48745:340. 

8903080274 Comment supporting proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

CAMPBELL.T.G. Arkansas Power & Light Co. 53FR47822 00029. 89/02/24. 
CHILK.S.J. Office of the Secretary of the Commission. 4pp. 48745:170-48745:173. 

8903080285 Comment on proposed rule 10CFR50 re ensuring effectiveness of maint 
programs for nuclear power plarits.Potentialiy adverse aspects of proposed rule in- 
clude poor definitions of maint & balance-of-plant,maint surveillance & QA. 

BREY.H.L Public Service Co. of Colorado. 53FR4782 2 00024. 89/02/24. CHILK.SJ. 
Office of the Secretary of the Commission. 3pp. 48745:256-48745:258. 


8903080387 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power plants. 
JOHNSON.J.W. Affiliation Not Assigned. 53FR52716 00140. 89/02/10. Docketing & 
Services Branch. 4pp. 48744:178-48744:181. 

8903080404 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
HICKS, M.M. Utility Workers Union of America. 53FR52716 00156. 89/02/27. Docket- 
ing & Sen/ices Branch. 4pp. 48744:174-48744:177. 

8903080406 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
HINES J.J. Affiliation Not Assigned. 53FR52716 00171. 89/02/23. Docketing & Serv- 
ices Branch. 1 p. 48745:1 67-48745:1 67. 

8903080412 Comment opposingg proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
ENTERLINE, G.P. Affiliation Not Assigned. 53FR52716 00169. 89/03/02. NRC - No 
Detailed Affiliation Given. 2pp. 48745:165-48745:166. 

8903080420 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
COGSWELL, S.M. Affiliation Not Assigned. 53FR52716 00157. 89/02/19. Office of the 
Secretary of the Commission. 4pp. 48744:170-48744:173. 

8903080422 Comment on proposed rules 10CFR50 & 55 re educ experience require- 
ments for senior reactor operators & supervisors at nucler power plants.First alterna- 
tive could possibly inhibit career progression. 

* Detroit Edison Co. 53FR52716 00139. 89/02/07. Docketing & Services Branch. 2pp. 
48745:163-48745:164. 

8903080427 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
DAVID, S.A. Pacific Gas & Electric Co. 53FR52716 00145. 89/02/21. Docketing & 
Services Branch. 3pp. 48744:167-48744:169. 

8903080430 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
DESAIN.G. New York, State Univ. of. Albany, NY. 53FR52716 00168. 89/02/23. 
Office of the Secretary of the Commission. 2pp. 48745:161-48745:162. 

8903080431 Comment opposing proposed rules 10CFR50 & 55 which require degrees 
of senior operators & shift supervisors.Both alternatives would contribute to lower 
morale among reactor operators. 

SAMPSON, S.E. Affiliation Not Assigned. 53FR52716 00141. 89/02/17. Office of the 
Secretary of the Commission. 3pp. 48745:157-48745:159. 

8903080432 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
FACCHINA.R.E. Affiliation Not Assigned. 53FR52716 00158. 89/02/22. Docketing & 
Services Branch. Ip. 48744:166-48744:166. 

8903080433 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plant$.Both 
alternatives will reduce experience levels of reactor operators. 

HILL.T.M. Affiliation Not Assigned. 53FR52716 00167. 89/02/23. Docketing & Serv- 
ices Branch. Ip. 48745:160-48745:160. 

8903080434 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
SIMPSON, J.J. Affiliation Not Assigned. 53FR52716 00161. 89/03/01. Commissioners. 
3pp. 48744:163-48744:165. 

8903080437 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators. 

WINFREEJ.P. Affiliation Not Assigned. 53FR52716 00146. 89/02/22. HOYLE J.C. 
Office of the Secretary of the Commission. Ip. 48745:154-48745:156. 

8903080440 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
REED.C. Commonwealth Edison Co. 53FR52716 00162. 89/02/27. CHILK.S.J. Office 
of the Secretary of the Commission. 8pp. 48745:146-48745:153. 

8903080444 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control. Recommends that NRC adopt numeric value for individual 
dose criterion in range of 10-20 mrem. 

USH1NO.T. Affiliation Not Assigned. 53FR49886 00189. 89/02/27. Docketing & Serv- 
ices Branch. 2pp. 48745:219-48745:220. 


8903080288 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Agrees w/NUMARC assessment of impact 
& belief that maint rule likely to disrupt current efforts & set back progress. 
SULLIVAN,J.L General Public Utilities Corp. - GPU Service Corp. 53FR47822 00023. 
89/02/24. Docketing & Services Branch. 2pp. 48745:168-48745:169. 

8903080320 Comment supporting proposed rule 1OCFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

CESAREJ.G, System Energy Resources, Inc. 53FR47822 00030. 89/02/25. Docket- 
ing & Services Branch. Ip. 48744:197-48744:197. 

8903080348 Comment on behalf of OCRE re proposed rule concerning OL amend 
requesLAmend request, as submitted, deficient because stability analysis not conduct- 
ed. 

HIATT, S.L. Ohio Citizens for Responsible Energy. 54FR5177 00001. 89/02/22. Print- 
ing & Audiovisual Services Branch. 2pp. 48822:001-48822:002. 


8903080450 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
LARSON.C.E. Northern States Power Co. 53FR52716 00166. 89/02/23. CHILK.S.J. 
Office of the Secretary of the Commission. 3pp. 48765:109-48765:111. 

8903080457 Comment supporting proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
DILLICHJ.C. Affiliation Not Assigned. 53FR52716 00165. 89/02/23. Docketing & 
Services Branch, ip. 48745:145-48745:145. 

8903080483 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants .Requirement would be detrimental to morale. 

LAFLEUR.M.G. Affiliation Not Assigned. 53FR52716 00164. 89/02/22. NRC - No De- 
tailed Affiliation Given. 2pp. 48745:143-48745:144. 


8903080359 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

REYNOLDS.N.S. Nuclear Utility Backfitting & Reform Group. 53FR47822 00032. 89/ 
02/27. CHILK,SJ. Office of the Secretary of the Commission. 18pp. 48745:104- 
48745:121. 

8903080368 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

REYNOLDS, N.S. Bishop, Cook, Purcell & Reynolds. 53FR47822 00031. 89/02/27. 
CHILK.SJ. Office of the Secretary of the Commission. 15pp. 48744:182-48744:196. 


8903080464 Comment opposing proposed rules 10CFR50 & 55 re requirement that re- 
actor operators have engineering degrees. 

THOMAS, E.F. Affiliation Not Assigned. 53FR52716 00147. 89/02/22. ZECH.L Com- 
missioners. 2pp. 48745: 1 02-48745: 1 03. 

8903080467 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
for senior reactor operators.Proposed rule to require bachelor degree for senior opera- 
tor position goes too far & does not improve reactor safety or public safety. 

HOOVER, J.R. Affiliation Not Assigned. 53FR52716 00149. 89/02/28. NRC - No De- 
tailed Affiliation Given. Ip. 48744:162-48744:162. 
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8903080472 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control.Town officials conclude that disposal of low level waste in 
local landfills will result in long-term impact on groundwater quality. 

GRIFFIN.W.R. Plymouth. MA. 53FR49886 00190. 89/01/12. ZECH.L. Docketing & 
Services Branch. 1 p. 48745:21 8-48745:21 8. 

8903080474 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Establishment of programs for operators to earn degress would be expensive. 
NOWELL, W.D. Affiliation Not Ass.-gnea. 53FR52716 00143. 89/02/20. Docketing & 
Services Branch. 2pp. ■"■874'*.. ■60-4874/, 16' . 

8903080479 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Both 
alternatives do not provide enhancement of reactor safety. 

KAPCHINSKE.M. Affiliation Not Assigned. 53FR52716 00148. 89/02/22. Docketing & 
Services Branch. Ip. 48745:142-48745:142. 

8903080482 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

BARES, P. Affiliation Not Assigned. 53FR49886 00182. 89/01/16. NRC - No Detailed 
Affiliation Given. 2pp. 48745:140-48745:141. 

8903080483 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control.Util agrees w/ Health Physics Society & recommends that 
below regulatory control dose value be in range of 10-20 mrem per yr. 

SHIFFER.J.D. Pacific Gas & Electric Co. 53FR49886 00191. 89/02/27. Document 
Control Branch (Document Control Desk). 2pp. 48765:107-48765:108. 

8903080487 Comment on proposed rules 10CFR50 & 55 re educ & experience require- 
ments for senior reactor operators & supervisors. No just reasons exist for relentless 
Commission efforts indicating operators not sufficient & require more educ. 

BURNETT, S. Affiliation Not Assigned. 53FR52716 00150. 89/02/23. Office of the 
Secretary of the Commission. 4pp. 48744:156-48744:159. 

8903080491 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Proposed rules provide no enhancement of reactor safety. 

THEESFELD.T.L. Affiliation Not Assigned. 53FR52716 00151. 89/02/28. Docketing & 
Services Branch. Ip. 48744:155-48744:155. 

8903080494 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 

* Affiliation Not Assigned. 53FR52716 00170. 89/02/22. Docketing & Services 
Branch. Ip. 48744:154-48744:154. 

8903080500 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

LORENZ.R.W. Affiliation Not Assigned. 53FR49886 00186. 89/02/22. CHILK.S.J. 
Office of the Secretary of the Commission. 7pp. 48745:133-48745:139. 

8903080504 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
VARGO.G.J. Affiliation Not Assigned. 53FR52716 00163. 89/02/21. CHILK.S.J. Office 
of the Secretary of the Commission. 4pp. 48745:129-48745:132. 

8903080507 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Rule 
will cause career stagnation & animosity among operators. 

GOODIN.R.C. Commonwealth Edison Co. 53FR52716 00152. 89/02/28. Docketing & 
Services Branch. Ip. 48745:128-48745:128. 

8903080508 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

HALLOCK.J. Affiliation Not Assigned. 53FR49886 00188. 89/02/27. Office of the Sec- 
retary of the Commission. Ip. 48745:127-48745:127. 

8903080516 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

PRICE, D.C. California Radioactive Materials Management Forum. 53FR49886 00187. 
89/02/23. CHILK.S. Office of the Secretary of the Commission. 4pp. 48745:123- 
48745:126. 

8903080518 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Rule 
would result in greater operator turnover rate. 

GIBBS, D.J. Affiliation Not Assigned. 53FR52716 00153. 89/02/28. Docketing & Serv- 
ices Branch. Ip. 48745:122-48745:122. 

8903080519 Comment opposing proposed rules 10CFR50 & 55 re degree requirement 
for nuclear plant operators. 

PETERSON, J. Professional Reactor Operator Society, 53FR52716 00154. 89/02/25. 
Docketing & Services Branch. 28pp. 48744:126-48744:153. 

8903080522 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

RUSSELL, K. Great Lakes United. 53FR49886 00183. 89/02/10. NRC • No Detailed 
Affiliation Given. Ip. 48744:125-48744:125. 

8903080523 Comment on proposed rules 10CFR50 & 55 re educ & experience require- 
ments of senior reactor operators & supervisors. Requirement for educ from source 
other than industry will probably cut into time allotted for training now received. 
COOPER.M.D. Professional Reactor Operator Society. 53FR52716 00142. 89/02/19. 
NRC - No Detailed Affiliation Given. 4pp. 48744:121-48744:124. 

8903080528 Comment opposing proposed rules 10CFR50 & 55 re education & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power 
plants, Neither alternative would increase level of safety. 

GALLAGHER.J.W. Philadelphia Electric Co. 53FR52716 00155. 89/02/27. CHILK.S.J. 
Office of the Secretary of the Commission. 6pp. 48744:1 15-48744:120. 

8903060529 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirement for senior operators.Operator comments include proposed rule unneces- 
sary & will adversely impact on safety & experience more important than degree, 
SANDERS,G.R, Affiliation Not Assigned. 53FR52716 00160. 89/02/26. Docketing & 
Services Branch. Ip. 46744:114-48744:114. 


8903080535 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators.Neither alternative necessary & no demon- 
strated safety benefit realized if Alternative 1 implemented. 

PUZAUSKAS.J. Affiliation Not Assigned. 53FR52716 00144. 89/02/21. Docketing & 
Services Branch. 2pp. 48744:112-48744:113. 

8903080542 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors.Alternatives provide no en- 
hancement of reactor safety & will reduce experience level of senior operators. 
PALANYK.T.S. Affiliation Not Assigned. 53FR52716 00159. 89/03/01. Docketing & 
Services Branch. 1 p. 48744:1 1 1 -48744:1 1 1 . 

8903090001 Comment opposing proposed rules 10CFR170 & 171, “Rev of Fee Sched- 
ules.” 

HOYLE, D.B. US Council for Energy Awareness. 53FR24077 00033. 88/07/26. Dock- 
eting & Services Branch. Ip. 48753:016-48753:016. 

8903090004 Comment submitting constituent concerns opposing proposed Chapter 1 re 
policy statement on exemption from regulatory control. 

DINGELL.J.D. House of Rep., Energy & Commerce. 53FR49886 00184. 89/02/22. 
ZECH.L. W. Commissioners. Ip. 48753:024-48753:024. 

8903090005 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

QUEENER.R. Affiliation Not Assigned. 53FR49886 00185. 89/02/20. CHILK.S. Office 
of the Secretary of the Commission. 7pp. 48753:017-48753:023. 

8903100137 Comment on proposed rule 10CFR50 re ensuring effectiveness of maint 
programs for nuclear power plants,Endorses NUMARC comments.Proposed rule will 
not contribute significantly to better programs. 

SCHERER, A.E. Combustion Engineering, Inc. 53FR47822 00064. 89/02/24. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 48806:234-48806:234. 

8903100150 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Proposed alternatives unfounded & would contribute to higher turnover rate. 
KEISIC.DJ. Detroit Edison Co. 53FR52716 00172. 89/02/07. Docketing & Services 
Branch. 2pp. 48806:230-48806:231. 

8903100155 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

SHARP.J. Affiliation Not Assigned. 53FR49886 00192. 89/02/2 7. Docketing & Serv- 
ices Branch. Ip. 48806:229-48806:229. 

8903100164 Comment on proposed Chapter 1 re policy statement on exemption from 
regulatory control.Concurs w/concept of numeric below regulatory concern dose 

SELMAN.R.L. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
53FR49886 00194. 89/03/01. CHILK.S. Office of the Secretary of the Commission, 
ip. 48806:228-48806:228. 

8903100167 Comment on proposed rule 10CFR50 re maint program at nuclear 
p!ants.Proposed maint rule has potential to significantly undermine utii initiatives & 
direct limited resources away from real improvements in maint. 

KEISER.H.W. Pennsylvania Power & Light Co. 53FR47822 00063. 89/03/02. 
ZECH.L W. Commissioners. 2pp. 48806:167-48806:168. 

8903100175 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Trainina & educ are not mutually exclusive. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 53FR52716 00173. 89/02/28. 
Docketing & Services Branch. 5pp. 48806:223-48806:227. 

8903100196 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control.Agrees w/recommendations & limits proposed by Health Phys- 
ics Society in L Taylor Itr to Commission. 

ESPENAN.G.D. Affiliation Not Assigned. 53FR49886 00193. 89/02/27. CHILK.S. 
Office of the Secretary of the Commission. 2pp. 48806:220-48806:221. 

8903100199 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Industry development of maint stds will be 
effective means of assuring quality of nuclear maint programs & practices. 
HIGHFILL.K.L. Boston Edison Co. 53FR47822 00066. 89/02/27. CHILK.S.J. Office of 
the Secretary of the Commission. Ip. 48806:331-48806:331. 

8903100201 Comment opposing proposed rules 10CFR50 & 55 re educ requirements 
for operating personnel at nuclear power plants.NRC stated advantages very soft & 
reasoning does not provide any basis for justifying proposed rule. 

FAY.C.W. Wisconsin Electric Power Co. 53FR52716 00174. 89/02/28. Docketing & 
Services Branch. 6pp. 48806:161-48806:166. 

8903100209 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
HOBBS, P.S. Affiliation Not Assigned 53FR52716 00178. 89/03/01. Office of the Sec- 
retary of the Commission. 4pp. 48806:327-48806:330. 

8903100210 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Industry supporting trend towards enhancing 
maint programs as discussed in NUMARC comments on rule. 

GOLDBERG, J.H. Houston Lighting & Power Co. 53FR47822 00060. 89/02/24. Dock- 
eting & Services Branch. Ip. 48806:222-48806:222. 

8903100229 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Util supports NUMARC position on proposed 
rule. 

SHELTON, D.C. Toledo Edison Co. 53FR47822 00065. 89/02/27. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 48806:232-48806:233. 

8903100231 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control.Policy increases radioactive contamination of land & water. 
FARQUE.S.E. Affiliation Not Assigned. 53FR49886 00195. 89/03/05. Office of the 
Secretary of the Commission, Ip. 48806:326-48806:326. 
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8903100232 Comment supporting proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Resources to achieve specific safety & per- 
formance improvement era's rrc-o ■V'octivo than proarammatic efforts. 

WILSON, R.F. Babcock '& .\:Ij::x Or :.'k: - r P'art? Owners Group. 53FR47822 00049. 
89/02/28. ZECH.L. Commissioners' ?\:p :0SCG ?:■ ? Hif: 


8903100364 Final rule 10CFR2, "Informal Hearing Procedures for Matls Licensing Adju- 
dications." Rule would allow conduct of informal adjudicatory hearings in matls licens- 
ing proceedings. 

CHILK.S.J. Office of the Secretary of the Commission. 52FR20089. 89/02/23. 52pp. 
48806:254-48806:305. 


8903100236 Comment on proposed rule 10CFR50 re ensuring effectiveness of maint 
programs for nuclear power plants.lndustry actions in maint area effective w/continu- 
ing improvement across industry.Balance of plant earrre-t : -3ccropnr:tc: 

WIDELL.R.C. Florida Power Corp, (subs, of : oi ce "-ccmss Cjr|: 53FR47822 
00062. 89/02/28. CHILK.S.J. Office of the Secretary of the Commission. 2pp. 
48806:159-48806:160. 

8903100262 Comment on proposed rule 10CFR50 re maint for nuclear plants.Strongly 
support NUMARC position & emphasize that rule unnecessary w/many required pro- 
gram elements already in place at plant.Rule would do more harm than good. 
KAPLAN.A. Cleveland Electric Illuminating Co. 53FR47822 00051. 89/02/27. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 48806:235-48806:236. 

8903100274 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint progiams for nuclear power plants. Proposed rule may be detrimental to safety 
by discouraging potentially superior maint practices. 

MECREDY.R.C. Rochester Gas & Electric Corp. 53FR47822 00067. 89/03/01. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 48806:324-48806:325. 

8903100289 Comment on proposed rules 10CFR50 & 55 re educ & experience require- 
ments for operators.Many operators have stated that proposed rule not necessary, will 
have negative impact on safety & experience more important than bachelor degree. 
ALLEY.P.M. Affiliation Not Assigned. 53FR52716 00176. 89/03/06. Docketing & Serv- 
ices Branch. Ip. 48806:170-48806:170. 

8903100298 Comment opposing proposed rule 1 0CFR50 re maint programs at nuclear 
plants. Proposed rule would require establishment of maint programs based on reg 

S uides that have not been deve^ped.n-eposed or approved. 

URSKI.R.F. Louisiana Power A Lig-M Co :3‘-R.-.7?22 00059. 89/02/28. Docketing & 
Services Branch. 2pp. 48806:171-48806:172. 

8903100302 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Rule will not improve maint.reliability or 
safety of Arizona Nuclear Power Project plants. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
53FR47822 00048. 89/02/27. Docketing & Services Branch. 5pp. 48806:319- 
48806:323. 


8903100303 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for operators. 

PITCHFORD.T.E. Affiliation Not Assigned. 53FR52716 00175. 89/03/06. Docketing & 
Services Branch. Ip. 48806:169-48806:169. 

8903100317 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors. Proposed rule will decrease 
operating crew experience & increase senior operator/supervisor turnover. 
MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 53FR52716 00177. 89/03/03. 
Docketing & Services Branch. 8pp. 48806:173-48806:180. 

8903100319 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Effective maint programs result from skilled 
& dedicated employees & not *ron be ! ng regulated : nto being. 

LARSON, C.E. Northern States Poac- Co. 5G=.=V- 7 822 00050. 89/02/24. CHILK.S.J. 
Office of the Secretary of the Commission. 4pp. 48806:313-48806:316. 

8903100327 Comment opposing proposed rule 10CFR50 re maint at nuclear 
plants.Supports NUMARC comments.Rule unnecessary to improve maint at nuclear 
power plants & will be detrimental to ^'vis w.'oifez'ivft ra nt progranrs. 
STE1NHARDT.C.R. Wisconsin Public Service Corp. 53l-n-:T528 0f.0b4. 89/02/27. 
Docketing & Services Branch. 27pp. 48806:181-48806:207. 

8903100332 Final rule 10CFR2, “Issuance or Amend of Power Reactor License or 
Permit Following Initial Decision." Rule revises regulations re when license, permit or 
amend can be issued following adjudicatory decision resolving issues. 

CHILK.S.J. Office of the Secretary of the Commission. 52FR3442. 89/02/16. 10pp. 
48806:210-48806:219. 

8903100336 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants.Proposed rule on maint will not improve maint in 
plants nor improve safety or reliability of plants.Proposed rule much too vague. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Unities). MROCZKA.E.J. Northeast Utilities. 
53FR47822 00053. 89/02/27. C'jcxet.na & Servccs Branch. 12pp. 48806:334- 
48806:345. 

8903100339 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Issuance of rule would adversely affect ma- 
‘city o* curent industry maint programs. 

CAVANAJGH,V». Micdlo South Utilities, Inc. 53FR47822 00052. 89/02/24. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 48806:208-48806:209. 

8903100349 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Util endorses NUMARC comments on pro- 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 53FR47822 00051. 89/02/24. 
Docketing & Services Branch. Ip. 48806:317-48806:317. 

8903100352 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Util continues to implement new programs A 
practices that enhance & improve maint 

KUNCL.LG. Nebraska Public Power District 53FR47822 00043. 89/02/27. 
CHILK.S.J. Office of the Secretary of the Commission. 3pp. 48806:309-48806:311. 

8903100360 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Application of adequate protection in this 
case unjustified. Util committed to goal of achieving improved reliability. 
HAIRSTON.W.G. Alabama Power Co. 53FR47822 00042. 89/02/27. CHILK.S.J. Office 
of the Secretary of the Commission. 3pp. 48806:306-48806:308. 


8903100366 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Util committed to goal of achieving improved 
reliability & safety through better maint. 

HAIRSTCN.W G. Georgia Power Co. 53FR47822 00041. 89/02/27. CHILK.S.J. Office 
of the Secretary of the Commission. 4pp. 48806:250-48806:253. 

8903100388 Comment opposing proposed rule 10CFR50 re maint at nuclear power 
plants. Rule not needed to cause maint improvements. 

PRYOR.C.W. Babcock & Wilcox Co. 53FR47822 00047. 89/02/27. ZECH.L. Commis- 
sioners. 5pp. 48806:240-48806:244. 

8903100391 Comment opposing proposed rule 10CFR50 re ensuring e'fectvencss of 
maint programs for nuclear power plants. Supports N JMARC pcsst-an Proposed rule 
will hinder important initiatives to improve maint. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 53FR47822 00046. 89/02/24. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 48806:245-48806:246. 

8903100409 Comment opposing proposed rule 10CFR50 re maint programs for nuclear 
power plants.Endorses NUMARC comments. Major concern is lack of demonstrated 
need for rule since most utils already have effective main crograms. 

SCHNELL.D.F. Union Electric Co. 53FR47822 0005b 39 r.i sILK.S J Office of 

the Secretary of the Commission. 3pp. 48806:247-48806:249. 

8903100416 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Issuance of rule could result in present suc- 
cessful industry effeds hong rodi-cctori w/no clearly identified benefits. 

JOHNSON, W.J. 'Acs'jngnoboo DiXV'ir. Corp. 53FR47822 00056. 89/02/23. 
CHILK.S.J. Office- r.‘ :-e Scs'cury o' :ko Commission. 2pp. 48806:238-48806:239. 

8903100425 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Supports NUMARC views in opposition & 
concerned that rule may be detrimental to utils continued improvements. 

THOMAS.G.S. Public Service Co. of New Hampshire. 53FR47822 00057. 89/02/27. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 48806:237-48806:237. 

8903100471 Comment opposing proposed rule 10CFR50 re maint at nuclear power 
plants.lndustry efforts of self-assessments per INPO Guideline 85-038 useful.NRC has 
not demonstrated that utils do not have established maint programs. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 53FR47822 00058. 
89/02/27. CHILK.S.J. Office of the Secretary of the Commission. 2pp. 48806:146- 
48806:147. 

8903100477 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

CREEL, G.C. Baltimore Gas & Electric Co. 53FR47822 00045. 89/02/24. Docketing & 
Services Branch. 8pp. 48806:148-48806:155. 

8903100487 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Sufficient documentation not provided to 
demonstrate that nuclear plant maint warrants regulations r maint area. 
GALLAGHER.J.W. Philadelphia Electric Co. 53FH47322 0CC44. 89/02/27. CHILK.S.J. 
Office of the Secretary of the Commission. 3pp. 48807:007-48807:009. 

8903100489 Notice of 890130 & 31 public meetings to obtain input on proposed rule 
10CFR35 re QA in medical use of byproduct matl. 

MORRIS, B.M. Division of Regulatory Applications (Post 870413). 52FR36942. 89/01/ 
11. 3pp. 48806:156-48806:158. 

8903100531 Proposed rule 10CFR50, "Acceptance of Products Purchased for Use in 
Nuclear Power Plant Structures, Sys & Components." Rule would require enhanced 
acceptance procedures including receipt insp & testing of products purchased for 
plant sys. 

CHILK.S.J. Office of the Secretary of the Commission. 54FR9229. 89/02/28. 22pp. 
48806:346-48807:006. 

8903100565 Handout for meeting between NRC/NUMARC on 890222 re proposed 
rules on internal dose. 

* NRC - No Detailed Affiliation Given. 50FR51992. 89/02/22. 52pp. 48809:024- 
48809:075. 


8903130711 Responds to Staff Requirements Memo 890222, addressing three issues in 
end ACRS 890215 Itr re 10CFR52.C!arification of criteria in 10CFR52.47(b)(2) used to 
determine if advanced design ready to be certified as stated requested. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/07. ZECH, ROBERTS, 
CARR Commissioners. 5pp. 48822:254-48822:260. 

8903140385 SECY-89-036 Discusses rulemaking on early site permits,design certifica- 
tions & combined licenses & recommends that draft notice be published. 

PARLER.W.C. Office of the General Counsel. 89/02/02. 176pp. 48837:327- 

jIQOOO.4 A A 


8903150173 Comment on proposed Chapter 1 re Policy Statement on Exemption from 
Regulatory ControI.Endorses Commission efforts to establish numeric below regula- 
tory concern dose. 

SIEGEL, J.R. US Council for Energy Awareness. 53FR49886 00197. 89/03/07. 
CHILK.S. Office of the Secretary of the Commission. 5pp. 48863:276-48863:280. 

8903150184 Comment opposing proposed Chapter 1 re Policy Statement on Exemption 
from Regulatory ControI.Requests withdrawal of proposed deregulation. 

VEGA.D. Affiliation Not Assigned. 53FR49886 00196. 89/03/06. Office of the Secre- 
tary of the Commission. Ip. 48863:275-48863:275. 


8903150205 Forwards WC Metzner Itr re proposed NRC rule concerning educational 
qualificationsof senior operators & supervisors at nuclear power plants, for response. 
MADIGAN.E.R. House of Rep. 53FR52716. 89/03/02. KAMMERER.C. NRC - No De- 
tailed Affiliation Given. Ip. 48863:281-48863:283. 


-8903150213 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
METZNER.W.C. Affiliation Not Assigned. 53FR52716 00179. 89/02/15 

MADIGAN.E.R. House of Rep. 2pp. 48863:282-48863:283. 
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8903150247 Comment on proposed rule 10CFR71 re compatibility of transportation reg- 
ulations w.'AFA Rulemaking action combined w/DOT action would make US regula- 
tions re :nu spc r :ai;cn of rac oactisn mut internationally compatible. 

SHIFFER.J.D. Pacific Gas & Electric Co. 53FR21550 00027. 89/03/06. Document 
Control Branch (Document Control Desk). 7pp. 48876:329-48876:335. 

8903170250 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Believes attributes that make good operators are not measured by college 
degree. 

SCHROCK.C.A. Affiliation Not Assigned. 53FR52716 00181. 89/03/08. Docketing & 
Services Branch. 2pp. 48878:190-48878:191. 

8903170261 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 

plants.Believes current experience requirements for operators adequate. 
SCHNELL.D.F. Union Electric Co. 53FR52716 00180. 89/03/07. Docketing & Serv- 
ices Branch. 6pp. 48878:183-48878:188. 

8903170275 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. New rulemaking does not ensure effective- 
ness of maint program. 

SHIRCLIFF.P.M. Affiliation Not Assigned. 53FR478 22 00068. 89/03/10. Docketing & 
Services Branch. Ip. 48878:189-48878:189. 

8903170367 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 

plants.Recent improvements in qualifications & trairirg adequately addresses safety. 
STEINHARDT.C.R. Wisconsin Public Service Co'p. 53FR527I6 00182. 89/03/09. 
Docketing & Services Branch. 8pp. 48878:213-48878:220. 

8903170369 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

BRENDEL.S. Affiliation Not Assigned. 53FR49886 00198. 89/03/10. Docketing & 
Services Branch. Ip. 48878:221-48878:221. 

8903220380 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control.Allowance of suitable below regulatory concern criteria will 
reduce both dose & risk. 

BRONSON, F.L. Affiliation Not Assigned. 53FR49886 00200. 89/03/07. Docketing & 
Services Branch. 3pp. 48890:005-48890:007. 

8903220388 Proposed rule 10CFR2, “Statement of Policy on Litigation of TMI-Related 
Issues in Power Reactor Operating License Proceedings, Revocation of Superseded 
Policy Statement Concerning TMI-Related Procedures.” 

CHILK.S.J. Commissioners. 54FR7897. 89/02/16. 4pp. 48890:001-48890:004. 

8903220400 Comment opposing proposed rule Chapter 1 re generation of nuclear 
waste.NRC should shift policies so as to stop all waste from being generated in first 
place. 

HAGBERG.T. Affiliation Not Assigned. 53FR49886 00199. 89/03/05. Docketing & 
Services Branch. Ip. 48998:346-48998:346. 


8903230398 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
JEFFRIES, R.W. Affiliation Not Assured 53FR52716 00187. 89/03/17. Docketing & 
Services Branch. Ip. Ajjrrb : : JC. 

8903240027 Summary of 890222 meeting w/nuclear industry representatives in 
Rockville.MD re effects of revs to 10CFR20 on nuclear fuel fabrication facilities. 

* NRC - No Detailed Affiliation Given. 50FR51992. 89/02/22. NRC - No Detailed Af- 
filiation Given. 12pp. 49118:345-49118:356. 

8903240205 Common* s-joportmc proposed rule 10CFR52 re rulemaking on early site 
permits, design corMicaXTs 6 combined ‘iccnsos St-cng standardization rule will con- 
tribute to needed certainty & discipline ’i licc'-Si.-.g t-ccct-s 

STERN, T. Westinghouse Electric Corp hC-R32L'5C D3C77. 89/03/10. ZECH.L.W. 
Commissioners. 2pp. 49073:007-49073:008. 

8903240235 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

MELONI.P, Affiliation Not Assigned. 53FR49886 00204. 89/03/10. Office of the Sec- 
retary of the Commission. 6pp. 49073:009-49073:014. 

8903240240 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
MCINTIRE.R.K. Affiliation Not Assigned. 53FR52716 00189. 89/03/15. NRC - No De- 
tailed Affiliation Given. Ip. ^9L'7:!Oi£ 49-.7J.C16 

8903240241 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Rules 
impose restrictions on operators. 

STERNITZKY.J.W. Affiliation Not Assigned. 53FR52716 00188. 89/03/14. Docketing 
& Services Branch. 2pp. 49073:017-49073:018. 

8903240243 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

MORAN, D. Affiliation Not Assigned. 53FR49886 00210. 89/03/14. NRC - No Detailed 
Affiliation Given. Ip. 49073:019-49073:019. 

8903240250 Comment opposing proposed rule 1 0CFR5O re requirements to ensure ef- 
fectiveness of maint programs for nuclear power plants. 

GOLDBERG, J.H. Houston L'ghtlng A D owo- Cc. 53FR47822 00069. 89/03/16. 
ZECH.LW. Commissioners. 3pp 40ys-:?n £90'3-C25 

8903240253 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control.Urges NRC to do away w/ proposal. 

DOYLE, J.E. Affiliation Not Assigned. 53FR49886 00207. 89/03/13. Docketing & Serv- 
ices Branch. Ip. * 9 'j 7.1- : 2: v - 1 1 :-0 ■ j ■ : 25 . 

8903240254 Comment on proposed Chapter 1 re policy statement on exemption from 
regulatory control.Proposed dose limit of 100 mrem too high. 

SIMS.B.L. Midwest Interstate Low-Level Radioactive Waste Commission. 53FR49886 
00209. 89/03/14. Docketing & Services Branch. 4pp. 49073:027-49073:030. 


8903220434 Comment on proposed rule re policy statement on exemptions from regula- 
tory controLEndorses NUMARC comments & options for disposal of soil type matls w/ 
low levels of U or thorium onsite or in landfill type disposal facilities. 

MCCULLUGH.R.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
53FR49886 00203. 89/03/07. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 48998:347-48998:347. 

8903220485 Comment on proposed rule Chapter 1 re below regulatory concern exemp- 
tion of certain radioactive matls.NRC decision irresponsible & totally 
unethical. Proposed rule does not remove problem of adequate disposal for applicable 
products. 

MAY.C.J. Affiliation Not Assigned. 53FR49886 00202. 89/03/13. Docketing & Serv- 
ices Branch. Ip. 48890:009-48890:009. 

8903220490 Comment opposing proposed rules 10CFR50 & 55 re degree requirement 
for senior operators.Proposea rule would have demoralizing effect on operators w/ 
career path blocked for advancement to either senior operator or shift supervisor. 
SAMPSON, S.E. Affiliation Not Assigned. 53FR52716 00183. 89/02/17. 

ROBERTS, T.M. Commissioners. 2pp. 48890:010-48890:011. 

8903220499 Comment opposing proposed rules 10CFR50 & 55 re degree requirement 
for senior reactor operator. 

MCGREW.V. Affiliation Not Assigned. 53FR52716 00184. 89/03/13. Docketing & 
Services Branch. Ip. 48890:012-48890:012. 

8903230121 Proposed rule 10CFR9, "FOIA, Appeal Authority for Deputy Executive Direc- 
tor.” Rule amended to reflect recent reorganization within EDO.Amend will permit 
Deputy Executive Director to respond to appeal in lieu of Executive Director. 
STELLO.V. Ofc of the Executive Director for Operations. 54FR 10138. 89/02/27. 4pp. 
49073:001-49073:004. 

8903230158 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control.Coordination w/state & local radiation control programs 
throughout development of policy & rulemaking process essential. 

TEDFORD.C.F. Arizona, State of. 53FR49886 00201. 89/03/08. Docketing & Services 
Branch. 3pp. 49035:1 83-49035:1 85. 

8903230182 Proposed rules 10CFR50 & 55, “Policy Statement on Conduct of Nuclear 
Power Plant Operations.” Policy statement issued to make clear Commission expecta- 
tion of util mgt & licensed operators w/respect to conduct of nuclear power plants. 
CHILK.S.J. Office of the Secretary of the Commission, 54FR03424. 89/01/17. 12pp. 
49035:171-49035:182. 

8903230382 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
FLOMERFELT.D. Affiliation Not Assigned. 53FR52716 00186. 89/03/13. Docketing & 
Services Branch. 2pp. 49035:1 89-49035:1 90. 

8903230387 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
RICHARDS, T. Affiliation Not Assigned. 53FR52716 00185. 89/03/12. Docketing & 
Services Branch. 2pp. 49035:1 87-49035:1 88. 


8903240255 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

TYSON, F. Affiliation Not Assigned. 53FR49886 00208. 89/03/14. NRC - No Detailed 
Affiliation Given. 3pp. 49073:031-49073:033. 

8903240259 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

DOWNING, H. Affiliation Not Assigned. 53FR49886 00206. 89/03/12. Office of the 
Secretary of the Commission. :p 43C73:C24-49C73'C.Vt. 


8903240266 Comment opposing proposed Chapter 1 re policy statement on exemption 
fi-cm regutato'y control.Believes statement wholly ill-conceived & dangerous approach 
t: ce'eg-jlal'or. of fuel cycle. 

LEWIS, \1. Lewis, M. 53FR49886 00205. 89/03/12. Docketing & Services Branch. Ip. 
49073:035-49073:035. 


8903280092 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control.Util endorses use of individual dose criterion as primary crite- 
rion for granting exemption from regulatory control. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 53FR49886 
00211. 89/03/17. CHILK.S. Office of the Secretary of the Commission. Ip. 
49144:036-49144:036. 


8903280095 Comment on proposed rule 140 as to whether indemnity agreements w/ 
radiopharm licensees should be provided. 

BELLMAN, H.S. Bellman, H.S. 53FR40233. 89/03/16. CHILK.S.J. Office of the Secre- 
tary of the Commission. 28pp. 

8903280124 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
MADDEN, J.J. Affiliation Not Assigned. 53FR52716 00190. 89/03/17. NRC - No De- 
tailed Affiliation Given. Ip. 49144:039-49144:039. 


8903280356 Comment on proposed rule 10CFR52 re standardization of nuclear 
plants.Three significant areas of rule require change.Use of design certification rule- 
makings & potential for hearing must be addressed. 

O’CONNOR, JJ. Nuclear Power Oversight Committee. 53FR32060 00078. 89/03/17. 
ZECH,LW. Commissioners. 2pp. 49144:009-49144:010. 


8903280360 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
JONES, M.A. Affiliation Not Assigned. 53FR52716 00191. 89/03/11. NRC - No De- 
tailed Affiliation Given. 2pp. 49144:011-49144:012. 


8903280370 Comment on proposed rule 10CFR52 re early site permits, design certifica- 
tion & combined licenses (SECY-89-36).Three major concerns must be 
addressed, including intended use of rule to revise established regulatory require- 
ments. 

LEE,B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 53FR32060 00080. 89/03/21. CHILK,S.J. Office of the Secretary of the 
Commission. 20pp. 49144:014-49144:035. 
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8903280372 Comments on proposed rule 10CFR52 re licensing process. Commission 
irr.c-'i t.‘ r , 0 'cise statutory authority to fullest extent possible to resolve uncertainty, 
■■■if .-Jt-.s ■ Combustion r r-inc^-i-o. *— e n<=R32060 00079. 89/03/17. 

ZECH.L.W. Commissioners. 7 pf ■' ' 1 ■■■■■ ,V :: 

8903290242 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
WILHELMSEN.G.R. Affiliation Not Assigned. 53FR52716 00192. 89/03/22. Docketing 
& Services Branch. 2pp. 49144:065-49144:066. 

8903290435 Comment on proposed rules 10CFR50 & 55 re educ & experience require- 
ments for senior reactor operators & supervisors at nuclear power plants. 
GINSBERG.R.J. Affiliation Nr* .*.»»■ re** r/ ?FR52716 00195. 89/03/21. Docketing & 
Services Branch. 2pp. 4K78 ,"r -Vs :.2. ' 

8903300002 Forwards constituent concern re proposed rules 10CFR50 & 55 re educ & 
experience requirements for senior reactor operators & supervisors at nuclear power 
plants. 

UPTON.F. House of Rep. 53FR52716. 89/02/28. BRADBURNE.J.C. Congressional 
Affairs. Ip. 49124:165-49124:167. 

—8903300050 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
BAKER.K.R. Indiana Michigan Power Co. (formerly Indiana & Mic^oan E'ent rl c Co } 
53FR52716 00193. 89/02/09. UPTON.F. House of Rep. 2pp. 

8903300003 Comment supporting proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
KREHELY.W.A. Affiliation Not Assigned. 53FR52716 00196. 89/03/22. Docketing & 
Services Branch. 3pp. 49124:162-49124:164. 

8903300007 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
L'.NSCEN C I'll"-: national Brotherhood of Electrical Workers. 53FR52716 00194. 89/ 
:: j CHisK.S.: Office of the Secretary of the Commission. 3pp. 49124:159- 
49124:161. 


8903280111 Comment supporting petition for rulemaking PRM-20-19 requiring detecta- 
ble odor to be injected into radioactive emissions of nuclear power plants & all other 
facilities. 

KLINE, C. Affiliation Not Assigned. 54FR5089 00010. 89/03/17. Docketing & Services 
Branch. Ip. 49144:037-49144:037. 

8903280116 Comment supporting petition for rulemaking PRM-20-19 requiring detecta- 
ble odor to be injected into radioactive emissions of nuclear power plants & all other 
facilities. 

BURLING, T.M. Concerned Citizens of Ornuga O! 1 54FR5089 0001 1 . 89/03/ 

18. Docketing & Services Branch. Ip. :::S8- -.J3r> 

8903280364 Comment supporting petition for rulemaking 20-19 re adding detectable 
odor to radioactive emissions of nuclear power plants. 

PIKE.J. Affiliation Not Assigned. 54FR5089 00012. 89/03/16. Office of the Secretary 
of the Commission. Ip. 49144:013-49144:013. 
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8902270299 Forwards rev to operational safety requirement manual, consisting of Rev 2 
to TR/IRTS-4, "Operation Safety Requirements." 

SC-TF— YJERC West Valley Nuclear Services Co., Inc. HF:89:0042. 89/02/08. 
L?0\ffVjK , G r ' : .C West Valley Nuclear Services Co.. Inc. 5pp. 48587:277- 
48587:289. 

-8902270362 TR-IRTS-4 R02 Rev 2 to TR-IRTS-4, "Operational Safety Requirements." 
STEFFES.D.R., ROBERTS, C.J., HUMPHREY.R.A. West Valley Nuclear Services Co., 
Inc. 25176. 89/02/08. 8pp. 48587:282-48587:289. 

8902270527 Submits comments on DOE notice of intent to prepare environ impact 
statement on completion of West Valley Demonstration project & closure of site. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. 89/02/23. 
SPAUNBURGH.R.G. New York, State of, Energy Research & Development Adminis- 
tration. 3pp. 48587:087-48587:089. 


8903300017 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control.Opposed to all deregulation of nuclear waste in communities. 
HAFFNER.K. Affiliation Not Assigned. 53FR49886 00212. 89/03/20. NRC - No De- 
tailed Affiliation Given. 26pp. 49124:133-49124:158. 

8903300024 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Conclusions reached in NUREG-1212 do 
not reflect current state of maint activities at nuclear plants. 

CAIN.J.M. Louisiana Power & Light Co. 53FR47822 00070. 89/03/20. ZECH.LW. 
Commissioners. 4pp. 49124:129-49124:132. 


PRM PETITION FOR RULEMAKING 


8902270532 Submits comments on DOE notice of intent to prepare environ impact 
statement on completion of West Valley Demonstration project & closure of site. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. 89/02/23. 
UUNGBERG.C. Energy, Dept. of. 3pp. 48587:094-48587:096. 

8902270552 Forwards DW Moeller 890126 Itr re 890123 presentation to Advisory Com- 
mittee on Nuclear Waste. 

HURT.R.D. Fuel Cycle Safety Branch. 89/02/17. DEBOER, T.K. New York, State of. 
2pp. 48587:090-48587:093. 

8903020219 WVDP/89AR "Annual Rept West Valley Demonstration Project,West 
Valley, NY." 

* Energy. Dept. of. 25224. 89/01/31. 54pp. 48690:033-48690:081. 


8903080232 Comment supporting petition for rulemaking PRM-20-19 re GE Stockhold- 
ers Alliance petition.Advises distinction between “permitted" & "inadvertent" releases 
& exclusion of mercaptan as detector in reactor emissions. 

NEMETHY.E. Ecology/Alert 54FR05089 00002. 89/02/22. Docketing & Services 
Branch. Ip. 48744:110-48744:110. 


8903030170 Forwards amended response to NRC Question 10, per NRC 881012 Itr re 
request for addl info concerning criticality analysis assumptions & criteria used in 
NUHOMS 24-P topical rept. 

MCCONAGHY.W.J. NUTECH Engineers, Inc. 25214. 89/02/17. ROBERTS.J.P. Fuel 
Cycle Safety Branch. 6pp. 48692:001-48692:006. 


8903080255 Comment supporting petition for rulemaking PRM-20-19 re adding odor to 
radioactive emissions. 

LEWIS, M.I. Affiliation Not Assigned. 54FR05089 00001. 89/02/19. Office of the Sec- 
retary of the Commission. Ip. 48744:198-48744:198. 


8903080067 Requests response to end questions re off-gas vitrification process under 
const at West Valley Demonstration Project. 

HURT.R.D. Fuel Cycle Safety Branch. 89/02/28. BIXBY.W.W. Energy, Dept of, Idaho 
Operations Office. 2pp. 48742:349-48742:350. 


8903100310 Withdraws petition for rulemaking PRM-31-4 requested in K Dow 881118 
ltr,per introduction of new products & resultant changes in marketing strategy. 
PARSONS, G. Gene-Trak Systems. 53FR2853. 89/02/28. NRC - No Detailed Affili- 
ation Given. Ip. 48806:318-48806:318. 

8903100372 Comment on petition for rulemaking PRM-20-19.Detectable odor should be 
interjected into radioactive emissions. 

BROWN, S. Affiliation Not Assigned. 54FR05089 00003. 89/03/01. Docketing & Serv- 
ices Branch. Ip. 48806:312-48806:312. 

8903220378 Comment supporting petition for rulemaking PRM-20-19 to require injection 
of odor into emissions. 

STEYSKAL.N. Self-Government Center. Washington, DC. 54FR05089 00004. 89/03/ 
13. Docketing & Services Branch. Ip. 48890:008-48890:008. 

8903240193 Comment supporting petition for rulemaking PRM-20-19 re adding odor to 
radioactive emissions of all nuclear power plants. 

RIGG.C.M. Affiliation Not Assigned. 54FR5089 00008. 89/03/14. Docketing & Serv- 
ices Branch. Ip. 49073:006-49073:006. 

8903240196 Comment supporting petition for rulemaking PRM-20-1 9 re adding odor to 
radioactive emissions of nuclear power plants. 

FRENCH.F. Affiliation Not Assigned. 54FR5089 00006. 89/03/14. Docketing & Serv- 
ices Branch, Ip. 49073:005-49073:005. 

8903240239 Comment supporting petition for rulemaking PRM-20-19 re injection of de- 
tectable odor into radioactive emissions of nuclear power plants. 

FISHMAN, J, Affiliation Not Assigned. 54FR5089 00007. 89/03/14. Docketing & Serv- 
ices Branch. Ip. 49073:015-49073:015. 

8903240246 Comment supporting petition for rulemaking PRM-20-19 re detectable odor 
to be injected into radioactive emissions of nuclear power plants & other facilities over 
NRR jurisdiction. 

SCHALLER.D. Affiliation Not Assigned, 54FR5089 00005. 89/03/14. Docketing & 
Services Branch. Ip. 49073:020-49073:020. 

8903240249 Notice of withdrawal of petition for rulemaking PRM-31-4 re establishment 
of 100 uCi of P-32 for use in GENE-TRAK salmonella & listeria assays. 

CHILK.S.J. Office of the Secretary of the Commission. 53FR2853. 89/03/09. 2pp. 
49073:021-49073:022. 


8903080103 Responds to Garrish 880916 Itr to Stello re containment structure on pro- 
posed NPR version of modular HTGR vs civilian version of modular 
HTGR.Commission will need thorough & detailed justification to support design. 
BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 89/ 
02/28. NOVAK, M.A. Energy, Dept. of. 2pp. 48768:274-48768:275. 

8903080106 Responds to 881109 Itr to Chairman Zech requesting timely issuance of 
preapplication SER for modular high temp gas- cooled reactor (MHTGR).Understands 
that DOE plans to do engineering studies on civilian MHTGR design. 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 89/ 
02/28. WALKER, R.F. Affiliation Not Assigned. 2pp. 48768:264-48768:265. 

8903080362 Discusses request for withholding info from public disclosure, per 
10CFR2.790(b)(5) & Section 103(b) of Atomic Energy Act of 1954, as amended. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/02. MCCONAGHY.W.J. NUTECH Engineers, Inc. 2pp. 48765:039-48765:040. 

8903090202 Requests addl info re advanced LWR requirements document, Chapter 
6.Provide info on level of detail consistent w/ Reg Guide 1.70 for SAR. 

LONG.W.O. Standardization & Non-Power Reactor Project Directorate. TAG 71248. 
89/02/23. KINTNER.E.E. ALWR Utility Steering Committee. 15pp. 48800:321- 


8903100012 Fowards draft responses to recent verbal questions by LLNL personnel on 
TN-24 TSAR. 

NOLAN, D.J. Transnuclear, Inc. 25219. 89/02/22. ROUSE, L.C. Division of Industrial & 
Medical Nuclear Safety (Post 870729). 5pp. 48808:175-48808:179. 

8903100216 Comments on DOE notice of intent to prepare EIS on completion of West 
Valley Demonstration Project & closure of West Valley site.Concept of considering 
total West Valley site strongly endorsed. 

BERNERO.R M. Office of Nuclear Material Safety & Safeguards.Dlrector. 89/02/23. 
SPAUNBURGH.R.G. New York, State of. 2pp. 48874:052-48874:053. 

8903100280 Requests that NRC cease review of Rev 1 to topical SAR for NuPac CP-9 
concrete storgage cask.Vendor will request that NRC continue review when customer 
available. 

KAPINOS.LE. Pacific Nuclear Systems, Inc. 25248. 89/02/20. ROUSE, L.C. Fuel 
Cycle Safety Branch. 2pp. 48808:340-48808:341 . 


8903280107 Comment supporting petition for rulemaking PRM-20-19, amending 
10CFR20 to require that detectable odor be injected into radioactive emissions of nu- 
clear power plants & other facilities. 

~OHERTY,W. Affiliation Not Assigned. 54FR5089 00009. 89/03/16. Docketing & 
rvir-AR Branch. 1 p. 49144:001-49144:001 . a 


8903100282 Forwards proprietary Vols 1 & 2 to “Westinghouse AP600 Plant Description 
Rept for Technology Programs in Support of Advanced LWRs." Rept describes plant 
w/NRC requested.Vols 1 & 2 withheld (ref 10CFR9.5(4)). 
JOHNSON ,W.J. Westinghouse Electnc Corp. NS-NRC-89-3412. 89/02/22. Document 
Control Branch (Document Control Desk). 3pp. 48806:143-48806:145. 
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8903100354 Forwards calculation for NUHOMS-24P transfer cask top cover plate 
bolts, per J Stokley request. 

MCCONAGHY.W.J. Nutech, Inc. DUK-03-433. 89/02/16. ROBERTS.J.P. Division of 
Industrial & Medical Nuclear Safety (Post 870729). 3pp. 48803:068-48803:070. 

8903130456 Forwards comments on stationary neutron radiography sys installed at 
McCellan Air Force Base.CA. 

ADAMS.A. Standardization & Non-Poi "--r.- - "-.V'r* Directorate. 89/02/23. 
NELSON.R.C. Air Force, Dept. of. 5pp. ■»/■ ! 

8903130650 Forwards AH Wells 881222 Itr to DP Batalo providing info on surface fluxes 
& dose rates obtained to support inclusion of NAC-128 S/T cask in ISFSI SAR. 
WELLS, A.H. Nuclear Assurance Corp. AHW/89/022/ETS. 89/03/01. ROBERTS, J. 
Office of Nuclear Material Safety & Safeguards.Director. 17pp. 48833:206-48833:221. 

8903140182 Advises that DOE 881129 Itr re site cement low level waste form qualifica- 
tion provides resolution of NRC comments. Summary of 890124 meeting w/DOE in 
Rockville, MD end. 

GREEVES.J.T. Technical Branch 89/03/09. BIXBY.W.W. Energy, Dept. of. 15pp. 
48858:164-48858:178. 

8903140435 Forwards draft responses to LLL verbal questions re NRC Project M-42 
(Transnuclear Project 971). 

NOLAN, D.J. Transnuclear, Inc. 25261. 89/03/03. ROUSE, L.C. Division of Industrial & 
Medical Nuclear Safety (Post 870729). 79pp. 48855:275-48855:353. 

8903160088 Advises that part of SAR will be submitted in Apr or May 1989. 

KERSH.K. Arkansas Tech Univ., Russellville, AR. 89/03/08. ADAMS.A. Standardiza- 
tion & Non-Power Reactor Project Directorate. 1 p. 48877:249-48877:249. 

8903160134 Ack receipt of request for DES or to receive further info on EIS preparation 
for completion of West Valley Demonstration Project activities. Identification number 
assigned for request. 

SPAUNBURGH.R.G. New York, State of. 25262. 89/02/28. BERNERO.R.M. Office of 
Nuclear Material Safety & Safeguards.Director. 2pp. 48879:323-48879:323. 

8903200138 Forwards “Advanced LWR Requirements Document Chapter 7: ‘Fueling & 
Refueling Sys.’” 

KINTNER.E.E. ALWR Utility Steering Committee. KINTNER.E.E. General Public Utili- 
ties Corp. - GPU Service Corp. 89/02/28. Document Control Branch (Document Con- 
trol Desk). Ip. 48973:272-48974:007. 

—8903200142 “Advanced LWR Requirements Document.Chapter 7: ‘Fueling & Refuel- 
ing Sys.’” 

* Electric Power Research Institute. 89/02/28, 96pp. 48973:273-48974:007. 

8903200247 Forwards Feb 1989 status rept re current review milestones for each std 
plant project. 

MILLER.C.L. Standardization & Non-Power Reactor Project Directorate. 89/03/07. 
SHAO.L. Division of Engineering & Systems Technology (Post 870411). GRIMES, B. 
Division of Reactor Inspection & Safeguards (Post 870411). CONGEL.F. Division of 
Radiation Protection & Emergency Preparedness (Post 870411). 18pp. 48970:331- 
48970:350. 

8903200283 Forwards rev to operational safety requirement manual, including Rev 2 to 
TR/IRTS-2,Rev 3 to TR/IRTS-5 & Rev 3 to TR/IRTS-8 & table of contents. 
SCHIFFHAUER.C. West Valley Nuclear Services Co., Inc. HF:B9:0124. 89/03/02. 
BONENBERGER.D. West Valley Nuclear Services Co., Inc. 6pp. 48970:097- 
48970:123. 

-8903200313 Rev 2 to TR/IRTS-2, “Control of CSS Recipe for Decontaminated Super- 
natant." 

STEFFES.D.R. West Valley Nuclear Sen/ices Co., Inc. 89/03/02. 6pp. 48970:103- 
48970:108. 

-8903200405 Rev 3 to TR/IRTS-5. “STS Process Instrument Limits.” 

* West Valley Nuclear Services Co., Inc. 89/03/02. 7pp. 48970:109-48970:115. 

-8903200408 Rev 3 to TR/IRTS-8, “Sampling & Analysis Requirements for Tanks 5-D- 
15-A1 & A-2.” 

* West Valley Nuclear Services Co., Inc. 89/03/02. 8pp. 48970:1 16-48970:123. 

8903210292 Notification of date change for 890315 meeting w/EPRI in Palo Alto.CA re 
overview of severe accident issues for advanced LWR requirements 
document.Meeting originally scheduled on 890316. 

LONG.W.O. Standardization & Non-Power Reactor Project Directorate. 89/03/08. 
MURLEY.T.E., SNIE2EK.J., MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 
48990:358-48990:360. 

8903210318 Forwards nonproprietary responses to Questions 10 & 11 re Topical Rept 
NUHOMS-24P. 

MCCONAGHY.W.J. Nutec, Inc. DUK-03-469. 89/03/13. ROBERTS.J.P. Division of In- 
dustrial & Medical Nuclear Safety (Post 870729). 31pp. 49002:323-49002:352. 

8903210414 Forwards comments re CESSAR-DC baseline PRA submitted by 880122 
Itr.Comments should be taken into consideration during development of PRA for 
CESSAR-DC design.Meeting to discuss comments proposed. 

KENYON.T.J. Standardization & Non-Power Reactor Project Directorate. 89/03/14. 
SCHERER.A.E. Combustion Engineering, Inc. 10pp. 48983:188-48983:197. 

8903220327 “Technical Evaluation Rept:Std Modular HTGR." 

MOSES, D.L Oak Ridge National Laboratory. FIN A-9477. 88/04/30. WILLIAMS, P.M. 
NRC - No Detailed Affiliation Given. 61pp. 48994:050-48994:1 10. 

8903220333 Forwards systematic assessment of MHTGR design insensitivity to opera- 
tor error. 

NEYLAN.A.J. General Atomics (formerly GA Technologies, Inc./General Atomic Co.). 
G A/ NRC-01 0-88. 88/06/30. WILLIAMS.P. NRC - No Detailed Affiliation Given. 4pp. 
49008:240-49008:243. 

8903220338 Forwards diagrams of fuel spec & performance mechanisms developed 
since meeting on 8903l7.Diagrams indicate contribution of various defects & failed 
fuel mechanisms to fission product release. 

NEYLAN.A.J. General Atomics (formerly GA Technologies, lnc./General Atomic Co.). 
GA/NRC-008-88. 88/05/17. WILLIAMS.P. NRC - No Detailed Affiliation Given. 6pp. 
49004:237-49004:242. 


8903230095 Summarizes 890209 meeting w/NRC in Rockville.MD re CP-9 dry fuel stor- 
age cask & ventilated storage cask storage sys. 

NUNEZ, J.S. Pacific Sierra Nuclear Associates. PSN-89-008. 89/02/24. 
ROBERTS.J.P., STURZ.F. Office of Nuclear Material Safety & Faf^'riird® n, rector 
SWENSON, W.H, Office of Nuclear Reactor Regulation, Director ■ 5 pp 

49029:071-49029:076. 

8903240108 Forwards Amend E to C-E Std SAR Group E2 re design 
certification.Summary of revs also end. 

SCHERER.A.E. Combustion Engineering, Inc. LD-89-028. 89/03/15. 
CRUTCHFIELD, D. Associate Director for Projects (Post 870411). 5pp. 49040:238- 
49044:055. 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8902230377 Part 21 rept re potential problems affecting commercial nonqualified 
valves.AII purchasers notified & provided w/complete details of purchases.Automatic 
Switch Co does not hr.vo r.rioquTr- kr-w'rdflo nf n^tual installations. 

MCCONNELL, J.l.\ Auv-w.: S-. ■:! "c » j . 0? ■ : MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 20pp. 48570:230-48570:253. 

8902240282 LER 89-004-01 :on 8901 04, exhaust rocker arm for 8L cylinder 
failed, resulting in emergency diesel eene r etor ‘d!? Fe^'Ke also reportable per Part 
21 .Caused by crack which existed pr-ci ir. :jcm .-■■r, ;«:-r arm replaced. W/890206 Itr. 

SHRIVER .T.D., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 192-00449-JGH/T. 89/02/06. 14pp. 48580:284-48580:296. 

8902280314 Part 21 rept re potential failure of Model 1153 & 1154 transmitters via loss 
of fill fluid from transmitter sensing module due to internal leak.Recommends that util 
identify location of transmitters at facility. 

WANEK.S. Rosemount, Inc. 89/02/09. Affiliation Not Assigned. 2pp. 48633:200- 
48633:201. 

8903010062 Part 21 rept re seismic test of K-Line switchgear malfunction in circuit 
breaker slow close latch possibly resulting in jamming of breaker & failure of breaker 
to close.Results of Wyle Labs 4-frame sample tost proqmm erd 
RHOADS, E.W. ABB Power Distribution, Inc. H9'C?- ’6" : JL 4L NG'.H.C Generic Com- 
munications Branch. 2pp. 48637:178-48637:179. 

8903010240 Supp'orrertal Dc'lcio-'sv Rept CP-88-39 re valve position indication on 
RHR HX outlet valvo.hbtT, :ccr.*;ca on 881 221. Util will modify passive valve features 
in Westinghouse design Tern net moor^ab'e per 10CFR21. 

CAHILL, W.J. TU -loc'ir c : fernery Texas Utilities Generating Co.). CP-89-39. 89/02/ 
13. Document Ccrv.-o :i'arc-. '.Dcc.iri.Ml Control Desk). 2pp. 48822:003-48822:004. 

8903020529 Part 21 rept re failure to comply w/requirements of 1 0CFR50.55a(g) re first 
10 yr interval inservice insp program Delicacies first identified in Jan 1988.Missed 
exams will be performed during cj'*oni rolLCirj ci.:age. 

TERRY.C.D. Niagara Mohawk Ccrp NMP\ 0362. 89/02/24. RUSSELL, W.T. 

Region 1, Ofc of the Director. 3pp. 48669:143-48669:145. 

8903070044 Part 21 & Interim Deficiency Rept CP-89-002 re IMO Delaval fuel injection 
pump.lnitially reported on 890125.Spare pumps in warehouse will be disassembled & 
examined.Next rept will be submitted by 890531. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). CP-89-002. 89/02/ 
24. Document Control Branch (Document Control Desk). 2pp. 48763:180-48763:181. 

8903080098 Part 21 rept re crimping indentor component not machined to proper di- 
mensions causing tool to be out of calibr specs. Qualified tool furnished by vendor as 
replacement for defective itcnr..C' ! ~piri tools satisfactorily tested. 

SMITH, R.E. Rochester Gas & Eleci'.c C=rp. 89/02/28. MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 3pp. 48768:216-48768:218. 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp. 48870:053-48870:169. 

8903090024 Part 21 rept re Velan Maint Manual VEL-FBBM 2 1/2-24 inch forged bolted 
bonnet gate & globe valves & bolted cover check valves.lnvestigation revealed that 
dry film lubricant not appropriate.Lubricatron manual revised. 

SHELTON, D.C. Toledo Edison Co. NP43-89-001. 89/02/27. DAVIS, A.B. Region 3, Ofc 
of the Director. 2pp. 48784:029-48784:030. 

8903100191 Part 21 rept advising that 36 relays supplied to vendor installed in diesel 
engine generator equipment.initially reported on 890223.Of 12 diesel engine units 
originally supplied, 10 sold for non-nuclear svc. 

GUNTRUM.B.C. Cooper Industries, Inc. 89/03/03. NRC - No Detailed Affiliation 
Given. Ip. 48809:348-48809:348. 

8903100446 Followup Part 21 rept re failures of closing mechanisms in two BBC Brown 
Boveri, Inc, Type 5HJK250 dreuit breakers installed in safety sys at plantlnitially report- 
ed on 890301 .Maint procedure will be revised. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
AEP:NRC:0971 F. 89/03/03. MURLEY.T.E. Document Control Branch (Document Con- 
trol Desk). 3pp. 48804:11948804:121. 

8903140190 Part 21 rept re cracked welds discovered on striker plates of GE circuit 
breakers. Initially reported on 890130.GE advised util that striker plates subj to impact 
loading only when breaker in racked out & operated in test position. 

WITHERS, B.D. Wolf Creek Nuclear Operating Corp. WM 89-0063. 89/03/03. Docu- 
ment Control Branch (Document Control Desk). 2pp. 48858:03048858:031. 

8903140553 Part 21 rept re lube oil strainers.Reported on 881221. Scope of problem 
reviewed & no safety hazard exists. 

REDER,T.J. Colt industries, Inc. 89/02/10. Region 3, Ofc of the Director. 2pp. 
48855:229-48855:230. 

8903150209 Part 21 rept re failure of core spray line T-box & thermal sleeve weld lead- 
ing to opening up of gap between T-box & thermal sleeve spilling core spray through 
gap. All affected utils operating 3,4 & 5 plants informed of situation. 

STRAMBACK.G.B. General Electric Co. MFN-014-89. 69/03/02. BERLINGER.C.H. 
Generic Communications Branch. 3pp. 48860:32448860:326. 
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8903160338 Part 21 rept re recirculation flow control logic failure. Defect in flow control 
valve limit signal of recirculation control logic for BWR 5 & 6 product line designs.Mfg 
evaluation shows no damage to fuel & no safety hazard exist. 

MARRIOTT.P.W. General Electric Co. MFN-016-89. 89/03/08. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 6pp. 48885:118-48885:123. 

8903160351 Part 21 rept re spring pack response under different pressure.Testing 
planned to quantify rate of loading effect for addl actuators. Applicability of spring test- 
ing to actual differential pressure condition also being evaluated. 

CARR.R.W. MOVATS, Inc. 89/02/22. ROTHBERG.O. NRC - No Detailed Affiliation 
Given. 6pp. 48877:221-48877:226. 

8903160357 Part 21 rept re locked rotor condition due to grease relief kit. Motor-operat- 
ed valves modified by grinding protrusion of male fitting flush to dust cover. 

* MOVATS, Inc. 89/01/31. ROTHBERG.O. NRC - No Detailed Affiliation Given. 2pp. 
48884:338-48884:339. 

8903200079 Part 21 rept re defect in component part of fuel injection pump of standby 
diesel generator.Recommends exam using magnetic particle techniques of valve as- 
sembly during next scheduled plant outage. 

GUNTRUM.B.C. Cooper Industries, Inc. 148. 89/03/01. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 5pp. 48964:096-48964:100. 

8903200227 Part 21 rept re emergency diesel generator fuel supply crossover line mfg 
by Fairbanks Morse.lnitially reported on 890303.Fuel leaking from line could come in 
contact w/hot engine parts.Crossover pipe will be replaced. 

CRUSE, C.H. Baltimore Gas & Electric Co. 89/03/07. Document Control Branch (Doc- 
ument Control Desk). 2pp. 48983:123-48983:124. 

8903200256 Part 21 rept re defect in motor mounting bolts on Limitorque operators & 
Reliance motors.Caused by loosening of motor end bell bolts.AII normally inaccessible 
operators w/susceptible bolting will be inspected. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 89/02/14. RUSSELL, W. Region 

1 , Ofc of the Director. 3pp. 48954:1 52-48954:1 54. 

8903200262 Part 21 rept re core monitoring during fuel loading.After full-core 
offload, BWR recently began reloading fuel from ctr of core in spiral fashion.GE antici- 
pates surveying BWR plant current fuel loading plans & develop final guidelines. 
STRAMBACK.G.B. General Electric Co. MFN-013-89. 89/03/02. BERLINGER.C.H. 
Generic Communications Branch. 6pp. 48970:194-48970:199. 

8903220051 Part 21 rept re nuclear fuel-potential loss of shutdown margin.C-E issuing 
info bulletin re shutdown margin during refueling. 

CREEL, G.C. Baltimore Gas & Electric Co. 89/03/15. Document Control Branch (Doc- 
ument Control Desk). 3pp. 49004:090-49004:092. 

8903220357 Part 21 rept re defect in post-lube pilot valve of emergency diesel genera- 
tors. 

TERRY, C.D. Niagara Mohawk Power Corp. NMP2L 1192. 89/03/16. RUSSELL, W.T. 
Region 1, Ofc of the Director. 3pp. 49004:358-49004:360. 

8903220511 Advises that NRC received 10CFR21 notification from WPPSS, addressing 
discovery of unmonitored radiological release path at Washington Nuclear Plant Unit 

2, that was caused by design error by Bums & Roe.Inc.Related LER end. 

O’CONNOR, P.W. Project Directorate IV. 89/03/08. TREVORS, G.A. Nebraska Public 
Power District. 3pp. 49005:057-49005:064. 

8903230093 Part 21 rept re possibility that ASCO solenoid return spring on listed valves 
may disengage from solenoid core.resulting in leakage. Initially reported on 
89031 O.Hola tags placed on all affected valves & valves returned to mfg on 890216. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/03/13. RUSSELL, W. 
Region 1, Ofc of the Director. 3pp. 49029:092-49029:094. 

8903230452 Interim Deficiency Rept CP-89-003 re Gamma-Metrics supplied cable as- 
semblies for post-accident neutron flux monitors. Initially reported or. B!?C2 ■ 5 Gamma 
Metrics issued 10CFR21 notification.Next rept will be issued by 890602. 
WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). CP-89-003. 89/ 
03/17. Document Control Branch (Document Control Desk). Ip. 49030:140- 
49030:140. 

8903240155 Responds to 890109 Itr re imposing 10CFR21 on suppliers of calibr 
svcs.Recipient position that calibr of shunt-meter test set does not require imposition 
of 10CFR21 correcLbut basis used not acceptable. 

BRACH.E.W. Vendor Inspection Branch. 89/03/17. BLANKENSHIP.W. MQS Inspec- 
tion, Inc. (formerly Magnaflux Corp.). 2pp. 49039:006-49039:009. 

8903270066 Part 21 rept re contaminated lubricant on operating mechanisms of two 
5HK250 circuit breakers resulting in failure to close on command & to perform safety- 
related function.lnitially reported by util on 890303. 

RHOADS, E.W. ABB Power Distribution. Inc. 89/03/21. BERLINGER.C. NRC - No De- 
tailed Affiliation Given. 9pp. 49119:001-49119:033. 

-8903270072 Procedure MS-3.2.1. 9-1 B, “Maint & Surveillance ITE Medium Voltage 
Switchgear Equipment” 

* ABB Power Distribution, Inc. 89/03/21. 12pp. 49119:010-49119:021. 

-8903270075 Procedure MS-3.1 .1.9-2B, “Maint & Surveillance ITE Low Voltage Switch- 
gear Equipment.” 

% ABB Power Distribution, Inc. 89/03/21. 12pp. 49119:022-49119:033. 


QA999 QUALITY ASSURANCE INSPECTIONS 

8903010255 Forwards rept of insp on 881117-18.No violation noted. 

GRIMES.B.K. Division of Reactor Inspection & Safeguards (Post 870411). 89/02/23. 
RADEMACHER.K. Germany, Federal Republic of. 3pp. 48651:001-48651:011. 

-8903010258 Rept of insp on 881117-18.No violations noted.Major areas 
inspected:implementation of K&M QA program in selected areas, including design 
change control & testing. 

NAIDU.K.R. Division of Reactor Inspection & Safeguards (Post 870411). BAKER, E.T. 
Vendor Inspection Branch. 89/02/22. 8pp. 48651:004-48651:011. 

8903200122 Forwards Insp Rept 99900005/88-01 on 881214-1 5.No deviations or viola- 
tions noted. 

BRACH.E.W. Vendor Inspection Branch. 89/03/14. D'AMORE,M. Westinghouse Elec- 
tric Corp. Ip. 48965:147-48965:151. 


-8903200146 Insp Rept 99900005/88-01 on 8812l4-15.No violations & deviations/ non- 
compliance noted.Major areas inspected:records re mfg of hafnium control rods for 
rod cluster assemblies for plant. 

CILIMBERG.R.L., BAKER, E.T. Office of Nuclear Reactor Regulation, Director (Post 
870411). 89/03/10. 4pp. 48965:148-48965:151. 

8903200452 Informs of RL Pettis visit to facility on 890321 to review program for fur- 
nishing technical info to customers. 

BRACH.E.W. Vendor Inspection Branch. GL-83-28. 89/03/14. TAYLOR, J. Babcock & 
Wilcox Co. 2pp. 48965:079-48965:080. 


REGGD REGULATORY GUIDES 


8902020115 Responds to 881213 Itr re nuclear safety issues raised by Subcommittee 
during 100th Congress.Two of four remaining issues, fitness for duty & terrorism being 
pursued by NRC w/rulemaking or development of regulations.NRC actions end. 
ZECH.L.W. Commissioners. IEB-88-001. 89/01/19. GEJDENSON.S. House of Rep., 
Interior & Insular Affairs. 9pp. 48347:269-48347:298. 

8902240200 Forwards request for addl info re FSAR Chapter 7 issues & Rev 2 to Reg 
Guide 1 .97 re manual design factor for pumps & manual override design control fea- 
ture. 

GRIMES, C.l. Comanche Peak Project Division. 89/02/06. CAHILL, W.J. Texas Utilities 
Co. 7pp. 48576:269-48576:299. 

-8902090324 EGG-NTA-8287 "Conformance to Reg Guide 1.97:Comanche Peak -1/- 

2, ” technical evaluation rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6493. TAC R00405. 88/12/ 
31. NRC - No Detailed Affiliation Given. 25pp. 48576:276-48576:299. 

8902280349 Forwards responses to open items identified in NRC 881115 Itr re conform- 
ance to recommendations for instrumentation to monitor component cooling water 
flow, per Reg Guide 1.97, Rev 3. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. MN-89-15. 89/02/10. Document 
Control Branch (Document Control Desk). 7pp. 48627:241-48627:247. 

8903010047 Advises that confirmation of environ qualification of neuton flux 
monitors,per Reg Guide 1.97, delayed until first refueling outage after Gamma-Metrics 
provides qualified items. 

FAY.C.W. Wisconsin Electric Power Co. VPNPD-89-089. 89/02/17. Document Control 
Branch (Document Control Desk). 2pp. 48646:102-48646:103. 

8903070155 Comment on proposed Rev 3 to draft Reg Guide 1.9.Reg Guide must rec- 
ogrizo dif*oronccs ! r. aqe cf emergency diesel generators & consider mfgs recommen- 
da:io n s in crescntny testing requirements. 

MANCINi.G.P. American Society of Mechanical Engineer. 53FR45831 00007. 89/02/ 

03. Office of the Secretary of the Commission. 4pp ^9762.1 89-^.0762: *91 

8903080520 Advises that 880426 resubmitted changes to safeguards plan in conform- 
ance w/Reg Guide 5.59 & acceptable. 

BELLAMY, R.R. Region 1 , Ofc of the Director. 89/02/27. CARTER, R.S. National Insti- 
tute of Standards & Technology (formerly National Bureau of Standa. 2pp. 48767:052- 
48767:053. 

8903090202 Requests addl info re advanced LWR requirements document, Chapter 
6.Provide info on level of detail consistent w/ Reg Guide 1.70 for SAR. 

LONG.W.O. Standardization & Non-Power Reactor Project Directorate. TAC 71248. 
89/02/23. KINTNER.E.E. ALWR Utility Steering Committee. 15pp. 48800:321- 
48800:335. 

8903090331 Application for renewal of Certificate of Compliance 9181 for Model PAS- 
2.Proprietary & nonproprietary versions of Rev 0 to "Consolidated PAS-2 SAR Author- 
izing Shipment of Radioactive....” encl.Proprietary SAR withheld.Fee paid. 

TEMUS.C.J. Nuclear Packaging, Inc. TEMUS.C.J. Pacific Nuclear Systems, Inc. L- 
9629. 89/02/27. MACDONALD, C.E. NRC - No Detailed Affiliation Given. 3pp. 
48802:003-48802:131. 

8903140083 Provides results of evaluation of new section to Station Blackout Rule 
10CFR50.63,per NUMARC 87-00, except where Reg Guide 1.155 takes 
precedence.Mods will be completed within 2 yrs after NRR notification. 

MCDUFFIE, M.A. Carolina Power & Light Co. NLS-89-053. 89/03/03. Document Con- 
trol Branch (Document Control Desk). 5pp. 48854:197-48854:201. 

8903140107 Responds to station blackout rule.Listed mods & procedure changes identi- 
fied in Parts B & C will be completed within 2 yrs of notification provided by NRR. 
MCDUFFIE, M.A. Carolina Power & Light Co. TAC 68552. 89/03/03. Document Con- 
trol Branch (Document Control Desk). 5pp. 48834:197-48834:201. 

8903140184 Summary of 890214 meeting w/util in Middletown, PA re status & future ac- 
tions of all active licensing issues.List of attendees, listing of activities discussed & 
handout of draft NRC evaluation of remaining App R issues end. 

HERNAN.R.W. Project Directorate 1-4. IEB-87-002. 89/02/24. Project Directorate 1-4. 
28pp. 48857:254-48857:281. 

8903140201 Discusses proposed changes to Commitments 7,14,16,4,8 & 10 to resolve 
issues remaining from plant SER (NUREG-0887),for approval. 

KAPLAN, A. Cleveland Electric Illuminating Co. PY-CEI/NRR-0969. 89/03/03. Docu- 
ment Control Branch (Document Control Desk). 5pp. 48848:344-48848:348. 

8903140334 Provides evaluation of plant requirements against station blackout rule 
1 0CFR50.63 using guidance from NUMARC 87-00 except where Reg Guide 1.155 
takes precedence. 

MCDUFFIE, M.A. Carolina Power & Light Co. NLS-89-045. 89/03/03. Document Con- 
trol Branch (Document Control Desk). 6pp. 48855:354-48855:360. 

8903140450 Forwards occupational radiation exposure portions of plants operating repts 
for 1988, per Reg Guide 1.16. 

RESCEK.F. Commonwealth Edison Co. 89/02/22. DAVIS.A.B. Region 3, Ofc of the 
Director. Ip. 48853:218-48853:243. 

-8903140468 Forwards occupational radiation exposures rept for 1988, per Reg Guide 

QUERIO.R.E. Commonwealth Edison Co. 89/01/27. DAVIS.A.B. Region 3, Ofc of the 
Director. Ip. 48853:220-48853:223. 
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-8903140475 Forwards occupational radiation exposure rept for 1988,per Reg Guide 

1.16. 

PLENIEWICZ.R. Commonwealth Edison Co. 89/02/14. DAVIS.A.B. Region 3, Ofc of 
the Director. Ip. 48853:224-48853:227. 

-8903140480 Forwards occupational radiation exposure rept for 1988, per Reg Guide 

1.16. 

EENIGENBURG.E. Commonwealth Edison Co. 89/02/06. DAVIS.A.B. Region 3, Ofc 
Of the Director. Ip. 48853:228-48853:231. 

-8903140645 Forwards occupational radiation exposure rept for 1988,per Reg Guide 

1.16. 

PLIML.G.J. Commonwealth Edison Co. 89/02/02. DAVIS.B. Region 3. Ofc of the Di- 
rector. Ip. 48853:232-48853:235. 

-8903140650 Forwards occupational radiation exposures for 1988, per Reg Guide 1.16. 
BAX.R.L. Commonwealth Edison Co. RLB-89-29. 89/02/01. DAVIS.B. Region 3, Ofc 
of the Director. Ip. 48853:236-48853:239. 


8903270108 LER 89-004-00:on 89021 5,determined that cable tray covers did not 
corc'y w/Aro R cornrilments since min cable separation did not meet Reg Guide 
* 75 'cq-remonii: Ca-jsoc by improper installation & reinstallation.W/890315 Itr. 
KA\S..”R 1 L' ri V i'ower (Virginia Electric & Power Co.). 89-007. 89/03/15. 5pp. 
£KV-£."/G-£X49i8£ 

8903280075 Comment on proposed Rev 3 to Reg Guide 1.9 re selection 
design.qualification, testing & reliability of diesel generator units used as onsite electric 
power sys at nuclear power plants. 

MROC7KA.F J Connecticut Yankee Atomic Power Co. GL-84-15. 89/03/08. 
M= V FS.C.L VIC ■ No Detailed Affiliation Given. 8pp. 49144:050-49144:057. 

8903280086 Comment on Draft Reg Guide 1.9, Rev 3, '‘Selection Design, 
Qualification, Testing & Reliability of Diesel Generator Units Used as Cr.s:o F.ec:ric 
Power Sys at Nuclear Power Plants." Concurs w/stated NUMARC position. 

LEONARD, J.D. Long Island I icht-.n Cc. 53FO.-.5831 00179. 89/03/14. NRC - No De- 
tailed Affiliation Given. 7pp. /9‘4.: 053-4:): 4 *.35--. 


-8903140656 Forwards occupational radiation exposures rept for 1988, per Reg Guide 

1.16. 

DIEDERICH.G.J. Commonwealth Edison Co. 89/02/14. DAVIS.A.B. Region 3, Ofc of 
the Director. Ip. 48853:240-48853:243. 


8903140648 Responds to NRC 8901 23 Itr re violations noted in Insp Rept 50-220/88- 
34.Corrective actions:all variables listed in Reg Guide 1.97, (Rev 2) as Category 1 & 2 
re-reviewed by util equipment cua!“icat : cn group. 

BURKHARDT.L. Niagara MohawK Power Core NMP1L 0367. 89/03/06. Document 
Control Branch (Document Control Desk). 4pp. 48855:225-48855:228. 


8903150435 Forwards comments on NUMARC 87-00, App D dtd 890103 re emergency 
diesel generator reliability program.Subj draft does not reflect previous understandings 
& commitments, per Reg Guide 1.1 55, Section 1.2 & 871120 NUMARC 87-00, App D. 
SERKIZ.A.W. Reactor Plant Safety Issues Branch. 89/03/02. MARION, A. Nuclear 
Management & Resources Council (NUMARC) (formerly Nuclear Utility Manage. 2pp. 
48873:084-48873:094. 


8903280087 Comment on draft Rev 3 to Reg Guide 1.9, Task RS 802-5, 
"Selection, Design, Qualification, Testing & Reliability of Diesel Generator Units Used as 
Onsite...." Separate regulatory analyst should be prepared. 

CAHILL, W.J. TU Electric (former I: “cw an Utilities Generating Co.). 53FR45831 00011. 
89/03/13. NRC - No Detailed Affiliation Given. 10pp. 49144:040-49144:049. 

8903300297 Comment on proposed Rev 3 to Reg Guide 1.9, “Selection, 
Design Qua ''fication Testirc & Reliability of Diesel Generator Units...." Util recom- 
rarcs 'j:o to 'eused :c ncorporate addl flexibility in considering age of diesel. 
M^OCZKA.E Ccncocjt Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 
53FR45831 00013. 89/03/08. MEYER, D.L. Office of Administration (Post 890205). 
8pp. 49124:121-49124:128. 
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-8903070214 Forwards comments on NUMARC-8700,App D, "Emergency Diesel Gen- 
erator Program." Reliability program needs addl work before program can be ap- 

ROSA.F. Electrical Systems Branch. 89/03/01. SERKIZ.A.W. Reactor Plant Safety 
Issues Branch. 5pp. 48873:086-48873:090. 

8903150481 Special rept:on 890203, diesel generator output breaker ACB 1423 failed to 
close during monthly operating surveillance. Caused by faulty solid state overvoltage 
relay used in closing breaker.Relay replaced temporarily w/similar relay. 
DIEDERICH.G.J. Commonwealth Edison Co. 89/03/03. DAVIS.A.B. Region 3, Ofc of 
the Director. Ip. 48860:323-48860:323. 


8903170243 Forwards util comments on proposed rev to Reg Guide 1.9, 
“Selection, Design, Qualification, Testing & Reliability of Diesel Generator Units Used as 
Onsite Electric Power Sys at Nuclear Power Plants." 

SYLVIA, B.R. Detroit Edison Co. NRC-89-0005. 89/03/03. Document Control Branch 
(Document Control Desk). 3pp. 48950:182-48950:184. 


8903210006 Submits addl info re wide-range steam generator level used in emergency 
operating procedures as criteria to control auxiliary feedwater flow to steam generator 
to avoid overfilling,per Reg Guide 1.97. 

MUSOLF.D. Northern States Power Co. 89/03/06. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 2pp. 48982:196-48982:197. 


8903210102 Comments on proposed Rev 3 to Reg Guide 1.9, "Selection, 
Design.Qualification,Testing & Reliability of Diesel Generator Units Used as Onsite 
Electric Power Sys at Nuclear Power Plants." Reg guide does not provide flexibility. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 
53FR45831 00008. 89/03/08. MEYER, D.L. Regulatory Publications Branch. 8pp. 
48990:128-48990:135. 


8903210352 Comment supporting proposed Rev 3 to Reg Guide 1.9, 
“Selection,Design,Oualification, Testing & Reliability of Emergency Diesel Generator 
Units Used at Nuclear Power Plants." 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 53FR45831 00009. 89/03/13. MEYER.D.L. Regulatory Publications 
Branch. 100pp. 49001:132-49001:245. 

8903220113 Forwards proposed Reg Guide 2.9, "Guide for Preparation of Applications 
for Industrial Radiography Exam," for review. Comments due by 890317. 
MCBURNEY.R.E. Texas, State of. 89/02/15. Texas, State of. 4pp. 49008:011- 
49008:014. 


8903230070 Submits comments on proposed Rev 3 to Reg Guide 1.9 re testing diesel 
generators during normal operation.trip on low lube oil pressure & full-load carrying 
capability of diesel generators. 

KEISER,H.W. Pennsylvania Power & Light Co. PLA-3164. 89/03/10. Regulatory Publi- 
cations Branch. 2pp. 49023:001-49023:002. 


8903230203 Forwards Safety Insp Rept 50-461/89-06 on 890206-0303. Violations 
noted.Util should be prepared to explain why corrective actions failed to identify un- 
qualified Kynar butt splices & justify missing weep holes. 

MILLER.HJ. Region 3, Ofc of the Director. 89/03/16. GERSTNER.W.C. Illinois Power 
Co. 2pp. 49028:348-49028:359. 


-8903230205 Safety Insp Rept 50-461/89-06 on 890206-0303.Violation notedifailure to 
perform adquate corrective action on Kynar butt splices & junction boxes.Major areas 
inspected:LERs,Reg Guide 1.97 commitments & torque switches. 

GAUTAM.A.S., GARDNER.R.N. Region 3, Ofc of the Director. 89/03/16. 10pp. 
49028:350-49028:359. 


8903240272 Forwards Insp Repts 50-335/89-02 & 50-389/89-02 on 890123-27 & notice 
of violation. 

JULIAN, C.A. Region 2. Ofc of the Director. 89/03/03. CONWAY, W.F. Florida Power & 
Light Co. 2pp. 49039:134-49039:156. 

-8903240279 Insp Repts 50-335/89-02 & 50-389/89-02 on 890123-27. Violations 
noted.Major areas inspected:licensee conformance to Reg Guide 1.97,Rev 3. 
FILLIONAF.. CONLON.T.E. Region 2, Ofc of the Director. 50-389/894)2. 89/02/27. 
19pp. 49039:138-49039:156. 


8811160179 Notification of CRGR Meeting 150 on 881109 to discuss proposed rule on 
storage of spent nuclear fuel in NRC- approved storage casks at nuclear power reac- 
tor sites. 

JORDAN, E.L. Committee to Review Generic Requirements. 88/11/04. 

BERNERO,R.M. Office of Nuclear Material Safety & Safeguards.Director. 

GOLDBERG, J.R. Office of the General Counsel. PAPERIELLO.CJ. Region 3. Ofc of 
the Director. 4pp. 48706:001 -48706:077. 

8811160179 Notification of CRGR Meeting 150 on 881109 to discuss proposed rule on 
storage of spent nuclear fuel in NRC- approved storage casks at nuclear power reac- 
tor sites. 

JORDAN, E.L. Committee to Review Generic Requirements. 88/11/04. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. 

GOLDBERG, J.R. Assistant General Counsel for Hearings. PAPERIELLO.CJ. Region 
3, Ofc of the Director. 4pp. 48706:001 -48706:005. 

-8902280234 Forwards issue sheet & addl background documents re agenda item for 
CRGR Meeting 150 on proposed safety evaluation on BAW-10167, “Justification for 
Increasing Reactor Trip sys On-line Test Intervals." 

CONRAN, J. Committee to Review Generic Requirements. 88/11/07. Committee to 
Review Generic Requirements. 3pp. 48706:075-48706:077. 

8901190347 Notification of 890124 meeting w/NUMARC in Rockville, MD to discuss 
seismic issues re individual plant exam for severe accidents-Revised agenda end. 
SHAO.L.C. External Events Steering Group. 89/01/11. ARLOTTO.G.A., 
HOUSTON.W.R. Office of Nuclear Regulatory Research, Director (Post 860720). 
NOVAK.T.M. Office for Analysis & Evaluation of Operational Data, Director. 3pp. 
48706:079-48706:081. 

8902280072 Summary of 890201 meeting w/NUMARC re status of NUMARC initiatives 
on nuclear plant equipment procurement & dedication programs.Ust of attendees & 
meeting handouts w/outline for policy/position paper & action plan end. 

BRACH.E.W. Vendor Inspection Branch. 89/02/16. GRIMES, B.K. Division of Reactor 
Inspection & Safeguards (Post 870411). 7pp. 48633:079-48633:085. 

8902280323 Summary of 890124 meeting w/NUMARC re seismic issues on individual 
plant exam for severe accidents.List of attendees & meeting viewgraphs end. 
SHAO.L.C. External Events Steering Group. 89/02/13. ARLOTTO.G.A., 
HOUSTON, R.W., NOVAK.T.M. External Events Steering Group. 28pp. 48636:119- 
48636:146. 


8903010346 Requests 30-day extension to provide comments for proposed rule 
10CFR50 & 55 re educ & experience requirements for operations personnel. 

LEE,B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 53FR52716. 89/01/27. ZECH.L.W. Commissioners. Ip. 48589:324- 
48589:324. 


8903020551 Notification of 890223 meeting w/NUMARC in Rockville,MD to discuss info 
needs re criteria in radwaste below regulatory concern. 

GLENN, C. Regulatory Branch. 89/02/15. BELL.M. Regulatory Branch. LAHS.B., 
HOPK1NS.D, Office of Nuclear Regulatory Research, Director (Post 860720). Ip. 
48673:016-48673:016. 

8903090202 Requests addl info re advanced LWR requirements document, Chapter 
6.Provlde info on level of detail consistent w/ Reg Guide 1.70 for SAR. 

LONG.W.O. Standardization & Non-Power Reactor Project Directorate. TAC 71248. 
89/02/23. KINTNER.E.E. ALWR Utility Steering Committee. 15pp. 48800:321- 
48800:335. 


8903090318 Transcript of 890222 individual plant exam meeting in Rockville, MD,Pp.1 
24. 

* Commissioners. 89/02/22. 26pp. 48800:021-48800:046. 


8903100039 Notification of 890308 CRGR Meeting 159 in Rockville.MD re interim std 
for occupational exposure of skin to radiation from small radioactive particles. 
JORDAN, E.L. Committee to Review Generic Requirements. 89/03/01. 

BERNERO.R.M. Office of Nuclear Material Safety & SafeguardsDirector 
GOLDBERG, J.R. Office of the General Counsel. PAPERIELLO.C.J. Region 3, Ofc of 
the Director. 2pp. 48804:034-48804:059. 
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-8902170071 Forwards generic Itr re hot particle exposures of skin for review under 
provisions of CRGR charter.Draft interim std that will be sent to Commission after res- 
olution of CRGR comments & recommendations on generic It' also end. 

SNIEZEK.J.H. Office of Nuclear Reactor ReguSst-cr,' Director post 870411). 89/02/ 
09. JORDAN.E.L. Committee to Review Ger.o'ic F.equsrerron’.s 24pp. 48804:036- 
48804:059. 

8903140056 Forwards documents re below regulatory concern petitions per 890223 
meeting.NUREG/BR-0058.NUREG/BR-0053 & 890223 meeting minutes encl.W/o 
end. 

GLENN.CJ. Regulatcy Branch. 89/03/03. FAIROBENT.L. Nuclear Management & 
Resources Courcii (N'JMARC 1 - (formerly Nuclear Utility Manage. Ip. 48834:216- 
48834:216. 

8903150435 Forwards comments on NUMARC 87-00, App D dtri ! ?C?' , C3 n 
dios-! gc-n-atc' v’iability ro:'?n S:.ibi d-nft does not reflect r/ancr j:? 

,:j,t ■■nwiw.ft' Reg n.nd.> : :fc5.5o::\:n 1.2 & 871120 L..S , . , *V-C ^ 2 

i ". iactor Plant Safety Issues Branch. 89/03/02. MARION, A. Nuclear 
Management & Resources Council (NUMARC) (formerly Nuclear Utility Manage. 2pp. 
48873:084-48873:094. 

-8903070214 Forwards comments on NUMARC-8700,App D, “Emergency Diesel Gen- 
erator Program.” Reliability program needs addl work before program can be ap- 
proved. 

ROSA.F. Electrical Systems Branch 89/03/01. SERKIZ.A.W. Reactor Plant Safety 
Issues Branch. 6pp. :.vr '5573 jrff. 

-8903150452 Comments on Rev 1 to NUMARC 87-00.App D dtd 890103. Clarifications 
suggested in discussion of surveillance testing. 

LOFGREN.E.V. Science Applications International Corp. (formerly Science Applica- 
tions, Inc.). 89/02/02. SERKIZ.A. NRC - No Detailed Affiliation Given. 5pp. 
48873:091-48873:094. 

8903200259 Forwards NUMARC comments fep r esent*"C industry siemficant concerns & 
questions re NRC Individual Plart rxar naticrs Generic Ltr 38-20 & SERs 
RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. GL-88-20. 89/02/08. HOUSTON, W. Division of Safety Issue Resolu- 
tion (Pest 880717). 15pp. 48965:155-48965:169. 

8903200292 Informs that end talking point paper faxed to A Marion of NUMARC to fa- 
cilitate discussions w/A Marion & NUMARC working group led by B 
Cavanaugh. Talking point covers issue of substandard or falsified components. 
GRIMES.B.K. Division of Reactor Inspection & Safeguards (Post 870411). 89/03/16. 
RAISIN, W. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 3pp. 48971:001-48971:003. 

8903200300 Summary of 881202 meeting w/NUMARC task group writing new STS for 
RCS.Analysis for Westinghouse plants revealed concerns w/rod withdrawal accident 
during periods of natural circulation. Handouts end. 

BUTCHER.E.J. Technical Specifications Branch. 89/03/14. ROSSI.C.E. Division of 
Operational Events Assessment (Post 870411). 8pp. 48971:038-48971:045. 

8903200326 Summary of 881202 meeting w/NUMARC Task Group re new STS for 
plant sys presently being written.Marked-up Tech Spec pages re turbine cycle safety 
valves, component cooling water sys & control room emergency air cleanup sys end. 
BUTCHEF.E .J Technical Sncdfications Branch. 89/03/06. ROSSI.C.E. Division of 
Operational Evo.rs AssossT.em (Post 870411). 11pp. 48969:295-48969:305. 

8903200335 Summary of 881216 meeting w/NUMARC STS improvement coordination 
group re progress of work on Tech Spec Improvement Program.List of attendees end. 
BUTCHER.E.J. Technical Specifications Branch. 89/03/06. ROSSI.C.E. Division of 
Operational Events Assessment (Post 870411). 3pp. 48970:014-48970:016. 

8903210116 Notification of 890328 meeting w/NUMARC in Rockville, MD to discuss 
stress corrosion cracking of high hardness steel mechanical components in safety-re- 
lated equipment. 

ROOD.H. Project Directorate V. 89/03/15. KNIGHTON, G.W. Project Directorate V. 
6pp. 48981:329-48981:334. 

8903210234 Advises that NUMARC has significant concerns re draft generic Itr on sve 
water sys degradaBons.Requests that CRGR consider concerns in review of Itr.No 
documented basis exists to justify magnitude re close cycle sys. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nudear 
Utility Manage. 89/02/27. JORDAN.E.L Committee to Review Generic Requirements. 
2pp. 48980:360-48980:361. 

8903210352 Comment supporting proposed Rev 3 to Reg Guide 1.9, 
“Selection, Design, Qualification, Testing & Reliability of Emergency Diesel Generator 
Units Used at Nuclear Power Plants." 

RASIN.W.H. Nuclear Management & Resources Coundl (NUMARC) (formerly Nuclear 
Utility Manage. 53FR45831 00009. 89/03/13. MEYER.D.L Regulatory Publications 
Branch, 1 00pp. 49001 :1 32-49001 :245. 

8903230482 Notification of CRGR Meeting 160 on 890322.Agenda provided. Advises 
that review packages for items scheduled at meeting, will not be released to PDR until 
NRC considered or decided matter addressed by info. 

JORDAN.E.L. Committee to Review Generic Requirements. 89/03/16. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. 
PAPERIELLO.CJ. Region 3. Ofc of the Director. ROSS.D.F. Office of Nuclear Regula- 
tory Research, Director (Post 860720). 2pp. 49036:358-49036:359. 

8903240053 Discusses 890228 meeting w/NUMARC re status of working group activi- 
ties to review licensee programs for procurement. 

BRACH.E.W. Vendor inspection Branch. 89/03/03. GRIMES, B.K. Division of Reactor 
Inspection & Safeguards (Post 870411). 4pp. 49080:137-49080:140. 

8903270184 Notification of 890406 meeting w/NUMARC in Rockville, MD to discuss 
NUMARC final draft 10CFR5Q.59 guidance document 

BUTCHER, E.J. Technical Specifications Branch. 89/03/16. ROSSI.C.E. Division of 
Operational Events Assessment (Post 87041 1). 2pp. 49049:221-49049:222. 


SECY POSITION PAPERS BEFORE THE COMMISSION 

8807290196 SECY-88-204 Recommends that Commision approve notice of final rule- 
making that would amend 10CFR30.40 & 70 to set out emergency preparedness re- 
quirements for fuel cycle & other radioactive matl licensees. 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/15. 70pp. 49048:228- 
49048:297. 


8901260312 SECY-89-010 Requests Commission approval to publish advance notice of 
proposed rulemaking, “Acceptance of Products Purchased for Use in Nuclear Power 
Plant Structures, Sys & Components." 

STELLO.V. Ofc of the Executive Director for Operations. 89/01/17. 1?2pp. 
48866:001-48866:119. 

8902070084 Requests approval to publish advance notice of proposed r., 1 -: i.v. “Ac- 
ceptance of Products Purchased for Use In Nuclear Power Plant S:.\.c i :i- v ■ & 
Components,” for public comment. 

STELLO.V. Ofc of the Executive Director for Operations. 89/01/17. 3pp. 48504:143- 
48504:148. 

8902130352 SECY-89-027 Requests Commission review & approval of final rev to 
1 0CFR2 re procedures for high level waste licensing nroceeding. 

OLMSTEAD.W.J. NRC - No Detailed Affiliation Given 89/01/30. 199pp. 48706:114- 
48706:312. 

8902150232 SECY-89-030 Advises that notice of final rulemaking re fitness-for-duty pro- 
grams will be published in FR allowing 180 days for implementation & that paper 
should be scheduled at open session if discussion w/staff desired before approval 
STELLO.V. Ofc of the Executive Director for Operations. 89/01/31. 259p:\ 
48991:021-48991:279. 

8902230255 Staff requirements memo re 890209 affirmation/discussion & vote ir. 
Rockville, MD on SECY P3 oo-rropr-.g policy statement on cooperation w.'states. 
at commercial nuclear is Ccm-mss'D.' wpp-ov-.-s final policy statement. 

CHILK.S.J. Office of the Sec r etaiv of the Commission. M890209. 89/02/15. 
PARLER.W.C. Office of :.-w Ge-vra: Gci.ns-:.: 41pp. 48578:197-48578:237. 

8903080289 SECY-89-068 Recommends Commission approve proposed policy on 
import & export of low level radwaste & proposed action on inquiry from Eldorado Re- 
sources Ltd to dispose of waste in US. 

STELLO.V. Ofc of the Executive Director for Operations. 89/02/23. 33pp. 69676:221- 
69676:253. 

8903090205 SECY-89-017 Presents NRC recommendation re Mark I containment per- 
formance improvement & other safety enhancements. 

STELLO.V. Ofc of the Executive Director for Operations. 89/01/23. 92pp. 48784:229- 
48784:320. 

8903140385 SECY-89-036 Discusses rulemaking on early site pormits.dos’cn certifica- 
tions & combined licenses & recommends that draft notice be puo.:snod 
PARLER.W.C. Office of the General Counsel. 89/02/02. 176pp. 48837:327- 
48838:144. 

8903150185 Responds to appeal of denial of FOIA request for Documents 36-61 on 
App C. Releases Documents C-38 - C-58.C-60 & C-61. Other App C documents with- 
held (ref FOIA Exemption 5). 

CHILK.S.J. Office of the Secretary of the Commission. 89/03/03. AFTERGOOD, S. 
Committee to Bridge the Gap. Ip. 48875:123-48875:251. 

-8405180013 SECY-83-500A Recommends Commission affirm SECY-83-500 to revise 
10CFR73.40(a), general physical protection requirement. 

DIRCKS.WJ. Ofc of the Executive Director for Operations. 84/04/20. 3pp. 48875:252- 
48875:266. 


STATE PROG STATE PROGRAMS 


8902230425 Ack receipt of 881223 response to comments on 1988 review of State of 
TX radiation control program.State will be informed when proposed rule on emergency 
preparedness finalized. 

KAMMERER.C. State, Local & Indian Tribe Programs. 89/02/16. BERNSTEIN, R. 
Texas, State of. Ip. 48555:139-48555:139. 

8902240078 Forwards new request for disposal of potassium iodine tablets.Addl info re 
chemical incompatibility of potassium iodine w/other chemicals end, per 890103 
telcon. 

SCHMIERBACH.M. Tennessee Valley Authority. 89/02/01. MOOSE.G.Y. Tennessee. 
State of. 9pp. 48576:325-48576:333. 

8902280299 Forwards 880802 semiannual rept review indicating NRC conclusion that 
well field successfully restored, based on data submitted.Conclusion incorporated into 
Amend 3 to License SUA-1492,dtd 881 21 2, also end. 

HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/02/16. ENGEL.S. Wyoming, 
State of. 2pp. 48628:001-48628:021 . 

8903010176 Provides rept re background & initial data gathered by Citizens Monitoring 
Network around plant for Dec 1988-Jan 1989. 

MUIRHEAD.D., BURROWS.B., QUAID.D. Affiliation Not Assigned. 89/02/14. DUNN.V. 
Massachusetts, Commonwealth of. 35pp. 48648:120-48648:141. 

8903010414 Comment supporting proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Coundl supportive of any measure to 
reduce likelihood of accident affecting public health & safety. 

ESCHELS.C. Washington, State of. 53FR47822 00009. 89/02/13. Docketing & Serv- 
ices Branch. 2pp. 48642:357-48642:358. 

8903020616 Notifies that documents filed by licensees & correspondence from author 
re licensee facilities will continue to be made available in NRC PDR & LPDRs. 

CHAN.T. Project Directorate V. 89/02/16. FLENNER.J.M. Arizona, State of. 2pp. 
48669:359-48669:360. 

8903030020 Forwards minutes of 890222 meeting w/State of NV & Sargent & Lundy re 
resolution of 30 comments on Nuclear Waste Projed Ofc QA manual. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/03. LOUX,R. Nevada, State of. 5pp. 48694:269-48694:273. 

8903030196 Forwards draft permit & public notice re Everest Minerals Morton 1-20 
Permit UIC 89-030 Class II.Halliburton treating repts for acid job performed in 1981 & 
vendor step rate test performed in 1988 encl.Comments requested by 890330. 
LUCHT.R. Wyoming, State of. 89/02/08. KONWINSKI.G.R. Uranium Recovery Reid 
Ofc, R4. 35pp. 48694:1 75-48694:209. 
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8903030487 Notification of contract execution, Mod 7 to “Radiation Monitoring Program 
Requrerren*? ” Co n t r actor: State of DE. 

hUGiHI'Sf' Administration Branch. NRC-28-83-602. FIN B-8352. 89/02/07. 

MARTIN, T.T. Region 1 , Ofc of the Director. HUGHES, A. Division of Contracts & Prop- 
erty Management (Post 890205). Ip. 48694:290-48694:296. 

-8903060011 Mod 7,extcnding period of performance, providing CY89 funds & revising 
Article V, incorporating revised statement of work, chanc 5 -? acccurtirr £ .appropriation 
data & revising contractor name & address, to “Radiation iv:;-* sou:': 

HUGHES.J.A. Delaware, State of. EDGEWORTH, P.J. Ccr-i-ric: Branch. 

FIN B-8352. NRC-28-83-602. 89/02/07. 6pp. 48694:291-48694:296. 

8903080209 Comment on proposed ruY- i?Crp'r>0.Ag'O"'i--’.”: States have assembled 
listed objectives and concerns which s>m-J : :>«: vhc-.-u'’ 

ANDERSON, L.F. Utah, State of. 53FR31880 00048. 88/10/24. KAMMERER.C.C. 
State, Local & Indian Tribe Programs. 2pp. 48745:276-48745:277. 

8903080554 Informs that State of ME has no objections to proposed Tech Spec 
changes re steam excess flow check valve surveillance testing intervals & deletion of 
organization charts from administrative control requirements. 

DOSTIE.P.J. Maine, State of. 89/03/01. Document Control Branch (Document Control 
Desk). 2pp. 48778:358-48778:359. 

8903090272 Responds to 881222 Itr requesting inclusion of town of Bourne within 
plume exposure pathway EPZ for plant.NRC determined that existing plume exposure 
pathway EPZ suffices for public safety. 

ZECH.LW. Commissioners. 89/03/01 . KIRBY, E.P. Massachusetts, Commonwealth of. 
4pp. 48800:014-48800:018. 

-8903090278 Endorses request of Bourne Board of Selectmen that town be included in 
radiological emergency response plan. 

KIRBY, E.P. Massachusetts, Commonwealth of. 88/12/22. Commissioners. Ip. 
48800:018-48800:018. 

8903090290 Responds to 881227 Itr requesting NRC impose moratorium on ail applica- 
tions submitted by util & thoroughly review all info previously submitted by util to deter- 
mine veracity, accuracy & authenticity. 

ZECH.LW. Commissioners. 89/03/02. SWEENEY, R., YEVOLI.LJ., BIANCHI.I.W. New 
York, State of. 6pp. 48798:298-48798:304. 

-8903090292 Requests that NRC impose immediate moratorium on all applications sub- 
mitted by util for license for plant & that NRC review all prior info submitted by util to 
determine veracity, accuracy & authenticity. 

HARENBERG.P., YEVOLI.LJ., SWEENEY.R. New York, State of. 88/12/27. 
ZECH.LW. Commissioners. Ip. 48798:304-48798:304. 

8903100024 Responds to 890112 request for access to NRC Safety Issues Mgt 
Sys.NRC presently in process of verifying accuracy of plant-specific data & expects to 
complete task by mid-1 989. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/ 
28. LASH.T.R. Illinois, State of. 8pp. 48808:330-48808:337. 

8903100178 Notification of 890322 meeting w/DOE.State of NV & representatives of 
Nye, Lincoln & Clark Counties in Las Vegas, NV re QA.Agenda end. 

KENNEDY, J.E. Repository Licensing & Quality Assurance Project Directorate 
(881120). HLWR. 89/03/09. LINEHAN.J.J. Repository Licensing & Quality Assurance 
Project Directorate (881120). 3pp. 48802:320-48802:322. 

8903130133 Notification of contract execution, Mod 7, to "Radiation Monitoring Program 
Requirements." ContractonTennessee Dept of Health. 

HUGHES, A. NRC - No Detailed Affiliation Given. FIN B-8401-9. NRC-29-83-622. 89/ 
02/21. MALEY.R.J. Region 2, Ofc of the Director. KAHLE.J.B. NRC - No Detailed Af- 
filiation Given. Ip. 48828:324-48828:335. 

-8903130141 Mod 7, extending period of performance, providing CY89 funds, revising Ar- 
ticle V, incorporating revised statement of work & changing accounting & appropriation 
data to “Radiation Monitoring Program Requirements." 

LUNA.J.W. Tennessee, State of. * Division of Contracts & Property Management 
(880515-890204). FIN B-8401-9. NRC-29-83-622. 89/02/21. 11pp. 48828:325- 
48828:335. 

8903130444 Ack receipt of 890209 Itr commenting on util 890202 submittal proposing 
Tech Specs change dealing w/testing of primary containment isolation vaives.State of 
VT comments will be considered in review of proposed change. 

FAIRTILE.M.B. Project Directorate 1-3. 89/03/01. STERZINGER.G. Vermont, State of. 
3pp. 48830:298-48830:300. 

8903130692 Discusses 890307 telcon re US Ecology variance request to alter disposal 
depth for three Enviralloy HICs w/surface levels greater than 100 R/hr from 9-meter 
disposal depth to 5-meter disposal depth for Class C waste in 10CFR61. 
ROBERTSON, G. Washington, State of. 89/03/07. SHAFFNER.J. Office of Nuclear 
Material Safety & Safeguards, Director. 3pp. 48820:014-48820:016. 

8903140146 Responds to MJ Bell request for info re NRC guidance for classifying het- 
erogeneous low level radwaste.NRC position on mixing separate waste streams in 
container will be specifically addressed in future reg guide. 

JOHNSON.T.C. Regulatory Branch. 89/03/08. CHARNIGO.C. New York, State of. 
2pp. 48858:197-48858:198. 

8903140273 Responds to 890117 Itr re offsite emergency planning status. Assures that 
views of state/local officials considered in 881221 Commission endorsment of 
deliberate, phased start-up program over 4-6 month period w/augmented NRC over- 
sight. 

ZECH.LW. Commissioners. 89/03/08. DUKAKIS, M.S. Massachusetts, Commonwealth 
of. 6pp. 48853:258-48853:266. 

8903140298 Discusses util 881230 application for amends to Licenses DPR-70 & DPR- 
75,incorporating new fuel design VANTAGE 5 Hybrid.Total Zircalloy-4 mass used in 
core grill warrants evaluation before NSHC determination rendered. 

TOSCH,K. New Jersey, State of. 89/03/06. Document Control Branch (Document 
Control Desk). Ip. 48834:056-48834:056. 

8903140612 Notification of contract execution,Mod 7, to "Radiation Monitoring Program 
Requirements." ContractonRadiological Health Program. 

HUGHES, A. Contract Administration Branch. FIN 6-8367. NRC-28-83-611. 89/01/17. 
MARTIN.T.T. Region 1, Ofc of the Director. KOTTAN,J. NRC - No Detailed Affiliation 
Given. Ip. 48858:105-48858:110. 


-8903140683 Mod 7, extending period of performance, providing CY89 funds, revising Ar- 
ticle V, incorporating revised statement of work & changing accounting & appropriation 
data, to "Radiation Monitoring Program Requirements." 

WALLACE.W.T. New Hampshire*, State of. EDGEWORTH, P.J. Division of Contracts & 
Property Management (880515-890204). FIN B-8367. NRC-28-83-611. 89/01/17. 5pp. 
■■■8h::S» CS- --10. 

8903140631 Notification of contract execution, Mod 6, to "Cooperative 

A^wsr-o—Tn-r-c" Surveillance for Measuring Concentrations of Radioactivity & Radi- 
oi . jvo:s ■" :-'oviron of Commission Licensed Activities...." ContractorNebraska 
Dept of Health. 

HUGHES, A. Contract Administration Branch. FIN B-8503-9. NRC-31 -86-330. 89/02/ 
28. MEYER.D.M. Region 4, Ofc of the Director. Ip. 48837:025-48837:040. 

-8903150050 Med Soxto-'dmg perod o‘ oor^ormance, providing CY89 funds & revising 
Article V,to "C.oc.T.i.'a:-.-.: Vr :n-:. - -:sr. Surveillance for Measuring Concentra- 
tions of Radio.'!*:: . I, 5 t: - Viviron of Commission Licensed...." 

WRIGHT, G.F. Nebraska, State of. EDGEWORTH.PJ. Division of Contracts & Property 

488 n 37 9 026 48837040 890205) ’ RN B_8503 ‘ 9 - NRC-31 -86-330. 89/02/28. 15pp. 

8903150250 Discusses State of WV continued participation in NRC State Liaison Officer 
Program. Individuals selected for role should be able to communicate effectively w/ 
other state agencies on nuclear issues. 

ZECH.LW. Commissioners. 89/02/16. CAPERTON.G. West Virginia, State of. Ip. 
48860:196-48860:196. 

8903150437 Informs that NRC will continue to work w/L Lioyd unless new individual ap- 
pointed State of MT state liaison officer. Continued participation in NRC State Liaison 
Officer Program encouraged. 

ZECH.L.W. Commissioners. 89/02/16. STEPHENS, S.G. Montana, State of. Ip. 
48871:352-48871:352. 

8903150446 Discusses State of NV continued participation in NRC State Liaison Officer 
Program. NRC to work w/RR Loux as most recent State of NV liaison officer unless 
informed of new choice. 

ZECH.L.W. Commissioners. 89/02/16. MILLER, R.J. Nevada, State of. Ip. 48871:358- 
48871:358. 

8903150454 Discusses State of NH continued participation in NRC State Liaison Officer 
Program.NRC work w/R Strome as most recent State of NH liaison officer unless in- 
formed of new choice. 

ZECH.L.W. Commissioners. 89/02/16. GREGG, J. New Hampshire, State of. Ip. 
48871:359-48871:359. 

8903150460 Discusses State of IN continued participation in NRC State Liaison Officer 
Program.NRC to work w/TS Danielson as most recent Indiana State liaison officer 
unless rncipio-.t irfor~ NRC of new choice. 

7HO-I,! V. Comm ss:<::icrs 89/02/16. BAYH.E. Indiana, State of. ip. 48871:275- 
48871:275. 

8903160134 Ack receipt of request for DES or to receive further info on EIS preparation 
for completion of West Valley Demonstration Project activities. Identification number 
assigned for request. 

SPAUNBURGH.R.G. New York, State of. 25262. 89/02/28. BERNERO.R.M. Office of 
Nuclear Material Safety & Safeguards, Director. 2pp. 48879:323-48879:323. 

8903170151 Second motion for reconsideration of CLI-88-10.* Commission should re- 
consider CLI-88-10 & admit contentions dealing w/ cost & availability of low-level 
waste disposal for litigaita" W/sunocrthn info & Certificate of Svc. 

TRAFICONTE.J. Massacnuso-.'r!, Ccrrnonwealth of. #189 8235. OL-1. 89/03/03. 
Commissioners. 15pp. 48811:186-48811:200. 

8903170433 Forwards info re radwastes at plants, including radwaste voi projections for 
Class A,B & C & mixed waste for 1990-1994, estimate of present radwaste storage 
capacity & estimate for expansiion of storage capacity. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 89/03/08. 
LINSCOTT.S.K. Connecticut, State of. 7pp. 48953:246-48953:252. 

8903200301 Partial response to FOIA request for documents.Forwards App E/E & por- 
tions of App F/F documents.App D/D.E/E & portions of App F/F documents available 
in PDR.App G/G & portions of App F/F withheld (ref FOIA Exemption 5) 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/10. JOHNSON.G.E. Swidler & Berlin. 9pp. 48931:238-48934:061. 

-8903200322 Responds to 861222 Itr & rept re state of emergency preparedness at 
util. Emergency preparedness will be reviewed in coming months in preparation for de- 
cision on readiness of plant.Findings will be discussed w/recipient after review. 
MURLEY.T.E. Region 1, Ofc of the Director. 87/01/05. BARRY.C.V. Massachusetts, 
Commonwealth of. Ip. 48931:332-48931:332. 

-8903200332 Requests to appear before Commonwealth of MA special joint committee 
on investigation & study of plant on 870302 in Boston, MA during review of public 
safety.financing, supplies, equipment & plans for emergency preparedness. 

NORTON, T.C., FORMAN, P. Massachusetts, Commonwealth of. 87/02/10. 

PARLER.W. Office of the General Counsel. Ip. 48931:333-48931:333. 

8903210015 Responds to NRC 890112 Itr re results of Nevada radiation control pro- 
gram audit conducted by NRC in Nov 1988. 

GRIEPENTROG.J. Nevada, State of. 89/02/21. KAMMERER.C. State, Local & Indian 
Tribe Programs. 5pp. 48982:110-48982:114. 

8903210124 Forwards Mod A018 to Cooperative Agreement DE-FC04-81 AL1 6257 be- 
tween DOE & State of CO. 

DIXSON.G.R. Energy, Dept of. 89/03/17. LOHAUS.P.H. Operations Branch. Ip. 
48994:197-48994:203. 

-8903210127 Mod A018 to Cooperative Agreement DE-FC04-81AL16257 between DOE 
& State of CO. 

THIELA.L. Colorado, State of. 89/03/17. 5pp. 48994:198-48994:203. 

8903210360 Responds to 881227 Itr requesting NRC to include town of Bourne within 
plume exposure pathway EPZ for plantExisting EPZ at plant considered sufficient to 
provide assurance that public health & safety will be protected. 

ZECH.LW. Commissioners. 89/03/01. CAHIR.T.S. Massachusetts, Commonwealth of. 
4pp. 48984:046-48984:050. 
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—8903210366 Proposes that town of Bourne be designated as part of plant EPZ since 
part of town rests within 10 miles of facility. 

CAHIR.T.S. Massachusetts, Commonwealth of. 88/12/27. ZECH.L.W. Commissioners, 
ip. 48984:050-48984:050. 

8903210409 PNO-ll-89-014:on 890223, State of NC completed preliminary investigation 
at SRB Technologies, Inc & determined that damage to thorium-bearing signs occurred 
after shipment. Investigation highlights listed. 

TROJANOWSKl,R. Region 2. Ofc of the Director. 89/03/03. 2pp. 48989:360- 
48989:361. 


-8903270389 Mod 12, changing name of technical representative, to “Radiation Monitor- 
ing Program Requirements." 

* Ohio, State of. EDGEWORTH.PJ. Division of Contracts & Property Management 
(Post 890205). NRC-30-83-646. 89/03/03. Ip. 49110:172-49110:172. 

8903270418 Notification of contract execution, Mod 11, to “Radiation Monitoring Program 
Requirements." Contractor:State of Ml. 

HUGHES, A. Contract Administration Branch. NRC-30-83-644. 89/03/03. 
NORELIUS.C.E. Region 3, Ofc of the Director. CANIANO.R.J. NRC • No Detailed Af- 
filiation Given. Ip. 49110:225-49110:226. 


8903210521 Documents technical concerns agreed upon during 890215 meeting re Du- 
rango UMTRA final cover design.Cover placement will begin as soon as possible to 
m'-mriae arrcunt of precipitation allowed to infiltrate disposal cell. 

BSC’iCF-'.L . . Colorado. State of. 89/02/22. HAWKINS, E.F. Uranium Recovery Field 
C'c, R4. 2pp. -16982:277-48982:278. 

8903220058 Errata sheet to application & supporting environ rept for State of NE under- 
ground injection control program commercial permit. Replace original sheet w/ correct- 
ed pages. 

* Nebraska. State of. 89/02/21. 15pp. 49020:135-49020:149. 


-8903270419 Mod 11, changing name of technical representative, to “Radiation Monitor- 
ing Program Requirements." 

* Michigan, State of. EDGEWORTH.PJ. Division of Contracts & Property Management 
(Post 890205). NRC-30-83-644. 89/03/03. Ip. 49110:226-49110:226. 

8903280003 Notification of contract execution, Mod 11, to “Radiation Monitoring Program 
Requirements." Contractor:State of MN. 

HUGHES, A. Contract Administration Branch. NRC-30-83-645. 89/03/03. 
NORELIUS.C.E. Rcgirn 3 C'c of the Director. DOLEZAL.A. NRC - No Detailed Affili- 
ation Given. Ip. -<£2..<iL'0'M:-43. 


8903220087 Ack request for renewal of Quivira Mining existing discharge plan.Requests 
addl info for review of renewal. 

MORGAN, T. New Mexico, State of. 89/02/20. FERDINAND, B. Quivira Mining Co. 2pp. 
49007:213-49007:214. 


-8903280004 Mod 11, changing name of technical representative, to “Radiation Monitor- 
ing Program Requirements." 

* Minnesota, State of. EDGEWORTH.PJ. Division of Contracts & Property Manage- 
ment (Post 890205). NRC-30-83-645. 89/03/03. 1 p. 49074: 1 43-49074: 1 43. 


8903220113 Forwards proposed Reg Guide 2.9, “Guide for Preparation of Applications 
for Industrial Radiography Exam," for review. Comments due by 890317. 
MCBURNEY.R.E. Texas, State of. 89/02/15. Texas. State of. 4pp. 49008:011- 
49008:014. 

8903220169 Forwards State of NE 881230 Itr to Empire Fire & Marine Insurance Co 
releasing surety bond for Crowe Butte Project, per License Condition 43. 
COLLINGS.S.P. Ferret Exploration Company of Nebraska, Inc. 89/01/16. 
KONWINSKI.G. Uranium Recovery Field Ofc, R4. 2pp. 49008:292-49008:293. 

8903230057 Requests ack of receipt of annual survey rept for License NS-1 . 

WALDROP, C.G. South Carolina, State of. 89/03/14. NRC - No Detailed Affiliation 
Given. 2pp. 49028:096-49028:129. 

-8903230062 Forwards "Annual Survey Rept NS Savannah." 

WALDROP, C.G. South Carolina, State of. 89/02/28. NRC - No Detailed Affiliation 
Given. 3pp. 49028:098-49028:129. 

-8903230066 "Annual Survey Rept,NS Savannah, TLD Monitoring Rept, Direct Radiation 
Survey.Contamination Survey Results & Environ Sample Analysis Rept,880321-22." 

* South Carolina, State of. 88/03/22. 29pp. 49028:101-49028:129. 


8903290122 Seacoast Anti-Pollution League motion for extension of record of litigation 
re State of NH radiological emergency response plan notice of appeal.* Addl two 
pages requested.W/ supporting documentation & Svc list. 

BACKUS, R.A. Seacoast Anti-Pollution League. #189 8343. 82-471-02-OL. 89/03/21. 
Atomic Safety and Licensing Appeal Panel. 6pp. 49001:118-49001:123. 

8903290141 Seacoast Anti-Pollution League brief on appeal of partial initial decision on 
State of NH Radiological Emergency Response Plan LB P-88-32.* Svc list & support- 
ing documentation end. 

BACKUS, R, A. Seacoast Anti-Pollution League. #189 8345. LBP-88-32. 89/03/21. 
Atomic Safety and Licensing Appeal Panel. 82pp. 48999:201-48999:282. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


8805160121 Forwards evaluation of Suppi 1 to Topical Rept TR UR 85-225, "ASEA- 
ATOM BWR Control Rod Blades for US BWRs." Rept acceptable for referencing in 
license application. 

THADANI.A.C. Structural & Geosciences Branch. 88/05/05. TENERZ.E. ASEA Atom, 
Inc. Ip. 48738:317-48738:324. 


8903230058 Applicant response to second motion for reconsideration of CLI-88-10.* 
Atty general of Commonwealth of MA 890303 motion for reconsideration of Commis- 
sion 881221 decision should be denied. Affidavit of GS Thomas encl.W/Certificate of 
Svc. 

DIGNAN.T.G. Public Service Co. of New Hampshire. D1GNAN.T.G. Ropes & Gray. 
# 1 89 8285. OL-1 . 89/03/1 3. Commissioners. 2 1 pp. 48889:021 -48889:052. 

8903230158 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control.Cooraination w/state & local radiation control programs 
throughout development of policy & rulemaking process essential. 

TEDFORD.C.F. Arizona. State of. 53FR49886 00201. 89/03/08. Docketing & Services 
Branch. 3pp. 49035:183-49035:185. 

8903230189 Requests state partitipation in NRC State Liaison Officer program. 
ZECH.L.W. Commissioners. 89/03/03. DIPRETE.E.D. Rhode Island, State of. Ip. 
49026:135-49026:135. 

8903240248 PNO-l-89-023:on 89031 6,two researchers detected P-32 contamination on 
shoes while conducting end-of-day survey at Albert Einstein College of Medicine.Spill 
considered minor & confined to (ab.Lab being cleaned up. 

MCGRATH, J. Region 1, Ofc of the Director. 89/03/17. Ip. 49039:255-49039:255. 

8903240317 Approves univ 890222 request to extend submission date for high to low 
enriched U conversion application from 890301 to 890901. 

MICHAELS.T.S. Standardization & Non-Power Reactor Project Directorate. 89/03/16. 
DIMEGLIO, A.F. Rhode Island, State of. 3pp. 49039:313-49039:315. 

8903240339 Forwards comments on radiological & contingency plan for Richland low 
level radwaste disposal facility.Concem raised re failure of plan to discuss involvement 
of offsite emergency response personnel. 

ROBERTSON, G. Washington, State of. 89/03/20. CARPENTER, S. U.S. Ecology, Inc. 
(formerly Nuclear Engineering, Inc.). 6pp. 49039:290-49039:295. 

8903270310 Confirms 890120 telcon re current review of State of KS radiation control 
program.State program for regulation of agreement matls adequate to protect public 
health & safety. Commends state for efforts re leaking Po-210 eliminators. 
KAMMERER.C. Assistant Director for State, Local & Indian Relations. 89/03/20. 
GRANT, S.C. Kansas, State of. 4pp. 49110:066-49110:069. 

8903270316 Notification of contract execution r Mod 7, to “Radiation Monitoring Program 
Requirements." Contractor.State of MD Dept of Environ, Radiological Health. 

HUGHES, A. Contract Administration Branch. FIN B-8353. NRC-28-83-608. 89/03/15. 
MARTIN, T.T. Region 1, Ofc of the Director. KOTTANJ. NRC - No Detailed Affiliation 
Given. Ip. 49055:247-49055:258. 

-8903270319 Mod 7, extending period of performance, providing CY89 funds, revising Ar- 
ticle V, incorporating revised statement of work & changing accounting data,to “Radi- 
ation Monitoring Program Requirements." 

FLETCHER, R.G. Maryland, State of. EDGEWORTH.PJ. Division of Contracts & Prop- 
erty Management (Post 890205). FIN B-8353. NRC-28-83-608. 89/03/15. 11pp. 
49055:248-49055:258. 


-8805170115 Topical rept evaluation of Suppi 1 to TR UR 85-225, "ASEA- ATOM BWR 
Control Blades for BWRs." Full-scale seismic testing of ASEA-ATOM C-lattice design 
show that seismic performance acceptable. 

* ASEA Atom, Inc. 88/05/05. 2pp. 48738:318-48738:319. 

-8903030481 TR UR 85-225 P SOI Suppi 1A to TR UR 85-225 P, "ASEA-ATOM BWR 
Control Blades for US BWRs." 

* ASEA Atom, Inc. 87/10/15. 5pp. 48738:320-48738:324. 

8902210633 Forwards description of damage of BWR recirculation pump in-water bear- 
ing ring in Japanese reactors.per 890203 meeting.Meeting w/GE & B Jackson to de- 
termine understanding of issue & safety implications for US requested. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/ 
03. MARRIOTT.P.W. General Electric Co. 3pp. 48706:082-48706:084. 

8902230423 Advises that WCAP-1 0977, Suppi 1, “Addl Info in Support of Technical Jus- 
tification for Eliminating Large Primary Loop Pipe Ruptures as Structural Design Basis 
for Indian Point Unit 2," withheld (ref 10CFR2.790),per 890112 request. 
SLOSSON.M.M. Project Directorate 1-1. TAC 68318. 89/02/15. WIESEMANN,R.A. 
Westinghouse Electric Corp. 5pp. 48568:235-48568:239. 

8902240074 Forwards Topical Rept NUSCO-165, “Large Break LOCA Fuel Rod Re- 
sponse (NUFRAP-T6) & Core Oxidation Evaluation Models (NUCOM)." Final rept pro- 
viding plant-specific large break LOCA analysis remains scheduled for submittal in Jul 
1989. 

MROCZKA.E.J., SEARS, C.F. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. 
Northeast Utilities. B13150. 89/02/17. Document Control Branch (Document Control 
Desk). 2pp. 48576:063-48576:243. 

-6902240075 NUSCO 165 "Large Break LOCA Fuel Rod Response (NUFRAP-T6) & 
Core Oxidation Evaluation Models (NUCOM)." 

* Northeast Utilities Service Co. (subs, of Northeast Utilities). 89/02/28. 180pp. 
48576:065-48576:243. 

8902240078 Forwards new request for disposal of potassium iodine tablets.Addl info re 
chemical incompatibility of potassium iodine w/other chemicals end, per 890103 
telcon. 

SCHMIERBACH.M. Tennessee Valley Authority. 89/02/01. MOOSE, G.Y. Tennessee, 
State of. 9pp. 48576:325-48576:333. 

8902240207 Forwards WCAP-1 2020, "Analysis of Capsule P from Wisconsin Public Svc 
Corp Kewaunee Nuclear Power Plant Reactor Vessel Radiation Surveillance Pro- 
gram." Rept includes updated withdrawal schedule for capsule T. 

5TEINHARDT.C.R. Wisconsin Public Service Corp. NRC-89-18. 89/02/17. Document 
Control Branch (Document Control Desk). Ip. 48579:269-48579:359. 

-8902240208 WCAP-1 2020 “Analysis of Capsule P from Wisconsin Public Svc Corp 
Kewaunee Nuclear Plant Reactor Vessel Radiation Surveillance Program." 
YANICHKO.S.E., ANDERSON, S.L., ALBERTIN.L Westinghouse Electric Corp. 88/11/ 
30. 86pp. 48579:270-48579:359. 


8903270387 Notification of contract execution, Mod I2,to "Radiation Monitoring Program 
Requirements." ConfractonSiate of OH. 

HUGHES, A. Contract Administration Branch. NRC-30-83-646. 89/03/03. 
NORELKJSAE. Region 3, Ofc of the Director. CANIANO.R.J. NRC - No Detailed Af- 
filiation Given. Ip. 49110:171-49110:172. 


8902270235 Forwards AEOD/T902, “Inadvertent Reactor Trips Due to RCS Flow Instru- 
mentation Maint Activities, ” technical review reptRept end for consideration in trip 
reduction assessment program or other similar efforts. 

NOVAK,T.M. Office for Analysis & Evaluation of Operational Data, Director. 89/02/07. 
NEWTON, R. Westinghouse Operating Plants Owners Group. 3pp. 48587:223- 
48587:235. 
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-8902270256 ’‘Inadvertent Reactor Trips Due to RCS Flow Instrumentation Maint Activi- 
ties.” 

RADOVAN, L M- Office for Analysis & Evaluation of Operational Data, Director. 89/01/ 
31. 10pp. 48587:226-48587:235. 

8902270329 Forwards proprietary memos re draft comments.questions & requests for 
addl info re Chem-Nuclear Sys.lnc topical repts, “Waste Form Certification Program - 
Rept 1:PMC Binder Chemistry” & "...Rept 2:Pozzolanic Binder Chemistry.” 

SISKIND, B. Brookhaven National Laboratory. FIN A-3174. 89/02/23. MCDANIEL, K. 
Technical Branch. Ip. 48586:180-48586:180. 

8902270373 Forwards nonproprietary Chem-Nuclear Sys.lnc responses to NRC addl 
info request - Topical Rept III “Waste Form Certification D rogrann Cement Binder 
Chemistry" & Rev 1 to "Waste Form Certification Prooram Pen: llPo-zclamc " 
RYAN.M T Chem-Systems. Inc. RA-0118-9. r 9/02 7/.. TCKAR.V Technical Branch. 
Ip. *6622.26 ■-■18623.309 

-8902270386 Rev 1 to “Waste Form Certification Program Rept II: Pozzolanic Binder 
Chemistry." 

* Chem-Nuclear Systems, Inc. 89/02/28. 16pp. 48623:296-48623:309. 

8902270446 Forwards EDE-04-0189, “Control Sys Common Failure Analyses Rept Cov- 
ering Limerick Generating Station, Unit 2,” for review. 

KEMPER, J.S. Philadelphia Electric Co. 89/02/17. Document Control Branch (Docu- 
ment Control Desk). Ip. 48588:141-48588:192. 

-8902270449 EDE-04-0189 “Control Sys Common Failure Analyses Rept Covering Lim- 
erick Generating Station, Unit 2.” 

BENNET.D.E., KOSLOW.A. General Electric Co. 89/01/31. 52pp. 48588:142- 
48588:192. 

8902270614 Forwards nonproprietary WCAP-12177 & proprietary WCAP-12150, “Antivi- 
bration Bar Insertion Depth & Effect on U-Bend Flow Instability velocity,” in response 
to NRC questions & discussions & to provide appropriate documentation. 

JOHNSON, W.J. Westinghouse Electric Corp. NS-NRC-3414. 89/02/21. CHENG, C.Y. 
Materials Engineering Branch. 2pp. 48621:156-48621:211. 


8903010308 Trip rept of 881015-1101 visit to Europe to exchange info re experience w/ 
BWR neutron power oscillations during operations & testing. Discussions continuing re 
cooperative programs for analyses cf stahil'tv test data. 

PHILLIPS, L.E. Reactor Systems Hri-ich Hir ■ !:2 '*A. HODGES, M.W. Reactor Systems 
Branch. 6pp. 48637:180-48637:185. 

8903020367 Notification of 890130 meeting w/ Westinghouse in Rockville, MD re hot cell 
results of Hafnium control rods. 

WU.S.L. Reactor Systems Branch. 89/01/24. HODGES.M.W. Reactor Systems 
Branch. 2pp. 48672:029-48672:030. 

8903020418 Forwards nonproprietary Suppl 1 to WCAP-12094 & proprietary Suppl 1 to 
WCAP-1 2093, “Addl Info in Support of Evaluation of Thermal Stratification for Beaver 
Valley Unit 2 Pressurizer....” Proprietary rept withheld (ref 10CFR2.790). 

SIEBER.J.D. Duquesne Light Co. IEB-88-008. 89/02/24. Document Control Branch 
(Document Control Desk). 4pp. 48739:021-48739:058. 

-8903020429 Requests withholding of proprietary Suppl 1 to WCAP-1 2093, "Addl Info 
in Support of Evaluation of Thermal Stratification for Beaver Valley Unit 2 Pressurizer 
Surge Line," (ref 10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. CAW-89-034. 89/02/20. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 25pp. 48739:025- 
48739:050. 

-8903020440 WCAP-12094 SOI Suppl 1 to “Addl Info in Support of Evaluation of Ther- 
mal Stratification for Beaver Valley Unit 2 Pressurizer Surge Line.” 

COSLOW, B.J., ANTAKI.G.A., PALUSAMY.S.S. Westinghouse Electric Corp. 89/02/28. 
9pp. 48739:051-48739:058. 

8903030004 Forwards safety evaluation re review of WCAP-1 0271 .Suppl 2 & WCAP- 
10271, Suppl 2, Rev 1 re evaluation of surveillance frequencies & out-of-svc times for 
ESFAS. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/02/22. 
NEWTON, R.A. Westinghouse Operat ! nq P'ants Owners Group. NEWTON, R.A. Wis- 
consin Electric Power Co. 4pp. 436»i::)22-4869"lC8 


-8902270616 Requests wilhheWng of proprietary Rept WCAP-12150, "Anti- Vibration 
Bar Insertion Depth & l:s El'oct on U-Bend Flow Instability Velocity,” (ref 
1 0CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-89-032. 89/02/21. CHENG, C.Y. 
Materials Engineering Branch. 10pp. 48621:158-48621:167. 

-8902270619 WCAP-12177 Nonproprietary "Anti-Vibration Bar Insertion Depth & Effect 
on U-Bend flow Instability Velocity.” 

* Westinghouse Electric Corp. 89/01/31. 45pp. 48621:168-48621:21 1. 

8902270639 Notification of 890208 meeting w/Bechtel in Rockville, MD to discuss ref to 
licensee in NRC Info Notice 88-035. 

BAKER.E.T. Vendor Inspection Branch. IEIN-88-035. 89/01/24. BRACH.E.W. Vendor 
Inspection Branch. 3pp. 48587:077-48587:079. 

8902280177 Informs of TR Colandrea address change. 

KAIL.J.K. General Atomics (formerly GA Technologies, Inc./General Atomic Co.). 89/ 
01/10. Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 48636:175- 
48636:175. 

8902280389 Summary of 890208 meeting w/Bechtel & util re portrayal of Bechtel & util 
auditing of Nuclear Energy Svcs in Info Notice 88-035, "Inadequate Licensee Per- 
formed Vendor Audits.” List of attendees end. 

BRACH.E.W. Special Inspection Branch. IEIN-88-035. 89/02/16. GRIMES, B.K. Divi- 
sion of Reactor Inspection & Safeguards (Post 870411). 2pp. 48627:211-48627:212. 

8902280476 Forwards nonproprietary WCAP 12126 & proprietary WCAP 12125, “Ca- 
tawba Unit 1 Evaluation for Tube Vibration Induced Fatigue," in response to NRC Bul- 
letin 88-002.Proprietary rept withheld (ref 10CFR2.790). 

TUCKER, H.B. Duke Power Co. 89/02/20. ERNST, M.L. Region 2, Ofc of the Director. 
4pp. 48628:022-48628:214. 

-8902280486 Requests withholding of proprietary WCAP 12125, "Catawba Unit 1 Eval- 
uation for Tube Vibration Induced Fatigue,” per 10CFR2.790. 

WIESEMANN.R.A. Westinghouse Electric Corp. CAW-89-026. 89/02/10. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 10pp. 48628:026- 
48628:035. 

-8902280494 WCAP 12126 Nonproprietary “Catawba Unit 1 Evaluation for Tube Vibra- 
tion Induced Fatigue." 

CONNERS, H.J., CURLEE.N.J., PITTERLE.T.A. Westinghouse Electric Corp. 89/02/20. 
150pp. 48628:036-48628:214. 

8902280490 Notification of 890301 meeting w/ANF in Rockville, MD to discuss & 
answer questions on BWR core neutronics simulator model (CASMO/MICROBURN- 
B). 

LOIS.L. Reactor Systems Branch. 89/02/24. HODGES.M.W. Reactor Systems 
Branch. 2pp. 48625:164-48625:165. 

8902280531 Requests that proprietary Info in AP600 plant description rept be withheld 
from public disclosure (ref 10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-89-035. 89/02/22. 

RUBENSTEIN.L.S. Standardization & Non-Power Reactor Project Directorate. Ip. 
48627:117-48627:117. 

8903010106 Advises that CR Fisher replaced T Colandrea as director of QA, effective 
890127. 

DEAN.R.A. General Atomics (formerly GA Technologies, lnc./General Atomic Co.). 
89/02/13. SPRAUL.J. NRC - No Detailed Affiliation Given. Ip. 48648:279-48648:279. 


-8903030005 Safety evaluation re review of WCAP-1 0271 .Suppl 2 & WCAP* 
10271, Suppl 2,Rev 1 on evaluation of surveillance frequencies & out-of-svc times for 
ESFAS. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/22. 6pp. 
48691:026-48691:031. 

-8903030124 "Review of Westinghouse Owners Group Tech Spec Relaxation Analysis 
for Engineered Features Actuation Svs," technica! evaluation rept. 

BOZOKI.G.E., AI.:E-ENDICC5..;., c ’ZPATRICK.R. Brookhaven National Laboratory. 
FIN A-3838. 88/09/30. NRC - No Detailed Affiliation Given. 127pp. 48691:032- 
48691:158. 

8903030148 Advises that WCAP-1 21 12, “Evaluation of Thermal Stratification for Alvin 
Voctle Unit 2 RHR Lines," withheld (ref 10CFR2.790(b)(5)), per 890117 request. 

■ ■0'"K.\S,.,.B. Project Directorate 11-3. 89/02/25. WIESEMANN.R.A. Westinghouse 
Electric Corp. 3pp. 48716:259-48716:261. 

8903030310 Discusses changes & improvements that Westinghouse Radiological Svcs 
made to radwaste dewatering containers & process described in Topical Rept STD-R- 
05-01 1 P.Outline of differences between present containers & those in rept end. 
ROY,B. Westinghouse Electric Corp. 89/02/10. CRAIG, J. Division of Engineering & 
Systems Technology (Post 87041 1). 7pp. 48690:250-48690:256. 

8903030317 Application for amend to License NPF-63,revising limits for end-of-life mod- 
erator temp coefficient.Nonproprietary WCP-11939 & proprietary WCAP-1 1914, 
“Safety Evaluation...” & application for withholding WCAP-1 1914 end. 

MCDUFFIE, M.A. Carolina Power & Light Co. NLS-89-030. 89/02/22. Document Con- 
trol Branch (Document Control Desk). 12pp. 48739:059-48739:131. 

-8903030330 WCAP-1 1939 "Safety Evaluation Supporting More Negative End-Of-Life 
Moderator Temp Coefficient Tech Spec for Shearon Hams Nuclear Power Plant.” 
PERRY.W.R., LAMURO.R.C., ANKNEY.R.D. Westinghouse Electric Corp. 88/08/31. 
49pp. 48739:084-48739:131. 

8903030351 Advises that DL Quamme replaced JE Huston as vice president & director 
of QA dept, effective on 881213-Designation of ofc of chief executive changed on 
890101 to ofc of chairman. 

QUAMME, D.L. Stone & Webster Engineering Corp. 89/02/14. Document Control 
Branch (Document Control Desk). Ip. 48744:109-48744:109. 

8903080036 Provides revised response to util 870213 response to certain action items 
& rept on current status of items re operability/reliability of emergency diesel genera- 
tors. Monthly lube oil analysis performed including ferrographic. 

CAHILUW.J. Tennessee Valley Authority. TXX-89077. 89/02/24. Document Control 
Branch (Document Control Desk). 6pp. 48768:258-48768:263. 

8903080041 Responds to 881215 request for clarification of NRC recordkeeping re- 
quirements contained in 10CFR110.53.Records must be kept only from date of actual 
export or import beyond expiration date. 

PETERSON, M.R. Assistant Director for International Security. 89/02/28. HUDEC.W.S. 
Westinghouse Electric Corp. 2pp. 48778:072-48778:075. 

-8903080046 Requests clarification of listed questions re NRC recordkeeping require- 
ments contained in 10CFR1 10.53, including meaning of duly authenticated. 
HUDEC.W.S. Westinghouse Electric Corp. WSH-197-88. 88/12/15. PETERSON, M.R. 
Assistant Director for International Security. 2pp. 48778:074-48778:075. 


8903010121 Application for amends to Licenses DPR-32 & DPR-37, revising heatup & 
cooldown curves. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 87-223D. 89/02/ 
20. Document Control Branch (Document Control Desk). 3pp. 48645:001-48645:052. 

-8903010134 WCAP-1 1492 R01 “Analysis of Capsule V From Virginia Power Co Surry 
Unit 1 Reactor Vessel Radiation Surveillance Program • Surry Unit 1 Reactor Vessel 
Heatup & Cooldown Limit Curves for Normal Operation.” 

SCHMERTZ.J.C., RAY.N.K., MEYER, T.A. Westinghouse Electric Corp. 88/06/30. 
34pp. 48645:020-48645:052. 


8903090185 Forwards WCAP-1 1986, "Metallurgical Investigation of Recorded Ultrasonic 
Testing Indications at Pressurizer Surge Une Welds at.. * & WCAP-1 2092, “Ultrasonic 
Investigation of Pressurizer Surge Line Welds at...,” for info. 

COCKFIELD.D.W. Portland General Electric Co. 89/02/28. Document Control Branch 
(Document Control Desk). Ip. 48783:215-48783:287. 

-8903090190 WCAP-1 1986 “Metallurgical Investigation of Recorded Ultrasonic Testing 
Indications at Pressurizer Surge Line Welds at Trojan Nuclear Generating Station.” 
RAO.G., PEZZE.C. Westinghouse Electric Corp. 88/09/30. 33pp. 48783:216- 
48783:247. 
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-•8903090195 WCAP-12092 "Ultrasonic Investigation of Pressurizer Surge Line Welds at 
Trojan Nuclear GePf* r a* ,,, 'c " 

KUREK.D., R. 1 ." -j. Electric Corp. 88/12/31. 41pp. 48783:248- 

48783:287. 

8903090241 Forwards proposed Rev 8 to NEDO-11209-04A, "GE Nuclear Energy QA 
Program Description." Rev in.:owT. l “f -'"Si'—.Vz''-?.' ci-r:-.rr.*~.cr commitment. 
CASE.J.M. General Electric °.v :■ L* : (Document Con- 

trol Desk). 3pp. 48800:082-48800:152. 

"8903090243 NEDO-11209-04A R08 Rev 8 to “GE Nuclear Energy QA Program De- 
scription.” 

CASE.J.M. General Electric Co. 89/03/03. 68pp. 48800:085-48800:152. 

8903090305 Notification of 890307 meeting w/Westinghouse Owners Group in 
Rockvilie.MD to discuss forthcorrinc new STS topical rept submittal. 

REINHART.M. Technical Spec/ caticn^ Branch. 89/02/28. BUTCHER, E.J. Technical 
Specifications Branch. 2pp. 48799:352-48799:353. 

8903090338 Notification of rescheduled 890301 meeting to 890310 w/ANF in 
Rockvilie.MD to discuss BWR core neutronics simulator model known as CASMO/MI- 
CROBURN-B 

LOIS.L. Reactor Systems Branch. 89/02/24. HODGES.M.W. Reactor Systems 
Branch. 2pp. 48801:135-48801:136. 

8903090438 Application for amend to License NPF-21, revising Tech Specs to allow use 
of Advanced Nuclear Fuels Corp reload fuel in Cycle 5. 

SORENSEN, G.C. Washington Public Power Supply System. G02-89-029. 89/03/03. 
Document Control Branch (Document Control Desk). 6pp. 48807:305-48808:098. 

•"8903090450 ANF-89-01 “Washington Nuclear Plant-2 Cycle 5 Plant Transient Analy- 
sis.” 

KRAJICEK.J.E. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 89/ 
01 /31 . 47pp. 48807:326-48808:01 1 . 

-8903090451 ANF-89-02 “Washington Nuclear Plant-2 Cycle 5 Reload Analysis.” 
KRAJ1CEK.J.E. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co.. Inc.). 89/ 
01/31. 48pp. 48808:012-48808:059. 

-8903090455 WPPSS-EANF-124 “Washington Nuclear Plant-2 Cycle 5 Reload Summa- 
ry Rept.” 

WOLENHAUER.W.C., PETRAGLIA.J.P., HUMPHREYS.M.C. Washington Public Power 
Supply System. 89/02/28. 38pp. 48808:060-48808:098. 

8903100040 Forwards WCAP-11993, “Joint Westinghouse Owners Group/ Westing- 
house Program:Assessment of Compliance W/ATWS Rule Basis for Westinghouse 
PWRs,” for info.Main conclusions of program listed. 

NEWTON.R.A. Westinghouse Operating Plants Owners Group. OG-89-09. 89/03/01. 
THADANI.A.C. Assistant Director for Systems. 3pp. 48805:326-48806:062. 

—8903100050 WCAP-11993 “Joint Westinghouse Owners Group/Westinghouse Pro- 
gram: Assessment of Compliance W/ATWS Rule Basis for Westinghouse- P’.VPi " 
SLOANE.B.D., AMENT.G.G., CASSIDY.B.G. Westinghouse E.oclric Ctyp. 85/ 1? '2: 
96pp. 48805:329-48806:062. 

8903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, “QA Program for Nu- 
clear Generating Stations,” incorporating Pages 1-38 & 1-44. 

RICHTER.M.H. Commonwealth Edison Co. 89/03/01 , Document Control Branch (Doc- 
ument Control Desk). Ip. 48808:252-48808:253. 

—8903100138 Corrected Rev 54 to “QA Program for Nuclear Generating Stations,” in- 
corporating Pages 1-38 & 1-44. 

SHEWSKI.W.J. Commonwealth Edison Co. 89/01/27. 10pp. 48808:254-48808:263. 

8903100239 Requests rev of 890217 SER rejecting B&W claim that BWCMV CHF cor- 
relation applicable to Westinghouse designed optimized fuel facility to include applica- 
tion of correlation to design. Justification end. 

TAYLOR.J.H. Babcock & Wilcox Co. JHT/89-40. 89/02/28. NORBERG.J.A. Division 
of Engineering & Systems Technology (Post 870411). Ip. 48810:214-48810:214. 

8903100399 Forwards nonproprietary WCAP-12176 & proprietary WCAP-12175, “Eval- 
uation of Degraded R1C55 tube Located in Steam Generator A of Zion Unit 2.” Pro- 
prietary rept withheld (ref 10CFR2.790). 

TRZTNA.G.E. Commonwealth Edison Co. 0049V. 89/03/02. Office of Nuclear Reactor 
Regulation. Director (Post 870411). 12pp, 48803:133-48803:228. 

-8903100402 WCAP-12176 Nonproprietary “Evaluation of Degraded R1C55 Tube Lo- 
cated in Steam Generator A of Zion Unit 2.” 

HOUTMAN.J.L Westinghouse Electric Corp. 89/02/28. 84pp. 48803:145-48803:228. 

8903130220 Approves request for WCAP-11977, “Row 1 & Row 2 Steam Generator 
Tube U-bend Heat Treatment Licensing Rept for South Texas Units 1 & 2,” to be 
withheld from public disclosure per 10CFR2.790. 

DICK.G.F. Project Directorate IV. 89/02/23. GOLDBERG.J.H. Houston Lighting & 
Power Co. 5pp. 48821:286-48821:290. 

8903130354 Forwards Suppl 1 to CEN-327, “RPS/ESFAS Extended Test Interval Eval- 
uation,” per EC Sterling 881128 Itr.NRC approval of end rept requested on review 
Priority 2 basis, per meeting w/NRC in Jan 1989. 

STERLING.E.C. C-E Operating Plants Owners Group. CEOG-89-150. 89/03/03. 
CRUTCHFIELD, D. Associate Director for Projects (Post 870411). 2pp. 48822:130- 
48822:253. 


-8903130387 CEN-327 SOI Suppl 1 to “Reactor Protection Sys/ESFAS Extended Test 
interval Evaluation.” 

* Combustion Engineering, Inc. 89/01/31. 217pp. 48822:136-48822:253. 

8903130359 Advises that proprietary WGAP-12108, "Evaluation of Thermal Stratification 
for South Texas Units 1 & 2 RHR Lines," withheld (ref 10CFR2.790),per 890127 re- 
quest. 

DICK.G.F. Project Directorate IV. 89/02/23. GOLDBERG.J.H. Houston Lighting & 
Power Co. 5pp. 48820:1 17-48820:1 21 . 

8903130420 Forwards nonproprietary Addendum 2-A to WCAP-10444-A & proprietary 
Addendum 2-A to WCAP-10444-P-A, "VANTAGE 5H Fuel Assembly.” Proprietary ad- 
dendum withheld (ref 10CFR9.5(4)). 

JOHNSON, WJ. Westinghouse Electric Corp. NS-NRC-89-3397. 89/02/13. 

HODGES, M.W. Reactor Systems Branch. 2pp. 48830:203-48830:286. 


-8903130424 Requests that proprietary Addendum 2 to WCAP-10444-P-A, “VANTAGE 
5H Fuel Assembly,” be withheld from public disclosure per 10CFR9.5(4), “FOIA" & 
1 0CFR2 790 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-89-21. 89/02/13. 

RUBENTSTEIN.L. Standardization & Non-Power Reactor Project Directorate. 9pp. 
48830:205-48830:213. 

-8903130428 WCAP-10444-A ADD 2-A Nonproprietary Addendum 2-A to "VANTAGE 
5H Fuel Assembly." 

KNOTT.R.P. Westinghouse Electric Corp. 88/04/30. 73pp. 48830:214-48830:286. 

8903150071 Forwards draft WCAP-12159, “Methodically Engineered, Restructured & 
Improved Tech Specs, MERITS Program.Phase 2 Topical Rept, Chapter 3.1 - Reactor.” 
NEWTON.R.A. Westinghouse Operating Plants Owners Group. OG-89-08. 89/02/27. 
REINHART.M. NRC - No Detailed Affiliation Given. 5pp. 48871:001-48871:204. 

-8903150074 WCAP-12159 DRFT “Methodically E 1 itfnopred Pcstrjcf:ircd A l^oroved 
Tech Specs, Merits Program Phase ? Top'oe* Pep - C-ainu* :■ '■ Rnac:c'. 1 

* y/ectinnh«.j< 5 e Electric Corp. * An s:-g.:oi.sc Operating Plants Owners Group. 89/ 

?.i :y.-5pp ■■■8871:006-48871:204. 

8903150085 Final draft "Electrical Power Sys Spec." 

* Babcock & Wilcox Operating Plants Owners Group. 89/02/28. 91pp. 48858:227- 
48859:086. 

8903150088 Final draft “Containment Tech Spec." 

* Babcock & Wilcox Operating Plants Owners Group. 89/02/28. 227pp. 48858:317- 
48859:086. 


8903150108 Forwards Amend Applications 78 6 64 to Licenses NPF-10 & NPF- 
1 5,respectively,consisting of Proposed Change NPF-1 0/1 5-287 increasing capacity of 
fuel storage racks.per Tech Specs 3.9.7, 5.6.1. b & 5.6.2. 

BASKIN, K.P. Southern California Edison Co. 89/03/10. Document Control Branch 
(Document Control Desk). 4pp. 48863:297-48865:058. 

-8903150115 Requests that proprietary Rev 1 to WNEP-8901, “San Onofre Units 2 & 3 
Fuel Rack Seismic Analysis Methods & Parameters," be withheld from public 
disdos , .."’“,pe r 1 0CFR2.790(b)(4). 

WFSrilAN.-.,: Westinghouse Electric Corp. SPE89-044. 89/02/10. MURLEY.T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 10pp. 48863:301- 
48863:310. 

-8903150133 WNEP-8909 R00 "San Onofre Units 2 & 3 Fuel Rack Seismic Analysis 
Methods & Parameters." 

FLANDERS, H.E., WATSON.T.C., GREEN.D.J. Westinghouse Electric Corp. 89/02/28. 
58pp. 48863:355-48864:055. 

8903150248 Notification of 890314 meeting w/Westinghouse in Rockvilie.MD to discuss 
Westinghouse advanced neutronics codes. 

MCCOY, M. Reactor Systems Branch. 89/03/06. HODGES.M.W. Reactor Systems 
Branch. 2pp, 48871 :205-48871 :206. 

8903150286 Forwards addl info on three full power OL items,per JB Hopkins 890225 
requestlnitial startup test program, TDI diesel generators & NUREG-0737,ltem II.F.2 
addressed. 

BAILEY.J.A. Georgia Power Co. GN-1582. 89/03/06. Document Control Branch (Doc- 
ument Control Desk). 7pp. 48871:250-48871:256. 

8903150392 Advises that util 890215 submittal of WCAP-12132, “Surge Line Stratifica- 
tion Presentation Overheads-Util/NRC Meeting 890124" will be withheld from public 
disclosure (ref 10CFR2.790). 

HOPKINS, J.B. Project Directorate 11-3. 89/03/09. WIESEMANN.R.A. Westinghouse 
Electric Corp. 3pp. 48876:324-48876:326. 

8903160045 Forwards Rev 0 to Topical Rept 058. "Evaluation of Oyster Creek MSIV 
Leak Rate." Anticipated MSIV leakage under DBA conditions does not represent 
safety concern.since leakage/offsite dose w/zero pressure below SEP dose. 

WILSON, R.F. General Public Utilities Corp. - GPU Service Corp. 5000-89-1733. 89/ 
03/10. Document Control Branch (Document Control Desk). 2pp. 48887:260- 
48887:290. 

-8903160052 058 R00 Rev 0 to "Evaluation of Oyster Creek MSIV Leak Rate/’ 
MOORE.J.P., DEMPSEY, T.M., LANESE.LC. General Public Utilities Corp. - GPU Serv- 
ice Corp. 89/02/28. 29pp. 48887:262-48887:290. 

8903160364 Forwards CEN-382(B)-NP, “Verification of Acceptability of 1-Pin Bumup 
Limit of 30 MWD/Kg for Calvert Cliffs Units 1 & 2," per requestRept supports Unit 2 
Cycle 9 reload analysis. 

LIPPOLD.W.J, Baltimore Gas & Electric Co. 89/03/03. Document Control Branch 
(Document Control Desk). Ip, 48885:036-48885:114. 

-8903160369 CEN-382(B)-NP “Verification of Acceptability of 1-Pin Bumup Limit of 60 
MWD/Kg for Calvert Cliffs Units 1 & 2.” 

* Combustion Engineering, Inc. 89/01/31. 76pp. 48885:037-48885:114. 

8903160400 Summary of 890117-19 meetings w/B&W in Lynchburg, VA re technical 
basis document review & resolution. 

JONES, R.C. Reactor Systems Branch. 89/03/01. HODGES.M.W. Reactor Systems 
Branch. 7pp. 48879:349-48879:355. 

8903170033 Suppl 2 to Amend Application 156 to License DPR-13, consisting of Pro- 
posed Change 197.Changes cover resolution of TDI diesel generator issues re max 
load limit for monthly surveillance testing & contingency plan if cracks found. 

BASKIN, K.P. Southern California Edison Co. 89/03/11. Document Control Branch 
(Document Control Desk). 11pp. 48894:235-48894:249. 

8903170051 Forwards TR-7049C, “Discussion of Torsion Effects on Limit Moment 
Theory & Piping Code Criteria," per IE Bulletin 79-14. 

MUSOLF.D. Northern States Power Co. IEB-79-14. 89/03/08. Document Control 
Branch (Document Control Desk). 4pp. 48894:110-48894:172. 

-8903170058 TR-7049C "Discussion of Torsion Effects on Limit Moment Theory & 
Piping Code Criteria." technical rept 

* Teledyne Engineering Services. 89/01/19. 45pp. 48894:114-48894:172. 
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8903170239 Forwards presentation matl of 890224 meeting w/NRC to discuss Byron- 
Jackson recirculation pump hydrostatic bearing baffle plate issue.NRC will review info 
& decide on appropriate actions. 

GRACE.D.N. BWR Owners Group. BWROG 8922. 89/03/03. MURLEY ,T.E. Office of 
Nuclear Reactor Regulation. Director (Post 870411). 59pp. 48950:226-48950:284. 

8903200121 Forwards final draft. "Impact of Radiation Embrittlement on Integrity of 
Pressure Vessel Supports for Two PWR Plants" & safety evaluation which concludes 
that sr»s:.T rthiilangos m.rgins provided by defense-in-depth concept. 

MIR/ .‘sr/via:-- Director for Inspection & Technical Assessment (Post 

870411). 89/03/13. NEWTON.R. Westinghouse Opn'ating Plants Owners Group, 
NEWTON.R. Wisconsin Electric Power Co. 374pp. •18956.341 -4895 /-25S. 

—8903200127 ?.:»:■ *! ■ (."'fiiufiiion r ■ ■ nbrittlement of reactor vessel supports. 

* NRC - \c '-Nfta'lc-.: /\!i=:ic'P Given. GL-84-04. 89/01/31. 6pp. 48957:251- 
48957:256. 

8903200231 Forwards application for amend to License DPR-fH.ron^stnc of Proposed 
OL Change Request 156.revising several reactor trip & ir::;;-i.rVientation set- 

points & allowable values. Proprietary WCAP-11419 withheld (ref l0CFR2.790(b)(4)). 
SIEBER.J.D. Duquesne Light Co. 89/03/02. Document Control Branch (Document 
Control Desk). 2pp. 48977:178-48977:300. 

-8903200237 Requests that proprietary WCAP-11419, "Westinghouse Setpoint Method- 
ology for Protection Sys Beaver Valley Unit 1," be withheld, per 10CFR2.790(b)(4). 
WIESEMANN.R.A. Westinrta'x E'-Jctric Corp. CAW-87-108. 87/10/26. 

MURLEY.T.E. Office o! : Regulation, Director (Post 870411). 9pp. 

48977:205-48977:213. 

-8903200238 WCAP-11420 "Westinghouse Setpoint Methodology for Protection Sys 
Beaver Valley Unit 1." 

MOOMAU.W.H. Westinghouse Electric Corp. 87/10/31. 86pp. 48977:214-48977:300. 

8903200358 Notification of 890315 meeting w/ANF in Rockville, MD to discuss ANF 
progress on best estimate LOCA analysis plans. 

JONES.R.C. Reactor Systems Branch. 89/03/10. HODGES.M.W. Reactor Systems 
Branch. 2pp. 48959:078-48959:079. 

8903200435 Requests placement of end Bechtel 890228 Itr re Info Notice 88-035, "In- 
adequate Licensee-Performed Vendor Audits” in PDR. 

SHAPAKER.J.W. Division of Operational Events Assessment (Post 870411). IEIN-88- 
035. 89/03/14. MCKNIGHT. J. NRC - No Detailed Affiliation Given. Ip. 48959:342- 
48959:345. 

-8903200439 Corrects record re control exercised by Bechtel over activities performed 
by defueling canister mfg (Nuclear Energy Svcs),per Info Notice 88-035. 
BERNSEN.S.A. Bechtel Power Corp. IEIN-88-035. 89/02/28. ROSSI, C.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 3pp. 48959:343-48959:345. 

8903210002 Summary of 890308 meeting w/Westinghouse Owners Group re emergen- 
cy operating procedures. List of participants end. 

SMITH, D.L. Human Factors Assessment Branch. 89/03/14. REGAN, W.H. Human 
Factors Assessment Branch. 2pp. 48992:352-48992:353. 

8903210040 Forwards C Fisher resume re qualifications for director of QA organization. 
DRYER.C. General Atomics (formerly GA Technologies. Inc. /General Atomic Co.). 
GA/NRC-002-89. 89/03/02. SPRAUL.J. NRC - No Detailed Affiliation Given. 4pp. 
48983:272-48983:275. 

8903210108 Notification of 890315 meeting w/ANF in Rockville, MD to discuss ANF 
plans for future topical rept submittals. Portions of meeting will be closed to public to 
permit discussion of proprietary info. 

JONES.R.C. Reactor Systems Branch. 89/03/10. HODGES.M.W. Reactor Systems 
Branch. 2pp. 48980:244-48980:245. 

8903210147 Notification of 890315 meeting w/Westinghouse in Rockville, MD to dis- 
cuss Westinghouse process for communicating findings on field performance of Wes- 
tinghouse equipment to nuclear industry. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/10. 
MIRAGLIA.F.J. Assooiate Director for Inspection & Technical Assessment (Post 
870411). 2pp. 48981:335-48981:336. 

8903210276 Notification of 890329 meeting w/Westinghouse in Rockville.MD for pres- 
entation of results of steam generator tube bundle uncovery analysis, 

DESAI.K. Reactor Systems Branch. 89/03/09. HODGES.M.W. Reactor Systems 
Branch. 2pp. 48984:034-48984:035. 

8903210296 Notification of 890330 meeting w/Westinghouse in Rockville.MD to discuss 
advanced nuclear design sys SPNOVA. 

LOIS.L. Reactor Systems Branch. 89/03/10, HODGES.M.W. Reactor Systems 
Branch. 2pp. 48985:359-48985:360. 

8903210370 Forwards public version of draft Rept WCAP-12159, "Methodically 
Engineered, Restructured & Improved Tech Specs MERITS Program." W/890313 re- 
lease memo. 

HINDS.J.R. Westinghouse Operating Plants Owners Group. OG-89-10. 89/03/02. 
REINHART.M. NRC - No Detailed Affiliation Given. 4pp. 48984:324-48985:042. 

-8903210374 WCAP-12159 Draft "Methodically Engineered, Restructured & Improved 
Tech Specs MERITS Program." 

* Westinghouse Electric Corp. * Westinghouse Operating Plants Owners Group. 89/ 
02/28. 76pp. 48984:328-48985:042. 

8903210454 Informs that finandal info for 1989, contained in 890308 Itr, satisfies require- 
ments of 10CFR140 that each licensee maintain approved guarantee of payment of 
deferred premiums for each operating reactor over 100 Mw(e). 

NASH.D.A. Policy Development & Technical Support Branch (Post 870411). 89/03/ 
15. OSTER.J. Commonwealth Edison Co. Ip. 48983:174-48983:174. 

8903220001 NEDC-31681 Draft improved BWR Tech Specs, consisting of Chapters 3.1, 
"Reactivity Control Sys” & 3.8, “Electrical Power Sys.” 

* General Electric Co. 89/03/01. 400pp. 49006:025-49007:113. 

8903220027 Forwards nonproprietary WCAP-12205 & proprietary WCAP-12204, "Hafni- 
um Rod Cluster Control Assembly Issues." Proprietary rept withheld (ref 
1 0CFR2.790(b)(4)). 

JOHNSON, WJ. Westinghouse Electric Corp. NS-NRC-89-3418. 89/03/09, 

BERLINGER.C.H. Generic Communications Branch. 9pp. 48994:267-48995:006, 


-8903220032 Requests that pr-n^ry WC* P-1 2204. "Hafnium Rod Cluster Control 
Assembly,” be .’V.: -:i 

WIESEMANN.F. A ■ ,:snr rs :..s. I-.-, c Corp. AW-89-043. 89/03/09. MURLEY.T. 

Office of Nucli -:- It Director (Post 870411). Ip. 48994:276- 

48994:276. 

-8903220034 WCAP-12205 “Hafnium Rod Cluster Control Assembly Issues." 

* Westinghouse Electric Corp. 89/03/31 . 89pp. 48994:277-48995:006. 

8903220330 Transcript of 890227 briefing in Rockville.MD re final rept on BWR Mark 1 
containment issues. Pp 1-33. 

* Commissioners. 89/02/27. 36pp. 49004:249-49004:284. 

8903220371 Summary of 890307 mgt meeting w/BWR Owners Group re items of cur- 
rent interest to both groups, licensee trends & group desire to take more proactive ap- 
proach to issues.EncI 1 lists meeting attendees. 

SHAO.L.C. Division of Engineering & Systems Technology (Post 870411). 89/03/10. 
MIRAGLIA.F.J. Associate Director for Inspection & Technical Assessment (Post 
87041 1 ). 4pp. 48994:234-48994:244. 

-8903220376 Confirms 890307 meeting in Rockville.MD to discuss BWR Owners Group 
issues that require interaction w/NRC including valve erosion, hydrogen water chemis- 
try & reactor vessel insps. 

KAPLAN. A. Babcock & Wilcox Co. BWROG 8921. 89/03/01. MIRAGLIA.F. Associate 
Director for Inspection & Technical Assessment (Post 870411). 7pp. 48994:238- 
48994:244. 

8903230226 Forwards proprietary WCAP-10841-P-A & nonproprietary WCAP-1082-NP-A 
to "Qualification of PHOENIX/POLCA Nuclear Design & Analysis Programs for 
BWRs." Proprietary info withheld (ref 10CFR9.5(4)). 

JOHNSON, W.J. Westinghouse Electric Corp. NS-NRC-89-3395. 89/01/23. 

HODGES.M.W. Reactor Systems Branch. 2pp. 49025:048-49026:134. 

-8903230231 WCAP-10842-NP-A Nonproprietary “Qualification of PHOENIX/POLCA 
Nuclear Design & Analysis Programs for BWRs." 

* Westinghouse Electric Corp. 89/01/23. 400pp. 49025:050-49026:134. 

8903230242 Forwards rev to proposed Amend 12 to DUKE-1 -A, “Topical Rept:QA Pro- 
gram." Rev clarifies response timeframe to audit repts.Rev also reflect position titles 
for QA organization at operating stations. 

GRIER.G.W. Duke Power C:; 89/03 '15. Document Control Branch (Document Con- 
trol Desk). 2pp. 49037:201-49037:261. 

-8903230250 DUKE-1 -A A12 R01 Revised Amend 12 to DUKE-1 -A. “QA Program." 

* Duke Power Co. 89/03/15. 60pp. 49037:203-49037:261. 

8903230262 Forwards Hafnium rod cluster control assembly exam guidelines.per NRC 
890130 meeting requesLGuidelines provide clarification of how annual & 18-month 
cycles defined 

JOHNSON, W.j. Westinghouse Electric Corp. NS-NRC-89-3417. 89/03/07. 

BERLINGER.C.H. Generic Communications Branch. 3pp. 49030:007-49030:009. 

8903240023 Forwards proprietary WCAP-12171 & nonproprietary WCAP-12172, "Eval- 
uation of Thermal Stratification of Surge Line for Comanche Peak Unit 1 - Presenta- 
tion Overheads for 890221 Util/NRC Meeting." WCAP-12171 withheld (ref 
10CFR2.790). 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). TXX-89145. 89/03/ 
17. Document Control Branch (Document Control Desk). 2pp. 49044:301-49045:057. 

-8903240026 Requests that proprietary WCAP-12171, “Evaluation of Thermal Stratifica- 
tion of Surge Line & RHR Lines for Comanche Peak Unit ^Presentation Overheads 
for 890221 Util/NRC Meeting," be withheld from public disclosure (ref 10CFR2.790). 
WIESEMANN.R.A. Westinghouse Electric Corp. CAW-89-041. 89/03/07. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 10pp. 49044:303- 
49044:312. 

-8903240030 WCAP-12172 Nonproprietary "Evaluation of Thermal Stratification of 
Surge Line & RHR Lines for Comanche Peak Unit 1 - Presentation Overheads for 
890221 TU Electric/ NRC Meeting." 

CHANG, K.C., COSLOW, B.J., BAMFORD.W.H. Westinghouse Electric Corp. 89/03/31. 

1 05pp. 49044:31 3-49045:057. 

8903240219 Ack receipt of 890228 Itr expressing concerns about certain aspects of 
NRC Info Notice 88-035, "inadequate Licensee Performed Vendor Audits." Ltr placed 
in PDR, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-88-035. 
89/03/13. BERNSEN.S.A. Bechtel Group, Inc. Ip. 49038:184-49038:184. 

8903270205 Forwards revised Rev 8 to NEDO-11209, "QA program Description Licens- 
ing Rept." 

CASE.J.M. General Electric Co. 862. 89/03/16. Document Control Branch (Document 
Control Desk). Ip. 49056:285-49056:295. 

-8903270212 Revised "QA Program Description Licensing Topical Rept.” 

* General Electric Co. 89/03/16. 10pp. 49056:286-49056:295. 

8903270326 Forwards proprietary WCAP-12178-P, “MINI Revised Thermal Design Pro- 
cedure (MINI RTDP). Westinghouse intends to use methodology primarily for plants 
that currently use std DNB design methods.Rept withheld (ref 10CFR9.5(4).Fee paid. 
JOHNSON, W.J. Westinghouse Electric Corp. NS-NRC-89-3413. 89/03/10. 

HODGES, MW. Reactor Systems Branch. 2pp. 49055:262-49055:264. 

-8903270335 Requests that WCAP-12178-P, "MINI Revised Thermal Design Procedure 
(MINI RTDP)" be withheld from public disclosure (ref 10CFR9.5(4)). 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-69-042. 89/03/10. 

RUBENSTEIN.L.S. Standardization & Non-Power Reactor Project Directorate. Ip. 
49055:264-49055:264. 

8903270401 Requests that rept WCAP-10841-A, “Qualification of PHOENIX/ POLCA 
Nuclear Design & Analysis Programs for BWRs," be treated as proprietary matl, per 
10CFR9.5(4), "FOIA Regulations." 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-89-008. 89/01/23. 

RUBENSTEIN.LS. Standardization & Non-Power Reactor Project Directorate. 2pp. 
49056:057-49056:058. 
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8903280006 Responds to postmarked 890208 Itr to V Stello re conduct of licensee em- 
ployees & details of particular TVA rept.NRC multi-level insp program has been effec- 
tive in detecting any misstatements by licensees. 

CFirCi- 1 r-LL'JJ Associate Director for Special Projects (Post 890101). 89/03/21. 
DELIUS, L Affiliation Not Assigned. 3pp. 49074:132-49074:134. 

8903280019 Advises that WCAP-12151, “Assessment of Thermal Stratification for Sea- 
brook Unit 1 Pressurizer Surge Line" will be withheld from public disclosure (ref 
1 0C cn 2 730', .pe* £30007 rcoucs? 

NERSES, v. "roiec: Cirv::t3'«:o l-L ; . 89/03/20. BROWN, E. Public Service Co. of New 
HeTpsn rs. 4pp .'.£074 14-’-': £3/.'.:; 47. 

8903280038 Forwards proprietary Suppl 3 to Vol 1 of XN-NF-80-19{P), "Advanced Nu- 
clear Fuels Methodology for BWR:Benchmark Results for CASMO-3G M1CROBURN-B 
Calculation Methodology." Rept withheld (ref 10CFR2.790). 

COPELAND.R.A. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
RAC:010:88. 89/03/08. Office of Nuclear Reactor Regulation, Director (Post 870411). 
4pp. 49075:346-49075:349. 

8903280256 Forwards GA-C19576, “Insp Rept on Helium Circulator C-2105 in Compli- 
ance W/Tech Spec SR 5.2.18." No defects or unacceptable indications found in any 
of components inspected from Circulator C-2105. 

WAREMBOURG.D.W. Public Sen/ice Co. of Colorado. P-89093. 89/03/20. Document 
Control Branch (Document Control Desk). 2pp. 49119:129-49119:159. 

—8903280257 GA-C19576 “Insp Rept on Helium Circulator 02105 in Compliance W/ 
Tech Spec SR 5.2.18." 

NICHOLS, M.K. General Atomics (formerly GA Technologies, Inc./General Atomic Co.). 
89/02/28. 28pp. 49119:131-49119:159. 
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8902010333 Forwards technical position, “Tectonic Models in Assessment of Perform- 
ance of High Level Radwaste Repositories," for review. 

3ALLARD.R.L. Geoscience & Systems Performance Branch (Post 880911). 89/01/30. 
3UNTING.J.O. Engineering Branch (Post 880911). 29pp. 48359:163-48359:191. 

8902020288 Responds to recommendation made by GAO in Sept 1988 rept, “Nuclear 
Waste:Repository Work Should Not Proceed Until QA Adequate." NRC agrees w/rec- 
ommendations including DOE site characterization after NRC approval of QA pro- 
grams. 

ROGERS, K.C. Commissioners. CCS. 88/12/28. GLENN, J. Senate, Governmental Af- 
fairs. BROOKS.J. House of Rep., Government Operations. BREAUX, J.B. Senate, Envi- 
ronment & Public Works. 9pp. 48354:088-48354:097. 

8902230141 Forwards info to assist in meeting Low Level Radwaste Policy Amends 
Acts of 1985 milestone requirements for 1990.NRC urges all states planning to submit 
certifications to do so as early as possible. 

BERNERO.R.M. Office of Nuclear Material Safetv & Safeguards, Director. 89/02/10. 
MOFFORD.R. Arizona, State of. 9pp. *35L ! S:3C0-43bt ! 8:3C8 

8902230500 Confirms arrangements for technical consultant from BNL to attend 890124 
meeting w/representatives of DOE for discussion of ongoing work to solidify low level 
waste produced at West Valley Nuclear Svcs Ctr at West Valley,NY. 

WIDMAYER.D.A. Technical Branch. 89/01/18. SISKIND, B. Brookhaven National Lab- 
oratory. ip. 48571:034-48571:035. 

—8903010129 Informs that meeting between DOE, NRC & consultants to discuss waste 
cement solidification at West Valley scheduled on 8901 24, per E Maestas request. 
TOKAR.M. NRC - No Detailed Affiliation Given. 89/01/18. KNAPP.M., GREEVES,J., 
SURMEIER.J. NRC - No Detailed Affiliation Given. Ip. 48571:035-48571:035. 

8902230517 Forwards FR notice re guidance on 1990 milestone of Low Level Radwaste 
Policy Amends Act of 1985. 

LOHAUS.P.H. Operations Branch. 89/02/13. MEYERD.L. NRC - No Detailed Affili- 
ation Given. Ip. 48570:338-48570:350. 

-8902230608 Notice of guidance & other relevant info provided to states to assist in 
compliance w/1990 milestone of Low Level Radwaste Policy Amends Act of 1985. 
LOHAUS.P.H. Operations Branch. 89/02/13. 12pp. 48570:339-48570:350. 

8902230656 Forwards summary of EPRI/NRC 890131 meeting re IMPACTS-BRC com- 
puter code in Alburquerque.NM.Reviewers indicated that code comprehensive in treat- 
ment of pathways for assessing radiological doses. 

GLENN, C. Regulatory Branch. 89/02/10. BOYLE, R. Regulatory Branch. 7pp. 
48569:221-48569:227. 

8902230695 Rev 27 to Section D of NNWSI QA program plan. 

SCHWARTZ, R. Lawrence Livermore National Laboratory. HLWR. 89/01/11. 10pp. 
48569:291-48569:300. 

8902240063 Responds to fast probabilistic performance assessment (FPPA) & CONVO 
evaluation & enhancement plan repts.Comments on two repts for ctr consideration in 
formulating recommendations end. 

BUNTING, J.O. Engineering Branch (Post 880911). HLWR. 89/02/14. MACE,M.H. 
NRC - No Detailed Affiliation Given, ip. 48587:023-48587:043. 

-8902240065 Presents comments on reviewed CNWRAs draft rept, “Fast Probalistic 
Performance Assessment Methodology Evaluation." 

CHANG, K.C. Engineering Branch (Post 880911). 88/12/05. FORTUNA.S. Engineering 
Branch (Post 88091 1 ). 3pp. 48587:024-48587:026. 

-8902240067 Forwards consolidated comments on draft CONVO evaluation enhance- 
ment plan reviewed by member of engineering branch.No priorities & schedules have 
been provided for recommended work. 

CHANG, K. NRC - No Detailed Affiliation Given. 88/10/17. BUNTING, J. NRC - No De- 
tailed Affiliation Given. 17pp. 48587:027-48587:043. 

8902240096 Confirms 890216 telecon re state observation of QA audit by CNWRA on 
890227-28.Participation in audit inappropriate due to use of agency records privileged 
or exempt from public disclosure. 

BROWNING.R.E. Division of High Level Waste Management (Post 870413). HLWR. 
89/02/23. LOUX.R.R. Nevada, State of. Ip. 48584:001-48584:001. 


8902240099 Forwards notice of upcoming meetings re NRC high level waste mgt 
r-cgrp.n.Dc-r FR 840827 nolice.Tentative & firm meetings between NRC & DOE to be 
^pdsioc week:, 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/02/27. NRC - No Detailed Affiliation Given. 2pp. 48583:271-48583:272. 

8902240153 Interim Change Notice 1 to Rev 0 to QMP-02-08, “Technical Assessment 
Review." 

* Science Applications International Corp. (formerly Science Applications, Inc.). 89/ 
02/07. 8pp. 48571:148-48571:157. 

8902240185 Forwards Yucca Mountain Project site rept for Jan 1989, addressing activi- 
ties re waste packaging & surface facilities. 

GILRAY.J.W. NRC - No Detailed Affiliation Given. 89/02/13. LINEHAN.J.J. Division of 
High Level Waste Management (Post 870413). 15pp. 48580:186-48580:200. 

8902240193 Forwards Yucca Mountain project site rept for Jan 1989.DOE field oper- 
ations planning.geclcgv.hydroiogy.geochemistrv, repository engineering re exploratory 
shaft, licensing & NHC-CQE i-terac:ions i-pria'.ed.Related info end. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/02/13. 
LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
84pp. 48583:165-48583:247. 

8902270180 Discusses waste form cement solidification of resin type waste. 

PHILLIPS, W.S. Stock Equipment Co. 89/02/20. TOKAR.M. Technical Branch. 5pp. 
48584:190-48584:194. 

8902270198 Forwards "Independent Review of Natl Low Level Waste Computerized 
Info Network" & Nuclear Energy Low Level Waste Mgt Program response.Focus of 
work effort to provide computer toots & svcs to access Tow level waste data sys. 
OZAKI.C.B. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OZAKI.C.B. Idaho National Engi- 
neering Laboratory. 83/02/21. LOHAUS.P. NRC - No Detailed Affiliation Given. 3pp. 
48584:339-48585:009. 

-8902270290 “Independent Review of Natl Low Level Waste Computerized Info Net- 
work." 

MIYASAKI.F.S. Idaho National Engineering Laboratory. 89/01/31. 28pp. 48584:342- 
48585:009. 

8902270305 Rev 7 to UMTRA design procedures.Flowchart of UMTRA end. 

WADE.C.W., LONG.J.S., OLDHAM.J.G. MK-Ferguson Co. 89/02/24. 6pp. 48585:354- 
48585:359. 

8902270313 Forwards Rev 0 to MKF-UMTRA-34, "Health Physics Monitoring Plan Mexi- 
can HatUT & Monument Vally.AZ.” 

SULLIVAN, S. MK-Ferguson Co. 89/02/24. SOLLENBERGER.D. NRC - No Detailed 
Affiliation Given. 3pp. 48587:110-48587:154. 

-8902270323 MKF-UMTRA-34 R00 Rev 0 to MKF-UMTRA-34, “Health Physics Monitor- 
ing Plan Mexican Hat,UT Monument Valley, AZ.” 

GOLDHARRY.J., MEYER, H.R., CARMINS.C.A. Chem-Nuclear Systems, Inc. 88/07/20. 
42pp. 48587:113-48587:154. 

8902270347 Trip rept of 890216-17 visit to Yucca Mountain vicinity & Las Vegas, NV for 
preparation of NRC, DOE & State of NV meeting on 89031 3, including discussion of 
meeting agenda & overview of site & facilities. 

PATRICK.W.C., RUSSELL.J.L. Center for Nuclear Waste Regulatory Analyses. 89/02/ 
21. LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate 
(881120). 4pp. 48588:238-48588:241. 

8902270365 Discusses suggestions & comments for planning of workshop re cementi- 
tious waste forms. Listed types of personnel should be considered for participation & 
listed issues should be presented. 

RYAN.M.T. Chem-Nuclear Systems, Inc. RA-0074-09. 89/02/24. TOKAR.M. Technical 
Branch. 2pp. 48587:328-48587:329. 

8902270373 Forwards nonproprietary Chem-Nuclear Sys, Inc responses to NRC addi 
info request - Topical Rept III "Waste Form Certification Program Cement Binder 
Chemistry" & Rev 1 to "Waste Form Certification Program Rept IhPozzolanic....” 
RYAN.M.T. Chem-Systems, Inc. RA-0118-9. 89/02/24. TOKAR.M. Technical Branch. 
Ip. 48623:267-48623:309. 

-8902270380 Chem-Nuclear Sys,lnc responses to NRC addi info request - Topical Rept 
III “Waste Form Certification Program Cement Binder Chemistry." 

* Chem-Nuclear Systems, Inc. 89/02/28. 30pp. 48623:268-48623:295. 

-8902270386 Rev 1 to “Waste Form Certification Program Rept II: Pozzolanlc Binder 
Chemistry." 

* Chem-Nuclear Systems, Inc. 89/02/28. 16pp. 48623:296-48623:309. 

8902270397 Discusses 890216 telcon w/NRC-HLTB & ABC/WWL team reviewing geo- 
hydrology portions of Yucca Mountain SCP under Subcontract 19363 - Task Directive 
8.Telcon clarified & focused team review for draft matls due 890309. 

LOGSDON, M.J. Adrian Brown Consultants, Inc. (formerly Nuclear Waste Consultants, 
Inc.). FIN D-1021. HLWR. 89/02/17. RUSSELL, J. Center for Nuclear Waste Regula- 
tory Analyses. 10pp. 48588:073-48588:082. 

8902270447 Requests access to Nevada Test Site on 880302 for NRC visit Areas to 
be visited include Mercury, G tunnel, Yucca Mountain & sample mgt facility. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 89/02/22. WEST.C. Energy, 
Dept of. Ip. 48586:230-48586:230. 

8902270450 Forwards info re nuclear waste under Task 4 of SPAE/T operations plan in 
order to provide relevant input to program architecture & provide protective .guidance. 
HAGEMAN.J.P. Center for Nuclear Waste Regulatory Analyses. 89/02/23. 
DELLIGATTI.M. Division of High Level Waste Management (Post 870413). 2pp. 
48586:359-48586:360. 

8902270453 Submits proposed itinerary for B Youngblood 890302 site visit 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 89/02/2 2. LINEHAN.J.J. Divi- 
sion of High Level Waste Management (Post 870413). Ip. 48589:152-48589:152. 

8902270537 Notification of 890118 meeting in Rockville, MD to discuss classification of 
double-shell tank waste at Hanford. 

BOYLE, R. Regulatory Branch. 89/01/05. KNAPP.M. Division of Low Level Waste 
Management & Decommissioning (Post 870413). ip. 48588:21 0-48588:21 0. 
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8902270555 Responds to DOE comments re NRC draft, "Technical Position on Std 
Format & Content for Documentation of Remedial Action Selection at Title I U Mill 
Tailings Sites (SF&C)." Final SF&C scheduled for Feb 1989. 

LOHAUS.P. Operations Branch. 89/01/10. MATTHEWS.M. Energy, Dept of. 6pp. 
48587:044-48587:069. 

8902270664 Ack receipt of Itr re proposed high level nuclear waste repository at Yucca 
Mountain.RE Browning Itr to R Stein summarizing NRC review & discussing five funda- 
mental concerns encl.W/o end. 

GAGNER.S.F. Public Affairs. 89/02/07. ROGERS, H.A. Affiliation Not Assigned. Ip. 
48588:358-48588:360. 

-8902280031 Requests copy of NRC rept listed in Dec 1988 newspapers in Las Vegas 
& Reno.NV re proposed high level nuclear waste dump at Yucca Mountain including 
ref to NRC review of DOE characterization plans. 

R03CRS.I- A Affiliation Not Assigned. 89/01/22. NRC - No Detailed Affiliation Given. 
2pp. 4 S:'j38.359 *8588 360 

8902270682 "Risk Assessment & Cost Estimation for Cleanup of Radioactive Matl," 
monthly rept for Jan 1989.Financial data available in Central Files only. 
CRANWELL.R.M. Sandia National Laboratories. FIN A-1761. 89/02/15. BYKOSKI.L. 
Regulatory Branch. 3pp. 48589:211-48589:213. 

8902280028 Forwards NRC 890210 Itr re provisions of 1990 milestone of Low Level 
Radwaste Policy Amends Act of 1985.W/0 end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/02/17. VISOCKI.K. Southeast Compact Commission for Low Level Ra- 
dioactive Waste Management. SLOSKY.L. Rocky Mountain Compact Commission. 
CARLIN, E. Washington, State of. 3pp. 48627:357-48627:359. 

8902280131 Requests access to Nevada test site on 890309.Proposed agenda 
listcd.US security info sheet for individuals attending encl.W/o end. 

PREST IC-T.P I. NRC - No Detailed Affiliation Given. HLWR. 89/02/23. WEST.C. 
Energy, Dept. of. Ip. 48636:266-48636:266. 

8902280139 Forwards preliminary summary outline for SAR of license application for 
high level radwaste geologic repository. 

APPEL, G. Energy, Dept. of. HLWR. 89/02/22. LINEHAN.J.J. Repository Licensing & 
Quality Assurance Project Directorate (881120). 17pp. 48626:231-48626:247. 

8902280167 "Low Level Waste Mgt Program Natl Status Rept." 

* Energy, Dept. of. 89/01/31. 10pp. 48636:176-48636:185. 

8902280181 Forwards revised version of Mod 1 to "Final Remedial Action Plan" for 
Riverton, WY for signature & to be forwarded to State of WY for execution. 
MATTHEWS, M.L. Energy, Dept. of. 89/02/20. LOHAUS.P.H. Division of Low Level 
Waste Management & Decommissioning (Post 870413). Ip. 48626:324-48626:340. 

-8903070075 Mod 1 to "Final Remedial Action Plan" for Riverton, WY. 

* Energy, Dept. of. 88/12/15. 16pp. 48626:325-48626:340. 

8902280192 Discusses potential impacts & requested action by NRC of U Mill Tailings 
(UMTRA) project schedules for Durango, Lakeview & Mexican Hat/ Mountain 
Valley.NRC unable to support UMTRAP schedules for subj sites due to limited re- 
sources. 

MATTHEWS.M L. Er.crqy. Dept. of. 89/02/20. SMITH, D. Uranium Recovery Reid Ofc, 
R4. 4pp. «*.8e?7 3*6-4862 /:34S. 

8902280222 Forwards comments on "Topical Rept on 10CFR61 Qualified Radioactive 
Decontamination Resin Waste Forms,” from LV Technologies. 

TOKAR.M. Technical Branch. 89/01/31. VOIT.R.E. LN Technologies Corp. (formerly 
London Nuclear Svcs, Inc.). 10pp. 48624:351-48624:360. 

8902280230 Forwards comments on US Ecology rept "Stability of NS-1 Solidified W/ 
I ligh Street 1 * Asphalt." 

TOKAR.M. Tccnmca. Branch. 89/01/31. DAY.J.E. U.S. Ecology, Inc. (formerly Nuclear 
Engineering, Inc.). 12pp. 48624:208-48624:219. 

8903010021 Forwards Yucca Mountain project master list of controlled documents as of 
890223. 

CARTER, N.E. Science Applications International Corp. (formerly Science Applications, 
Inc.). L89-RMD-MDC-1 35. 89/02/23. LINEHAN.J.J. NRC - No Detailed Affiliation 
Given. 23pp. 48653:185-48653:214. 

8903010046 Discusses prerequisites prior to NRC approval of remedial action at Can- 
nonsburg site.Prerequisites include, establishment of NRC licensing procedures for 
UMTRAP sites & completion of NRC & DOE remedial action activities. 

LOHAUS.P. Operations Branch. 89/01/30. MATTHEWS, M.L Energy, Dept. of. 5pp. 
48646:111-48646:115. 

8903010095 Ack receipt of 880110 Itr forwarding rept, "Making Superfund Work." 
KNAPP, M.R. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/01/30. GRUMBLY.T.P. Clean Sites, Inc. Ip. 48653:360-48653:360. 

8903010101 Forwards high level waste info summary by CNWRA for 890223. 
DELUGATTI.M. NRC - No Detailed Affiliation Given. 89/02/24. Division of High Level 
Waste Management (Post 870413). 5pp. 48992:039-48992:043. 

8903010135 Forwards FR notice of receipt of DOE SCP for Yucca Mountain, Nevada 
site. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. 89/02/22. 
HICKEY, T.J. Nevada, State of. 3pp. 48653:357-48653:359. 

8903010142 Forwards FR notice of receipt of DOE SCP for Yucca Mountain, Nevada 
site. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. 89/02/22. 
MILLER, R.J. Nevada, State of. 3pp. 48644:334-48644:336. 

8903010233 Interim Change Notice 1 to Rev 1 to QMP 18-02, "Surveillances." 

* Energy, Dept. of. 89/02/06. 3pp. 48648:258-48648:260. 

8903010243 Authorizes release of working draft of, "Format & Content of Decommis- 
sioning Plans for 10CFR30,40,50 & 70 Licensees." Release will assist Northern 
States Power Co in preparing complete application & minimize NRC review time. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. 89/01/31. 
MARTIN, R.D. Region 4, Ofc of the Director. 4pp. 48647:165-48647:188. 

8903010352 Rev 2 to "NNWSI QA Plan." 

BLAYLOCK, J., GERTZ.C., BARETT.L. Science Applications International Corp. (for- 
merly Science Applications. Inc.). 88/12/09. 216pp. 48646:228-48647:084. 


8903010364 Forwards "Rept & Analysis of Erosion Protection Investigation” dtd 871120 
& peak runoff calculations dtd 890207 prepared by MK-Ferguson Co in response to 
8901 1 3 tc'ccn between M Abrams & D Gillen. 

MAT7HEA5VL Energy, Dept. of. 89/02/27. LOHAUS.P.H. Operations Branch. Ip. 
48670.:*:) *n67C 3b 

-8903010407 04-390-17-04 Peak runoff calculations for Shiprock.New Mexico, U mill 
tailings remedial action site. 

* MK-Ferguson Co. 89/02/07. 88pp. 48670:141-48670:228. 

-8903010417 "UMTRAP, Shiprock, New Mexico, Rept & Analysis of Erosion Protection In- 
vestigation." 

* MK-Ferguson Co. 87/11/20. 114pp. 48670:229-48670:357. 

8903020232 “Development of Low Level Waste Form Criteria - License Fee," monthly 
mgt rept for Jan 1989. Financial data available in Central Files. 

BARI.R.A. Brookhaven National Laboratory. FIN A-3174. 89/02/22. TIKTINSKY.D. 
Technical Branch. 6pp. 48690:086-48690:091. 

8903020255 “Analyses of Special Waste Problems," monthly mgt rept for Jan 1989 
under FIN A-3 175. Financial Info available in Central Files. 

BARI.R.A, Brookhaven National Laboratory. FIN A-3175. 89/02/22. WIDMAYER.D. 
Technical Branch. 6pp. 48669:096-48669:101. 

8903020390 Forwards update list for Las Vegas library. 

PRESTHOLT, F.r. NPC - No Detailed Affiliation Given. 89/02/24. TANA.E. Division of 
High Level Waste Management (Post 870413). 13pp. 48673:338-48673:350. 

8903020428 Forwards definitions of terms from site characterization plan coinciding or 
re terms to be defined in draft ASTM std practice on long-term performance of waste 
package matls. List of relevant definitions from other sources also end. 

CUNNANE.J.C. Battelle Memorial Institute. HLWR. 89/02/24. PETERSON.C.H. Divi- 
sion of High Level Waste Management (Post 870413). 4pp. 48690:082-48690:085. 

8903020455 Discussess solicitation of NRC/state/local Govt views on technical 
planned approaches by DOE to assess suitability of Yucca mountain 
site.Recommends that first meeting be planned for first of Apr. 

STEIN, R. Energy, Dept. of. HLWR. 89/02/27. GERTZ.C.P. Energy, Dept. of. Ip. 
48673:313-48673:313. 

8903020554 Advises of nomination of C Pittiglio for Working Group for Decommission- 
ing as NRC representative. Nominee participation does not connote NRC agreement 
w/or endorsement of decisions reached by group or stds approved or published as 
result 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 88/ 
12/15. BANKS, H.R. American Society of Mechanical Engineers. BANKS, H.R. Carolina 
Power & Light Co. 3pp. 48690:001-48690:003. 

8903030020 Forwards minutes of 890222 meeting w/State of NV & Sargent & Lundy re 
resolution of 30 comments on Nuclear Waste Project Ofc QA manual. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881 120). 
HLWR. 89/03/03. LOUX.R. Nevada, State of. 5pp. 48694:269-48694:273. 

8903030167 Requests review of scoping package for proposed rulemaking, "DBA Dose 
Limit" re resolution of uncertainties in 10CFR60 & in rulemaking record w/respect to 
Commission intent re DBA.Comments requested by 890317. 

BALLARD, R.L. Geoscience & Systems Performance Branch (Post 880911). 89/03/01. 
LINEHAN j., BUNTING, J. Division of High Level Waste Management (Post 870413). 
SILBERBERG.M. Waste Management Branch. 15pp. 48703:333-48703:347. 

8903030173 Forwards "NRC Observation Audit Rept for Yucca Mountain Project Ofc 
Audit 89-02 Fenix & Scisson," NRC awaiting DOE evaluation & resolution of Title I 
design activities & impact of design packages using commercial-grade software. 
LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/01. STEIN, R. Energy, Dept. of. 2pp. 48692:276-48692:286. 

-8903030195 "NRC Observation Audit Rept for Yucca Mountain Project Ofc Audit S89- 
2, Fenix & Scisson." 

KENNEDY.J., HOLONICH.J., GILRAY.J.W. Repository Licensing & Quality Assurance 
Project Directorate (881120). 89/02/28. 9pp. 48692:278-48692:286. 

8903030205 Advises that review of site characterization plan for Yucca Mountain pro- 
ceeding w/890209 receipt of outstanding supporting documents.Planned mid-Apr 
onsite audit may impact site characterization assessment schedule. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. HLWR. 89/ 
03/01. ROUSSO.S. Energy, Dept of. 2pp. 48694:263-48694:264. 

8903030209 Forwards notice of upcoming meetings re high-level waste mgt program. 
LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120), 
HLWR. 89/03/06. NRC - No Detailed Affiliation Given. 2pp. 48694:322-48694:323. 

8903030227 Discusses application of sys engineering & integration by DOE to DOE high 
level waste program.Concems raised re NRC evaluation of waste acceptance pack- 
age & exploratory shaft documents w/o integration spec. 

BUNTING, J.O. Engineering Branch (Post 880911). 89/03/01. BROWNING, R.E. Divi- 
sion of High Level Waste Management (Post 870413). 4pp. 48716:025-48716:122. 

8903030249 Forwards SECY-89-037, "Quarterly Progress Rept on Pre- Licensing Phase 
of DOE Civilian High Level Radwaste Mgt Program," dtd 890203. 

TANA.E.T. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/01. NRC • No Detailed Affiliation Given. Ip. 48692:291-48692:291. 

8903030455 "Evaluation & Compilation of DOE Waste Package Test Data," monthly 
progress rept for Oct 1988.Financial data available in Central Files. 

INtERRANTE.C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. FIN A-4171-7. HLWR, 89/02/28. PETERSON, C. Division of High 
Level Waste Management (Post 87041 3). 19pp. 48692:243-48692:261 . 

8903030464 Forwards summary of 890301 telcon re program architecture 
reorfentation.Telcon covered items, including example of regulatory elements of proof 
& technical components of proof structure, dtd 890224 & 890223 memo. 
ALTOMARE.P.M. Engineering Branch (Post 880911). HLWR. 89/03/02. 
WHITING.A.R. Center for Nuclear Waste Regulatory Analyses. 2pp. 48693:331- 
48693:337. 
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-8903030468 Forwards summary of items of discussion between NRC & CNWRA 
during telcon re reorientation of program architecture Attendees listed. 

LEE.M. 'Post £8GStt,. 39/ CO. 02 NRC * No Detailed Affiliation 

Given. 2;,;. -X *■ 

-8903030475 Responds to 890215 query re program architecture reorientation. NRC/ 
CNWRA project mgt agree that there may be risk in exercising mainstream PA devel- 
opment process when encountering regulatory u' r 1 .' 

ALTOMARE.P. NRC - No Detailed Affiliation &-■*:: Zl 7-3 WHITING.A. Center for 

Nuclear Waste Regulatory Analyses. 3pp. 48693:335-48693:337. 

8903030477 Transmits refs for five const phase, exploratory shaft facility study plans 
3.3.1. 2.2.2, 8.3.1. 2.2.4,8.3.1. 4.2.2, 8.3.1.15.1.5 & 8.3. 1.1 5.2.1 .per 881215 DOE/NRC 
meeting. 

GERT2.C.P. "'r'r-. Cr=‘ H! ’VP S9/02/27. LINEHAN.J. NRC - No Detailed Affili- 
ation Given. '■•■'MA. 1 ■? J. 

8903030485 Advises that four refs to site characterization plan (SCP) transmitted under 
separate cover on 890131. Refs identified during check of SCP text ciTations. Packing 
list that accompanied shipment end. 

GERTZ.C.P. Energy, Dept. of. HLWR. 89/02/27. LINEHAN.J. NRC - No Detailed Affili- 
ation Given. 2pp. 48740:235-48740:236. 

8903060024 Forwards draft minutes of 890215 program committee meeting in 
V7r;p u . : -.ytcr DC for review.Comments requested by 890315. 

■ r. r C .J. American Nuclear Society. HLWR. 89/03/01. American Nuclear So- 
ciety. 40pp. 48705:128-48705:169. 

8903060156 Table of contents to “Design Control Procedures" & "YMP Project Proce- 
dure Manual." 

BULLOCK.T.L. Fenix & Scisson. Inc. HLWR. 89/02/10. 6pp. 48736:123-48736:128. 

8903070162 Forwards proposed approach & decision criteria for performance assess- 
ment review strategy.Strategy needed to plan NRC review of DOE performance as- 
sessment & apply NRC resources efficiently.Comments requested by 890315. 
BALLARD, R.L. Geoscience & Systems Performance Branch (Post 880911). HLWR. 
89/03/01. LINEHAN JJ Peocsito-y 1 ice^in'* & Quality Assurance Project Directorate 
(881 1 20). 1 1 pp. 48763:2*8-48 ■'« j IjC fi. 

8903070168 Forwards abstract re NRC strategy for identifying & reducing uncertainties 
important to licensing high level radwaste repository using geological example applica- 
ble to site,for Workshop W3B of 28th Inti Geological Congress. 

BROWNING.R.E. Division of High Level Waste Management (Post 870413). HLWR. 
88/02/28. WITHERSPOON.P. Lawrence Berkeley Lanoraiory. 4pp. 48763:357- 
48763:360. 

8903070170 Requests cover design review within timeframe allowing for 890401 const 
startup,but not compromising review integrity. Discusses setbacks due to lack of cover 
design. 

MAYNARD, O. Durango Mill Tailings Task Force. 89/02/07. SM1TH.D. Uranium Recov- 
ery Field Ofc, R4. 2pp. 48740:277-48740:278. 

8903080417 Advises that three orignal signature pages documenting NRC concurrence 
w/final RAP for Riverton, WY forwarded to State by 890123 !tr. 

LOHAUS.P.H. Operations Branch. 89/03/01. MATTHEWS, M L. Energy, Dept. of. 2pp. 
48768:212-48768:213. 

8903080429 Forwards signature pages that documents concurrence w/Mod 1 to reme- 
dial action plan.per 890123 Itr. 

LOHAUS.P.H. Operations Branch. 89/03/01. PRESTON.C.L. Energy, Dept. of. Ip. 
48767:129-48767:129. 

8903080486 Summary of 890223 meeting w/NUMARC in Rockville, MD re content of 
petition for designating some nuclear plant wastes as below regulatory concern. 
GLENN.C. Regulatory Branch. 89/03/02. BOYLE, R. Regulatory Branch. 4pp. 
48768:015-48768:018. 

8903080511 Discusses erosion protection cover design options utilizing local rock at 
Green River site, per 890222 meeting. 

LOHAUS.P.H. Operations Branch. 89/03/01. MATTHEWS, M. Energy, Dept. of. 4pp. 
48748:341-48748:343. 

8903090192 Forwards cost & assessment for site characterization plan for review under 
NRC-02-88-005. Directive requested that assessment be performed w/regards to listed 

LATZ.J.E. Center for Nuclear Waste Regulatory Analyses. 89/02/28. MACE.M.H. 
Management Support Staff (Post 890205). 6pp. 48781:254-48781:259. 

8903090206 Provides recommendation for continuing Tasks 2 & 3.1, “Seismic Rock Me- 
chanics Research Project," per 890224 discussion.Suggested revs to project plan 
listed. 

LATZ.J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 
89/02/28. MACE.M.H. Division of Contracts & Property Management (Post 890205). 
9pp. 48783:31 1-48783:319. 

8903090217 Forwards DOE weekly rept for wk ending 890217. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 89/03/01. LINEHAN, J.J. Divi- 
sion of High Level Waste Management (Post 870413). 10pp. 48783:058-48783:063. 

8903090222 Forwards weekly activity rept, prototype testing for wk ending 890205. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/01. 
LINEHAN, JJ. Division of High Level Waste Management (Post 870413). 4pp. 
48780:253-48780:256. 

8903090228 Forwards draft, “Options Study for Mgt of Commingled Waste From 
UMTRAP," per request.Recommends that NRC personnel planning to attend 890323 
meeting review rept in advance. 

MATTHEWS, M.L Energy, Dept of. 89/03/02. LOHAUS.P. Division of Low Level 
Waste Management & Decommissioning (Post 870413). 4pp. 48780:325-48781:026. 

-8903090268 Draft “Options Study for Mgt of Commingled Waste From UMTRAP.” 
SANDERS.R.D., BURGERJ.A. United Nuclear Corp. (subs, of UNC Resources, Inc.). 
88/12/31 . 47pp. 48780:329-48781 ;026. 

8903090233 Advises that M Scoutaris point of contact for UMTRA QA matters. 
MATTHEWS, M.L. Energy, Dept of. 89/03/02. GREEVES.J.T. Division of Low Level 
Waste Management & Decommissioning (Post 870413). ip. 48783:359-48783:359. 


8903090236 “Geochemical Evaluation of Contaminant Production & Transport at U Re- 
covery Operations," monthly rept for Jan 1989.Encl financial info available in Central 
Files. 

HOSTETLER, C.J. Battelie Memorial Institute, Pacific Northwest Laboratory. FIN B- 
2482. 89/02/27. DEERING.L. Office of Nuclear Material Safety & Safeguards, Director. 
9pp. 48800:250-48800:258. 

8903090319 Forwards monthly issuance of schedules for selected UMTRAP 
f -T r - - - f * - — : nt & future key project activities in listed areas, including site 
■ ■ .v.:i: ■ . '‘r’.n'hrr* J r~:rr & remedial action const. 

MATTHEWS.M.L. Enei;,,, .■ . jy, Dept. of. 29pp. 48799:085- 

48799:113. 

8903090326 Forwards NRC/ DOE 881215 meeting summary on study plans. Significant 
concern that study plans for ongoing activities not scheduled to accompany site char- 
acterization plan as agreed to in May 1 986 discussed. 

LINEHAN.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/03. S TElN.R Energy, Dept. of. 2pp. 48782:195-48782:278. 

-8903090329 Summary of 881215 meeting w/DOE in Rockville, MD re study 
plans. Related info end. 

STABLEIN.K. Repository Licensing & Quality Assurance Project Directorate (881120). 
APPEL.G., BROCOUM.S. Energy, Dept. of. 89/02'OP Reor^itorv t ronsinn & Quality 
Assurance Project Directorate (881120). 81pp. ‘I:" c ." ■! 

8903090332 Requests to be informed on DOE progress in obtaining legislative with- 
drawal of land for Waste Isolation Pilot Plant site. 

BERNERO.R.M. Office of Nuclear Material Safety & F.-.f-n HLWR. 89/ 

03/07. BRADBURNE.J.C. Congressional Affairs. 5pp. * * : :■£ 

8903090335 Discusses items for NRC/CNWRA 890309-10 meetings in San Antonio, TX 
re future architecture development. 

ALTOMARE.P.M. Engineering Branch (Post 880911). HLWR. 89/03/03. 
WHITING, A.R. Center for Nuclear Waste Regulatory Analyses. 3pp. 48800:161- 
48800:163. 

8903090388 Forwards "1987 State-By-State Assessment of Low Level Radwastes Re- 
ceived at Commercial Disposal Sites." 

TYRON-HOPKO.A. EG&G, Inc. TYRON-HOPKO.A. Idaho National Engineering Labo- 
ratory. AKT-228-89. 89/02/22. PANGBURN.G. Operations Branch, ip. 48799:204- 
48799:351. 

-8903090396 DOE/LLW-69T “1987 State-by-State Assessment of Low-Level Rad- 
wastes Received at Commercial Disposal Sites.” 

TYRON-HOPKO.A., OZAKI.C.B. EG&G, Inc. TYRON-HOPKO.A. Idaho National Engi- 
neering Laboratory. 88/12/31. Energy, Dept. of. 131pp. 48799:205-48799:351. 

8903090403 Ack receipt of 890228 Itr forwarding abstract for Workshop W3B, "Geologi- 
cal Problems in Radwaste Isolation • Worldwide Review" scheduled for 890715 & 16 
in Washington DC. Full rept at time of workshop expected. 

, .V.fr!r a Si J CC\,-. Lawrence Berkeley Laboratory. HLWR. 89/03/01. 
BROWNING.R.E. Division of High Level Waste Management (Post 870413). Ip. 
48798:233-48798:233. 

8903090424 Forwards Yucca Mountain Project Office QA Surveillance YMP-SR-89-02 
rept.Rept contains status of implementation & verification of corrective actions for 
each corrective action rept re QA program. 

STEIN, R. Energy, Dept of. HLWR. 89/03/03. LINEHAN.J. Division of High Level 
Waste Management (Post 870413). 61pp. 48780:171-48780:233. 

8903090446 Forwards QA program plans for Yucca Mountain project participants.QA 
program plan for Holmes & Narver & Lawrence Livermore Natl Lab, matrix for each 
plan showing consistency w/review requirements as governed by NNWSI/88-9 Rev 2 
end. 

APPEL, G.J. Energy, Dept. of. 89/03/03. LINEHAN, J.J. Repository Licensing & Quality 
Assurance Project Directorate (881120). 5pp. 48754:082-48756:106. 

-8903090454 QA Program for Univ of C A, Lawrence Livermore Natl Lab. 

* Lawrence Livermore National Laboratory. 88/12/19. 140pp. 48754:087-48754:233. 

-8903090457 QA Program for Holmes & Narver, Energy Support Div. 

* Holmes & Narver, Inc. 89/01/30. 504pp. 48754:234-48756:106. 

8903090470 Agenda for Las Vegas City Council 890310 meeting in Las Vegas, NV. 

* Nevada, State of. HLWR. 89/03/10. Nevada, State of. Ip. 48801:208-48801:208. 

8903100178 Notification of 890322 meeting w/DOE,State of NV & representatives of 
Nye, Lincoln & Clark Counties in Las Vegas, NV re QA.Agenda end. 

KENNEDY ,J.E. Repository Licensing & Quality Assurance Project Directorate 
(881120). HLWR. 89/03/09. LINEHAN, J.J. Repository Licensing & Quality Assurance 
Project Directorate (88 1 1 20). 3pp. 48802:320-48802:322. 

8903100187 Forwards notice of upcoming meetings re high level waste mgt program.per 
840827 FR notice. 

LINEHAN, J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/13. NRC • No Detailed Affiliation Given. 2pp. 48810:298-48810:299. 

8903100222 Forwards PMPR 89-5, “CNWRA Program Manager Periodic Rept on Activi- 
ties of CNWRA for Fiscal Reporting Period 890121- 0217.“ Proprietary cost of subj 
rept portion withheld. 

LATZ.J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 
89/03/03. BUNTING, J.O. Division of High Level Waste Management (Post 870413). 
2pp. 48810:215-48810:273. 

-8903100230 PMPR 89-5 "CNWRA Program Manager Periodic Rept on Activities of 
CNWRA for Fiscal Reporting Period 890121-0217.” 

* Center for Nuclear Waste Regulatory Analyses. FIN D- 1035-8. NRC-02-88-005. 89/ 
03/03. Division of High Level Waste Management (Post 870413). 57pp. 48810:217- 
48810:273. 

8903100542 Forwards extended & updated version of paper, “Use of Solidification Sys 
& High Integrity Containers for Disposal of Low Level Waste,” presented at 16th water 
reactor safety info meeting, per 890228 telefax. 

TOKAR.M. Technical Branch. 89/03/09. KUSSMAUL.K. Stuttgart, Univ. of, Stuttgart, 
GE. ip. 48804:157-48804:168. 
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-8903130035 Paper entitled, "Use of Solidification Sys & High Integrity Containers for 
Disposal of Low Level Waste," presented at 1 6th water reactor safety info meeting on 
881024. 

TOKAR.M. Office of Nuclear Material Safety & Safeguards, Director. 88/10/24. 11pp. 
48804:158-48804:168. 


89 J£1 4 £ 500 Forwarcls Rev 1 to "QA Manual." consisting of Rev 1 to DOE/RW-0214, 
^'vv r .v""”* ? f ° r Civilia n Radwaste Mgt Program (QAR)" & Rev 1 to DOE/RW- 
o v - Description for Civilian Radwaste Mgt Program (QAPD). ,, 

BARRci i ,L.n. energy, Dept. of. HLWR. 89/02/2^ o rr ^^- . r ~ r r. r.~ & Quality 
Assurance Project Directorate {881 120). 2pp. 4885* ■■ ■■* ■■■ 


8903130150 Press release nr-r.;-c : nc DOE presentation on tailings site selection re- 
sults on 890314 in CO D.'si.cr:* ■: site found most suitable for permanent 

disposal of tilings *.v !, i bo announced at meeting. 

MCCARTY, d " , :!OC^S.J. Energy, Dept. of. 89/03/09. Ip. 48820:248-48820:248. 

8903130651 Forwards business meeting notebook for Tucson Technical Coordinating 
Cci — littco 'rrctir-j Cc'-.c'ot'c' of end users questionnaire requested. 

G , ‘. , r\S.C 2 «-:a-e. .-5. (subs, of EG&G, Inc.). OWENS, C.B. Idaho National 

Engineering Laboratory. CMB-06-89. 89/03/08. SURMEIER.J.J. NRC - No Detailed 
Affiliation Given. AUTREY.V. South Carolina, State of. HANA.S. Washington, State of. 
154pp. 48865:059-48865:208. 

6903130699 Requests scientific investigation plans that correspond to five study plans 
submitted to NRC w/site characterization plan. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/09. GERTZ,C.P. 
Energy, Dept. of. Ip. 48828:355-48828:355. 

8903130701 Forwards weekly activity rept re prototype testing for wk ending 890212. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/10. 
LINEHANI.J J. nrpcf/torv I rc^sir.c & Quality Assurance Project Directorate (881120). 
3pp. ^8625 3::8-4 3828-360. 


—8903140513 Rev 1 to "QA Manual." 

* Energy, Dept. of. 89/02/24. 150pp. 48854:258-48855:049. 

89 2?L 4 i5Si f Quarts Rev 0 to DOE/RW-0197, "QA Administrative Procedures." 
BARRETT, LH. Energy, Dept. of. HLWR. 89/02/24 Repository Liccnsir.c & Quality 
Assurance Project Directorate (881 120). 2pp. 48834:?-,-' , — ; ,3335.C5£. 

-8903140541 Rev 0 to DO c 'RW W 7 "Q A . a ■ r ■ ., s » 

* Energy, Dept. of. A - ■::> >: -rh.j : > ■.■■-■.f.-'-T::" ‘ 

8903140552 Surrns-rcp c :tst issues m p-cc'?.r a'-Ttecture (PA) development 
process & PA -.r- h-.u:-:,- of work -■ ■ oi. Element Plan, Waste Sys 

Engineering & 'rter-ever & Overall Program Activities" enci. 

LEE.M.P. =r<: ■„ i :: rm (Post 88091 1). 89/03/07. ALT( 

Branch (Pus: I ■ ■ : ."at 48833:287-48833:303. 


. ALTOMARE.P.M. Engineering 


8903140608 Requests jnfo re three incidents in which technical discrepancies found w/ 
wa9 . t !^; > : ?asR/ffc '"* airo ' ? delivered by LN Technologies for disposal at Barnwell site 
:?n c : 1 & ■;■. Response within 30 days requested, 

i cat Stanch. 89/03/08. VOIT.R.E. LN Technologies Corp. (formerly 

London Nuclear Svcs, Inc.). 3pp. 48848:303-48848:305. 


8903130705 Forwards DOE “Yucca Mountain Project Weekly Highlights for Wk Ending 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/07. 
LINEHAN.J.J. Division of High Level Waste Management (Post 870413). 5pp. 
48820:017-48820:021. 

8903140016 Addresses four recommendations specified in 890222 Itr re DOE site char- 
acterization program.Comment period extended until 890601 to provide adequate time 
for interested public to review thousands of pages of plan. 

WATKINS J.D. Energy. Dept. of. HLWR. 89/03/10. MILLER, B. Nevada, State of. 4pp. 
cf:-:57 25C-103 5? 253 

8903140040 “Performance Assessment Methodology Development - Low Level Waste 
Disposal Safety Assessment," monthly rept for Feb 1989. Financial data available in 
Central Files. 

BONANO.E.J. Sandia National Laboratories. FIN A-1764. 89/03/06. SHUM.E.Y. Tech- 
nical Branch. 5pp. 48853:214-48853:217. 

8903140056 Forwards documents re below regulatory concern petitions per 890223 
meeting.NUREG/BR-0058,NUREG/BR-0053 & 890223 meeting minutes encl.W/o 
end. 

GLENN.C.J. Regulatory Branch. 89/03/03. FAIROBENT.L. Nuclear Management & 
Resources Council (NUMARC) (formerly Nuclear Utility Manage. Ip. 48834:216- 
48834:216. 

8903140070 Trip rept of 890222 & 23 visit to ORNL w/NRC representatives re RES/ 
NMSS funded research activities at ORNL. 

MURPHY, W.M., PABALAN.R.T. Southwest Research Institute. HLWR. 89/03/07. 
PUNCH ES,J.L. Program Management, Policy Development 8 Analysis Staff (Post 
870413). 71 pp. 48855:086-48855:157. 

8903140113 Discusses sealed sources as mixed waste based on investigation of chemi- 
cal forms & matls from mfg catalogs from Amersham & Isotopes Products Labs. 
JOHNSON, T.C. Regulatory Branch. 89/03/06. BELL,M.J. Regulatory Branch. 3pp. 
48855:073-48855:075. 

8903140146 Responds to MJ Bell request for info re NRC guidance for classifying het- 
erogeneous low level radwaste.NRC position on mixing separate waste streams in 
container will be specifically addressed in future reg guide, 

JOHNSON.T.C. Regulatory Branch. 89/03/08. CHARNiGO.C. New York, State of. 
2pp. 48858:197-48858:198. 

8903140226 Forwards Rev 0 to 033-NNWSI-P 17.7, “Acceptance of Data Generated 
Before Aug 1980 & Non-NNWSI Technical Data" & Chapter 17 to QA manual. 
CONWAY.J. Repository Licensing Project Directorate (881013-881119). HLWR. 89/ 
03/09. NRC - No Detailed Affiliation Given. Ip. 48854:135-48854:153. 

-8903140237 Rev 0 to 033-NNWSI-P 17.7, “Acceptance of Data Generated Before Aug 
1980 & Non-NNWSI Technical Data." 

DRONKERS.J.J. Lawrence Livermore National Laboratory. HLWR. 87/01/16. 9pp. 
48854:136-48854:143. 

-8903140247 Chapter 17, “QA Records" to QA manual. 

* Lawrence Livermore National Laboratory. HLWR. 89/03/09. 10pp. 48854:144- 
48854:153. 

8903140256 Forwards “NNWSI Project Environ Monitoring Program Summary for 1987." 
CARTER, N.E. Science Applications International Corp. (formerly Science Applications, 
Inc.). HLWR. 89/03/01. GERTZ.C.P. Energy, Dept. of. 4pp. 48836:293-48837:019. 

-8903140263 NNWSI/88-12 “NNWSI Project Environ Monitoring Program Summary for 

* Science Applications International Corp. (formerly Science Applications, Inc.). 
HLWR. 88/05/31. 25pp. 48836:297-48837:019. 

8903140330 Forwards well logs, volcanic hazard investigations work plan & listing of pro- 
cedures. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 89/03/01 . LINEHAN,J.J. Divi- 
sion of High Level Waste Management (Post 870413). 92pp. 48837:229-48837:326. 

-8903140353 “Volcanic Hazard investigations Work Plan." 

CROWE, B. Los Alamos National Laboratory, 82/11/24. 6pp. 48837:321-48837:326. 

8903140392 Forwards DOE weekly repts for wks ending 690210 & 24. 

PRESTHOLT.pt. NRC - No Detailed Affiliation Given. HLWR. 89/03/07. 
LINEHAN.J.J. Division of High Level Waste Management (Post 870413). 10pp. 
48857:326-48857:335. 


8903140621 Forwards "CNWRA Milestones for Acceleration of Program Architecture," 
progress rept for Mar 1 989. 

Branch < Post 880911). HLWR. 89/03/09. Engineering Branch 
iPcf! rfiCS' ; ?3pp. 48875:063-48875:079. 

8903140694 Forwards response to NRC & technical consultants, BNL & NIST 890131 
comments on Rev 0 to US Ecology Rept USE-61 -001 -P, "Stability of NS-1 Solidified 
W/Hipfc S^encf* Asphalt.” 

vVCNGC.P LS Ecology, Inc. (formerly Nuclear Engineering, Inc.). 89/03/13. 
ICKA: /.:. “orr.-’ical Branch. 32pp. 48834:024-48834:055. 

8903140702 Forwards rept of Yucca Mountain Project Ofc QA Surveillance YMP-SR-88- 
018 conducted at LASL on 881129.Rept updates LASL implementation & verification 
c t co"ec* ! vc nct'n-.s taken to close out NRC deficiencies ft fibres. 

S' fc.'N, = r-erg>, Dept. of. HLWR. 89/03/03. LINE! -.-VO Ropcn.cr, licensing & 
Quality Assurance Project Directorate (881120). 63pp. CiS.?3fr ■:3r.65.>,-. 

8903140706 Forwards checklists against NRC SRP used during compliance review of 
each of four listed QA program plans submitted to NRC on 890214 & 0303. 

APPEL.G.J. Energy, Dept. of. HLWR. 89/03/09. LINEHAN.J.J. Repository Licensing & 
Quality Assurance Project Directorate (881120). 110pp. 48854:022-48854:131. 

8903150052 Responds to 8901 19 Itr re access to DOE technical data bases for NNWSI 
project.Author reiterates DOE 881013 offer to generate tape of site & engineering 
properties data base on periodic basis. 

STEIN.R. Energy, Dept. of. HLWR. 89/03/13. LINEHAN.J. Division of High Level 
Waste Management (Post 870413). 2pp. 48871 :337-4887l :338. 

8903150068 Forwards Rev 4.3 to LANL-YMP-QAPP, “LASL QA Program Plan for Yucca 
Mountain Project.” QA program plan requirements to be implemented by LASL 
immediately, per instructions. 

APPEL.G.J. Energy, Dept. of. HLWR. 89/03/15. LINEHAN.J.J. Repository Licensing & 
Quality Assurance Project Directorate (881120). 3pp. 48861:157-48862:152. 

-8903150073 Rev 4.3 to “LASL QA Program Plan for Yucca Mountain Project.” 
GEORGE, J.J. Los Alamos National Laboratory. NUNES.H.P., OAKLEY, D.T. Energy, 
Dept. of. HLWR. 89/02/10. 304pp. 48861:160-48862:152. 

8903150544 Requests geoscience data from Yucca Mountain site & vicinity to inde- 
pendently review present description of natural sys & processes functioning in sys. 
CHERY.D.L. Geoscience & Systems Performance Branch (Post 880911). HLWR. 89/ 
03/14. STABLEIN.N.K, Repository Licensing & Quality Assurance Project Directorate 
(881120). 11pp. 48863:284-48863:296. 

8903150547 Forwards “NRC Audit Observation Rept for CNWRA Internal QA Audit 89- 
C-1" & audit plan.Scheduie for accomplishment of discussed items after evaluation of 
audit findings & corrective action plans formulated, should be provided. 
DELLIGATTI.M.S. Engineering Branch (Post 880911). HLWR. 89/03/14. MABRITO.B. 
Center for Nuclear Waste Regulatory Analyses. 2pp. 48876:139-48876:174. 

-8903150548 “Audit Observation Rept For CNWRA Internal QA Audit 89-C-1.” 

HOOKS, K.R., KENNEDY, J.E. Repository Licensing & Quality Assurance Project Direc- 
torate (881120). DELLIGATTI.M.S. Engineering Branch (Post 880911). 89/03/10. 5pp. 
48876:141-48876:145. 

-8903160253 Audit plan for CNWRA program architecture. 

ENGELHARDT.R.E. Southwest Research Institute. 89/02/16. 29pp. 48876:146- 
48876:174. 

8903150553 Advises that NNWSI “Training Mgt Plan" (TMP) dtd May 1988 reviewed & 
concludes that TMP addresses previous NRC concerns re training of personnel on 
Yucca Mountain Project 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
89/03/14. STEIN.R. Energy, Dept. of. Ip. 48873:360-48873:360. 

8903150557 Forwards listed documents re NRC Integrated Design insp Program, CAT 
Insp Program & Readiness Review Program.W/o ends. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/14. STEIN.R. Energy, Dept of. 2pp. 48859:135-48859:136. 

8903160240 Forwards Rev 3 to QMP-5.03, “Development & Malnt of Quality Mgt Proce- 
dures," Rev 1 to QM P-5.04, “Preparation & Control of YMP-USGS QA Program Plan” 
& Rev 3 to QMP-17.01, “YMP-USGS Records Mgt” 

WILLMON.J.R. Interior, Dept of, Geological Survey. HLWR. 89/03/03. KENNEDY, J. 
NRC • No Detailed Affiliation Given. Ip. 48878:102-48878:102. 

-8903160310 Rev 3 to QMP-5.03, “Development & Maint of Quality Mgt Procedures.” 
WILLMON.J.R., REYNOLDS, M.W., ROSEBOOM.E.H. Interior, Dept of. Geological 
Survey. 89/02/17. 6pp. 48878:103-48878:108. 
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-8903160313 Rev 1 to QMP-5.04, "Preparation & Control of YMP-USGS QA Program 
Plan." 

WILLMON.J.R., REYNOLDS.M.W., ROSEBOOM.E.H. Interior, Dept, of, Geological 
Survey. 89/02/17. 3pp. 48878:109-48878:1 11. 

-8903160316 Rev 3 to QMP-17.01, "YMP-USGS Records Mgt." 

WILLMON.J.R., REYNOLDS.M.W., ROSEBOOM.E.H. Interior, Dept, of, Geological 
Survey. 89/02/17. 37pp. 48878:112-48878:148. 

8903160251 Trip rept of 890307-09 visit to Albuquerque.NM re DOE-NRC data review 
concerning water flux through earthen covers on tailings disposal units.Summary 
meeting notes.DOE handout & related info end. 

WEBER.M.F. Technical Branch. 89/03/13. STARMER.R.J. Technical Branch. 43pp. 
48879:270-48879:312. 

8903160347 Forwards Rev 0 to Administrative Procedure AP 3.0, "Readiness Review.” 
PRITCHETT, R.F. Reynolds Electrical & Erdneerrg Co., Ire HLWR 89/02/28. 
KENNEDY, J. NRC - No Detailed Affiliation G von ip. *5893075 *‘ , .8E:-3.C3S 

-8903160350 Rev 0 to "Readiness Review" administrative procedure. 

PRITCHETT.R.F. Reynolds Electrical & Engineering Co., Inc. 89/02/27. 11pp. 
48893:076-48893:088. 

8903160365 “Licensing-Methodology Assistance," monthly rept for Feb 1989.Enc! finan- 
cial info available in Central Files. 

BONANO.E.J. Sandia National Laboratories. FIN A-1165. HLWR. 89/03/15. 
TIKTINSKY.D.H. Division of High Level Waste Management (Post 870413). 16pp. 
48879:216-48879:238. 

8903160444 Responds to 890202 Itr re meeting objectives of Low Level Radwaste 
Policy Act & obstacle posed by dual NRC & EPA reguIation.Dual regulatory approach 
consistent w/intent of Congress.Response to mixed waste issues end. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. 89/03/08. 
PASTERNAK.A. California Radioactive Materials Management Forum. 7pp. 
48950:162-48950:168. 

8903160463 Requests info re limit to which organic solvents such as acetone.eythyl 
acetate, alcohols or chloroform containing low levels of C-14 labeled organic com- 
pounds can be considered nonradioactive. 

LETCHWORTH.P.E. ICI Americas. Inc. 89/03/13. BAHADUR, S. Office of Nuclear Ma- 
terial Safety & Safeguards, Director, ip. 48884:340-48884:340. 

8903170048 Forwards comments on “Evaluation & Compilation of DOE Waste Package 
Test Data," monthly Itr rept for Sept 1988.No changes in costs or delivery of contract- 
ed products authorized. 

PETERSON.C.H. Engineering Branch (Post 880911). FIN A-4171. 89/03/14. 
INTERRANTE.C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. 5pp. 48894:258-48894:262. 

8903170062 Forwards notice of upcoming meetings re high level waste mgt program. 
LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/20. NRC - No Detailed Affiliation Given. 2pp. 48893:197-48893:198. 

8903170075 Responds to 890118 Itr re comments on “Regulatory Strategy & Schedules 
for High Level Waste Repository Program." NRC emphasized in SECY-88-285 that 
resolution of potential licensing issues will be achieved through rulemaking. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. HLWR. 89/ 
03/14. LOUX.R.R. Nevada, State of. 3pp. 48894:263-48894:265. 

8903170088 Responds to 890216 Itr forwarding addl info in accordance w/topics dis- 
cussed at Commission 881220 briefing, including streamlining process for licensing 
high level waste respository & casks for transport, storage & disposal. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. HLWR. 89/ 
03/14. ROUSSO.S. Energy, Dept. of. 2pp. 48894:048-48894:109. 

8903170283 Discusses definition of high level waste & application of definition to Han- 
ford defense waste ElS.per mutual meetings to discuss classification & disposal of 
Hanford double-shell tank wastes. 

RI220.A.J. Energy, Dept. of. 89/03/06. BERNERO.R.M. Office of Nuclear Material 
Safety & Safeguards, Director. 12pp. 48894:301-48894:312. 

8903170314 Transmits proprietary interim spending plans for high level waste work seg- 
ments of CNWRA.PIans represent eight & one-half fiscal periods of contract yr & 
cover period ending 890609. 

LATZ.J.E. Center for Nuclear Waste Regulatory Analyses. HLWR. 89/03/14. 
MACE,M.H. Division of Contracts & Property Management (Post 890205). Ip. 
48953:279-48953:279. 

8903170382 Advises that review of Durango disposal cell cover design will be complet- 
ed as soon as feasible.Placement of cover before tailings dewatered would very likely 
result in differential settlement of tailings under cover. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/02/27. MAYNARD, O. Energy, 
Dept. of. 2pp. 48953:133-48953:137. 

8903170383 Advises of change of schedule for first round of questions on “Stability of 
NS-1 Solidified w/High Strength Asphalt" 

TOKAR.M. Technical Branch. 89/03/15. SUMPSON.S.I. U.S. Ecology, Inc. (formerly 
Nuclear Engineering, Inc.). 2pp. 48953:270-48953:271. 

8903170391 Ack receipt of 890309 Itr re placement of polyethylene containers in Envir- 
alloy high integrity containers (HIC). NuPac Model EA-210 Series C Enviralloy HIC ac- 
ceptable for use as overpack for NuPac El-142 polyethylene containers. 

TOKAR.M. Technical Branch. 89/03/15. CLARK, G.L Pacific Nuclear Systems, Inc. 
ip. 48900:360-48900:360. 

8903170411 Forwards final Technical Position, "Std Format & Content for Documenta- 
tion of Remedial Action Selection at Title I U Mill Tailings Sites." 

LOHAUS.P.H. Operations Branch. 89/03/15. MATTHEWS, M. Energy, Dept of. Ip. 
48953:158-48953:200. 

-8903170432 “Std Format & Content for Documentation of Remedial Action Selection 
at Title I U Mill Tailings Sites," staff technical position. 

* Division of Low Level Waste Management & Decommissioning (Post 870413). 89/ 
02/24. 42pp. 48953:159-48953:200. 


8903170437 Submits info re whether or not U mill tailings matl constitutes mixed 
waste.Suggests that licensees be certain not to introduce any waste into tailings that 
is hazardous waste under EPA regulations. 

LOHAUS.P.H. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/15. Affiliation Not Assigned. 3pp. 48953:127-48953:129. 

8903200041 Grants 890220 request to relocate Monument Valley tailings to Mexican 
Hat site prior to NRC formal concurrence. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/03/07. MATTHEWS, M.L. Energy, 
Dept. of. 2pp. 48959:287-48959:288. 

8903200098 Press release re 890412-13 & 071 3- 1 '! meetings of low level waste forum. 
* Low Level Waste Forum. 89/03/14. 8pp. 4856* 3C3-4898-: C : C. 

8903200110 Reviews & comments on Sandia Itr rept on IMPACTS-BRC computer code 
validation. 

STARMER.R.J. Technical Branch. FIN A-1763. 89/03/16. GLENN, C.J. Regulatory 
Branch. 2pp. 48964:054-48964:055. 

8903200112 Trip rept of 890227-0301 visit to Sandia to discuss performance assess- 
ment project under FIN A-1764. 

STARMER.R.J. Technical Branch. FIN A-1764. 89/03/16. SURMEIER.J.J. Technical 
Branch. 2pp. 48964:085-48964:086. 

8903200119 Revised draft summary of Natl Research Council Water Science & Tech- 
nology Board meeting on 881212-13 in Washington, DC. Topics discussed 
included, groundwater modeling assessment & Committee on Irrigation-Induced Water 
Quality problems. 

PARKER, S.D. National Research Council. HLWR. 89/02/01. National Research Coun- 
cil. 18pp. 48965:059-48965:076. 

8903200126 Summary of 880818-19 Natl Research Council Water Science & Technolo- 
gy Board sixteenth meeting in Irvine, CA. 

7 National Research Council. HLWR. 88/08/19. National Research Council. 15pp. 
48964:056-48964:070. 

8903200130 Discusses status of “Ground Water Models:Scientific & Regulatory Applica- 
tions.” 

PARKER, S.D. National Research Council. 89/03/16. CHERY.D.L. NRC - No Detailed 
Affiliation Given. Ip. 48959:353-48959:353. 

8903200377 Forwards trip rept of participation in 890306-10 meeting re 3DEC provision 
& training.Cost breakdown available in Central Files only. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. HLWR. 89/03/14. 
TANIOUS.N. NRC - No Detailed Affiliation Given. Ip. 48964:001-48964:002. 

-8903200379 Trip rept of attendance at 890306-10 meeting in Rockville, MD re 3DEC 
computer program & training in use of code for technical review analysis. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 89/03/14. ITASCA Consulting 
Group, Inc. Ip. 48964:002-48964:002. 

8903200388 Forwards list of site characterization plan refs sent on 890227.AII refs iden- 
tified to date provided. 

GERTZ.C.P. Energy, Dept. of. HLWR. 89/03/16. LINEHAN.J.J. Division of High Level 
Waste Management (Post 870413). 2pp. 48971:122-48971:123. 

8903200392 "NRC Technical Assistance for Design Reviews," progress rept for Feb 
1 989.Encl financial info available in Central Files. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. NRC-02-85-002. 89/03/16. 
TANIOUS.N. NRC - No Detailed Affiliation Given. 6pp. 48971:050-48971:055. 

8903210007 Forwards update list of publications on file at Las Vegas, NV library. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/08. TANA.E. Re- 
pository Licensing Project Directorate (881013-881119). 3pp. 48984:001-48984:003. 

8903210025 Forwards Sandia data catalog for period ending 890115. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/16. 
LINEHAN.J.J, Repository Licensing & Quality Assurance Project Directorate (881120). 
Ip. 48981:018-48981:076. 

-8903210028 Forwards quarterly update to Sandia data catalog for period ending 
8901 1 5. 

BLANCHARD, M.B. Energy, Dept. of. HLWR. 89/03/01. PRESTHOLT.P.T. NRC - No 
Detailed Affiliation Given. 57pp. 48981:019-48981:076. 

8903210033 Forwards nine comments & two questions raised during Natl Institute of 
Stds & Technology review of site characterization plan for Yucca Mountain project. 
INTERRANTE.C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. FIN A-4171. HLWR. 89/03/17. CHANG, K. Division of High Level 
Waste Management (Post 870413). 12pp. 48982:279-48982:290. 

8903210042 Discusses documentation of FLAC.UDEC & 3DEC codes for high level 
waste mgt, per NRC extensive use in review analysis. Codes will meet same guidelines 
required for computer codes used by DOE, per NUREG-0865. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. NRC-02-85-002. 89/03/15. 
TANIOUS.N. NRC - No Detailed Affiliation Given. 2pp. 48984:218-48984:219. 

8903210047 Forwards Itrs re water application 52338 for diversion of 30.9 million gal- 
lons of water for Yucca Mountain Project from Well J-13. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/13. 
LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
5pp. 48982:291-48982:295. 

8903210124 Forwards Mod A018 to Cooperative Agreement DE-FC04-81AL16257 be- 
tween DOE & State of CO. 

DIXSON.G.R. Energy, Dept of. 89/03/17. LOHAUS.P.H. Operations Branch. Ip. 
48994:197-48994:203. 

-8903210127 Mod A018 to Cooperative Agreement DE-FC04-81AL16257 between DOE 
& State of CO. 

THIELA.L Colorado, State of. 89/03/17. 5pp. 48994:198-48994:203. 

8903210148 Forwards errata Page 11 to QAAP 5.1,Rev 0 & errata Page 10 to QAAP 
1 6.1 ,Rev 0 & requests signature to ack completion of action. 

* Energy, Dept of. HLWR. 89/03/15. KENNEDY, J. Repository Licensing & Quality As- 
surance Project Directorate (881 1 20). 1 p. 48984:31 3-48984:31 5. 
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—8903210218 Errata Page 1 1 to QAAP 5.1,Rev 0. 

* Energy. Dept. of. HLWR. 89/03/15. Ip. 48984:314-48984:314. 

-8903210221 Errata Page 10 to QAAP 16.1, Rev 0. 

* Energy. Dept. of. HLWR. 89/03/15. Ip. 48984:315-48984:315. 

8903210247 fcrna-ris D-rsi^n & Testing Corp 890317 Itr providing narrative 

dis::uss..ir c N rc-'i;:c* N. ri.:jr. Ticjrity Container Barrier-Plus.Submittal addresses 
largo c c - c-crcwi :;r lor some test samples. 

VCilT.Fl z LN Cc'p ■ i o"nerly London Nuclear Svcs, Inc.). LN-89-01 50- 

OPS. 89/03/20. TOKAR.M. Division of Low Level Waste Management & Decommis- 
sioning (Post 870413). 22pp. 48983:279-48983:300. 

8903210283 Requests clarification of considerations which guided development of final 
rule 10CFR61 re definition of high level waste & disposal of greater than Class C 
waste, per listed topics. 

ROUSSO.S. Energy. Dept. of. HLWR. 89/03/07. BERNERO.R.M. Office of Nuclear 
Material Safety & Safeguards, Director. 2pp. 48984:044-48984:045. 

8903210290 Forwards list of Yucca Mountain project participant controlled documents 
dtd 890306. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/16. 

STABLEIN.K. Repository Licensing & Quality Assurance Project Directorate (881120). 

42pp. 48989:209-48989:250. 

8903210295 Forwards DOE weekly rept for wk ending 890310. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/16. 

LINEHAN.J J. Repos'tor I icensmo & Quality Assurance Project Directorate (881120). 

5 pp. '?cp:::C 3> -;)■:?:) :*3e. 

8903210305 Monthly progress rept for Contract NRC-02-87-004 for period 890204- 
890303. Financial data available in Central Files. 

WIMPEY.J.F. Science Applications International Corp. (formerly Science Applications, 
Inc.). FIN D-1082. NRC-02-87-004. 89/03/13. TIKTINSKY.D. NRC - No Detailed Affili- 
ation Given. 2pp. 49020:030-49020:031. 

8903210312 Requests comments on proposed US positions at IAEA Inti Advisory Com- 
mittee nocthg.schorL'od for 890410-14 in Vienna. 

COOLEY, C E. Enemy. Dept. of. RW-22. 89/03/17. BROWNING, R. NRC - No Detailed 
Affiliation Given. itiATHURJ., COLEMAN.J. Energy, Dept. of. 55pp. 48989:117- 
48989:171. 


8903220428 Discusses 890317 meeting on R8 & R9 milestones re site characterization 
plan & exploratory shaft facility, respectively.Changes for final rept on Milestone R9 
listed. 

DELLIGATTi. M S Endnoorirn P'aich (Post 880911). HLWR. 89/03/17. PATRICK, W. 
Center for Nlco.v .\asio Fu.:.i'rl::’y Analyses. 2pp. 49020:108-49020:109. 

8903230091 Forwards key technical topics for Yucca Mountain site detailed review 
guides in NRC site characterization plan review plan, per agreement during briefing of 
Advisory Committee on Nuclear Waste on 890221 . 

LEAR.G. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/20. MAJOR.R. Advisory Committee on Nuclear Waste. 10pp. 
49029:309-49029:318. 

8903230123 Forwards s j.-.mn-/ c' 89072S monthly QA meeting. Area discussed was 
DOEs schedule for ccr:Ji.c: -:j ss/vorii/icos o* QA programs. 

LINEHAN.J.J. Repos::c*y . c-ris-c A Oi.fi. \t Assurance Project Directorate (881120). 
89/03/20. STEIN, R. Energy, Dept. of. 40pp. 49028:281-49028.320. 

8903230136 Forwards 890315 high level waste info summary prepared by CNWRA. 
DELLIGATTI, M. NRC - No Detailed Affiliation Given. HLWR. 89/03/21. Division of 
High Level Waste Management (Post 870413). 7pp. 49029:120-49029:126. 

8903230331 Forwards "Performance Assessment Methodology Development Low Level 
Waste Disposal Safety Assessment," final Itr rept Mar 1989. Describes significance of 
radionuclide migration & exposure pathways for low level waste disposal facilities. 
HARLAN, C. Sandia National Laboratories. FIN A-1764. 89/03/20. SHUM.E.Y. Techni- 
cal Branch. 1 p. 49022:1 54-49022:203. 

-8903230333 "Performance Assessment Methodology Development Low Level Waste 
Disposal Safety Assessment," final Itr rept Mar 1989. 

SHIPERS.L.R., HARLAN, C.P. Sandia National Laboratories. FIN A-1764. 89/03/31. 
NRC - No Detailed Affiliation Given. 49pp. 49022:155-49022:203. 

8903230379 Responds to 890302 Itr re Title I residual radioactive matl that may have 
commingled w/other hazardous wastes at Grand Junction, CO vicinity 
properties.Permit or exemption from relevant EPA authority necessary to cover subj 
disposal. 

LOHAUS.P.H. Operations Branch. 89/03/21. MATTHEWS, M.L. Energy, Dept. of. 2pp. 
49029:080-49029:081. 


8903210325 Forwards DOE/LLW-71T, 
Radwaste Classification." 


"Intruder Scenarios for Site-Specific Low Level 


BRADFORD, J.D. Idaho National Engineerinc Labc-ato-v. BRADFORD, J.D. EG&G 
Idaho, Inc. (subs, of EG&G. Inc.). 89/03/10. 3F'.:. \RG - No Detailed Affiliation 
Given. 2pp. 48980:116-48980:153. 


8903230392 Responds to 890224 & 0303 Itrs re authorization for use of alternative pol- 
yethylene metis for lining LN composite HIC. 

CKAR.V1 Technical Branch. 89/03/18. VOIT.R. LN Technologies Corp. (formerly 
London Nuclear Svcs, Inc.). Ip. 49028:237-49028:240. 


—8903210331 DOE/LLW-71T "Intruder Scenarios for Site-Specific Low Level Radwaste 
Classification." 

KENNEDY, W.E., PELOQUIN.R.A. EG&G, Inc. 88/09/30. 35pp. 48980:118-48980:153. 


8903210521 Documents technical concerns agreed upon during 890215 meeting re Du- 
rango UMTRA final cover design.Cover placement will begin as soon as possible to 
minimize amount of precipitation allowed to infiltrate disposal cell. 

BISCHOFF.E.L. Colorado, State of. 89/02/22. HAWKINS, E.F. Uranium Recovery Field 
Ofc, R4. 2pp. 48982:277-48982:278. 

8903220003 Forwards paper, "Summary of Resources Conservation & Recovery Act 
Compliance & Disposal Options for SX Tank Sludge.” Sludgo w!" be analyzed for 
dioxins as will other tested waste where u'os.'rcc of porac'ic'cphcnol detected. 
MATTHEWS, M.L. Energy, Dept. of. 89/02 ??. HAW^kS.F F. jran.-uir Recovery Field 
Ofc, R4. 12pp. 49007:287-49007:298. 

8903220024 Requests meeting to further discuss project re processes dependent on 
future human activity that could significantly affect characteristics & characterization of 
Yucca Mountain site. 

DELLIGATTI.M. Engineering Branch (Post 880911). HLWR. 89/03/16. HAGEMAN.J. 
Center for Nuclear Waste Regulatory Analyses. 2pp. 49003:293-49003:294. 

8903220071 "Definition of Solute Transportation Mechanisms at Low Level Waste Dis- 
posal Sites in Support of Transport Modeling," progress rept for Feb 1989.Financial 
data available in Central Files. 

KRUPKA.K.M. Battelle Memorial Institute, Pacific Northwest Laboratory. FIN B-2483-6. 
89/03/16. PEERING, L.F. Office of Nuclear Material Safety & Safeguards, Director. 
3pp. 49003:152-49003:154. 

8903220108 Discusses potential impacts & requested action by NRC re UMTRA project 
schedules for Durango, Lakeview & Mexican Hat/ Monument Valley reviews. 
MATTHEWS, M.L. Energy, Dept. of. 89/02/20. SMITH.D, Uranium Recovery Field Ofc, 
R4. 4pp. 48993:356-48993:359. 

8903220113 Forwards proposed Reg Guide 2.9, "Guide for Preparation of Applications 
for Industrial Radiography Exam," for review. Comments due by 890317. 
MCBURNEY.R.E, Texas, State of. 89/02/15. Texas, State of. 4pp. 49008:011- 
49008:014. 


8903220278 Forwards radiological engineering assessment for Spook acid pond, for 
review & comment, per 881123 request.DOE in full concurrence w/application of sup- 
plemental stds based on high associated excavation costs relative to health benefits. 
MATTHEWS, M.L Energy, Dept. of. 89/03/21. LOHAUS.P.H. Operations Branch. 2pp. 
49022:001-49022:100. 


-8903230397 Provides comments on R Voit 890224 Ltr LN-89-0107 re alternative poly- 
ethylene matls for LN composite KIC.Ltr & attached rept provide insufficient justifica- 
tion for proposed substitutes. 

COGWILL.M.G. Brookhaven National Laboratory. 89/03/06. WICK.E. Technical 
Branch. 3pp. 49028:238-49028:240. 

8903230424 Comments on "Infiltration Evaluation Methodology Ltr Rept 1: Significant 
Factors Affecting Infiltration," prepared by BNWL.Rept too general to be of use to 
NRC staff & is uneven in scope of depth or coverage of various factors. 

STARMER.R.J. Technical Branch. FIN B-2934. 89/03/20. NICHOLSON, T.J. Division 
of Engineering (Post 870413). 3pp. 49029:003-49029:024. 

-8903230428 "Infiltration Evaluation Methodology.Significant Factors Affecting Infiltra- 
tion," Ltr Rept 1. 

KINCAID.C.T., GEE.G.W. Battelle Memorial Institute, Pacific Northwest Laboratory. 
FIN B-2934. 89/02/28. NRC - No Detailed Affiliation Given. 19pp. 49029:006- 
49029:024. 

8903230437 Responds to Itr to Governor Celeste re disposal of radwaste in South 
Africa.Spent fuel from nuclear generation stations in US not exported to South 
Africa.Low level waste disposed of at three sites in States of SC.NV & WA. 
GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/21. STRICKLAND.G. Affiliation Not Assigned. 2pp. 49029:001- 
49029:002. 

8903230445 Forwards FR notice publlshirs Commission final rule on "Informal Hearing 
Procedures for Matls Licensing Mv.-z i:ai ors." 

MARTIN.D.E. Regulatory Branch. PAY.D. Technical Information Project. 

13pp. 49022:307-49022:319. 

8903240188 Forwards Rev 2 to "NRC Review Plan for High Level Waste Repository QA 
Program Descriptions." 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/23. STEIN, R. Energy, Dept. of. Ip. 49035:014-49035:060. 

-8903240191 Rev 2 to "Review Plan for High Level Waste Repository QA Program De- 
scriptions." 

• Division of High Level Waste Management (Post 870413). 89/03/31. 46pp. 
49035:015-49035:060. 

8903240194 Comments on draft survey activity of program architecture supported 
products. Listed individuals should be added as interviewees following line-item activi- 


-8903220292 "Radiological & Engineering Assessment." 

* MK-Ferguson Co. 89/03/20. 95pp. 49022:003-49022:100. 


8903220356 Forwards rept, "Evaluation of Geotechnical Properties of Cover Matls U 
Mill Tailings," per closeout meeting to DOE/ NRC data review on 890309.Data set 
from Earthen Dams section of data package also end. 

CORMIER, C. Energy, Dept. of. 89/03/21. FLIEGEL.M. NRC - No Detailed Affiliation 
Given. 6pp. 48995:145-48996:209. 


-8903220361 "Evaluation of Geotechnical Properties of Cover Matls U Mill Tailings Re- 
medial Action Project." 

* Sergent, Hauskins & Beckwith. 89/03/21. 353pp. 48995:151-48996:209. 


8903220390 Forwards itr to DOE advising of review completion of site characterization 
plan for Yucca Mountain,NV site. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. HLWR. 89/ 
03/15. MILLER.RJ. Nevada, State of. Ip. 49007:210-49007:212. 


ALTOMARE.P.M. Engineering Branch (Post 880911). HLWR. 89/03/23. 
WHITING.A.R. Center for Nuclear Waste Regulatory Analyses. 3pp. 49110:020- 
49110:025. 

-8903240199 Forwards form representing draft of survey activity of program architec- 
ture-supported products.lntends to utilize format during interview process w/NRC to 
determine which relational database fields apply to individual products. 

WHITING, A. Center for Nuclear Waste Regulatory Analyses. HLWR. 89/03/17. 
ALTOMARE.P. NRC - No Detailed Affiliation Given. 3pp. 49110:023-49110:025. 

8903240260 Forwards notice of upcoming meetings re NRC high level waste mgt 
program. Meeting between NRC & DOE In Rockville, MD to discuss final rulemaking 
10CFR61 re disposal of greater than Class C low level radwaste scheduled for 
890414. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/27. NRC - No Detailed Affiliation Given. 2pp. 49039:288-49039:289. 
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8903240264 Forwards comments on Fenix & Scisson QA Program Plan QAPP-002,Rev 
e.Provisions for resolving allegations of inadequate quality not addressed in program 
plan. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/22. STEIN, R. Energy, Dept. of. 3pp. 49038:208-49038:210. 

8903240271 Monthly Progress Ltr Rept 59 for Feb 1989 re activities under Contract 
NRC-02-84-001. 

FANNON.M.M. Weston Geophysical Corp. NRC-02-84-001. WGC-01531-23. 89/03/ 
20. IBRAHIM.A. NRC - No Detailed Affiliation Given. 2pp. 49039:260-49039:261. 

8903240284 Submits Yucca Mountain Project site rept for Feb 1989 through to 890310. 
GILRAY.J.W. NRC • No Detailed Affiliation Given. HLWR. 89/03/16. LINEHAN.J.J. Di- 
vision of High Level Waste Management (Post 870413). 7pp. 49039:296-49039:302. 

8903240287 Forwards NNWSI site rept for Feb 1989. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/15. 
LINEHANJ.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
14pp. 49049:063-49049:155. 

8903240291 Advises of inability to issue ltr accepting QA programs for organization 
being audited until another audit conducted which examines implementation of pro- 
gram into technical products such as designs, test procedures & drawings. 

LINEHAN.JJ. Repository Ucersioc & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/23. S~'EIN.F Energy, Dept. of. Ip. 49045:077-49045:077. 

8903240314 Forwards review & comments on CNWRA plans re program architecture 
refinement 

BROWNING, R.E. Division of High Level Waste Management (Post 870413). HLWR. 
89/03/21. LEE.M., DELLIGATTI.M., HOLONICHJ. Repository Licensing & Quality As- 
surance Project Directorate (881120). 4pp. 49038:21 1-49038:290. 

—8903240316 Forwards recommended PA procedural revs to program architecture. 
WHITING, A., ROMINE.T. Center for Nuclear Waste Regulatory Analyses. 89/03/20. 
ALTOMARE.P. NRC - No Detailed Affiliation Given. 17pp. 49038:215-49038:231. 

-8903240318 Forwards actions in response to NRC comments on PA process & prod- 
ucts on program architecture. 

WHITING.A., ROMINE.T. Center for Nuclear Waste Regulatory Analyses. 89/03/17. 
ALTOMARE.P. NRC - No Detailed Affiliation Given. 11pp. 49038:232-49038:265. 

-8903240322 Forwards comments on program architecture process & content. 
ALTOMARE.P.M. Engineering Branch (Post 880911). 89/03/03. OTT.W. NRC - No 
Detailed Affiliation Given. 3pp. 49038:266-49038:268. 

-8903240334 Discusses trade studies & recommended approach for reorientation of PA 
process. 

ROMINE.D.T. Center for Nuclear Waste Regulatory Analyses. 89/02/21. 

ALTOMARE.P.M. NRC - No Detailed Affiliation Given. 15pp. 49038:269-49038:283. 

-8903240337 Forwards example of regulatory element of proof & technical concept of 
proof structure.Suggests changing name to “proof of compliance.” 

ROMINE.D.T. Center for Nuclear Waste Regulatory Analyses. 89/02/24. 

ALTOMARE.P.M. NRC - No Detailed Affiliation Given. 3pp. 49038:284-49038:290. 

8903240340 Provides clarification of Sandia Natl Lab position re future technical assist- 
ance to NRC.Assistance in areas of independent review of BRC petitions & implemen- 
tation of IMPACTS-BRC methodology & user workshop discussed. 

CRANWELL.R.M. Sandia National Laboratories. FIN A-1763. 89/03/09. GLENN.C. 
Regulatory Branch. 4pp. 49080:131-49080:134. 

8903270086 “Evaluation.Validation, Verification & Documentation of IMPACTS-BRC 
Computer Code,” monthly rept for Feb 1989. Financial info available in Central Files. 
CRANWELL.R.M. Sandia National Laboratories. FIN A-1763. 89/03/14. GLENN.C. 
Regulatory Branch. 2pp. 49056:021-49056:022. 

8903270103 Summary of 890225 & 0302 Program Advisory Committee Waste Mgt 89 
meeting.Proposed topics for Waste Mgt 90 meeting include,status of inti nuclear 
waste mgt & public issues in nuclear waste mgt 

* Arizona, Univ. of, Tucson, AZ. 89/02/25. Arizona, Univ. of, Tucson, A Z. 12pp. 
49059:226-49059:237. 

8903270164 Submits Yucca Mountain Project site rept for 890201-0310. Rept re 
QA,waste package & surface facility activities associated w/Yucca Mountain Project 
for month of Feb. 

GILRAYJ.W. NRC - No Detailed Affiliation Given. HLWR. 89/03/16. LINEHAN.JJ. 
49054 062 LicenSinfl Pro i ect Directorate (881013-881119). 17pp. 49054:045- 

8903270264 Submits addl info re Yucca Mountain site characterization plan.Article from 
mining annual review in which resource exploration at depths greater than 1 kilometer 
documented end. 

WELDIN.R.D. Interior, Dept. of. Bureau of Mines. HLWR. 89/03/22. ABRAMS, C. NRC 
- No Detailed Affiliation Given. 4pp. 49059:055-49059:058. 

8903270276 Press release re DOE selected landfill site for Gunnison tailings disposal. 

* Energy, Dept of. 89/03/20. 1 p. 49055:335-49055:335. 

8903270376 Forwards “Policy & Procedures for Classification of Class III Groundwater 
at UMTRAP Sites.” Document will serve as guide to be applied in future UMTRAP 
groundwater compliance strategies & remedial action planning settles. 

MATTHEWS, M,L. Energy, Dept of. 89/03/23. LCHAUS.P. NPC - No Detailed Affili- 
ation Given. 2pp. 49059:059-49059:087. 

-8903270380 Final “Policy & Procedures for Classification of Class III Groundwater at 
UMTRAP Sites." 

* Energy, Dept of. 89/03/31. 27pp. 49059:061-49059:087. 

8903270392 Forwards draft “Regulatory Alternatives for Groundwater Compliance for 
DOE UMTRA Project-Alternate Concentration Umits Supplemental Stds & Institutional 
Controls." 

MATTHEWS, M.L. Energy, Dept of. UMTRA:DL. 89/03/24. LOHAUS.P., HAWKINS, E. 
NRC - No Detailed Affiliation Given. MANN.S. Energy, Dept of. 2pp. 49117:091- 
49117:092, 

-8903270395 Draft “Regulatory Alternatives for Groundwater Compliance for DOE 
UMTRA Project Alternate Concentration Umits & Suppl Stds & Institutional Controls." 

* Energy, Dept. of. 89/03/31. 285pp. 491 17:093-49118:043. 


8903270413 Ack receipt of draft rept on “Low Level Radwaste." Requests that Ameri- 
can Medical Assoc consider revising listed items. Western Compact renamed South- 
western Compact & ratified on 881123. 

DENTON, H.R. Office of Governmental & Public Affairs (Post 870413). 89/03/03. 
HENDEE.W. American Medical Association. 2pp. 49110:261-49110:262. 

8903280188 Forwards “NNWSI Project, Environ Monitoring Program Summary for 1987." 
CARTER, N.E. Science Applications International Corp. (formerly Science Applications, 
Inc.). HLWR. 89/03/09. GERTZ.C.P. Energy, Dept. of. 4pp. 49119:096-49119:126. 

-8903280196 NNWSI/88-12 “NNWSI Project Environ Monitoring Program Summary for 
1987." 

* Energy, Dept. of. NNWSI/88-12. 87/12/31. 26pp. 49119:100-49119:126. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 


8902270329 Forwards proprietary memos re draft comments, questions & requests for 
addl info re Chem-Nuclear Sys.lnc topical repts, “Waste Form Certification Program - 
Rept 1:PMC Binder Chemistry” & “...Rept 2:Pozzolanic Binder Chemistry." 

SISKIND, B. Brookhaven National Laboratory. FIN A-3174. 89/02/23. MCDANIEL, K. 
Technical Branch. Ip. 48586:180-48586:180. 

8902270397 Discusses 890216 telcon w/NRC-HLTB & ABC/WWL team reviewing geo- 
hydrology portions of Yucca Mountain SCP under Subcontract 19363 - Task Directive 
8.Telcon clarified & focused team review for draft matls due 890309. 

LOGSDON, M.J. Adrian Brown Consultants, Inc. (formerly Nuclear Waste Consultants, 
Inc.). FIN D-1021. HLWR. 89/02/17. RUSSELL.J. Center for Nuclear Waste Regula- 
tory Analyses. 10pp. 48588:073-48588:082. 

8902270682 "Risk Assessment & Cost Estimation for Cleanup of Radioactive Matl," 
monthly rept for Jan 1989. Financial data available in Central Files only. 
CRANWELL.R.M. Sandia National Laboratories. FIN A-1761. 89/02/15. BYKOSKI.L. 
Regulatory Branch. 3pp. 48589:211-48589:213. 

8903020232 "Development of Low Level Waste Form Criteria - License Fee,” monthly 
mgt rept for Jan 1989.Financial data available in Central Files. 

BARI, R. A. Brookhaven National Laboratory. FIN A-3174. 89/02/22. TIKTINSKY.D. 
Technical Branch. 6pp. 48690:086-48690:091 . 

8903020255 “Analyses of Special Waste Problems," monthly mgt rept for Jan 1989 
under FIN A-3175.Financial info available in Central Files. 

BARI.R.A. Brookhaven National Laboratory. FIN A-3175. 89/02/22. WIDMAYER.D. 
Technical Branch. 6pp. 48669:096-48669:101. 

8903030455 “Evaluation & Compilation of DOE Waste Package Test Data," monthly 
progress rept for Oct 1988.Financial data available in Central Files. 

INTERRANTE.C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. FIN A-4171-7. HLWR. 89/02/28. PETERSON, C. Division of High 
Level Waste Management (Post 870413). 19pp. 48692:243-48692:261. 

8903060067 "Technical Assistance in Hydrogeology - Project B - Analysis," monthly 
progress rept for Jan 1989.Financial data available in Central Files. 

LOGSDON, M.J. Adrian Brown Consultants, Inc. (formerly Nuclear Waste Consultants, 
Inc.). FIN D-1021. HLWR. 89/02/23. POHLEJ. Technical Review Branch (870413- 
880910). 12pp. 48715:335-48715:346. 

8903060089 Forwards draft of proposed Subtask 1 for proposed Task Order 8 to be 
placed under FIN A-3175. 

SISKIND, B. Brookhaven National Laboratory. FIN A-3175. 89/03/02. WIDMAYER.D. 
Transportation Branch. 2pp. 48727:356-48727:357. 

8903060094 SubTits proposals for generic work for technical assistance group at BNL 
under FIN A-31 o.pe- 090119 ; .eico. n .Eiaoora:io:i cf existing tasks listed. 

SISKIND, B jrookhaven Nat'cna- I aboratory. -IN A-3175. 89/02/28. TOKAR,M. 
Technical Branch. 4pp. 48735:222-48735:225. 

8903090236 “Geochemical Evaluation of Contaminant Production & Transport at U Re- 
covery Operations," monthly rept for Jan 1989.Encl financial info available in Central 
Files. 

HOSTETLER.C.J. Battelle Memorial Institute, Pacific Northwest Laboratory. FIN B- 
2482. 89/02/27. DEERING.L. Office of Nuclear Material Safety & Safeguards, Director. 
9pp. 48800:250-48800:258. 

8903100136 Forwards “Draft Summary Evaluation Rept on Sections of Prototype Li- 
cense Application SAR (DOE/LLW-73T)," in partial fulfillment of requirements of Sub- 
task 3 of Task Order 5. 

COGWILL.M.G. Brookhaven National Laboratory. FIN A-3175. 89/02/23. 

WIDMAYER.D. Technical Branch. Ip. 48803:277-48803:285. 

-8903100168 "Draft Summary Evaluation Rept on Sections of Prototype License Appli- 
cation SAR (DOE/LLW-73T)," technical ltr rept. 

* Brookhaven National Laboratory. FIN A-3175. WM-3175-3. 89/02/28. NRC - No De- 
tailed Affiliation Given. 8pp. 48803:278-48803:285. 

8903140040 “Performance Assessment Methodology Development - Low Level Waste 
Disposal Safety Assessment," monthly rept for Feb 1989.Financial data available in 
Co ntrol Files 

BONANO,E.j. Sandia National Laboratories. FIN A-1764. 89/03/06. SHUM.E.Y. Tech- 
nical Branch. 5pp. 48853:214-48853:217. 

8903160365 "Ucensing-Methodology Assistance,” monthly rept for Feb 1989.Encl finan- 
cial info available in Central Files. 

BONANO.E.J. Sandia National Laboratories. FIN A-1165. HLWR. 89/03/15. 
TIKTINSKY.D.H. Division of High Level Waste Management (Post 870413). 16pp. 
48879:216-48879:238. 

8903170048 Forwards comments on “Evaluation & Compilation of DOE Waste Package 
Test Data," monthly ltr rept for Sept 1988.No changes in costs or delivery of contract- 
ed products authorized. 

PETERSON, C.H. Engineering Branch (Post 880911). FIN A-4171. 89/03/14. 
INTERRANTE.C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. 5pp. 48894:258-48894:262. 
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8903200110 Reviews & comments on Sandia Itr rept on IMPACTS-BRC computer code 
validation. 

STARMER.R.J. Technical Branch. FIN A-1763. 89/03/16. GLENN, C.J. Regulatory 
Branch. 2pp. 48964:054-48964:055. 

8903200112 Trip rept of 890227-0301 visit to Sandia to discuss performance assess- 
ment project under FIN A-1 764. 

STARMER.R.J. Technical Branch. FIN A-1764. 89/03/16. SURMEIER.J.J. Technical 
Branch. 2pp. 48964:085-48964:086. 

8903200377 Forwards trip rept of participation in 890306-1 0 meeting re 3DEC provision 
& training.Cost breakdown available in Central Files only. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. HLWR. 89/03/14. 
TANIOUS.N. NRC - No Detailed Affiliation Given. Ip. 48964:001-48964:002. 

—8903200379 Trip rept of attendance at 890306-10 meeting in Rockville.MD re 3DEC 
computer program & training in use of code for technical review analysis. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 89/03/14. ITASCA Consulting 
Group, Inc. Ip. 48964:002-48964:002. 

8903200392 "NRC Technical Assistance for Design Reviews," progress rept for Feb 
1 989.Encl financial info available in Central Files. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. NRC-02-85-002. 89/03/16. 
TANIOUS.N. NRC • No Detailed Affiliation Given. 6pp. 48971:050-48971:055. 

8903210033 Forwards nine comments & two questions raised during Natl Institute of 
Stds & Technology review of site characterization plan for Yucca Mountain project. 
INTERRANTE.C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. FIN A-4171. HLWR. 89/03/17. CHANG, K. Division of High Level 
Waste Management (Post 870413). 12pp. 48982:279-48982:290. 

8903210042 Discusses documentation of FLAC.UDEC & 3DEC codes for high level 
waste mgt,per NRC extensive use in review analysis. Codes will meet same guidelines 
required for computer codes used by DOE, per NUREG-0865. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. NRC-02-85-002. 89/03/15. 
TANIOUS.N. NRC - No Detailed Affiliation Given. 2pp. 48984:218-48984:219. 

8903210112 Forwards trip rept of 890227-0302 visit to Tucson.AZ re participation in 
Waste Mgt 1989 Conference. 

COWGILL.M.G. Brookhaven National Laboratory. FIN A-3951-9. 89/03/15. 
MCDANIEL.K. Technical Branch. 4pp. 48980:154-48980:173. 

-8903210118 "Matls & Degradation Modes in Alternate Low Level Waste Disposal Fa- 
cility," presented at Waste Mgt 890227-0302 conference in Tucson.AZ. 

COWGILL.M.G. Brookhaven National Laboratory. FIN A-3951-9. 89/02/27. 16pp. 
48980:158-48980:173. 

8903210137 "Assessment of NMSS Financial Assurance Regulatory Framework," 
monthly progress rept for Feb 1989.Encl financial data available in Central Files. 
BAILEY.P.E, KOLSKY.K.B. ICF, Inc. FIN D-1047. NRC-02-87-002. 89/02/28. 
BYKOSKI.L NRC - No Detailed Affiliation Given. 3pp. 48984:075-48984:077. 

8903210305 Monthly progress rept for Contract NRC-02-87-004 for period 890204- 
890303.Financial data available in Central Files. 

WIMPEY.J.F. Science Applications International Corp. (formerly Science Applications, 
Inc.). FIN D-1082. NRC-02-87-004. 89/03/13. TIKTINSKY.D. NRC - No Detailed Affili- 
ation Given. 2pp. 49020:030-49020:031. 

8903220071 "Definition of Solute Transportation Mechanisms at Low Level Waste Dis- 
posal Sites in Support of Transport Modeling," progress rept for Feb 1989.Financial 
data available in Central Files. 

KRUPKA.K.M. Battelle Memorial Institute, Pacific Northwest Laboratory. FIN B-2483-6. 
89/03/16. DEERING.L.F. Office of Nuclear Material Safety & Safeguards, Director. 
3pp. 49003:152-49003:154. 

8903220253 "Analyses of Special Waste Problems," monthly mgt rept for Feb 
1989.Monthly highlight Itr together w/breakdown of costs for month & yr-to-date 
encLEncI withheld. 

BARI.R.A. Brookhaven National Laboratory. FIN A-3175. 89/03/17. WIDMAYER.D. 
Technical Branch. 5pp. 48993:119-48993:123. 

8903220265 "Development of Criteria for Matls Used in Engineered Components & 
Waste Forms at Near-Surface Low Level Waste Facilities," monthly mgt rept for 
month of Feb 1989. Enel financial data available in Central Files. 

BARI.R.A. Brookhaven National Laboratory. FIN A-3951. 89/03/17. TIKTINSKY.D. 
Technical Branch. 4pp. 49007:319-49007:322. 

8903220274 "Development of Low Level Waste Form Criteria - License Fees," monthly 
mgt rept for Feb 1989.Financial data available in Central Files. 

BARI.R.A. Brookhaven National Laboratory. FIN A-3174. 89/03/17. TIKTINSKY.D. 
Technical Branch. 6pp. 49008:168-49008:173. 

8903230331 Forwards "Performance Assessment Methodology Development Low Level 
Waste Disposal Safety Assessment," final Itr rept Mar 1989.Describes significance of 
radionuclide migration & exposure pathways for low level waste disposal facilities. 
HARLAN, C. Sandia National Laboratories. FIN A-1764. 89/03/20. SHUM.E.Y. Techni- 
cal Branch. Ip. 49022:154-49022:203. 

-8903230333 "Performance Assessment Methodology Development Low Level Waste 
Disposal Safety Assessment," final Itr rept Mar 1989. 

SHIPERS.LR., HARLAN, C.P. Sandia National Laboratories. FIN A-1764. 89/03/31. 
NRC - No Detailed Affiliation Given. 49pp. 49022:155-49022:203. 

8903240271 Monthly Progress Ltr Rept 59 for Feb 1989 re activities under Contract 
NRC-02-84-001. 

FANNON.M.M. Weston Geophysical Corp. NRC-02-84-001. WGC-01531-23. 89/03/ 
20. IBRAHIM, A. NRC - No Detailed Affiliation Given. 2pp. 49039:260-49039:261. 

8903240340 Provides clarification of Sandia Natl Lab position re future technical assist- 
ance to NRC.A$sistance in areas of independent review of BRC petitions & implemen- 
tation of IMPACTS-BRC methodology & user workshop discussed. 

CRANWELL.R.M. Sandia National Laboratories. FIN A-1763. 89/03/09. GLENN, C. 
Regulatory Branch. 4pp. 49080:131-49080:134. 

8903270086 "Evaluation, Validation, Verification & Documentation of IMPACTS-BRC 
Computer Code," monthly rept for Feb 1 989. Financial info available in Central Files. 
CRANWELL.R.M. Sandia National Laboratories. FIN A-1763. 89/03/14. GLENN, C. 
Regulatory Branch. 2pp. 49056:021-49056:022. 


8903270143 "Assessment of IMPACTS-BRC Computer Program for Reactor Wastes," 
final rept. 

ROGERS, V.C., MURPHY, E.S. Rogers & Associates Engineering Corp. FIN A-1763. 
88/11/30. 105pp. 49056:114-49056:214. 

8903270264 Submits addl info re Yucca Mountain site characterization plan.Article from 
mining annual review in which resource exploration at depths greater than 1 kilometer 
documented end. 

WELDIN.R.D. Interior, Dept, of, Bureau of Mines. HLWR. 89/03/22. ABRAMS, C. NRC 
- No Detailed Affiliation Given. 4pp. 49059:055-49059:058. 


XPORTLIC EXPORT AND IMPORT LICENSES 

8902230320 Forwards vendor 890131 Itr requesting withdrawal of application for export 
License XCOM-0385. 

PETERSON, M.R. Assistant Director for International Security. 89/02/07. 
THORNE, C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 48568:119-48568:120. 

-8902230324 Confirms 890130 telcon that license application submitted on 881201 re- 
questing authorization to export zirconium to Argentina will replace application pending 
since Mar 1980. 

AERNI.B.L. Teledyne Wah Chang Albany (formerly Wah Chang Corp.). 89/01/31. 
WRIGHT, B.L. NRC - No Detailed Affiliation Given. Ip. 48568:120-48568:120. 

8902230334 Confirms that License Application D002136 submitted to Dept of Com- 
merce to replace NRC Application XCOM-0385. Application requests authorization to 
export zirconium to Argentina. 

AERNI.B.L. Teledyne Wah Chang Albany (formerly Wah Chang Corp.). 89/01/31. 
WRIGHT, B.L. NRC - No Detailed Affiliation Given. Ip. 48569:115-48569:115. 

8902240140 Application for Amend 6 to export license,changing ultimate consignee 
name & address to Federal Republic of Germany & increasing total quantities to be 
delivered to 5,796 kg U-235. 

QUAIN.P.B. Transnuclear, Inc. 89/02/07. WRIGHT, B. NRC - No Detailed Affiliation 
Given. 3pp. 48576:244-48576:246. 

8902240155 Advises that matl for export to Japan shipped to US in Oct 1988 & Mitsu- 
bishi Nuclear Fuel Ltd will receive 3,822 kg U & 264 kg U enriched to 2.6%. 

FISK.R.H. Edlow International Co. KLK-44 (T3R7). 89/02/07. WRIGHT, B. NRC - No 
Detailed Affiliation Given. Ip. 48580:274-48580:274. 

8902240162 Telex requesting Govt of Japan assurances re export of low enriched 
reload fuel under US-Japan Agreement for Cooperation.Diptomatic notes exchanged 
on subj listed. 

* Japan. Govt. of. 89/02/08. State, Dept. of. Ip. 48580:273-48580:273. 

8902240262 Ack receipt of 890120 application for license to export civilian nuclear 
power plant to Republic of China.License cannot be issued until Agreement for Coop- 
eration in force & all export criteria met. 

PETERSON, M.R. Assistant Director for International Security. 89/02/13. DAVID, W. 
Washington Public Power Supply System. Ip. 48583:319-48583:319. 

8902270159 Requests that NRC provide route plan for transport of irradiated reactor 
fuel from Norfolk Inti Terminal to US DOE in Aiken, SC. 

RAVENSCROFT,N. Edlow International Co. 25199. 89/02/09. HILLMAN, C. Division of 
Safeguards & Transportation (Post 870413). 2pp. 48587:319-48587:320. 

8902270163 Requests NRC route plan for transport of irradiated reactor fuel from New- 
port News manne terminal to DOE Savannah River Plant in Aiken.SC. 
RAVENSCROFT.N. Edlow International Co. 321221. 89/02/09. HILLMAN.C. Division 
of Safeguards & Transportation (Post 870413). 2pp. 48587:330-48587:331. 

8902270285 Executive Branch position re Mitsubishi Inti Corp application to export 
85,000 kg U hexafluoride to Japan. 

STRATFORD, R ,J. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. 89/02/14. SHEA.J.R. NRC • No Detailed Affiliation Given. 6pp. 48588:039- 
48588:044. 

8902270521 License for Mitsubishi, Inti Corp to export 85,000 kg UF6 to Japan. 
PETERSON, M.R. Assistant Director for International Security. HSA-6479-00. 89/02/ 
15. 2pp. 48587:208-48587:209. 

8902280243 Incoming telegram request for Govt of Japan assurances for low enriched 
U reload fuel exports under US & Japan cooperative agreement re diplomatic notes 
exchanged for Case Numbers 22,27 & 28. 

* Japan, Govt. of. 89/02/13. State, Dept. of. Ip. 48644:137-48644:137. 

8902280253 Requests Executive Branch position re WPPSS application for license to 
export initial reactor core loading to Peoples Republic of China. 

PETERSON, M.R. Assistant Director for International Security. 89/02/23. 
THORNE, C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 48625:170-48625:174. 

-8902280259 Application for license to export 116,880 kg enriched U,in form of Zirca- 
loy-cladded U02 pellets, w/associated fuel assembly structural components.to Peoples 
Republic of China. 

DAVID, W.F. Washington Public Power Supply System. 89/02/14. 3pp. 48625:171- 
48625:173. 

-8902280266 Forwards application for license to export enriched U.in form of Zircaloy- 
cladded U02 pellets, w/associated fuel assembly structural components, to Peoples 
Republic of China. 

DAVID, W.F. Washington Public Power Supply System. 89/02/14. Assistant Director 
for International Security. Ip. 48625:1,74-48625:174. 

8902280274 Forwards Transnuclear 890207 application for amend to license, increasing 
quantity of matl authorized for export to Unterweser Nuclear Power reactor in West 
Germany.Ltr of assurance requested. 

PETERSON, M.R. Assistant Director for International Security. 89/02/23. 
ROONEY, J.M. Energy, Dept. of. Ip. 48624:203-48624:206. 

8902280282 Telex listing Govt of Japan diplomatic notes re assurances for low enriched 
U reload fuel exports per US-Japan Agreement for Cooperation. 

* Japan, Govt of. 89/02/10. State, Dept. of. 3pp. 48626:287-48626:289. 
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8902280324 Application to amend export license, increasing quantity of Canadian-origin 
matl from 75,000 kg to 85,000 kg U. 

HUDEC.W.S. Westinghouse Electric Corp. 89/02/13. PETERSON.M.R. Assistant Di- 
rector for International Security. 1 p. 48626:286-48626:286. 


8903030479 License for Mitsubishi Inti Corp to export 1,747 kg U-235, contained in 
62,164 kg U,to Japan. 

PETERSON.M.R. Assistant Director for International Security. HSA-5489-05. 89/02/ 
24. 2pp. 48693:342-48693:343. 


8902280395 Annotated Itr forwarding application to renew export license expiring on 
890301 Oanqes to company name & name of intermediate consignee discussed. 
RlGS.G 6 .'/ ' P International, Inc. (formerly Byron Jackson ^ji-p Givis jri 89/02/06. 
NRC - No Detailed Affiliation Given. Ip. 48644:176-48644:181. 

—8902280400 Application for renewal of license to export reactor primary coolant 
pumps, to Japan. 

RIOS.G. 3W/IP International, Inc. (formerly Byron Jackson Pump Division). JAPAN. 
89/02/06. 2pp. 48644:177-48644:181. 

8902280491 License for Edlow Inti Co to export 249 kg U-235,contained in 7,210 kg 
U,to Japan. 

PETERSON.M.R. Assistant Director for International Security. KLK-48. 89/02/24. 2pp. 
48624:138-48624:139. 

8902280510 Advises that Japan Electric Power Co estimates quantity of feed of US- 
origin matl at 91,449 uri U & Cans.l'ar-c'.c.r: matl at 146,081 kg U.Enrichment quantity 
is 14,677 kg US-origin & 22 *<!: *g Ca-.iii: r-r origin. 

LENGJAK.B. Mitsui & Co. (US*: .rc. (s-or>. of Mitsui & Co., Ltd.). HSA-548906. 89/ 
02/23. WRIGHT, B. NRC - No Detailed Affiliation Given. Ip. 48624:127-48624:127. 

8902280539 Amend 2 to license for Nuclear Metals.lnc to increase quantity of matl au- 
thorized for export to 500,000 kg depleted U stock, to United Kingdom. 

PETERSON.M.R. Assistant Director for International Security. 89/02/24. 2pp. 
48644:113-48644:116. 

-8902280540 Forwards export license for Nuclear Metals.lnc, adding Ministry of 
Defense, PE, Atomic Weapons Research 

Establishment,Aldermaston, Reading, Berks,United Kingdom as addl ultimate consign- 

CARPENITO.T. Nuclear Materials.lnc. 89/01/17. WRIGHT.B.L. NRC - No Detailed Af- 
filiation Given. Ip. 48644:114-48644:116. 

8903010027 License for Marubeni America Corp to export 947 kg U-235 contained in 
29, 1 25 kg U to Tokyo, Japan. 

PETERSON.M.R. Assistant Director for International Security. JJ5701. 89/02/24. 2pp. 
48648:281-48648:282. 

8903010201 Requests assistance in obtaining required aro'cvals pc- US-Canada Agree- 
ment for Peaceful Uses of Nuclear Energy e unci Wopcnghcusc application for 
arrorri to expert license increasing quantity of -nail by acc. ‘O.'^OO r ~. 

PE’L'. r; S::\'.M.-i Assistant Director for International Security. 89/02/24. HART.T. 
Energy, Dept. of. Ip. 48670:072-48670:073. 

-8903010209 Application for amend to license to exportjncreasing quantity of U by addl 
10,000 kg. 

HUDEC.W.S. Westinghouse Electric Corp. 89/02/13. PETERSON.M.R. Assistant Di- 
rector for International Security. Ip. 48670:073-48670:073. 

8903010268 Advises that no changed circumstances associated w/ Export License 
XSNM-2427 from conditions existing at time of issuance of License XSNM-1435.U- 
cense may be issued. 

MOORE, R.N. Assistant Director for International Security. 89/02/24. Assistant Direc- 
tor for International Security. Ip. 48649:004-48649:004. 

8903030041 Forwards approved route to be used for transport of spent reactor fuel 
from Portsmouth, VA to Idaho Falls, ID, per 881020 request. 

MACDONALD.C.E. Transportation Branch. 89/02/24. MCLAUGHLIN, J. Transnuclear, 
Inc. 34pp. 48694:324-48694:360. 

8903030066 Informs that License XSNM-2424 may be issued.No matl changed circum- 
stances since issuance of License XSNM-1435 involving similar considerations. 
MOORE.R.N. Assistant Director for International Security. 89/02/24. Assistant Direc- 
tor for International Security. Ip. 48716:019-48716:019. 

8903030203 Informs that License XSNM-2423 may be issued.No matl changed circum- 
stances since issuance of License XSNM-1435. 

MOORE.R.N. Assistant Director for International Security. 89/02/24. Assistant Direc- 
tor for International Security. Ip. 48694:001-48694:001. 

8903030217 License for Edlow Inti Co to export 311 kg U-235, contained in 8,998 kg 
U.to Japsn 

PETERSON.M.R. Assistant Director for International Security. KLK-46. 89/02/24. 2pp. 
43600.331-'- 869-": j 12. 

8903030221 Informs that License XSNM-2405 may be issued.No matl changed circum- 
stances since issuance of License XSNM-1435. 

MOORE.R.N. Assistant Director for International Security. 89/02/23. Assistant Direc- 
tor for International Security. Ip. 48693:229-48693:229. 


8903030508 License for Mitsubishi Inti Corp to export 547 kg U-235, contained in 
15,853 kg U,to Japan. 

PETERSON.M.R. Assistant Director for International Security. HSA-5489.01. 89/02/ 
24. 2pp. 48693:344-48693:345. 

8903060204 Amend 5 to license for Westinghouse to export pressurized water reactor 
w/power level of 930 MWe to Spain. 

PETERSON.M.R. Assistant Director for International Security. 89/02/28. Ip. 
48713:356-48713:357. 

-8903060207 Revests cxicnslo- of ! : “-nso XR-0099. 

HUDEC.W S ■A'-eli-c 1 -.: .s» ■> rinc Ce-s; WSH-019-89. 89/01/26. PETERSON.M.R. 
Assistant n l:i -I See jfiy Ip. 48713:357-48713:357. 

8903070131 Forwards GE 890215 application for Amend 6 to Export License XR- 
0104,adding Spain as addl intermediate consignee for fabrication process.Ltr of assur- 
ance required. 

PETERSON.M.R. Assistant Director for International Security. 89/02/28. 
ROONEY.J.M Energy, Dept. of. Ip. 48763:275-48763:278. 

-8903070138 Application to amend license to add Spain as addl intermediate consign- 
ee to export components & associated ocuipmon* of BWR to Switzerland. 

FLOWERS, F.D. General Electric Co. L«j -C2/i-j '.VI GHr.S.: . NRC - No Detailed Af- 
filiation Given. 2pp. 48763:276-48763:278. 

8903080154 Expresses concern re time elapsed since filing of 881028 application & re- 
quests license issuance in time to meet scheduled shipment of matl. 

IKEDA.M. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co.. Ltd.). 69/02/23. NRC - No 
Detailed Affiliation Given. Ip. 48741:288-48741:291. 

8903080170 Requests cooperation in expediting 881107 application for export license, in 
order to meet Apr 1989 scheduled shipment. 

IKEDA.M. Mits... & 3o. fUSAi. nc. (subs, of Mitsui & Co., Ltd.). MBK-K1-R4. 89/02/ 
23. NRC - No Dilated Af- ha: =•' Given. Ip. 48766:049-48766:052. 

8903080194 Requests that RBU GmbH be deleted & replaced w/RBU by Siemens AG 
to listed licenses. 

FLINGOU.C. European Communities, Commission of. 89/02/17. ROONEY. J.R. 
Energy, Dept. of. 2pp. 48741:268-48741:269. 

8903080343 Forwards GE application for amend to License XSNM-1227, adding inter- 
mediate consignee. Ltr of assurance requested. 

PETERSON.M.R. Assistant Director for International Security. 89/03/01. 
ROONEY.J.M. Energy, Dept. of. Ip. 

-8903080353 Application for amend to license, authorizing export of nuclear matl of US 
& Australian origin to Spain. 

ruOWERS.r O. General Electric Co. 89/02/16. WRIGHT.B.L. NRC - No Detailed Af- 
filiation Given. Ip. 48768:013-48768:014. 

8903080366 Amend 3 to license for Transnuclear, Inc to export 2.756 kg U-235 to Korea 
& change name of one intermediate consignee to Seimens AG. 

;'lF.SC\,?/..F.. Assistant Director for International Security. 89/03/03. Ip. 
48748:359-48748:359. 

8903080370 Requests Executive Branch position re C-E application for license to export 
irradiated fuel rods to Canada.Application end. 

^P’ERSCVM D . Assistant Director for International Security. 89/03/01. 
VrCRNn.D =. Stale Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs, 
ip. 48743:267-48743:271. 

-8903080385 Forwards application for license to export irradiated fuel rods to Canada. 
SCHERER, A.E. Combustion Engineering, Inc. LD-89-020. 89/02/17. PETERSON.M.R. 
Assistant Director for International Security. 2pp. 48743:268-48743:271. 

-8903080395 Application for license to export 20 each irradiated fuel sealed rods to 
Canada. 

SCHERER, A.E. Combustion Engineering, Inc. 7580. 89/02/17. 2pp. 48743:270- 
48743:271. 

8903080373 Amend 5 to license for Westinghouse, extending expiration date from 
891231 to 941231. 

PETERSON, M.R. Assistant Director for international Security. 89/02/28. Ip. 
48778:216-48778:217. 

8903080379 Amend 3 to license for Transnuclear, Inc, changing name of ultimate con- 
signee to Siemens AG & authorizing export of 120 kg U-235 & Australian & Canadian 
origin matl. 

PETERSON, M.R. Assistant Director for International Security. TNP 465. 89/03/03, Ip. 
48748:360-48748:360. 


8903030226 License for Mitsui & Co (USA),lnc to export 526 kg U-235, contained in 
18,907 kg U.enriched to 2.95 w/o max, to Japan. 

n E!L : RSDN.M.P.. Assistant elector for International Security. MBK-K1-R4 (A). 89/02/ 
24. 2pp. 48693:230-48603:231. 

8903030235 Informs that License XSNM-2417 may be issued under authority contained 
in Sections 109b or 126(a)(2) of Atomic Energy Act & 10CFR110.44(a)(2).No matl 
changed circumstances since issuance of Ucense XSNM-1435 w/similar consider- 
ations. 

MOORE, R.N. Assistant Director for International Security. 89/02/24. Assistant Direc- 
tor for International Security. Ip. 48693:212-48693:212. 

8903030243 License for Marubeni America Corp to export 246 kg U-235, contained in 
7,565 kg U.enriched to 3.95 w/o max, to Japan. 

PETERSON.M.R. Assistant Director for International Security. JJ5701. 89/02/24. 2pp. 
48693:359-48693:360. 

8903030403 Amend 5 to license for Westinghouse to export 12,700 kg U-235,contained 
in 305,283 kg U,to Korea. 

PETERSON.M.R. Assistant Director for International Security. WSH-029-89. 89/03/02. 
Ip, 48693:213-48693:213. 


8903080413 Forwards correspondence re Mitsui & Co (USA) export license applications 
XSNM-2412 & XSNM-241 8, concerning expedition of applications to meet shipping 
schedules for Apr 1989. 

PETERSON.M.R. Assistant Director for International Security. 89/03/01. 

THORNE, C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 48879:330-48879:330. 

8903080413 Forwards correspondence re Mitsui & Co (USA) export license applications 
XSNM-2412 & XSNM-241 8, concerning expedition of applications to meet shipping 
schedules for Apr 1989. 

PETERSON, M.R. Assistant Director for International Security. 89/03/01. 

THORNE, C.E. State, Dept of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 48879:330-48879:330. 


-8903160140 Requests cooperation in expediting 881107 application for export license. 
IKEDA.M. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). 89/02/23. NRC - No 
Detailed Affiliation Given. Ip. 48879:331-48879:333. 


-8903160148 Application for license to export 975 
IKEDA.M. Mitsui & Co. (USA), Inc. (subs, of 
48879:334-48879:334. 


kg U-235 as UF6 to Japan. 

Mitsui & Co., Ltd.). 88/11/07. Ip. 
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8903080430 Application for amend to export Itcense.extending expiration date to 
900331 .changing address & deleting Transnukiear.GmbH as other parties to export. 
QUAIN.P.B. Transnuclear, Inc. 89/02/27. WRIGHT.B. NRC - No Detailed Affiliation 
Given. 2pp. 48765:105-48765:106. 


8903090269 Amend 1 to export license for Transnuclear.lnc, changing licensee 
address, ultimate consignee name from Reaktor Brennelement Union.GmbH.to Sie- 
mens AG & authorizing export of 0.195 kg U-235 contained in 10.063 kg U. 
PETERSON, M.R. Assistant Director for International Security. TNH 477. 89/03/03. Ip. 
48800:303-48800:303. 


8903080551 Amend 1 to license for Transnuclear.lnc to export 24.258 kg U-235, con- 
ta J ned : r 26.CS5 kg U.to Sweden.changing licensee address.deleting 
Transnup'ea-.Srr.sH as other party to export & extending expiration date to 900331 . 
= E”5 = SC\.M R. Assistant Director for International Security. NUK-446. 89/03/03. Ip. 
48799:114-48799:116. 


8903090274 Amend 3 to license for Transnuclear.lnc to export 4,245.190 kg U-235,con- 
tained in 1 50,005 kg of U.to West Germany & changing licensee address & name of 
intermediate consignee to Siemens AG. 

PETERSON, M.R. Assistant Director for International Security. RBU-411. 89/03/03. Ip. 
48798:272-48798:272. 


8903090009 Requests cancellation of license application. 

QUAIN.P.B. Transnuclear. Inc. 89/02/27. WRIGHT.B. NRC - No Detailed Affiliation 
Given. 2pp. 48801:133-48801:134. 


8903090050 Requests timely approval of application for amend to License XSNM-2417. 
IKEDA.M. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). 89/02/23. NRC - No 
Detailed Affiliation Given. Ip. 48780:167-48780:170. 


8903090055 Informs that License XSNM-2415 may be issued.No matl changed circum- 
stances s ! nce issuance of License XSNM-1435. _ 

MOCRE.R.N. Assistant Director for International Security. 89/02/24. Assistant Direc- 
tor for International Security. Ip. 48780:245-48780:245. 

8903090072 License for Mitsubishi Inti Corp to export 303 kg U-235, contained in 9,320 
kgU.to Japan. 

PETERSON, M.R. Assistant Director for International Security. 89/02/27. 2pp. 
48781:197-48781:198. 


8903090075 Informs that License XSNM-2413 may be issued.No matl changed circum- 
stances since issuance of License XSNM-1435. 

MOORE.R.N. Assistant Director for International Security. 89/02/23. Assistant Direc- 
tor for International Security. Ip. 48780:048-48780:048. 

8903090098 Discusses 890126 Itr requesting agreement to enrich Canadian source matl 
& to transfer product to CERCA in France for fuel fabrication. 

SINDES.D.B. Canada Atomic Energy Control Board. 89/02/21. CEJA.S.N. Energy, 
Dept of. Ip. 48780:246-48780:246. 

8903090106 Application for amend to export license.changing name of ultimate consign- 
ee & increasing total quantities from 5,481.0 kg U-235.contained in 153,200 kg U en- 
riched to 4.05% max. 

FL1NGOU.C. European Communities, Commission of. 89/02/21. ROONEY, J.M. 
Energy, Dept of. Ip. 48783:288-48783:288. 

8903090134 Forwards fax from Mitsubishi Inti Corp re country of origin of source matl 
for export license application XSNM-2425. 

PETERSON.M.R. Assistant Director for International Security. 89/02/24. 
THORNE, C.E. State, Dept of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 48783:353-48783:354. 

—8903090139 Telex advising that Japan Electric Power Co gave Mitsubishi Inti Corp 
best estimate of listed feed quantity. 

LENJAK.B. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). 89/02/23. NRC - 
No Detailed Affiliation Given. Ip. 48783:354-48783:354. 

8903090170 Informs that License XSNM-2409 may be issued.No matl changed circum- 
stances since issuance of License XSNM-1435. 

MOORE, R.N. Assistant Director for International Security. 89/02/23. Assistant Direc- 
tor for International Security. Ip. 48801:089-48801:089. 

8903090175 Informs that License XSNM-2411 may be issued.No matl changed circum- 
stances since issuance of License XSNM-1435. 

MOORE, R.N. Assistant Director for International Security. 89/02/23. Assistant Direc- 
tor for International Security. Ip. 48800:351-48800:351. 

8903090179 License for Edlow Inti Co to export 551 kg U-235,contained in 13,262 kg 
U ,to J apan. 

PETERSON,M.R. Assistant Director for International Security. KLK-47. 89/02/24. 2pp. 
48799:119-48799:120. 


8903090234 Amend 1 to export license for Transnuclear, Inc, authorizing export of 0.213 
kg U-235, contained in 11.495 kg U.enriched to 3.5063 w/o max & changing name of 
ultimate consignee from Reaktor Brennelement Union.GmbH.to Siemens AG. 
PETERSON,M.R. Assistant Director for International Security. RBU-489. 89/03/03. Ip. 
48800:307-48800:307. 


8903090344 License for Transnuclear.lnc to export 3.779 kg U-235. contained in 4.050 
ka U.to Canada. 

PETERSON.M.R. Assistant Director for International Security. MIS-485. 89/02/27. 
2pp. 48798:296-48798:297. 

8903090348 Application for amend to License XSNM-1 227,authorizing export of nuclear 
matl to Spain as fabricator. 

FLOWERS, F.D. General Electric Co. 89/02/16. WRIGHT, B.L. NRC - No Detailed Af- 
filiation Given. Ip. 48800:019-48800:020. 

8903090357 Executive Branch position re Mitsubishi Inti Corp application to export 
1,747 kg U-235 to Japan. Recommends that license be issued. 

THORNE, C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
89/02/23. SHEA,J.R. NRC - No Detailed Affiliation Given. 2pp. 48799:359-48799:360. 

8903100147 Informs of approval of 881020 request for route to be used for transporting 
spent fuel from Portsmouth, VA to Idaho Falls, ID.Approved route end. 

MACDONALD, C.E. Transportation Branch. 89/02/28. MCLAUGHLIN.J. Transnuclear, 
Inc. 34pp. 48950:053-48950:086. 

8903100156 Informs of approval of 881104 request for route to be used for transport of 
spent fuel from Pleasanton, CA to Port of Oakland, CA.Approved route end. 
MACDONALD, C.E. Transportation Branch. 89/03/03. KIRKLAND, M.W. General Elec- 
tric Co. 7pp. 48810:003-48810:009. 

8903100171 Informs of approval of 881117 request for route to be used for transport of 

a rant fuel from Pleasanton, CA to Port of Portland, OR. 

ACDONALD.C.E. Transportation Branch. 89/03/06. KIRKLAND, M.W. General Elec- 
tric Co. 13pp. 48809:008-48809:020. 

8903100528 Forwards request for withdrawal of export license application under Li- 
cense XSNM-2407 for Transnuclear.lnc. 

PETERSON, M.J. Assistant Director for International Security. 89/03/03. THORNE.C.E. 
State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. Ip. 48804:021- 
48804:023. 

—8903100538 Forwards telex from Siemens terminating License Application XSNM- 
2407. 

QUAIN.P.B. Transnuclear, Inc. 89/02/27. WRIGHT.B. NRC - No Detailed Affiliation 
Given. 2pp. 48804:022-48804:023. 

8903150284 Application for license to export 26,280 kg U.as enriched U hexafluoride, to 
Spain. 

GANIRCK.G. Braunkohle Transport USA, Inc. GG/WO/001. 89/02/28. Ip. 48877:219- 
48877:219. 

8903160106 Requests Executive Branch position re end Transnuclear.lnc 890303 appli- 
cation for license to export low enriched U to Canada. 

PETERSON.M.R. Assistant Director for International Security. 89/03/10. 
ROONEY, J.M. Energy, Dept. of. Ip. 48885:026-48885:029. 

-8903160109 Application for license to export 76 kg U-235, contained in 378 kg U,to 
Canada. 

* Transnuclear, Inc. MIS-491. 89/03/03. 2pp. 48885:027-48885:028. 

-8903160116 Forwards application for license to export 76 kg U-235, contained in 378 
kg U. 

QUAIN.P.B. Transnuclear, Inc. 89/03/03. WRIGHT.B. NRC - No Detailed Affiliation 
Given. Ip. 48885:029-48885:029. 

8903160128 Requests Executive Branch views re Braunkohle Transport USA, Inc appli- 
cation to export initial core fuel to Spain.W/o end. 

PETERSON.M.R. International Programs. 89/03/09. THORNE, C.E. State, Dept, of, 
Bureau of Oceans & Inti. Environ. & Scientific Affairs. Ip. 48879:328-48879:329. 


8903090240 Amend 2 to license for Transnuclear.lnc, changing licensee address & 
name of intermediate consignee. 

PETERSON.M.R. Assistant Director for International Security. RBU-467. 89/03/03. Ip. 
48801:092-48801:092. 


8903160161 Informs that License XSNM-2404 may be issued.No matl changed circum- 
stances since issuance of License XSNM-1435. 

MOORE.R.N. International Programs. 89/03/08. International Programs. Ip. 
48892:351-48892:351. 


8903090245 Amend 3 to export license for Transnuclear, lnc,changing licensee address 
& name of intermediate consignee from Reaktor Brennelement Union.GmbH.to Sie- 
mens AG & authorizing export of 2,647.170 kg U-235, contained in 79.005 kg U. 
PETERSON.M.R. Assistant Director for International Security. RBU 425. 89/03/03. Ip. 
48798:232-48798:232. 

8903090255 Amend 6 to export license for Transnuclear, Inc.changing name of interme- 
diate & ultimate consignees & authorizing increase in amount authorized for export to 
5,796.0 kg of U-235 contained in 160,900.0 kg U.enriched to 4.05 w/o max. 
PETERSON.M.R. Assistant Director for International Security. RBU 351. 89/03/03. Id. 
48784:071-48784:071. 

8903090263 Amend 1 to export license for Transnuclear.lnc.changing licensee 
address.name of intermediate consignee from Reaktor Brennelement Union.GmbH.to 
Siemens AG & authorizing export of 398.735 kg U-235 contained in 1 1,391 kg U. 
PETERSON,M.R. Assistant Director for International Security. RBU-466. 89/03/03. Id. 
48784:053-48784:053. 

8903090267 Amend 6 to export license for Transnuclear.lnc.changing name of interme- 
diate consignee from Reaktor Brennelement Union, GmbH to Siemens AG & authoriz- 
ing export of 4,588.290 kg of U-235 contained in 130,550 kg of U.enriched to 4.50 w/ 
o max. 

PETERSON, M.R. Assistant Director for International Security. RBU-455. 89/03/03 Id 
48784:054-48784:054. P ’ 


8903160179 Informs that License XSNM-2412 may be issued.No matl changed circum- 
stances since issuance of License XSNM-1435. 

MOORE, R.N. International Programs. 89/03/08. International Programs. Ip. 

48878:091-48878:091. 

8903160199 Executive Branch position re Mitsubishi Inti Corp application to export 
1 ,055 kg U-235 to Japan.No matl changed 3 license recommended. 

STRATFORD, R.J. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. 89/03/07. SHEA.J.R. NRC - No Detailed Affiliation Given. 2pp. 48893:073- 
48893:074. 

8903160239 Informs that License XSNM-2418 may be issued.No matl changed circum- 
stances since issuance of License XSNM-1435. 

MOORE.R.N. International Programs. 89/03/08. International Programs. Ip. 

48884:360-48884:360. 

8903170180 Ltr of assurance re export Licenses XSNM-2404, XSNM-2412 & XSNM- 
2418. 

* Japan, Govt. of. 89/03/09. State, Dept. of. 2pp. 48894:030-48894:031. 

8903210098 Forwards 890303 application for license to export U for reload fuel in 
France.Assistance requested in obtaining Itr of assurance. 

PETERSON.M.R. Assistant Director for International Security. 89/03/16. 
ROONEY, J.M. Energy, Dept. of. Ip. 48981:077-48981:085. 
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—8903210100 Revised application for license to export 429 kg U in form of UF2 to 
France. 

QUAIN.P.B. Transnuclear, Inc. TNP-492. 89/03/03. 2pp. 48981:078-48981:079. 

-8903210103 Forwards revised applications for licenses to export 429 kg U-235, con- 
tained in 12,985 kg U,to France. 

QUAIN.P.B. Transnuclear, Inc. 89/03/10. NRC - No Detailed Affiliation Given. Ip. 
48981:080-48981:080. 

-8903210106 Informs that quantities listed in 890303 Itrs re export licenses 
incorrect.Correct amounts to be applied for each license application listed. 

QUAIN.P.B. Transnuclear, Inc. 89/03/08. WRIGHT.B. NRC - No Detailed Affiliation 
Given. 2pp. 48981:081-48981:082. 

-8903210111 Application for license to export 420 kg U-235,contained in 12,351 kg 
U.to France. 

QUAIN.P.B. Transnuclear. Inc. TNP-492. 89/03/03. 2pp. 48981:083-48981:084. 

-8903210115 Forwards application for license to export 420 kg, U-235 contained in 

12.351.45 kg U. 

QUAIN.P.B. Transnuclear, Inc. 89/03/03. WRIGHT.B. NRC - No Detailed Affiliation 
Given. Ip. 48981:085-48981:085. 

8903220037 Application to amend export license.changing licensee name to Nuclear 
Transportation & Svcs Co (NuTranS) & address as stated. 

BOYNE, F.J. NUEXCO. 89/03/03. PETERSON.M.R. Assistant Director for International 
Security. 3pp. 49008:279-49008:282. 

8903220493 Forwards application for license to export slightly enriched UF6 to Japan. 
MARUYAMA.T. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). HSA-5489-08. 
89/03/08. NRC - No Detailed Affiliation Given. 2pp. 49020:155-49020:157. 

-8903220491 Application for license to export enriched UF6 contained in 494 kg U- 
235, to Japan. 

MARUYAMA.T. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). HSA-5489-08. 
89/03/08. Ip. 49020:157-49020:157. 

8903220542 Application for extension of expiration date of export license until 
941 231. Extension needed to meet contractual commitments. 

HUDEC.W.S. Westinghouse Electric Corp. WSH-043-89. 89/03/02. PETERSON.M.R. 
Assistant Director for International Security. Ip. 49005:320-49005:320. 

8903230103 Application for license to export 429,000 kg U,in form of UF6,to France. 
QUAIN.P.B. Transnuclear, Inc. TNP-492. 89/03/03. 2pp. 49029:293-49029:300. 

-8903230108 Forwards application for license to export 420 kg U-235, contained in 

12351.45 kg U.to France & end use statement 

QUAIN.P.B. Transnuclear, Inc. TNP-492. 89/03/03. WRIGHT.B. NRC - No Detailed 
Affiliation Given. Ip. 49029:298-49029:300. 

8903230141 Forwards application for export license for low enriched U for use as fuel in 
Tomari Unit 1 in Japan.Ltr of assurance required. 

PETERSON.M.R. Assistant Director for International Security. 89/03/16. 
THORNE, C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 49029:253-49029:256. 

-8903230152 Application for license to export enriched U hexafluoride, to Japan. 
MARUYAMA.T. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). HSA-5489- 
08. 89/03/08. Ip. 49029:254-49029:254. 

-8903230164 Forwards application for license to export slightly enriched UF6,to Japan. 
MARUYAMA.T. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). HSA-5489- 
08. 89/03/08. NRC - No Detailed Affiliation Given. 2pp. 49029:255-49029:256. 

8903230276 Application for license to export 1,500 kg D20 to Canada. 

DIRENZO.P.L. Cleveland Crystalline. 89/03/10. 2pp. 49030:005-49030:006. 


8903230295 Application to amend export license.to include Lingen Plant as both inter- 
mediate & ultimate consignee. 

MALODY.C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
CWM:89:024. 89/03/15. PETERSON.M.R. Assistant Director for International Security. 
Ip. 49030:141-49030:141. 

8903230315 Amend 1 to license for NuTranS to import 1,000,000 kg U,in any form from 
any country except as noted in Condition 1. 

PETERSON.M.R. Assistant Director for International Security. 89/03/15. Ip. 
49029:095-49029:099. 

8903230316 Forwards ANF Corp 890315 application for amend to Export License 
XSNM-2398, adding ANF Lingen Plant in West Germany as intermediate & ultimate 
consignee.Assistanco m obtaining llr ol assurance from EURATOM requested. 
PETERSON.M.R. At:s;s:an! Director for International Security. 89/03/17. 
ROONEY, J.M. Energy, Dept. of. Ip. 49029:350-49029:351. 

8903230330 Application for amend to license.changing ultimate end use to Tokyo Elec- 
tric Power Co.Nuclear power reactor yet to be determined. 

IKEDA.M. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). 89/03/15. NRC - No 
Detailed Affiliation Given. 2pp. 49030:001-49030:004. 

8903230374 Requests Executive Branch view re end Cleveland Crystals, Inc application 
for license to export 1 ,500.0 kg heavy water to Canada.Applicant requested change to 
cover exports of 300 kg of heavy water per yr over next 5 yrs. 

PETERSON.M.R. Assistant Director for International Security. 89/03/20. 

THORNE, C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs, 
ip. 49029:067-49029:070. 

8903230380 Forwards GE application for license to export low enriched U to Japan.Ltr 
of assurance from Govt of Japan required. 

PETERSON.M.R. Assistant Director for International Security. 89/03/20. 

THORNE, C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs, 
ip. 49028:137-49028:139. 

-8903230390 Application for amend to license to export 21,456 kg U,in 24,352 kg U02 
powder, to Japan. 

FLOWERS, F.D. General Electric Co. 89/03/14. Ip. 49028:138-49028:138. 

-8903230396 Forwards application for license to export enriched U02 powder to 
Japan.Canada is county of origin of source matl. 

FLOWERS, F.D. General Electric Co. 89/03/14. WRIGHT, B.L. NRC - No Detailed Af- 
filiation Given. Ip. 49028:139-49028:139. 

8903230403 Advises of change of name from Byron Jackson Pump Div to BW/IP 
Inti, Inc, Pump Div, Byron Jackson Products. 

RIOS.G. BW/IP International, Inc. (formerly Byron Jackson Pump Division). 89/03/06. 
WRIGHT.B. International Programs. Ip. 49031:347-49031:348. 

8903230430 Forwards Mitsui & Co (USA).lnc 890315 application for amend to export 
license, changing end user to Fukushima II, Units 2 & 4 & adding Nuclear Fuel Indus- 
tries as addl intermediate consignee. 

PETERSON.M.R. Assistant Director for international Security. 89/03/20. 

THORNE, C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 49029:039-49029:043. 

8903270357 Forwards 890303 application for license to export U for use as reload fuel 
to France.Assistance in obtaining Itr of assurance requested. 

PETERSON.M.R. Assistant Director for International Security. 89/03/16. 

ROONEY, J.M. Energy, Dept. of. Ip. 49055:303-49055:311. 

-8903270364 Application for license to export 429,000 kg U,in form of UF6,to France. 
QUAIN.P.B. Transnuclear, Inc. TNP-493. 89/03/03. 2pp. 49055:304-49055:309. 

-8903270369 Application for license to export 429.000 kg U,in form of UF6,to France. 
QUAIN.P.B. Transnuclear, Inc. TNP-493. 89/03/03. 2pp. 49055:310-49055:311. 

8903280396 Telegram requesting assurances re low-enriched U reload fuel exports 
under US-Japan agreement for cooperation. 

* Japan, Govt. of. 89/03/21. State, Dept of. Ip. 49064:101-49064:101. 
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8903090446 

WASTE MGT 

BAILEY.J.A. 

8903150286 

50-425 

P 

AKERMAN.S.G. 

8903010231* 

50-237 

P 

APPEL, G.J. 

8903140706 

WASTE MGT 

BAILEY, J.A. 

8903210038 

50-425 

P 

AKSTULEWICZ.F. 

8610300390 

50-213 

F 

APPEL.GJ. 

8903150068 

WASTE MGT 

BAILEY.J.A. 

8903240283 

50-425 

E 

AKSTULEWICZ.F. 

8611050376 

50-213 

P 

ASHER, J.R. 

8903010044* 

50-322 

T 

BAILEY.P.E. 

8903210137 

WASTE RES 

ALBERTIN.L 

8902240208* 

50-305 

P 

ASMUSSEN.K.E. 

8902240137 

50-89 

H 

BAKER, B.W. 

8903090439 

71-9163 


ALEXANDER, R.J. 

8903130347 

50-155 

S 

ASMUSSEN.K.E. 

8902240239 

50-89 

H 

BAKER, D.L 

8903210327 

50-316 

S 

ALEXICH.M.P. 

8611180250 

50-315 

P 

ASMUSSEN.K.E. 

8903020493 

50-163 

R 

BAKER, E.T. 

8902270639 

TOPREP 


ALEXICH.M.P. 

8903010375 

50-315 

H 

ASMUSSEN.K.E. 

8903020598 

50-89 

R 

BAKER, E.T. 

8903010258* 

QA999 


ALEXICH.M.P, 

8903010379 

PR 


ATKINSON, R.J. 

8902150276* 

50-259 

P 

BAKER, E.T. 

8903200146* 

QA999 


ALEXICH.M.P. 

8903090088 

50-315 

P 

ATWELL, J.K. 

8903170153* 

50-312 

S 

BAKER.J.W. 

8902230502 

50-397 

F 

ALEXICH.M.P. 

8903090400 

50-315 

R 

AUDIN.L. 

8903290278 

FOIA 


BAKER, K.R. 

8903010413 

50-315 

S 

ALEXICH.M.P. 

8903090434* 

50-315 

Q 

AULUCK.R. 

8903010385 

50-390 

A 

BAKER.K.R. 

8903020213 

50-315 

H 

ALEXICH.M.P. 

8903100373 

50-315 

Q 

AULUCK.R. 

8903080331 

50-390 

A 

BAKER.K.R. 

8903300050* 

PR 


ALEXICH.M.P. 

8903100446 

50-315 

S 

AULUCK.R. 

8903200257 

50-390 

A 

BAKER, SJ. 

8607090365 

40-1162 


ALEXICH.M.P. 

8903140427 

50-315 

Q 

AULUCK.R. 

8903220471 

50-390 

A 

BAKER, S.J. 

8903220033 

40-1162 


ALEXICH.M.P. 

8903220176 

50-315 

P 

AULUCK.R. 

8903230350 

50-390 

A 

BALCH.R.A. 

8903020102 

PR 


ALEXICH.M.P. 

8903220168 

50-315 

P 

AULUCK.R, 

8903230359 

50-390 

A 

BALDACCI.S.M. 

8903130293* 

50-443 

T 

ALEX1CH.M.P. 

8903220446 

50-315 

P 

AULUCK.R. 

8903240067 

50-390 

A 

BALFOUR, H.R. 

8903030283* 

50-293 

P 

ALEXICH.M.P. 

8903230074 

50-315 

P 

AUSTIN.G. 

8903220091* 

50-295 

R 

BALLARD, B.E. 

8903290440* 

50-324 

P 

ALEXICH.M.P. 

8903280143 

50-315 

J 

AUSTIN, M.A. 

8903030489* 

70-1100 


BALLARD, R.L. 

8902010333 

WASTE MGT 

ALEXION.T. 

8903230422 

50-483 

P 

AUSTIN, M.A. 

8903210432* 

70-1100 


BALLARD, R.L 

8903030167 

WASTE MGT 

ALEXION.T.W. 

8902270324 

50-483 

P 

AUSTIN.S.W. 

8902270117 

50-260 

S 

BALLARD, R.L. 

8903070162 

WASTE MGT 

ALEXION.T.W. 

8903030207 

50-483 

P 

AXDORFF.WJ. 

8903010424 

PR 


BALLINGER.M.Y. 

8903210200 

NUREG 


ALEXION.T.W. 

8903200144 

50-483 

P 

AXELSON.W. 

8903070012 

50-255 

S 

BAMFORD.W.H. 

8903240030* 

50-445 

A 

ALEXION.T.W. 

8903210267 

50-483 

P 

AXELSON.W.L 

8903010012* 

50-331 

Q 

BANGART.R.L. 

8903090091 

50-458 

S 

ALIEFENDIOGLU 

8903030124* 

TOPREP 


AXELSON.W.L. 

8903010014 

50-331 

Q 

BANKER.LH. 

8903020008 

50-341 

H 

ALLAN, J.M. 

8903200044 

50-311 

Q 

AXELSON.W.L 

890308001 9 

50-155 

Q 

BARAN.R. 

8903080111 

50-219 

R 

ALLEY, P.M. 

8903100289 

PR 


AXELSON.W.L 

8903090419 

50-315 

Q 

BARAN.R. 

8903230086 

50-219 

R 

ALTOMARE.P. 

8903030475* 

WASTE MGT 

AXELSON.W.L 

8903090426* 

50-315 

Q 

BARANOWSKY.P. 

8902280132 

ORG 


ALTOMARE.P.M. 

8903030464 

WASTE MGT 

AXELSON.W.L 

8903140665 

50-255 

Q 

BARBER, S. 

8903020174* 

50-336 

Q 

ALTOMARE.P.M. 

8903090335 

WASTE MGT 

AXLINE.J.S. 

8903150444 

50-331 

S 

BARES, P. 

8903080482 

PR 


ALTOMARE.P.M. 

8903240194 

WASTE MGT 

AYALA, C. 

8903140616 

50-499 

S 

BARETT.L. 

8903010352 

WASTE MGT 

ALTOMARE.P.M. 

8903240322* 

WASTE MGT 

AYALA, C. 

8903150583 

50-499 

S 

BARI.RA 

8903020232 

WASTE RES . 

AMARASOORIYA.W. 

8903090145 

NUREG 


AYALA, C. 

8903210145 

50-498 

S 

BARI.R.A. 

8903020255 

WASTE RES 

AMATO.C.G. 

8903170431* 

50-219 

Q 

AYALA.C. 

8903240189 

50-498 

S 

BARI.RA 

8903220253 

WASTE RES 

AMATO.C.G. 

8903210418* 

50-289 

Q 

AYALA.C.A. 

8902280428 

50-498 

S 

BARI.R.A. 

8903220265 

WASTE RES 

AMENT, G.G. 

8903100050* 

TOPREP 


AYALA, C.A. 

8903030466 

50-498 

S 

BARI.RA 

8903220274 

WASTE RES 

AMENTA, J. 

8903020696 

ORG 


AYALA.C.A 

8903080005 

50-498 

S 

BARKHURST.R.P. 

8903270170 

50-382 

P 

AMENTA.J. 

8903060214 

ORG 


BACHMANN.R.G. 

8903100252 

50-322 

G 

BARNARD, E. 

8903150550* 

ACRS 


AMENTA.J. 

8903270013 

ORG 


BACHMANN.R.G. 

8903100267* 

50-322 

G 

BARNES, 1. 

8902280287* 

50-285 

Q 

AMENTA.J. 

8903270018 

ORG 


BACHMANN.R.G. 

8903230193 

50-443 

G 

BARNES.I. 

8903080497* 

50-298 

Q 

AMENTA, J. 

8903270021 

ORG 


BACKUS, B. 

8903100099 

50-443 

G 

BARNES.I. 

8903160232* 

50-382 

Q 


307 



308 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 
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BARNES.I. 

8903160237* 

50-298 

Q 

BELL.S. 

8903270404* 

CONTRACT 

BERNREUTER.D.L 

8903140041 

NUREG 


SARNESJ. 

8903220346* 

50-458 

Q 

BELLAMY.R.R. 

8902280331 

50-245 

F 

BERNREUTER.D.L 

8903140068 

NUREG 


BARNES.I. 

89032301 24* 

50-313 

Q 

BELLAMY, R.R. 

8903030003 

50-277 

F 

BERNREUTER.D.L. 

8903140099 

NUREG 


BARNEST.A.B. 

8903060127* 

50-267 

Q 

BELLAMY.R.R. 

8903030006 

50-317 

F 

BERNREUTER.D.L 

8903140119 

NUREG 


BARON.M.J. 

8902240236 

50-277 

R 

BELLAMY.R.R. 

8903030382 

50-443 

Q 

BERNSEN.S.A. 

8903200439* 

TOPREP 


BARON.M.J. 

8903200102 

50-277 

R 

BELLAMY.R.R. 

8903030483 

70-1100 


BERRY.G.A. 

8903010123 

50-443 

G 

BARR.K.P. 

8903140092* 

50-390 

Q 

BELLAMY.R.R. 

8903060006 

50-146 

Q 

BERRY.G.A. 

8903010131 

50-443 

G 

BARR.K.P. 

8903200321* 

50-390 

Q 

BELLAMY.R.R. 

8903070019 

50-289 

O 

BERRY, G.A. 

8903100010 

50-443 

G 

BARRETT,L.H. 

8903140500 

WASTE MGT 

BELLAMY.R.R. 

8903070037 

50-309 

Q 

BERRY, G.A. 

8903100183 

50-443 

G 

BARRETT.LH. 

8903140521 

WASTE MGT 

BELLAMY.R.R. 

8903080520 

50-184 

F 

BERRY, G.A. 

8903230034 

50-443 

G 

BARRY.J.J. 

8903030165 

PR 


BELLAMY.R.R. 

8903090188 

70-687 


BERRY.G.A. 

8903230115 

50-443 

G 

BARTLETT,B.J. 

8902270435* 

50-312 

H 

BELLAMY.R.R. 

8903090261 

50-352 

F 

BERRY.G.A. 

8903230207 

50-443 

G 

BARTON, J.J. 

8903210310 

50-219 

F 

BELLAMY.R.R. 

8903090298 

50-334 

F 

BERRY.G.A. 

8903230225 

50-443 

G 

BARUTH.W.L. 

8903010285 

50-298 

H 

BELLAMY.R.R. 

8903090301 

50-244 

F 

BERRY.G.A. 

8903230254 

50-443 

G 

BASKIN, K.P. 

8902270291 

50-206 

P 

BELLAMY.R.R. 

8903090373 

50-317 

F 

BERRY, G.A. 

8903230258* 

50-443 

G 

BASKIN, K.P. 

8902270295* 

50-206 

P 

BELLAMY.R.R. 

8903090442 

50-293 

Q 

BERRY, G.A. 

8903270113 

50-443 

G 

BASKIN, K.P. 

8902280436 

50-206 

P 

BELLAMY.R.R. 

8903100113 

50-286 

F 

BERRY, K.W. 

8610270099 

50-255 

P 

BASKIN.K.P. 

8903010167 

50-206 

P 

BELLAMY.R.R. 

8903100437 

50-247 

F 

BERRY, K.W. 

8902240290 

50-255 

C 

BASKIN, K.P. 

8903090207 

50-206 

P 

BELLAMY, R.R. 

8903100475 

50-293 

Q 

BERRY, K.W. 

8902280004 

50-255 

P 

BASKIN, K.P. 

8903130090 

50-206 

P 

BELLAMY.R.R. 

8903140296 

50-352 

Q 

BERRY, K.W. 

8903020492 

50-155 

P 

BASKIN.K.P. 

8903150108 

50-361 

P 

BELLAMY.R.R. 

8903140664 

50-245 

Q 

BERRY, K.W. 

8903030420 

50-155 

Q 

BASKIN, K.P. 

8903150118* 

50-361 

P 

BELLAMY.R.R. 

8903140684 

50-334 

Q 

BERRY, K.W. 

8903060169 

50-255 

P 

BASKIN, K.P. 

8903170013 

50-206 

P 

BELLAMY.R.R. 

8903170429 

50-219 

Q 

BERRY, K.W. 

8903080260 

50-255 

Q 

BASKIN, K.P. 

8903170033 

50-206 

P 

BELLAMY.R.R. 

8903200149 

50-286 

Q 

BERRY, K.W. 

8903100401 

50-255 

Q 

BASKIN, K.P. 

8903170064 

50-361 

P 

BELLAMY.R.R. 

8903200180 

70-1100 


BERRY, K.W. 

8903270258 

50-255 

Q 

BASKIN.K.P. 

8903170068* 

50-361 

P 

BELLAMY.R.R. 

8903200193 

50-146 

Q 

BERRY, R.L. 

8903200220 

50-29 

R 

BASKIN, K.P. 

8903170247 

50-206 

Q 

BELLAMY.R.R. 

8903200352* 

50-293 

F 

BETTENHAUSEN.L. 

8902230121 

50-423 

Q 

BASKIN, K.P. 

8903210081 

50-206 

Q 

BELLAMY.R.R. 

8903200401 * 

50-293 

H 

BETTENHAUSEN.L. 

8903020155 

50-336 

Q 

BASKIN, K.P. 

8903220316 

50-206 

P 

BELLAMY.R.R. 

8903210211 

70-371 


BETTENHAUSEN.L. 

8903060106 

50-219 

Q 

BASKIN, K.P. 

8903220321* 

50-206 

P 

BELLAMY.R.R. 

8903210330 

50-277 

Q 

BETTENHAUSEN.L. 

8903140675 

50-289 

Q 

BASKIN, K.P. 

8903240068 

50-206 

P 

BELLAMY.R.R. 

8903210336* 

50-277 

Q 

BETTENHAUSEN.L. 

8903140692 

50-322 

Q 

BASKIN.K.P. 

8903240176 

50-361 

P 

BELLAMY.R.R. 

8903210342 

50-309 

Q 

BETTENHAUSEN.L. 

8903160282 

50-245 

Q 

BASKIN, K.P. 

8903270162 

50-206 

P 

BELLAMY.R.R. 

8903210349 

70-135 


BETTENHAUSEN.L. 

8903170441 

50-336 

Q 

BASKIN, K.P. 

8903270166* 

50-206 

P 

BELLAMY.R.R. 

8903210377 

50-322 

Q 

BETTENHAUSEN.L. 

8903200243 

50-213 

Q 

BASLER.M. 

8903280235* 

CONTRACT 

BELLAMY.R.R. 

8903210410 

50-289 

Q 

BETTENHAUSEN.L. 

8903210303 

50-244 

Q 

BASSETT.C.H. 

8903140054* 

50-400 

Q 

BELLAMY.R.R. 

8903210426 

70-1100 


BETTENHAUSEN.L. 

8903240293 

50-423 

Q 

BASSETT,C.H. 

8903140079* 

50-280 

Q 

BELLAMY.R.R. 

8903220063 

50-289 

Q 

BEVAN.R. 

8902240276 

50-344 

Q 

BATTIST.L 

8903010102* 

50-320 

P 

BELLAMY.R.R. 

8903220086 

50-247 

Q 

BEVAN.R. 

8903080314 

50-344 

P 

BAUER, T.L. 

8903220154 

50-192 

P 

BELLAMY.R.R. 

8903220099 

50-245 

Q 

BEVAN.R.B. 

8903080328 

50-344 

P 

BAUSER.MA. 

8903100076 

50-335 

G 

BELLAMY.R.R. 

8903220132 

70-371 


BEVELACYVA.J. 

8902230299* 

50-320 

P 

BAUSER.MA. 

8903100076 

50-335 

G 

BELLAMY, R.R. 

8903220215 

70-687 


BIDINGER, G.H. 

8902270476 

70-1100 


BAUSER.M.A. 

8903100085* 

50-335 

G 

BELLAMY, R.R. 

8903220415 

50-293 

H 

BIDINGER, G.H. 

8902280326* 

70-1201 


BAUSER.M.A. 

8903100085* 

50-335 

G 

BELLAMY, R.R. 

8903230303 

50-387 

Q 

BIDINGER, G.H. 

8903150485* 

70-1113 


BAX.R.L. 

8903010374 

50-254 

R 

BELLMAN.H.S. 

8903280095 

PR 


BIDINGER.G.H. 

8903170100 

40-3392 


BAX.R.L. 

8903140650* 

50-10 

R 

BENJAMIN, T. 

8903070112 

PR 


BIDINGER, G.H. 

8903170115 

40-8027 


BAX.R.L 

8903150378 

50-265 

S 

BENNET.D.E. 

8902270449* 

50-353 

A 

BIDINGER, G.H. 

8903200209* 

70-1257 


BAXTER, TA. 

8903010109 

50-320 

G 

BENNETT, C.A. 

8903210228 

NUREG 


BIELASCO.W.A. 

8903010380 

PR 

t 

BAXTER.T.A. 

8903010109 

50-320 

G 

BENNETT, W.R. 

8903030414* 

50-298 

Q 

BIRD.R.G. 

8707130388 

50-293 

F 

BAXTER, T.A. 

8903170133 

50-320 

G 

BENNETT, W.R. 

8903140529* 

50-298 

Q 

BIRD.R.G. 

8903070048 

50-293 

S 

BAXTER.T.A. 

8903170133 

50-320 

G 

BENSON.D.L. 

8903220062* 

50-280 

V 

BIRD.R.G. 

8903090201 

50-293 

F ! 

BAXTER, TA 

8903230051 

50-320 

G 

BERGER, J.D. 

8903080054* 

40-8724 


BIRD.R.G. 

8903090265 

50-293 

Q 

BAXTER, T.A. 

8903230051 

50-320 

G 

BERGERON, P.A. 

8903100203* 

50-271 

G 

BIRD.R.G. 

8903090447* 

50-293 

Q 

BEARD.R.M. 

8903200281 

50-321 

R 

BERGERON.PA 

8903290154* 

50-271 

G 

BIRD.R.G. 

8903130278 

50-293 

v i 

BECK.J.W. 

8902240182 

50-445 

E 

BERGMANN.J.W. 

8903210319 

50-305 

S 

BIRD.R.G. 

8903130388 

50-293 

s ! 

BECK.J.W. 

8903010270 

50-445 

S 

BERGQUIST.S.A. 

8903290109 

50-443 

G 

BIRD.R.G. 

8903150526 

50-293 

S 

BECKER, RA 

8902230649 

50-400 

Q 

BERKOW.H.N. 

8902270296* 

50-302 

P 

BIRD.R.G. 

8903220205 

50-293 

1 

s 

BECKER.RA 

8903200319 

50-400 

P 

BERKOW.H.N. 

8902270623* 

50-338 

P 

BIRD.R.G. 

8903220269 

50-293 

S ! 

BECKER, RA 

8903210095 

50-400 

P 

BERKOW.H.N. 

8903150027 

50-321 

H 

BIRD.R.G. 

8903240144 

50-293 

H 

BECKJORD.E.S. 

8903020554 

WASTE MGT 

BERKOW.H.N. 

8903220464* 

50-389 

P 

BIRKS.A.S. 

8903280277 

NUREG 

t 

BECKJORD.E.S. 

8903080103 

PROJ 


BERLINGER.C.H. 

8902280121 

l&E 


BIRKS.A.S. 

8903280281 

NUREG 


BECKJORD.E.S. 

8903080106 

PROJ 


BERLINGER.C.H. 

8903030378 

l&E 


BISCHOFF.E.L. 

8903210521 

WASTE MGT ' 

BECKJORD.ES. 

8903140564 

ORG 


BERLINGER.C.H. 

8903090364 

l&E 


BISHOP.J.C. 

8902280399 

40-3392 


BEDESEM.P. 

8902270184 

50-275 

R 

BERLINGER.C.H. 

8903210459 

l&E 


BISSON.J. 

8903130331* 

50-443 

T 

BEDESEM.P. 

8903220104 

50-275 

R 

BERNARD, J.A. 

8902240149 

50-20 

P 

BISSON, J. 

8903130331* 

50-443 

T 

BEHNKE.C. 

8902240340 

50-317 

R 

BERNARD, J.A. 

8902270181 

50-20 

P 

BISSON.J. 

8903130380* 

50-443 

T 

BEHNKE.C. 

89032401 13 

50-317 

R 

BERNARD, J.A. 

8903090467 

50-20 

P 

BISSON.J. 

8903130380* 

50-443 

T 

BEILMAN.T.P. 

8902280456 

50-316 

S 

BERNERO.R.M. 

8603050037 

50-440 

A 

BITTER.S.D. 

8903090472* 

50-445 

Q t 

BEILMAN.T.P. 

8903230351 

50-316 

S 

BERNERO.R.M. 

8610070003 

50-321 

P 

BJORGEN.J. 

8903240122* 

50-151 

V 

BEISNER.J.H. 

8903170039 

50-277 

G 

BERNERO.R.M. 

8902230141 

WASTE MGT 

BLACK, S. 

8902280500 

50-259 

Q ? 

BEISNER.J.H. 

8903170039 

50-277 

G 

BERNERO.R.M. 

8902270527 

PROJ 


BLACK, S. 

8903020090 

50-260 

P i 

BELANGER, R. 

8903150142 

50-443 

S 

BERNERO.R.M. 

8902270532 

PROJ 


BLACK, S. 

8903090126 

50-327 

p j 

BELANGER,R. 

8903150306 

50-443 

S 

BERNERO.R.M. 

8903010135 

WASTE MGT 

BLACK, S. 

8903090440 

50-327 

P t 

BELANGER, R. 

8903210139 

50-443 

S 

BERNERO.R.M. 

8903010142 

WASTE MGT 

BLACK, S. 

8903090444* 

50-327 

P 

BELDEN.S. 

8903030366 

40-8857 


BERNERO.R.M. 

8903010243 

WASTE MGT 

BLACK, S. 

8903090452 

50-327 

P 

BELISLE.A. 

8903140278 

50-269 

Q 

BERNERO.R.M. 

8903030205 

WASTE MGT 

BLACK, S. 

8903090459* 

50-327 

P 

BELISLE.A. 

8903140292 

50-250 

Q 

BERNERO.R.M. 

8903090186 

40-8027 


BLACK, S. 

8903160249 

50-327 

P 

BELISLE.GA 

8902280100* 

50-416 

Q 

BERNERO.R.M. 

8903090332 

WASTE MGT 

BLACK, S. 

8903160273 

50-327 

Q 

BELISLE.GA 

8902280127* 

50-327 

Q 

BERNERO.R.M. 

8903100015 

70-135 


BLACK, S. 

8903160325 

50-260 

P 

BELISLE.G.A. 

8903210264* 

50-424 

Q 

BERNERO.R.M. 

8903100216 

PROJ 


BLACK.S. 

8903160478 

50-327 

P 

BELISLE.GA 

8903240154* 

50-261 

Q 

BERNERO.R.M. 

8903160444 

WASTE MGT 

BLACK.S. 

8903160484* 

50-327 

P 

BELISLE.GA. 

8903240328* 

50-261 

Q 

BERNERO.R.M. 

8903170075 

WASTE MGT 

BLACK, S. 

8903200084 

50-327 

P 

BELL.J. 

8903030301* 

CONTRACT 


BERNERO.R.M. 

8903170088 

WASTE MGT 

BLACK, S. 

8903200105* 

50-327 

P 

BELL.M.J. 

8903100449 

50-320 

P 

BERNERO.R.M. 

8903220390 

WASTE MGT 

BLACK, S. 

8903210149 

50-327 

P 

BELLAS. 

8902240064 

CONTRACT 


BERNHOFT.S.L. 

8902280353 

50-305 

S 

BLACK, S. 

8903210151* 

50-327 

P 

BELL.S. , 

8903240192 

l&E 


BERNREUTER.D.L, 

8903030308 

NUREG 


BLACK, S. 

8903220294 

50-390 

A 

BELL.S. 

8903240226 

l&E 


BERNREUTER.D.L. 

8903030348 

NUREG 


BLACK.S. 

8903220477 

50-328 

P 

BELL.S. 

89032703B8* 

CONTRACT 


BERNREUTER.D.L. 

8903030394 

NUREG 


BLACK, S. 

8903220481 * 

50-328 

P 

BELL.S. 

8903270403 

CONTRACT 


BERNREUTER.D.L 

8903030423 

NUREG 


BLACK, S. 

8903230106 

50-259 

P 
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BLACK.S. 

8903230119 

50-327 

P 

BOOKER.J.E. 

8903140013 

50-458 

S 

BRIDEN.D.W. 

8903270384 

50-346 

F 

BLACK.S. 

8903230122* 

50-327 

P 

BOOKER.J.E. 

8903140272 

50-458 

Q 

BRIDENBAUGH.D. 

8903170095* 

50-271 

G 

BLACK.S. 

8903230412 

50-327 

P 

BOOKER.J.E. 

8903140654 

50-458 

S 

BRIDENBAUGH.D. 

8903170095* 

50-271 

G 

BLACK.S. 

8903230416* 

50-327 

P 

BOOKER.J.E. 

8903210089 

50-458 

S 

BRILEY.S. 

8903150099 

50-237 

S 

BLACK.S. 

8903240021 

50-327 

P 

BOOKER, J.E. 

8903220366 

50-458 

S 

BRINKMAN.C.B. 

8903090029 

50-528 

H 

BLACK.S.C. 

8903130535 

50-260 

P 

BOOKER, J.E. 

8903230028 

50-458 

S 

BRINKMAN, D.S. 

8902230523 

50-247 

P 

BLACK.S.C. 

8903220482 

50-259 

Q 

BOOKER.J.E. 

8903230089 

50-458 

R 

BRINKMAN, D.S. 

8902240059 

50-247 

Q 

BLACK.S.C. 

8903230102 

50-327 

Q 

BOOKER.J.E. 

8903230209 

50-458 

F 

BRINKMAN, D.S. 

8903060200 

50-247 

P 

BLAHA.J.L. 

8902280515 

COMMISSION 

BOOKER, J.E. 

8903240060 

50-458 

S 

BRINKMAN, D.S. 

8903150233 

50-247 

P 

BLAHA.J.L. 

8903070125 

COMMISSIO N 

BOOKER.J.E. 

8903270406 

50-458 

F 

BRINKMAN, D.S. 

8903210171 

50-247 

P 

BLAHA.J.L. 

8903150041 

COMMISSION 

BOONE, L. 

8903070157 

PR 


BRINKMAN, D.S. 

8903230104 

50-247 

P 

BLAHA.J.L. 

8903240177 

COMMISSIO N 

BORDINE.T.C. 

8903090035 

50-255 

Q 

BRINKMAN, D.S. 

8903230233 

50-286 

P 

BLAHESLEY.J.A. 

8903130505 

50-387 

R 

BORST.S.G. 

8903240220 

50-528 

R 

BROCK.M. 

8903170189 

50-443 

G 

BLAKE.J. 

8902280046* 

50-261 

Q 

BORWN.W.R. 

8902210339* 

50-259 

P 

BROCK.M. 

8903170217* 

50-443 

G 

BLAKE.J. 

8903010314* 

50-425 

Q 

BOSSIDY.L.A. 

8903240237 

50-18 

1 

BROCK.M. 

8903170224* 

50-443 

G 

BLAKE.J.J. 

8902270413* 

50-327 

Q 

BOSSIDY.L.A. 

8903280165 

70-754 


BROCK.M. 

8903230299 

50-443 

G 

BLAKE.J.J. 

8903090356* 

50-250 

Q 

BOSTED.C.J. 

8902280413* 

50-397 

Q 

BROCOUM.S. 

8903090329* 

WASTE MGT 

BLAKE.J.J. 

8903140297* 

50-250 

O 

BOULETTE.E.T. 

8903220231* 

50-309 

P 

BRONS.J.C. 

8902270691 

50-333 

P 

BLAKE.J.J. 

8903160485* 

50-269 

Q 

BOWEN.W.M. 

8903210228 

NUREG 


BRONS.J.C. 

8902280011 

50-286 

P 

BLAKE.J.J. 

8903200346* 

50-259 

Q 

BOWERS, H. 

8903150288* 

50-142 

Q 

BRONS.J.C. 

8903080245 

50-333 

H 

BLAKE.J.J. 

8903240142 

50-338 

S 

BOWMAN, S.W. 

8902240488* 

50-344 

S 

BRONS.J.C. 

8903150063 

50-286 

P 

BLAKE.J.J. 

8903240303* 

50-302 

Q 

BOWSER, R.W. 

8903220395 

50-312 

s 

BRONS.J.C. 

8903200225 

50-333 

Q 

BLANCHARD.M.B. 

8903210028* 

WASTE MGT 

BOWSER, R.Y. 

8903220360* 

40-8902 


BRONS.J.C. 

8903210196 

50-286 

Q 

BLAUER.M. 

8902230432 

50-272 

F 

BOYD.C.C. 

8903160013 

70-27 


BRONS.J.C. 

8903210203 

50-286 

P 

BLAYLOCK, J. 

8903010352 

WASTE MGT 

BOYD.D.W. 

8903240091 

50-313 

F 

BRONS.J.C. 

8903210209* 

50-286 

P 

BLESS.A. 

8903200114 

50-304 

S 

BOYD.R. 

8903130212* 

50-443 

T 

BRONSON, F.L. 

8903220380 

PR 


BLISS, H.E. 

8903080068 

50-237 

Q 

BOYD.R. 

8903130269* 

50-443 

T 

BROWN.B.W. 

8903220211* 

50-247 

Q 

BLISS, H.E. 

8903220440 

50-373 

Q 

BOYLE, M.L. 

8903200173 

50-245 

P 

BROWN.B.W. 

8903220211* 

50-247 

Q 

BLOCH, P.B. 

8903170027 

50-445 

G 

BOYLE, R. 

8902270537 

WASTE MGT 

BROWN, D.R. 

8902140334* 

50-259 

P 

BLOCH.P.B. 

8903230009 

50-443 

G 

BOYNE, F.J. 

8903220037 

XPORTLIC 


BROWN.E.A. 

8902210240* 

50-259 

P 

BLOCH.P.B. 

8903230023 

50-443 

G 

B020KI.G.E. 

8903030124* 

TOPREP 


BROWN, E.A. 

8903240184 

50-443 

J 

BLOCH.P.B. 

8903230243 

50-443 

G 

BRACH.E.W. 

8902280072 

REVIEW GR P 

BROWN, G.A. 

8903140158* 

50-275 

Q 

BLOCH.P.B. 

8903290153 

50-443 

G 

BRACH.E.W. 

8902280389 

TOPREP 


BROWN, R.E. 

8903100522 

50-213 

F 

BLOCK.M.L 

8902240347 

50-267 

R 

BRACH.E.W. 

8903200122 

QA999 


BROWN.R.M. 

8902140412* 

50-259 

P 

BLOCK.M.L. 

8903220109 

50-267 

R 

BRACH.E.W. 

8903200452 

QA999 


BROWN.S. 

8902280157 

50-322 

Q 

BLOSSER 

8902230364 

50-483 

F 

BRACH.E.W. 

8903210072* 

50-282 

Q 

BROWN.S. 

8903100372 

PRM 


BLOSSER.J. 

8903100586 

50-483 

F 

BRACH.E.W. 

8903240053 

REVIEW GR P 

BROWN.S. 

8903160275 

50-322 

P 

BLOSSER, J.O. 

8903020410 

50-483 

S 

BRACH.E.W. 

8903240155 

PT21 


BROWN.S.W. 

8902280254 

50-322 

P 

BLOSSER.J.D. 

8903150180 

50-483 

R 

BRADFORD, J.D. 

8903210325 

WASTE MGT 

BROWN, S.W. 

8903230486 

50-322 

P 

BLOSSER, J.D. 

8903230194 

50-483 

S 

BRADFORD, J.D. 

8903210325 

WASTE MGT 

BROWN, S.W. 

8903270169 

50-322 

F 

BLOSSER, J.O. 

8903240156 

71-9222 


BRADFORD, W.H. 

8903270396* 

50-400 

Q 

BROWN.W.R. 

8902140450* 

50-259 

P 

BLOUGH.A.R. 

8902230556 

50-387 

P 

BRADHAM.O.S. 

8902240205 

50-395 

s 

BROWN, W.R. 

8902140483* 

50-259 

P 

BLOUGH.A.R. 

8902230572 

50-387 

Q 

BRADHAM.O.S. 

8902270205 

50-395 

s 

BROWN.W.R. 

8902150009* 

50-259 

P 

BLOUGH.A.R. 

8902230594 

50-387 

P 

BRADHAM.O.S. 

8902280535 

50-395 

R 

BROWN.W.R. 

8902150038* 

50-259 

P 

BLOUGH.A.R. 

8903010186* 

FOIA 


BRADHAM.O.S. 

8903080190 

50-395 

H 

BROWN.W.R. 

8902150385* 

50-259 

P 

BLOUGH.A.R. 

8903060046 

50-293 

R 

BRADHAM.O.S. 

8903080239 

50-395 

F 

BROWN, W.R. 

8902150392* 

50-259 

P 

BLOUGH.A.R. 

8903070032* 

50-293 

Q 

BRADHAM.O.S. 

8903090077 

50-395 

Q 

BROWN.W.R. 

8902150401* 

50-259 

P 

BLOUGH.A.R. 

8903080543 

50-293 

R 

BRADHAM.O.S. 

8903130571 

50-395 

F 

BROWN.W.R. 

8902150464* 

50-259 

P 

BLOUGH.A.R. 

8903210202* 

50-387 

Q 

BRADHAM.O.S. 

8903150054 

50-395 

Q 

BROWN, W.R. 

8902160161* 

50-259 

P 

BLOUGH.R. 

8902280377 

50-293 

S 

BRADHAM.O.S. 

8903150208 

50-395 

P 

BROWN.W.R. 

8902160166* 

50-259 

P 

BLOUGH.R. 

8903030293* 

50-293 

Q 

BRADHAM.O.S. 

8903150326 

50-395 

Q 

BROWN, W.R. 

8902160171* 

50-259 

P 

BLOUGH.R. 

8903030306* 

50-293 

Q 

BRADHAM.O.S. 

8903200001 

50-395 

1 

BROWN.W.R. 

8902160176* 

50-259 

P 

BLOUGH.R. 

8903140661 

50-293 

S 

BRADHAM.O.S. 

8903200074 

50-395 

R 

BROWN.W.R. 

8902210001* 

50-259 

P 

BLOUNT.P.F. 

8903090333 

50-280 

R 

BRADHAM.O.S. 

8903210014 

50-395 

V 

BROWN.W.R. 

8902210011* 

50-259 

P 

BLUBAUGH.R.E. 

8903090475 

40-3453 


BRADHAM.O.S. 

8903220093 

50-395 

R 

BROWN.W.R. 

8902210018* 

50-259 

P 

BLUBAUGH.R.E. 

8903210334 

40-3453 


BRADHAM.O.S. 

8903220164 

50-395 

R 

BROWN.W.R. 

8902210095* 

50-259 

P 

BLUE, L. A. 

8903200083* 

50-395 

R 

BRADHAM.O.S. 

8903230335 

50-395 

S 

BROWN.W.R. 

8902210162* 

50-259 

P 

BLUMBERG.N.J. 

8903070085* 

50-247 

Q 

BRADHAM.O.S. 

8903230353 

50-395 

S 

BROWN.W.R. 

8902210305* 

50-259 

P 

BLUMBERG.N.J. 

8903140655* 

50-353 

Q 

BRADHAM.O.S. 

8903240273 

50-395 

P 

BROWN.W.R. 

8902210308* 

50-259 

P 

BLUMBERG.N.J. 

8903210391* 

50-322 

Q 

BRADHAM.O.S. 

8903280154 

50-395 

R 

BROWN.W.R. 

8902210327* 

50-259 

P 

BOCANEGRA.R. 

8903080078* 

50-315 

Q 

BRADHAM.O.S. 

8903280197 

50-395 

Q 

BROWNING, R.E. 

8902240096 

WASTE MGT 

BOCANEGRA.R. 

8903270370* 

50-440 

Q 

BRADLEY, E.J, 

8903200032 

50-171 

I 

BROWNING.R.E. 

8903070168 

WASTE MGT 

BOCKHOLD.G. 

8903210311 

50-424 

V 

BRADLEY, E.J. 

8903200072 

50-352 

1 

BROWNING.R.E. 

8903240314 

WASTE MGT 

BOCKHOLD.J. 

8903200172 

50-424 

P 

BRADY, F.W. 

8903240061 

50-275 

P 

BRUSKE.S.J. 

8903030295 

NUREG 


BOEHME.W.F. 

8903010359 

PR 


BRAM.S.B. 

8903010039 

50-247 

R 

BRUSKE.S.J. 

8903280339 

NUREG 


BOGER.B.A. 

8902090266* 

50-346 

P 

BRAM.S.B. 

8903100391 

50-247 

H 

BRUSVEN.A.D. 

8903130403 

50-263 

| 

BOGGS, D.A. 

8903010190 

50-312 

1 

BRAM.S.B. 

8903130345 

50-247 

P 

BUCHANAN, J. 

8903010102* 

50-320 

P 

BONANO.E.J. 

8903140040 

WASTE RES 

BRAM.S.B. 

8903130360 

50-247 

Q 

BUCKELY.B.C. 

8902270251 

50-280 

P 

BONANO.E.J. 

8903160365 

WASTE RES 

BRAM.S.B, 

8903140166 

50-3 

R 

BUCKLEY.B.C. 

8903020463 

50-280 

P 

BONETT.D.M. 

8902230427 

50-250 

R 

BRAM.S.B. 

8903150042 

50-247 

P 

BUCKLEY.B.C. 

8903130176 

50-280 

P 

BONGIOVANNI.A. 

8903060216* 

50-346 

Q 

BRAM.S.B. 

8903150043 

50-247 

P 

BUCKLEY.B.C. 

8903200441 

50-280 

P 

BONGIOVANNI.A. 

8903240149* 

50-315 

Q 

BRAM.S.B. 

8903150046 

50-247 

Q 

BUCKLEY, B.C. 

8903240341 

50-280 

P 

BONNETT.D.M. 

8903240172 

50-250 

R 

BRAM.S.B. 

8903150060 

50-247 

Q 

BUCKLEY.B.C. 

8903270378 

50-280 

P 

BOOK, H.E. 

8903020413 

PR 


BRAM.S.B. 

8903160366 

50-3 

R 

BUCKMAN.F.W. 

6611070188 

50-255 

K 

BOOKER.J.E. 

8902240244 

50-458 

P 

BRAM.S.B. 

8903210017 

50-247 

V 

BUCKNELL.D. 

8903150378 

50-265 

S 

BOOKER.J.E. 

8902280115 

50-458 

S 

BRAM.S.B. 

8903210314 

50-3 

F 

BULLOCK.T.L. 

8903060156 

WASTE MGT 

BOOKER.J.E. 

8902280246 

50-458 

s 

BRAM.S.B. 

8903230093 

50-247 

S 

BUMPUS.S.E. 

8903280308 

NUREG 


BOOKER, J.E. 

8903020716 

50-458 

Q 

BRAM.S.B. 

8903270188 

50-247 

S 

BUNDY, H.F. 

8903060195* 

50-285 

Q 

BOOKER, J.E. 

8903030022 

50-458 

R 

BRAM.S.B. 

8903270356 

50-247 

F 

BUNDY, H.F. 

8903140566* 

50-496 

Q 

BOOKER.J.E. 

8903030067 

50-458 

F 

BRANCH.M.W. 

8903200321* 

50-390 

Q 

BUNTING, J.O. 

8902240063 

WASTE MGT 

BOOKER, J.E. 

8903030085 

50-458 

S 

BREDEMAN.B. 

8903030216 

PR 


BUNTING, J.O. 

8903030227 

WASTE MGT 

BOOKER.J.E. 

8903030458 

50-458 

F 

BREGNI.L.P. 

8612010196 

50-341 

S 

BURACZEWSKI.S. 

8903010355 

50-305 

H 

BOOKER.J.E. 

8903080235 

50-458 

H 

BRENDEL.S. 

8903170369 

PR 


BURCH.R.H. 

8903170176* 

50-160 

Q 

BOOKER.J.E. 

8903090161 

50-458 

F 

BRESLAU, B. 

8902270487* 

50-324 

Q 

BURDICK, T.M. 

8903090074* 

50-483 

V 

BOOKER.J.E. 

8903090248 

50-458 

P 

BREWER.S.T. 

8903280372 

PR 


BURDOIN.J.F. 

8902280170* 

50-528 

Q 

BOOKER, J.E. 

8903100556 

50-458 

P 

BREY.H.L. 

8902280064 

50-267 

P 

BURGER, C.W. 

8902270418* 

50-424 

Q 

BOOKER, J.E. 

8903130363 

50-458 

P 

BREY.H.L. 

8903020648 

PR 


BURGER.J.A. 

8903090268* 

WASTE MGT 

BOOKER, J.E. 

8903130657 

50-458 

R 

BREY.H.L 

8903080285 

50-267 

H 

BURGESS, 8. 

8903070012 

50-255 

S 
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BURGESS.B.L 

8903090427* 

50-315 

Q 

BURGESS.B.L. 

8903140532* 

50-255 

Q 

BURGESS.B.L 

8903140668* 

50-255 

Q 

BURKHARDT.L. 

8903060099 

50-410 

P 

BURKHARDT.L. 

8903070025 

50-410 

S 

BURKHARDT.L 

8903090279 

50-220 

P 

BURKHARDT.L 

8903140487 

50-220 

Q 

BURKHARDT.L 

8903140648 

50-220 

Q 

BURKHARDT.L. 

8903170118 

50-410 

Q 

BURLING, T.M. 

BURLY.W.C. 

89032801 16 

8903100090 

PRM 

50-352 

R 

BURLY, W.C. 

8903100479 

50-277 

R 

BURNETT, P.T. 

8609040125* 

50-327 

Q 

BURNETT.P.T. 

8902280100* 

50-416 

Q 

BURNETT.P.T. 

8903210264* 

50-424 

Q 

BURNETT.R.F. 
BURNETT, S. 

BURRIS, S.P. 

8903130100 

8903080487 

8903090472* 

70-1201 

PR 

50-445 

Q. 

BURROWS.B. 

8903010176 

50-293 

H 

BURSKI.R.F. 

8902230165 

50-382 

V 

BURSKI.R.F. 

8902230433 

50-382 

R 

BURSKI.R.F. 

8903020591 

50-382 

F 

BURSKI.R.F. 

8903030212 

50-382 

P 

BURSKI.R.F. 

8903080265 

50-382 

Q 

BURSKI.R.F. 

8903100298 

50-382 

H 

BURSKI.R.F. 

8903100459 

50-382 

P 

BURSKI.R.F. 

8903100486 

50-382 

R 

BURSKI.R.F. 

8903150543 

50-382 

R 

BURSKI.R.F. 

8903200344 

50-382 

Q 

BURSKI.R.F. 

8903230361 

50-382 

Q 

BURSKI.R.F. 

8903240332 

50-382 

R 

BURTCHARD.G.C. 

8902270098* 

50-344 

S 

BUSH.S.H. 

BUSTARD, L.D. 
BUTCHER.E.J. 

8903270060* 

8903080553 

8903200300 

ORG 

NUREG 
REVIEW GR P 

BUTCHER.E.J. 

BUTCHER.E.J. 

8903200318 

8903200326 

ORG 

REVIEW GR P 

BUTCHER.E.J. 

8903200335 

REVIEW GR P 

BUTCHER.E.J. 

8903270184 

REVIEW GR P 

BUTCHER.R.C. 

8902270494* 

50-250 

Q 

BUTLER.J.T. 

8903100085* 

50-335 

G 

BUTLER, J.T. 

8903100085* 

50-335 

G 

BUTLER.W.R. 

8903020136 

50-272 

P 

BUTLER, W.R. 

8903080447 

50-387 

P 

BUTLER.W.R. 

8903080451* 

50-387 

P 

BUTLER.W.R. 

8903230386* 

50-277 

P 

BUTTLER.J.T. 

8903100076 

50-335 

G 

BUTTLER.J.T. 

8903100076 

50-335 

G 

BYRAM, R.G. 

8903140390 

50-387 

S 

BYRAM.R.G. 

8903160019 

50-387 

S 

BYRAM.R.G. 

8903210249 

50-388 

S 

BYRAM.R.G. 

8903210293 

50-387 

S 

BYRD.R.W. 

8903230322 

50-416 

S 

CADWALLADER.J. 

8903230209 

50-458 

F 

CAHILL, WJ. 

8902230585 

50-445 

Q 

CAHILLW.J. 

8902240182 

50-445 

E 

CAHILLW.J. 

8902240189 

50-445 

A 

CAH1LL.W.J. 

8902240196 

50-445 

Q 

CAHILL.W.J. 

8902280294 

50-445 

F 

CAHILL, W.J. 

8903010240 

50-445 

S 

CAHILL, W.J. 

8903010254 

50-445 

S 

CAHILLW.J. 

8903030218 

50-445 

A 

CAHILLW.J. 

8903030497 

50-445 

S 

CAHILL WJ. 

8903060048 

50-445 

F 

CAHILLWJ. 

8903060063 

50-445 

F 

CAHILL, W.J. 

8903060100 

50-445 

S 

CAHILLWJ. 

8903060178 

50-445 

S 

CAHILLWJ. 

8903060218 

50-445 

S 

CAHILLWJ. 

8903070044 

50-445 

s 

CAHILLWJ. 

8903080036 

50-445 

A 

CAHILLWJ. 

8903080090 

50-445 

Q 

CAHILLWJ. 

8903080349 

50-445 

A 

CAHILLWJ. 

8903090018 

50-445 

S 

CAHILLWJ. 

8903090127 

50-445 

S 

CAHILLWJ. 

8903090131 

50-445 

S 

CAHILLWJ. 

8903090180 

50-445 

S 

CAHILLWJ. 

8903090189 

50-445 

S 

CAHILLWJ. 

8903090200 

50-445 

S 

CAHILLWJ. 

8903090270 

50-445 

S 

CAHILLWJ. 

8903100063 

50-445 

A 

CAHILLWJ. 

8903100516 

50-445 

S 

CAHILLWJ. 

8903130139 

50*445 

A 

CAHILLWJ. 

8903130341 

50-445 

Q 

CAHILLWJ. 

8903130412 

50-445 

A 

CAHILLWJ. 

8903140026 

50-445 

S 

CAHILLWJ. 

8903140557 

50-445 

S 

CAHILLWJ. 

8903150020 

50-445 

S 

CAHILLWJ. 

8903150195 

50-445 

A 
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CAHILL.W.J. 

8903150535 

50-445 

S 

CAHILLW.J. 

8903170248 

50-445 

S 

CAHILL.W.J. 

8903170255 

50-445 

S 

CAHILL.W.J. 

8903170268 

50-445 

A 

CAHILL.W.J. 

8903200230 

50-445 

Q 

CAHILLW.J. 

8903210195 

50-445 

A 

CAHILL, W.J. 

8903210461 

50-445 

A 

CAHILLW.J. 

8903220023 

50-445 

A 

CAHILLW.J. 

8903220268 

50-445 

S 

CAHILLWJ. 

8903220276 

50-445 

A 

CAHILL, WJ. 

8903220279 

50-445 

S 

CAHILLW.J. 

8903220284 

50-445 

A 

CAHILL, WJ. 

8903220358 

50-445 

Q 

CAHILL, W.J. 

8903230336 

50-445 

A 

CAHILL, WJ. 

8903230338 

50-445 

A 

CAHILLWJ. 

8903230341 

50-445 

A 

CAHILLWJ. 

8903230484 

50-445 

S 

CAHILLWJ. 

8903240023 

50-445 

A 

CAHILLWJ. 

8903270329 

50-445 

S 

CAHILLWJ. 

CAHILL, W.J. 

8903270412 

8903280087 

50-445 

REGGD 

S 

CAHILLW.J. 

8903280199 

50-445 

Q 

CAHIR.T.S. 

CAIN.C.L. 

CAIN.J.M. 

8903210366* 

8903200145 

8903300024 

50-293 

71-669 

PR 

U 

CALDWELL.C.W. 

8903030504* 

50-397 

Q 

CALDWELL R. A. 

8903060096* 

50-285 

Q 

CALDWELL, R.A. 

8903060127* 

50-267 

Q 

CALDWELL, R.A. 

8903210134* 

50-482 

Q 

CALLAN.LJ. 

8902240314 

50-267 

P 

CALLAN.L.J. 

8902240318 

50-498 

Q 

CALLAN.LJ. 

890227000 7 

50-285 

Q 

CALLAN.LJ. 

8902280269 

50-313 

F 

CALLAN.LJ. 

8902280271 

50-267 

V 

CALLAN.LJ. 

8902280279 

50-285 

Q 

CALLAN.LJ. 

8902280328 

50-458 

Q 

CALLAN.LJ. 

890228035 2 

50-382 

Q 

CALLAN.LJ. 

8902280357 

50-313 

Q 

CALLAN.LJ. 

8902280358 

50-313 

Q 

CALLAN.LJ. 

8902280405 

50-382 

Q 

CALLAN.LJ. 

8903010076 

50-267 

Q 

CALLAN.LJ. 

8903010189 

50-458 

Q 

CALLAN.LJ. 

8903010310 

50-285 

Q 

CALLAN.LJ. 

8903020360 

50-458 

Q 

CALLAN.LJ. 

8903020365 

50-458 

Q 

CALLAN.LJ. 

8903030272 

50-313 

Q 

CALLAN.LJ. 

8903030408 

50-298 

Q 

CALLAN.LJ. 

8903030456 

50-482 

Q 

CALLAN.LJ. 

8903030462 

50-285 

Q 

CALLAN.LJ. 

8903060082 

50-482 

Q 

CALLAN.LJ. 

8903060092 

50-285 

Q 

CALLAN.LJ. 

8903060119 

50-267 

Q 

CALLAN.LJ. 

8903060135 

50-267 

Q 

CALLAN.LJ. 

8903060186 

50-458 

Q 

CALLAN.LJ. 

8903060190 

50-285 

Q 

CALLAN.LJ. 

8903070040 

50-285 

Q 

CALLAN.LJ. 

8903080462 

50-298 

F 

CALLAN.LJ. 

8903080493 

50-298 

Q 

CALLAN.LJ. 

8903080498 

50-458 

F 

CALLAN.LJ. 

8903080527 

50-458 

F 

CALLAN.LJ. 

8903080536 

50-298 

Q 

CALLAN.LJ. 

8903080545 

50-382 

F 

CALLAN.LJ. 

8903090125 

50-285 

F 

CALLAN.LJ. 

8903090193 

50-285 

Q 

CALLAN.LJ. 

8903090350 

50-313 

Q 

CALLAN.LJ. 

8903090370 

50-267 

P 

CALLAN.LJ. 

8903090393 

50-498 

Q 

CALLAN.LJ. 

8903130533 

50-267 

Q 

CALLAN.LJ. 

8903140502 

50-313 

Q 

CALLAN.LJ. 

8903140519 

50-298 

Q 

CALLAN.LJ. 

8903140537 

50-285 

Q 

CALLAN.LJ. 

8903140556 

50-498 

Q 

CALLAN.LJ. 

8903150494 

50-482 

Q 

CALLAN.LJ. 

8903160225 

50-458 

V 

CALLAN.LJ. 

8903160229 

50-382 

Q 

CALLAN.LJ. 

8903160233 

50-298 

Q 

CALLAN.LJ. 

8903160435 

50-285 

Q 

CALLAN.LJ. 

8903160448 

50-482 

Q 

CALLAN.LJ. 

8903160455 

50-482 

F 

CALLAN.LJ. 

8903160460 

50-498 

Q 

CALLAN.LJ. 

8903160465 

50-458 

Q 

CALLAN.LJ. 

8903170190 

50-298 

P 

CALLAN.LJ. 

8903170395 

50-313 

Q 

CALLAN.LJ. 

8903200035 

50-498 

Q 

CALLAN.LJ. 

8903200060 

50-285 

Q 

CALLAN.LJ. 

8903200132 

50-298 

Q 

CALLAN.LJ. 

8903200133 

50-313 

Q 

CALLAN.LJ. 

8903200186 

50-298 

Q 


AUTHOR ACCESSION SUBJECT 



NUMBER 
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CALLAN.LJ. 

8903200196 

50-285 

Q 

CALLAN.LJ. 

8903210443 

50-267 

Q 

CALLAN.LJ. 

8903210478 

50-458 

Q 

CALLAN.LJ. 

8903220170 

50-498 

Q 

CALLAN.LJ. 

8903220180 

50-482 

Q 

CALLAN.LJ. 

8903220214 

50-482 

Q 

CALLAN.LJ. 

8903220345 

50-458 

Q 

CALLAN.LJ. 

8903230064 

50-498 

Q 

CALLAN.LJ. 

8903230118 

50-313 

Q 

CALLAN.LJ. 

8903280007 

50-458 

Q 

CALLAN.LJ. 

8903280010 

50-458 

V 

CALLAN.L.J. 

8903280014 

50-298 

V 

CALLAN.LJ. 

8903280071 

50-298 

P 

CALLAN.LJ. 

8903200208 

50-298 

Q 

CALLENDRELLO.A. 

8903130212* 

50-443 

T 

CALLENDRELLO.A. 

8903130227* 

50-443 

T 

CALLENDRELLO.A. 

8903130269* 

50-443 

T 

CALLENDRELLO.A. 

8903130293* 

50-443 

T 

CALLENDRELLO.A. 

8903130312* 

50-443 

T 

CALLENDRELLO.A. 

8903130331* 

50-443 

T 

CALLENDRELLO.A. 

8903130349* 

50-443 

T 

CALLENDRELLO.A. 

8903130380* 

50-443 

T 

CALLENDRELLO.A. 

8903130399* 

50-443 

T 

CALONE.L.J. 

8903070056* 

50-322 

V 

CALVO.J.A. 

8902230522* 

50-498 

P 

CALVO.J.A. 

8903010296 

50-458 

P 

CALVO.J.A. 

8903020017 

50-482 

Q 

CALVO.J.A. 

8903020149* 

50-482 

P 

CALVO.J.A. 

8903030375 

50-285 

P 

CALVO.J.A. 

8903030393* 

50-482 

P 

CALVO.J.A. 

8903080496* 

50-458 

P 

CALVO.J.A. 

8903130291* 

50-499 

P 

CALVO.J.A. 

8903140170* 

50-458 

P 

CALVO.J.A. 

8903150141* 

50-458 

P 

CALVO.J.A. 

8903160362* 

50-482 

P 

CALVO.J.A. 

8903160403* 

50-267 

P 

CALVO.J.A. 

8903220296 

50-482 

P 

CALVO.J.A. 

8903220369 

50-382 

P 

CALVO.J.A. 

8903230038* 

50-313 

P 

CALVO.J.A. 

8903230187 

50-382 

P 

CALVO.J.A. 

8903230263 

50-482 

P 

CALVO.J.A. 

8903230356* 

50-313 

P 

CALVO.J.A. 

8903270314* 

50-482 

P 

CAMERON.D.F. 

8903140670* 

50-245 

Q 

CAMERON, D.F. 

8903210336* 

50-277 

Q 

CAMILLERI.T.J. 

8903160379 

50-461 

S 

CAMILLERI.TJ. 

8903170114 

50-461 

S 

CAMPBELUG. 

8903200123* 

50-259 

P 

CAMPBELL, G.G. 

8902240109 

50-260 

S 

CAMPBELL, G.G. 

8902240120 

50-259 

S 

CAMPBELUG.G. 

8902270117 

50-260 

S 

CAMPBELL, G.G. 

8902280123 

50-260 

S 

CAMPBELL, G.G. 

8903100257 

50-259 

s 

CAMPBELUG.G. 

8903130496 

50-260 

s 

CAMPBELUG.G. 

8903150190 

50-259 

R 

CAMPBELUG.G. 

8903160011 

50-296 

S 

CAMPBELUG.G. 

8903160017 

50-259 

S 

CAMPBELUG.G. 

8903160072 

50-259 

S 

CAMPBELL.T.G. 

8903080274 

50-313 

H 

campbelut.g. 

8903090286* 

50-313 

Q 

CAMPBELUT.G. 

8903090420 

50-368 

P 

CAMPBELUT.G. 

8903090431 

50-313 

P 

CANIANO.RJ. 

cant.g. 

8903240315* 

8903230495 

50-456 

l&E 

Q 

CANTRELL, F.S. 

8902280523* 

50-395 

Q 

CANTRELL.F.S. 

8903100468* 

50-348 

Q 

CANTRELUF.S. 

8903270366* 

50-395 

Q 

CAPHTON.D.L. 

CAPPIELLO.M.W. 

8903210391* 

8903030322 

50-322 

NUREG 

Q 

CAPRA.R.A. 

8902230101* 

50-333 

P 

CAPRA.R.A. 

8902230670* 

50-333 

P 

CAPRA.R.A. 

8903080224* 

50-286 

P 

CAPRA, R.A. 

8903080380 

50-247 

F 

CAPRA, R.A. 

8903150405* 

50-317 

P 

CAPRA.R.A. 

890317032 2* 

50-286 

P 

CAPRA.RA 

8903200034* 

50-318 

P 

CAPRA.R.A. 

8903220142* 

50-318 

P 

CAPRA.R.A. 

8903220203 

50-247 

Q 

CAPRA.R.A. 

8903220432 

50-410 

Q 

CAPSTICK.R.W. 

8903020422 

50-271 

R 

CAPSTICK.R.W. 

8903030493 

50-271 

R 

CAPSTICK.R.W. 

8903090337 

50-271 

P 

CAPSTICK.R.W. 

8903090399 

50-271 

R 

CAPSTICK.R.W. 

CAREY.C. 

8903100419 

8903020375 

50-271 

PR 

R 

CARGILUE.M. 

CARLILE.T.S. 

CARLILE.T.S. 

8903130657 

8903200178 

8903210068 

50-458 

40-7580 

40-7580 

R 
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CARLSON.D. 

8903080160 

50-10 

H 

CESARE.J.G. 

8903230322 

50-416 

S 

CHOU.C.K. 

8903280347 

NUREG 


CARMINS.C.A. 

8902270323* 

WASTE MGT 

CHAFFE.J.H. 

8902230567* 

50-245 

H 

CHOU.R.C. 

8903140297* 

50-250 

Q 

CARNS.N.S. 

8903010279 

50-382 

S 

CHAFFEE, A.E. 

8903150017 

50-528 

Q 

CHRZANOWSKI.R. 

8902240141 

50-237 

P 

CARNS.N.S. 

8903080171 

50-382 

S 

CHAFFEE.A.E. 

8903160152 

50-397 

Q 

CHRZANOWSKI.R. 

8902240147 

50-454 

P 

CARNS.N.S. 

8903150507 

50-382 

S 

CHAFFEE, A.E. 

8903210297 

50-344 

Q 

CHRZANOWSKI.R. 

8902240233 

50-373 

P 

CARNS.N.S. 

8903200337 

50-382 

S 

CHAFFEE, A.E. 

8903210306* 

50-344 

Q 

CHRZANOWSKI.R. 

8902270374 

50-254 

P 

CARPENITO.T. 

8902280540* 

XPORTLIC 


CHAFFEE.A.E. 

8903270146 

50-275 

Q 

CHRZANOWSKI.R. 

8902280088 

50-295 

P 

CARPENTER.D.R. 

8902270138* 

50-259 

Q 

CHAFFEE, A.E. 

8903280063 

50-344 

Q 

CHRZANOWSKI.R. 

8902280351 

50-237 

P 

CARPENTER.D.R. 

8903060147* 

50-259 

Q 

CHAFFEE, A.E. 

8903280171 

50-344 

Q 

CHRZANOWSKI.R. 

8903090137 

50-454 

P 

CARPENTER, S.A. 

8902230694 

27-48 


CHAFFEE.A.E. 

8903280172* 

50-344 

Q 

CHRZANOWSKI.R. 

8903140418 

50-454 

P 

CARR.R.W. 

8903160351 

PT21 


CHAMBERLAIN.D. 

8902280360* 

50-313 

Q 

CHU.T-L. 

8903140208 

NUREG 


CARREY, BEAVER 

8903030241 

50-293 

P 

CHAMBERLAIN, D. 

8902280410* 

50-382 

Q 

CICOTTE.G. 

8903220038 

50-397 

S 

CARREY-BEAVER 

8903010165 

50-293 

P 

CHAMBERLAIN.D. 

8903130678 

50-313 

S 

CICOTTE.G.R. 

8903140185* 

50-528 

Q 

CARREY-BEAVER 

8903010168 

50-293 

P 

CHAMBERLAIN.D. 

8903170399* 

50-313 

Q 

CILIMBERG.R.L. 

8903200146* 

QA999 


CARRION, R.P. 

8903140297* 

50-250 

Q 

CHAMBERLAIN, D.J 

8903280012 

50-382 

S 

CIRRILLO.J.A. 

8903270409* 

CONTRACT 

CARRION, R.P. 

8903160485* 

50-269 

Q 

CHAMBERLAN.G.D. 

8903230458* 

CONTRACT 

CIUFFINI.L.A. 

8903070166 

PR 


CARROL.C. 

8903280289* 

50-254 

V 

CHAMBERS, R.S. 

8903030367 

NUREG 


CIUFFINI.L.A. 

8903080038 

50-10 

H 

CARROLL, K. 

8903200220 

50-29 

R 

CHAN.E.I. 

8903220028 

50-443 

G 

CLAIR, K.S. 

8903100371 

50-171 

P 

CARROLL, R.A. 

8903010309 

PR 


CHAN.E.I. 

8903220035 

50-443 

G 

CLARK, A.D. 

8903270358 

50-255 

F 

CARTER.N.E. 

8903010021 

WASTE MGT 

CHAN.E.I. 

8903220172 

50-443 

G 

CLARK, C. 

8902280037* 

50-206 

Q 

CARTER, N.E. 

8903140256 

WASTE MGT 

CHAN.E.I. 

8903230131 

50-443 

G 

CLARK, J. 

8903080553 

NUREG 


CARTER, N.E. 

8903280188 

WASTE MGT 

CHAN.M.K. 

8903210200 

NUREG 


CLARK, L. 

8902270204* 

50-20 

P 

CARTWRIGHT, W.R. 

8902240228 

50-339 

P 

CHAN.T. 

8903020616 

50-528 

P 

CLARK.P.R. 

8902240076 

50-219 

Q 

CARTWRIGHT, W.R. 

8902270342 

50-338 

R 

CHAN.T.L. 

8902240042 

50-528 

Q 

CLARK.R.J. 

8903080466 

50-352 

P 

CARTWRIGHT, W.R. 

8902270351 

50-280 

R 

CHAN.T.L. 

8903010343 

50-528 

Q 

CLARK.R.J. 

8903130238 

50-352 

P 

CARTWRIGHT, W.R. 

8902280337 

50-339 

P 

CHAN.T.L. 

8903020701 * 

50-361 

P 

CLARK.RJ. 

8903140084 

50-353 

A 

CARTWRIGHT.W.R. 

8902280414 

50-338 

S 

CHAN.T.L. 

8903080026 

50-528 

P 

CLARK.R.J. 

8903220498 

50-352 

P 

CARTWRIGHT, W.R. 

8902280431 

50-338 

P 

CHANDLER, LJ. 

8903060014* 

50-250 

H 

CLARK.RJ. 

8903230218 

50-353 

A 

CARTWRIGHT.W.R. 

8903010071 

50-280 

P 

CHANEY, D. 

8903160439 

l&E 


CLARKE, R.A. 

8903230427 

50-133 

1 

CARTWRIGHT.W.R. 

8903010121 

50-280 

P 

CHANEY, H. 

8902270010* 

50-285 

Q 

CLAY.E.L. 

8903220312* 

70-143 


CARTWRIGHT.W.R. 

8903010214 

50-280 

F 

CHANEY, H.D. 

8903170011* 

50-148 

Q 

CLEMENT.C.H. 

8903130300 

50-245 

S 

CARTWRIGHT.W.R. 

8903010286 

50-338 

P 

CHANG, K. 

8902240067* 

WASTE MGT 

CLEMENT.C.H. 

8903130361 

50-336 

S 

CARTWRIGHT.W.R. 

8903020003 

50-280 

H 

CHANG, K.C. 

8902240065* 

WASTE MGT 

CLEMENTS, T. 

8903080263* 

50-324 

P 

CARTWRIGHT.W.R. 

8903020671 

50-280 

P 

CHANG, K.C. 

8903140071* 

50-443 

P 

CLEMENTS, T. 

8903080267* 

50-324 

P 

CARTWRIGHT, W.R. 

8903060026 

50-280 

Q 

CHANG, K.C. 

8903240030* 

50-445 

A 

CLINE, W. 

8903160342 

70-27 


CARTWRIGHT.W.R. 

8903080227 

50-280 

Q 

CHASE, G. 

8903220025 

40-8452 


CLINE, W.E. 

8903030347 

70-143 


CARTWRIGHT.W.R. 

8903080251 

50-338 

R 

CHEN.C. 

8903220506* 

50-327 

P 

CLINE, W.E. 

8903080056 

50-416 

F 

CARTWRIGHT.W.R. 

8903080336 

50-338 

P 

CHEN.J.C. 

8903030308 

NUREG 


CLINE, W.E. 

8903210250 

50-416 

Q 

CARTWRIGHT, W.R. 

8903090151 

50-280 

Q 

CHEN.J.C. 

8903030348 

NUREG 


CLINE, W.E. 

8903210257 

50-280 

F 

CARTWRIGHT.W.R. 

8903090173 

50-338 

R 

CHEN.J.C. 

8903030394 

NUREG 


CLINE, W.E. 

8903210358 

50-424 

Q 

CARTWRIGHT.W.R. 

8903090333 

50-280 

R 

CHEN.J.C. 

8903030423 

NUREG 


CLINE, W.E. 

8903210368 

70-143 


CARTWRIGHT.W.R. 

8903090453 

50-338 

P 

CHEN.J.C. 

8903140041 

NUREG 


CLINE, W.E. 

8903210389 

70-1151 


CARTWRIGHT.W.R. 

8903100471 

PR 


CHEN.J.C. 

8903140068 

NUREG 


CLINE, W.E. 

8903210436 

70-27 


CARTWRIGHT.W.R. 

8903140559 

50-338 

Q 

CHEN.J.C. 

8903140099 

NUREG 


CLINE, W.E. 

8903210451 

50-338 

F 

CARTWRIGHT.W.R. 

8903210381 

50-338 

S 

CHEN.J.C. 

8903140119 

NUREG 


CLINE, W.E. 

8903220306 

70-143 


CARTWRIGHT.W.R. 

8903210402 

50-280 

F 

CHERY.D.L. 

8903150544 

WASTE MGT 

CLINE, W.E. 

8903220320 

50-338 

F 

CARTWRIGHT.W.R. 

8903220156 

50-280 

R 

CHESNUTT.S.W. 

8903010333 

50-267 

S 

CLINE, W.E. 

8903220472 

50-348 

Q 

CARTWRIGHT.W.R. 

8903220283 

50-338 

R 

CHESNUTT.W. 

8903010278* 

50-213 

H 

CLINE, W.E. 

8903270048 

50-369 

F 

CARTWRIGHT.W.R. 

8903220319 

50-339 

P 

CHESTNUTT.S.W. 

8902240293 

50-267 

S 

CLINE, W.E. 

8903270061 

50-413 

F 

CARTWRIGHT, W.R. 

8903220353 

50-280 

Q 

CHEVERTON.R.D. 

8903090048 

NUREG 


CLINE, W.E. 

8903270070 

50-269 

F 

CARTWRIGHT.W.R. 

8903220399 

50-280 

P 

CHILDS.W.V. 

8903130179 

50-333 

S 

CLINE, W.E. 

8903270325 

50-400 

Q 

CARTWRIGHT, W.R. 

8903230092 

50-338 

P 

CHILDS, W.V. 

8903130235 

50-333 

S 

CLINE, W.E. 

8903270383 

50-424 

Q 

CARTWRIGHT.W.R. 

8903230292 

50-338 

F 

CHILK.S.J. 

8902230255 

10CFR 


CLONINGER.T.H. 

8903010159 

50-416 

P 

CARTWRIGHT.W.R. 

8903230435 

50-280 

V 

CHILK.S.J. 

8902230280 

10CFR 


CLONINGER.T.H. 

8903090397 

50-416 

P 

CARTWRIGHT.W.R. 

8903240031 

50-338 

Q 

CHILK.S.J. 

8902240178 

50-277 

P 

COCKFIELD.D.W. 

8902230124 

50-344 

P 

CARTWRIGHT.W.R. 

8903240033 

50-339 

Q 

CHILK.S.J. 

8902270375 

10CFR 


COCKFIELD.D.W. 

8902230492 

50-344 

P 

CARTWRIGHT.W.R. 

8903240181 

50-280 

V 

CHILK.S.J. 

8902270632 

10CFR 


COCKFIELD.D.W. 

8902230507 

50-344 

P 

CASE.J.M. 

8903090241 

TOPREP 


CHILK.S.J. 

8903010234 

50-322 

G 

COCKFIELD.D.W. 

8902280045 

50-344 

P 

CASE.J.M. 

8903090243* 

TOPREP 


CHILK.S.J. 

8903030137 

PR 


COCKFIELD.D.W. 

8902280053* 

50-344 

P 

CASE.J.M. 

8903270205 

TOPREP 


CHILK.S.J. 

8903090118 

50-322 

P 

COCKFIELD.D.W. 

8903010019 

50-344 

P 

CASPERSEN.L.C. 

8903070152 

PR 


CHILK.S.J. 

8903100153 

50-322 

G 

COCKFIELD.D.W. 

8903030071 

50-344 

P 

CASSIDY, B.G. 

8903100050* 

TOPREP 


CHILK.S.J. 

8903100332 

PR 


COCKFIELD.D.W. 

8903030074* 

50-344 

P 

CATANO.J. 

8903200434 

50-286 

P 

CHILK.S.J. 

8903100364 

PR 


COCKFIELD.D.W. 

8903030390 

50-344 

H 

CATAPANO.C.J. 

8903130269* 

50-443 

T 

CHILK.S.J. 

8903100531 

PR 


COCKFIELD.D.W. 

8903090185 

50-344 

P 

CATAPANO.G.J. 

8903130269* 

50-443 

T 

CHILK.S.J. 

8903150036 

10CFR 


COCKFIELD.D.W. 

8903090311 

50-344 

Q 

CATAPANO.G.J. 

8903130349* 

50-443 

T 

CHILK.S.J. 

8903150185 

50-142 

Q 

COCKFIELD.D.W. 

8903100264 

50-344 

R 

CATAPANO.G.J. 

8903130349* 

50-443 

T 

CHILK.S.J. 

8903170006 

50-443 

G 

COCKFIELD.D.W. 

8903150430 

50-344 

F 

CAVANAUGH, W. 

8903020251 

PR 


CHILK.S.J. 

8903170008 

50-443 

G 

COE.D. 

8903060158* 

50-528 

Q 

CAVANAUGH, W. 

8903100339 

PR 


CHILK.S.J. 

8903170025 

50-443 

G 

COGSWELL.S.M. 

8903080420 

PR 


CENTOLANZI.P. 

8902230433 

50-382 

R 

CHILK.S.J. 

8903170377 

50-498 

P 

COGWILL.M.G. 

8903100136 

WASTE REI 

3 

CENTOLANZI.P. 

8903240332 

50-382 

R 

CHILK.S.J. 

8903200222 

10CFR 


COGWILL.M.G. 

8903230397* 

WASTE MGT 

CERVENKA.P. 

8903230320 

50-219 

S 

CHILK.S.J. 

8903200239 

10CFR 


COLAVITO.T.J. 

8903270323* 

71-87 


CESARE.J.G. 

8902240209 

50-416 

R 

CHILK.SJ. 

8903210140 

50-322 

P 

COLBURNJ.G. 

8903210274* 

50-483 

P 

CESARE.J.G. 

8902280545 

50-416 

F 

CHILK.S.J. 

8903210286 

10CFR 


COLBURNJ.G. 

8903230388 

50-440 

P 

CESARE.J.G. 

8903070074 

50-416 

Q 

CHILK.SJ. 

8903220117 

10CFR 


COLBURN.T.G. 

8903230395* 

50-440 

P 

CESARE.J.G. 

8903080320 

50-416 

H 

CHILK.SJ. 

8903220388 

50-289 

P 

COLBURNJ.G. 

8903230402 

50-440 

P 

CESARE.J.G. 

8903090020 

50-416 

S 

CHILK.SJ. 

8903230016 

50-443 

G 

COLBURNJ.G. 

8903230498 

50-440 

P 

CESARE.J.G. 

8903090141 

50-416 

R 

CHILK.SJ. 

8903230019 

50-445 

G 

COLBURNJ.G. 

8903230499* 

50-440 

P 

CESARE.J.G. 

8903130116 

50-416 

R 

CHILK.SJ. 

8903230182 

PR 


COLBURNJ.G. 

8903240092* 

50-331 

P 

CESARE.J.G. 

8903150246 

50-416 

Q 

CHILK.SJ. 

8903240094 

10CFR 


COLBURNJ.G. 

8903270190 

50-440 

P 

CESARE.J.G. 

8903200106 

50-416 

1 

CHILK.S.J. 

8903240249 

PRM 


COLE.R.E. 

8903030022 

50-458 

R 

CESARE.J.G. 

8903200111 

50-416 

S 

CHILK.SJ. 

8903270084 

50-320 

G 

COLE.R.E. 

8903230089 

50-458 

R 

CESARE.J.G. 

8903210219 

50-416 

S 

CHILK.SJ. 

8903270099 

50-322 

G 

COLENTTAJ. 

8903130505 

50-387 

R 

CESARE.J.G. 

8903220066 

50-416 

Q 

CHILK.SJ. 

8903270141 

50-443 

G 

COLEY, J.L 

8903200346* 

50-259 

Q 

CESARE.J.G. 

8903220084 

50-416 

R 

CHILK.SJ. 

8903290129 

50-320 

G 

COLLINGS.S.P. 

8903030372 

40-8829 


CESARE.J.G. 

8903230017 

50-416 

Q 

CHINN, DJ. 

8903280308 

NUREG 


COLLINGS.S.P. 

8903060091 

40-8943 


CESARE.J.G. 

8903230053 

50-416 

Q 

CHIRAMAL.M. 

8903060030* 

ORG 


COLLINGS.S.P. 

8903220004 

40-8829 


CESARE.J.G. 

8903230217 

50-416 

Q 

CHO.J. 

8903170241 

50-443 

G 

COLLINGS.S.P. 

8903220169 

40-8829 
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NUMBER 

CATEGORY 

COLLINS.B.L. 

8903280339 

NUREG 


COOLEY.C.R. 

8903210312 

WASTE MGT 

CRLENJAK.R.V. 

8903240344* 

50-250 

P 

COLLINS. D.M. 

8903240076 

50-261 

Q 

COOPER.J. 

8902230535* 

50-302 

Q 

CROCKER, D.M. 

8903010044* 

50-322 

T 

COLLINS, M.E. 

8610220344* 

50-302 

S 

COOPER.M.D. 

8903080523 

50-312 

H 

CROCKER, L.P. 

8903010287 

50-321 

P 

COLLINS, S.J. 

8903030320* 

50-293 

P 

COOPER, R.W. 

8903010004* 

50-461 

Q 

CROCKER, LP. 

8903020030 

50-321 

P 

COLLINS, SJ. 

8903030324* 

50-293 

P 

COOPER, R.W. 

8903030510 

50-455 

Q 

CROCKER.L.P. 

8903170242 

50-321 

P 

COLLINS.S.J. 

8903030328* 

50-293 

P 

COOPER, R.W. 

8903080187 

50-440 

Q 

CROCKER.L.P. 

8903230478 

50-321 

P 

COLLINS, S.J. 

8903030334* 

50-293 

P 

COOPER, R.W. 

8903080196 

50-237 

Q 

CROCKER.L.P. 

8903270321 

50-321 

P 

COLLINS, S.J. 

8903070029 

50-293 

Q 

COOPER, R.W. 

8903080211 

50-249 

Q 

CROCKETT, S. 

8903200359* 

50-293 

F 

COLLINS.S.J. 

8903280034 

50-54 

P 

COOPER, R.W. 

8903080214* 

50-249 

Q 

CROCKETT, S. 

8903200365* 

50-293 

F 

COLLINS.S.J. 

8903280044 

50-97 

P 

COOPER, R.W. 

8903090306 

50-483 

Q 

CROCKETT, S. 

8903200369* 

50-293 

F 

COLLINS.S.J. 

8903280070 

50-193 

P 

COOPER, R.W. 

8903130332 

50-454 

Q 

CROCKETT, S. 

8903200374* 

50-293 

F 

COLLINS, S.J. 

8903280183 

50-184 

P 

COPELAND, R.A. 

8903280038 

TOPREP 


CROLEY.B.G. 

8903150029 

50-312 

F 

COLLINS.S.J. 

8903280195 

50-225 

P 

CORMIER, C. 

8903220356 

WASTE MGT 

CROLEY.B.G. 

8903150035 

50-312 

Q 

COLLINS, S.J. 

8903280201 

50-199 

P 

COSLOW, B.J. 

8903020440* 

50-412 

P 

CROLEY.B.G. 

8903170146 

50-312 

S 

COLLINS, S.J. 

8903280205 

50-20 

P 

COSLOW, B.J. 

8903240030* 

50-445 

A 

CROLEY.B.G. 

8903200440 

50-312 

P 

COLLINS.S.J. 

8903280209 

50-5 

P 

COSS.H.D. 

8903160260 

50-317 

F 

CROLEY.B.G. 

8903210117 

50-312 

Q 

COLLINS.S.J. 

8903280224 

50-57 

P 

COSS.H.D. 

8903160264 

50-317 

F 

CROLEY.B.G. 

8903220181 

50-312 

P 

COLLINS.T.R. 

8902270683* 

70-143 


COSS.H.D. 

8903160267 

50-317 

F 

CROLEY.B.G. 

8903240182 

50-312 

P 

COLLOPY.T.J. 

8903160068 

70-371 


COTTEN.P.R. 

8903090227* 

70-36 


CROSBIE.K.L. 

8902270670 

70-1359 


CONALAS.R.A. 

8903070041 

50-293 

R 

COTTEN.P.R. 

8903140676* 

70-36 


CROSBIE.K.L. 

8903100424 

70-1359 


CONKLIN, C. 

8903100480* 

50-293 

Q 

COTTER, B.P. 

8903230117 

50-250 

G 

CROTEAU, R. 

8903020283* 

50-369 

Q 

CONLON.T. 

8903140286* 

50-269 

Q 

COTTINGHAM.D. 

8903060042 

ORG 


CROWE, B. 

8903140353* 

WASTE MGT 

CON LON, T. 

8903150482* 

50-250 

Q 

COTTLE.W.T. 

8902280241 

50-416 

P 

CROWLEY.B. 

8902270413* 

50-327 

Q 

CONLON.T.E. 

8903010322* 

50-425 

Q 

COTTLE.W.T. 

8903020337 

50-416 

P 

CRUNK, S.L. 

8902240172 

50-312 

R 

CONLON.T.E. 

8903240279* 

50-335 

Q 

COTTLE.W.T. 

8903020437 

50-416 

P 

CRUNK, S.L. 

8902240328 

50-312 

R 

CONNELLY, S.R. 

8903080315 

50-440 

P 

COTTLE.W.T. 

8903030079 

50-416 

P 

CRUNK, S.L. 

8903030075 

50-312 

F 

CONNER.T.B. 

8903070227 

PR 


COTTLE.W.T. 

8903030093 

50-416 

R 

CRUNK, S.L. 

8903230094 

50-312 

R 

CONNERS, H.J. 

8902280494* 

50-369 

Q 

COTTLE, W.T. 

8903030100 

50-416 

P 

CRUSE, C.H. 

8903200227 

50-317 

S 

CONNORS.H.J. 

8903200427* 

50-244 

P 

COTTLE.W.T. 

8903080062 

50-416 

Q 

CRUTCHFIELD, D. 

8903060182 

50-327 

Q 

CONRAN.J. 

8902280234* 

REVIEW GR P 

COTTLE, W.T. 

8903130385 

50-416 

P 

CRUTCHFIELD, D. 

8903060184* 

50-327 

Q 

CONSTABLE.G.L. 

8903030414* 

50-298 

Q 

COTTLE, W.T. 

8903140148 

50-416 

P 

CRUTCHFIELD, D. 

8903090036 

50-445 

Q 

CONSTABLE.G.L. 

8903060192* 

50-458 

Q 

COTTLE, W.T. 

8903170035 

50-416 

P 

CRUTCHFIELD, D. 

8903090040* 

50-445 

Q 

CONSTABLE, G.L. 

8903140529* 

50-298 

Q 

COTTLE, W.T. 

8903170219 

50-416 

R 

CRUTCHFIELD.D. 

8903280006 

TOPREP 


CONSTABLE, G.L 

8903170424 

50-298 

Q 

COTTLE.W.T. 

8903170227 

50-416 

P 

CULBERSON, D.G. 

8903280081 

70-364 


CONTE, R.J. 

8903030002* 

50-352 

V 

COTTLE.W.T. 

8903200349 

50-416 

P 

CULLEN, E.J. 

8902270015 

50-352 

J 

CONTE, R.J. 

8903070054* 

50-322 

V 

COTTLE, W.T. 

8903270333 

50-416 

P 

CULLEN.E.J. 

8902280330 

50-171 

J 

CONTE, R.J. 

8903220410 

50-352 

V 

COULEHAN.V.R. 

8903150500 

50-286 

S 

CULLOTTA.R.A. 

8903090012* 

50-305 

P 

CONWAY, J. 

8903140226 

WASTE MGT 

COULEHAN.V.R. 

8903150504 

50-286 

S 

CUMMING.W.R. 

8903100163 

50-322 

T 

CONWAY.J.T. 

8903060102* 

50-410 

p 

COURTEMANCHE.S. 

8903170291 

l&E 


CUMMING.W.R. 

8903170077 

50-322 

T 

CONWAY, W.F. 

8902230427 

50-250 

R 

COWGILL.C. 

8903060109* 

50-219 

Q 

CUNNANE.J.C. 

8903020428 

WASTE MGT 

CONWAY, W.F. 

8902280007 

50-250 

S 

COWGILL.C. 

8903140679* 

50-289 

Q 

CUNNINGHAM, A.L. 

8902270126* 

50-416 

Q 

CONWAY, W.F. 

8902280316 

50-250 

S 

COWGILL.CJ. 

8902240010 

50-146 

P 

CUNNINGHAM, A.L. 

8902270634* 

50-424 

Q 

CONWAY, W.F. 

8902280528 

50-250 

s 

COWGILL.C.J. 

8902240015 

50-289 

Q 

CUNNINGHAM, G.E. 

8903150014 

50-73 

F 

CONWAY.W.F. 

8902280542 

50-250 

p 

COWGILL.C.J. 

8903130136 

50-219 

Q 

CUNNINGHAM, G.E. 

8903150362 

50-18 

R 

CONWAY.W.F. 

8903010086 

50-250 

Q 

COWGILL.C.J. 

8903130162 

50-289 

R 

CUNNINGHAM, G.E. 

8903150365 

50-183 

R 

CONWAY, W.F. 

8903010115 

50-335 

P 

COWGILL.C.J. 

8903130186 

50-289 

Q 

CUNNINGHAM, G.E. 

8903150467 

50-70 

R 

CONWAY, W.F. 

8903020096 

50-335 

F 

COWGILL.C.J. 

8903200330 

50-219 

Q 

CUNNINGHAM, G.E. 

8903280165 

70-754 


CONWAY, W.F. 

8903060039 

50-335 

P 

COWGILL.C.J. 

8903210307* 

50-244 

Q 

CUNNINGHAMJ.L. 

8903020199 

PR 


CONWAY, W.F. 

8903070017 

50-335 

R 

COWGILL.M.G. 

8903210112 

WASTE RES 

CUNNINGHAM, R.E. 

8902280162 

50-3 

Q 

CONWAY.W.F. 

8903080035 

50-335 

P 

COWGILL.M.G. 

8903210118* 

WASTE RES 

CUNNINGHAM, R.E. 

8903080362 

PROJ 


CONWAY, W.F. 

8903080070 

50-335 

R 

COWLES, R.B. 

8902280367 

50-354 

S 

CUNNINGHAM, R.E. 

8903130522 

70-1257 


CONWAY, W.F. 

8903080132 

50-250 

Q 

COWLES, R.B. 

8903100297 

50-354 

S 

CURLEE.N.J. 

8902280494* 

50-369 

Q 

CONWAY, W.F. 

8903080226 

PR 


CRANWELL.R.M. 

8902270682 

WASTE RES 

CURRAN, D. 

8903170059 

50-271 

G 

CONWAY, W.F. 

8903080277 

50-250 

S 

CRANWELL.R.M. 

8903240340 

WASTE RES 

CURRAN, D. 

8903170059 

50-271 

G 

CONWAY, W.F. 

8903090308 

50-250 

P 

CRANWELL.R.M. 

8903270086 

WASTE RES 

CURRAN, D. 

8903170080 

50-271 

G 

CONWAY, W.F. 

8903090413 

50-335 

R 

CREAGER.R.E. 

8903280361 

NUREG 


CURRAN, D. 

8903170080 

50-271 

G 

CONWAY, W.F. 

8903100271 

50-250 

R 

CREED, J. 

8903100311 

50-155 

S 

CURRAN, D. 

8903170087* 

50-271 

G 

CONWAY, W.F. 

8903100394 

50-250 

Q 

CREED, J.R. 

8903010012* 

50-331 

Q 

CURRAN, D. 

8903170087* 

50-271 

G 

CONWAY, W.F. 

8903150005 

50-335 

Q 

CREED, J.R. 

8903070043* 

50-315 

Q 

CURRAN.D. 

8903290209 

50-443 

G 

CONWAY, W.F. 

8903150009 

50-335 

P 

CREED, J.R. 

8903080408* 

50-295 

Q 

CURRAN, D. 

8903290209 

50-443 

G 

CONWAY, W.F. 

8903150024 

50-389 

P 

CREED, J.R. 

8903200202* 

50-461 

Q 

CURTIS.N. 

8903200042* 

50-171 

1 

CONWAY.W.F. 

8903150078 

50-250 

R 

CREED, J.R. 

8903270231* 

50-373 

Q 

CURTIS, T.D. 

8903010425 

PR 


CONWAY, W.F. 

8903150106 

50-250 

Q 

CREED, J.R. 

8903280231* 

50-483 

Q 

CZACHOR.R.F. 

8903010371 

PR 


CONWAY, W.F, 

8903160464 

50-250 

R 

CREEL, G.C. 

8902230514 

50-317 

Q 

CZACHOR.R.F. 

8903010409 

PR 


CONWAY.W.F. 

8903170081 

50-250 

R 

CREEL, G.C. 

8902280082 

50-317 

R 

D'ANGELO, A. 

8902280550* 

50-312 

Q 

CONWAY, W.F. 

8903170094 

50-389 

P 

CREEL.G.C. 

8903010015 

50-317 

R 

D’ANGELO, T. 

8903080207* 

50-312 

Q 

CONWAY, W.F. 

8903170102 

50-335 

F 

CREEL, G.C. 

8903020632 

50-317 

P 

DAHLBERG.K. 

8902270681 

50-220 

R 

CONWAY, W.F. 

8903170402 

50-250 

P 

CREEL, G.C. 

8903080530 

50-317 

Q 

DAHLBERG.K. 

8903240107 

50-220 

R 

CONWAY.W.F. 

8903200022 

50-251 

S 

CREEL.G.C. 

8903100477 

PR 


DALEY, W.J. 

8903230076* 

50-443 

G 

CONWAY, W.F. 

8903210172 

50-389 

Q 

CREEL, G.C. 

8903140338 

50-317 

Q 

DALEY, W.J. 

8903230076* 

50-443 

G 

CONWAY.W.F. 

8903210386 

50-250 

S 

CREEL, G.C. 

8903150228 

50-317 

R 

DALING.P.M. 

8903060040 

NUREG 


CONWAY.W.F. 

8903220020 

50-250 

R 

CREEL, G.C. 

8903160220 

50-317 

P 

DALY, D.G. 

8903090384 

50-237 

S 

CONWAY.W.F. 

8903220165 

50-335 

P 

CREEL, G.C. 

8903160228 

50-317 

V 

DAMON, D.J. 

8903090074* 

50-483 

V 

CONWAY.W.F. 

8903220479 

50-335 

P 

CREEL.G.C. 

8903220051 

50-317 

S 

DAMON.D.L 

8902140494* 

50-259 

P 

CONWAY.W.F. 

8903230277 

50-250 

P 

CREEL, G.C. 

8903220436 

50-317 

R 

DAMON, D.L 

8902150064* 

50-259 

P 

CONWAY.W.F. 

8903230293 

50-250 

S 

CREEL.G.C. 

8903230297 

50-317 

Q 

DANCE.H. 

8903270396* 

50-400 

Q 

CONWAY.W.F. 

8903230302 

50-335 

P 

CRELLIN.G.L. 

8903290440* 

50-324 

P 

DANCE, H.C. 

8903100568 

50-324 

P 

CONWAY.W.F. 

8903240172 

50-250 

R 

CRESCENZO.F. 

8903130113 

50-322 

S 

DANIELSON, D.H. 

8903030513* 

50-455 

Q 

CONWAY.W.F. 

8903270266 

50-335 

F 

CRIBBE.T.E. 

8903010122 

50-277 

S 

DANIELSON, D.H. 

8903080191* 

50-440 

Q 

CONWAY.W.F. 

8903280104 

50-250 

S 

CRIBBE.T.E. 

8903130551 

50-277 

S 

DANIELSON, D.H. 

8903080203* 

50-237 

Q 

COOK.G.C. 

8903230274 

50-443 

G 

CRIBBE,T.E. 

8903140483 

50-277 

S 

DARDEN, T. 

8903210369 

l&E 


COOK.G.C, 

8903230274 

50-443 

G 

CRIBBE.T.E. 

8903140578 

50-277 

S 

DAVID, S.A. 

8903080427 

50-273 

H 

COOK.G.C. 

8903290145 

50-443 

G 

CRIST, M.L 

8903210249 

50-388 

S 

DAVID, W.F. 

8902280259* 

XPORTLIC 


COOK.G.C. 

8903290145 

50-443 

G 

CRLENJAKJ. 

8903090251 

50-389 

S 

DAVID, W.F. 

8902280266* 

XPORTLIC 


COOK.G.C. 

8903290151 

50-443 

G 

CRLENJAK.R. 

8903020085* 

50-302 

Q 

DAVIS, A.B. 

8903010011 

50-295 

Q 

COOK.G.C. 

8903290151 

50-443 

G 

CRLENJAK.R.V. 

8902270494* 

50-250 

Q 

DAVIS, A.B. 

8903080031 

50-255 

Q 

COOK.J. 

8903150030 

50-333 

R 

CRLENJAK.R.V. 

8903090167 

50-302 

Q 

DAVIS, A.B.. 

8903090288 

50-373 

P 

COOK.W. 

8903060171 

50-410 

S 

CRLENJAK.R.V. 

8903140063* 

50-335 

Q 

DAVIS, A.B. 

8903160090 

50-373 

S 
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DAVIS, A.B. 

8903160113 

50-373 

P 

DICK.G.F. 

8903130240 

50-498 

P 

DROMERICK.A.W. 

8903010013 

50-219 

P 

DAVIS, A.B. 

8903200200 

50-461 

Q 

DICK.G.F. 

8903130250 

50-498 

P 

DROMERICK.A.W. 

8903130313 

50-219 

P 

DAVIS.A.B. 

8903210049 

50-346 

Q 

DICK.G.F. 

8903130284 

50-499 

P 

DRONKERS.J.J. 

8903140237* 

WASTE MGT 

DAVIS, A.B. 

8903210452 

50-341 

Q 

DICK.G.F. 

8903130355 

50-498 

P 

DRUGA.R.J. 

8903150003 

50-334 

n 

DAVIS, A.B. 

8903220044 

50-155 

Q 

DICK.G.F. 

8903130359 

50-498 

P 

DRYER.C. 

8903210040 

TOPREP 


DAVIS, A.B. 

8903220509 

50-331 

Q 

DICK.G.F. 

8903220307 

50-499 

P 

DU TEMPLE, O.J. 

8903060024 

WASTE MGT 

DAVIS, D.A. 

8903280050 

NUREG 


DICK.G.F. 

8903220501 

50-498 

P 

DUGSTAD.D. 

8903200323 

50-282 

R 

DAVIS, O.K. 

8903080215 

PR 


DICUS.G.J. 

8903020271 

PR 


DUKAKIS. M.S. 

8903140282* 

50-293 

U 

DAVIS, F.G. 

8903020009 

PR 


DIEDERICH.G.I. 

8903140602 

50-206 

S 

DUNN.G.A. 

8902240356 

50-440 

R 

DAVIS, G.M. 

8903010279 

50-382 

S 

DIEDERICH.G.J. 

8902240345 

50-374 

s 

DUNN.G.A. 

8903130049* 

50-440 

S 

DAVIS, G.M. 

8903150507 

50-382 

S 

DIEDERICH.G.J. 

8902280506 

50-374 

S 

DUNN.G.A. 

8903130054* 

50-440 

s 

DAVIS.J.J. 

8903240035 

50-238 

P 

DIEDERICH.G.J. 

8902280543 

50-373 

S 

DUNN.G.A. 

8903210440 

50-440 

R 

DAVIS, J.W. 

8903020231 

PR 


DIEDERICH.G.J. 

8903100013 

50-374 

S 

DURR.J.P. 

8902230257 

50-317 

Q 

DAVIS.M.J. 

8903210113 

50-528 

s 

DIEDERICH.G.J. 

8903100275 

50-374 

s 

DURR.J.P. 

8902230435 

50-333 

Q 

DAVIS, M.L, 

8903030295 

NUREG 


DIEDERICH.G.J. 

8903140627 

50-373 

s 

DURR.J.P. 

8902230462 

50-286 

Q 

DAVISON, W.S. 

8903130165 

50-397 

s 

DIEDERICH.G.J. 

8903140637 

50-374 

s 

DURR.J.P. 

8902230528 

50-219 

Q 

DAVISON, W.S. 

8903230301 

50-397 

S 

DIEDERICH.G.J. 

8903140647 

50-373 

s 

DURR.J.P. 

8903100011* 

50-289 

Q 

DE AGAZIO.A.W. 

8903230147* 

50-282 

p 

DIEDERICH.G.J. 

8903140656* 

50-10 

R 

DURR.J.P. 

8903200025 

50-244 

Q 

DE MAISON.B.P. 

8903080539 

50-346 

F 

DIEDERICH.G.J. 

8903140671 

50-374 

s 

DURR.J.P. 

8903200280 

50-289 

Q 

DEAN.R.A. 

8903010106 

TOPREP 


DIEDERICH.G.J. 

8903140689 

50-374 

s 

DURR.J.P. 

8903220460 

50-352 

P 

DEAN,R.S. 

8903140089 

NUREG 


DIEDERICH.G.J. 

8903150038 

50-373 

s 

DYEKMAN.G.K. 

8903130392 

50-460 

H 

DEBAUCHE,S.E. 

8903020245 

PR 


DIEDERICH.G.J. 

8903150481 

50-373 

s 

DYSON, R. 

8901260132* 

50-317 

U 

DECKER, T.R. 

8902270107 

50-400 

Q 

DIEDERICH.G.J. 

8903210191 

50-373 

s 

EARNEST.A.B. 

8903200210* 

50-298 

Q 

DECKER, T.R. 

8902270120 

50-416 

Q 

DIEDERICH.G.J. 

8903210480 

50-374 

s 

EASTBURN.M.R. 

8903130395* 

50-416 

P 

DECKER, T.R. 

8902270121* 

50-416 

Q 

DIEDERICH.G.J. 

8903220081 

50-374 

s 

EBNETER.S.D. 

8903070046 

50-317 

Q 

DECKER.T.R. 

8902270186 

50-424 

Q 

DIEDERICH.G.J. 

8903230475 

50-373 

R 

ECKERT, W.J. 

8903010227* 

50-237 

P 

DECKER, T.R. 

8902270376 

50-269 

Q 

DIETZ, C.R. 

8612310179 

50-324 

R 

ECONOMOS.N. 

8902280046* 

50-261 

Q 

DECKER, T.R. 

8902270387* 

50-269 

Q 

DIGGS, R.M. 

8611030503 

50-54 

F 

ECONOMOS.N. 

8903240303* 

50-302 

Q 

DECKER.T.R. 

8902270420 

50-413 

F 

DIGNAN.T.G. 

8903100148 

50-443 

G 

EDFORS.J.P. 

8903060065 

FOIA 


DECKER, T.R. 

8902270454 

50-338 

Q 

DIGNAN.T.G. 

8903100148 

50-443 

G 

EDGE.W.E. 

8902240209 

50-416 

R 

DECKER.T.R. 

8902270626 

50-424 

Q 

DIGNAN.T.G. 

8903130205 

50-443 

T 

EDGE.W.E. 

8903220084 

50-416 

R 

DECKER, T.R. 

8902270679 

70-143 


DIGNAN.T.G. 

8903130205 

50-443 

T 

EDGEWORTH.E.J. 

8903010118* 

CONTRACT 


DECKER, T.R. 

8902280301 

50-335 

Q 

DIGNAN.T.G. 

8903170057 

50-443 

G 

EDGEWORTH, P.J. 

8902230511* 

CONTRACT 


DECKER.T.R. 

8903020193 

50-324 

Q 

DIGNAN.T.G. 

8903170057 

50-443 

G 

EDGEWORTH.P.J. 

8902240113* 

CONTRACT 


DECKER, T.R. 

8903030526 

50-280 

F 

DIGNAN.T.G. 

8903170181 

50-443 

G 

EDGEWORTH, P.J. 

8903060011* 

CONTRACT 


DECKER.T.R. 

8903090164 

50-416 

Q 

DIGNAN.T.G. 

8903170181 

50-443 

G 

EDGEWORTH, P.J. 

8903100385* 

CONTRACT 


DECKER.T.R. 

8903090343 

50-160 

Q 

DIGNAN.T.G. 

8903170193 

50-443 

G 

EDGEWORTH, P.J. 

8903130167* 

CONTRACT 


DECKER, T.R. 

8903090365 

50-424 

Q 

DIGNAN.T.G. 

8903170193 

50-443 

G 

EDGEWORTH, P.J. 

8903140683* 

CONTRACT 


DECKER.T.R. 

8903100356 

50-424 

Q 

DIGNAN.T.G. 

8903220082 

50-443 

G 

EDGEWORTH, P.J. 

8903150050* 

CONTRACT 


DECKER.T.R. 

8903100429 

50-261 

Q 

DIGNAN.T.G. 

8903220082 

50-443 

G 

EDGEWORTH, P.J. 

8903270319* 

CONTRACT 


DECKER, T.R. 

8903140051 

50-400 

Q 

DIGNAN.T.G. 

8903220089 

50-443 

G 

EDGEWORTH, P.J. 

8903270389* 

CONTRACT 


DECKER.T.R. 

8903140073 

50-280 

Q 

DIGNAN.T.G. 

8903220089 

50-443 

G 

EDGEWORTH, P.J. 

8903270409* 

CONTRACT 


DECKER, T.R. 

8903200197 

70-27 


DIGNAN.T.G. 

8903220102 

50-443 

G 

EDGEWORTH, P.J. 

8903270417* 

CONTRACT 


DECKER.T.R. 

8903200207* 

70-27 


DIGNAN.T.G. 

8903220102 

50-443 

G 

EDGEWORTH, P.J. 

8903270419* 

CONTRACT 


DECKER, T.R. 

8903200302 

70-143 


DIGNAN.T.G. 

8903230058 

50-443 

G 

EDGEWORTH.P.J. 

8903280004* 

CONTRACT 


DECKER.T.R. 

8903200362 

50-413 

F 

DIGNAN.T.G. 

8903230058 

50-443 

G 

EDGEWORTH, P.J. 

8903280235* 

CONTRACT 


DECKER, T.R. 

8903240012 

50-348 

Q 

DIIANNI.D.C. 

8903230140 

50-282 

P 

EDISON, G.E. 

8903080355 

50-250 

P 

DECKER.T.R. 

8903270420 

50-348 

Q 

DILLICH.J.C. 

8903080457 

PR 


EDISON, G.E. 

8903150342 

50-250 

P 

DECKER, T.R. 

8903280119 

50-413 

F 

DIMEGLIO, A.F. 

8903070136 

50-193 

P 

EDISON, G.E. 

8903210051 

50-250 

P 

DEDDENS.J.C. 

8902280376 

50-458 

Q 

DIMENNA.R.A. 

8903140164 

NUREG 


EDISON.G.E. 

8903230109 

50-250 

P 

DEDDENS.J.C. 

8903030458 

50-458 

F 

DINGELL.J.D. 

8903090004 

PR 


EDLES.G.J. 

8903200166* 

FOIA 


DEDDENS.J.C. 

8903090187 

50-458 

Q 

DIPALO.A.J. 

8903090352 

ORG 


EDMUNDS, C.C. 

8903200454* 

FOIA 


DEDDENS.J.C. 

8903140264 

50-458 

Q 

DIRCKS.W.J. 

8405180013* 

FOIA 


EDMUNDS, C.C. 

8903200456* 

FOIA 


DEDDENS.J.C. 

8903230216 

50-458 

Q 

DIRENZO.P.L 

8903230276 

XPORTLIC 


EDMUNDS, C.C. 

8903200460* 

FOIA 


DEDDENS.J.C. 

8903280158 

50-458 

S 

DIXSON.G.R. 

8903210124 

WASTE MGT 

EDWARDS, D.W. 

8903080252 

50-271 

H 

DEELSNYDER.L. 

8903220137 

50-254 

R 

DOCTOR, P.G. 

8903280277 

NUREG 


EDWARDS, N.W. 

8902280474* 

50-325 

Q 

DEER IN WATER 

8903010394 

PR 


DOCTOR, P.G. 

8903280281 

NUREG 


EENIGENBURG.E. 

8902240267 

50-249 

S 

DEFAYETTE.R. 

8903280035* 

50-346 

Q 

DODA.R.J. 

8903200116 

l&E 


EENIGENBURG.E. 

8902280008 

50-237 

S 

DEFAYETTE.R.W. 

8903160102* 

50-483 

Q 

DODA.R.J. 

8903210235 

l&E 


EENIGENBURG.E. 

8902280406 

50-10 

R 

DELGEORGE.L.O. 

8903010090 

50-254 

Q 

DODDS, J. 

8902150023* 

50-259 

P 

EENIGENBURG.E. 

8903080155 

50-237 

S 

DELGEORGE.L.O. 

8903080246 

50-454 

Q 

DODGE, R.E. 

8902270392 

50-244 

R 

EENIGENBURG.E. 

8903090160 

50-10 

R 

DELLIGATTI.M. 

8903010101 

WASTE MGT 

DODGE, R.E. 

8903210455* 

50-244 

R 

EENIGENBURG.E. 

8903090384 

50-237 

S 

DELLIGATTI.M. 

8903220024 

WASTE MGT 

DOERFLEIN.LT. 

8903030314* 

50-293 

P 

EENIGENBURG.E. 

8903130676 

50-237 

S 

DELLIGATTI.M. 

8903230136 

WASTE MGT 

DOHERTY, W. 

8903280107 

PRM 


EENIGENBURG.E. 

8903130683 

50-237 

S 

DELLIGATTI.M.S. 

8903150547 

WASTE MGT 

DOIL.C. 

8903230180 

50-295 

S 

EENIGENBURG.E. 

8903140480* 

50-10 

R 

DELLIGATTI.M.S. 

8903150548* 

WASTE MGT 

DOMINGUEZ, D. 

8903070133 

PR 


EENIGENBURG.E. 

8903150099 

50-237 

S 

DELLIGATTI.M.S. 

8903220428 

WASTE MGT 

DONLON.W.J. 

8612240206 

50-410 

H 

EENIGENBURG.E. 

8903210021 

50-237 

S 

DELRUE.J. 

8610220335* 

50-302 

S 

DONLON.W.J. 

8903150169 

50-220 

P 

EENIGENBURG.E. 

8903220078 

50-237 

S 

DEMAISON.B.P. 

8903220468 

50-346 

F 

DONOVAN, R.W. 

8903170111 

50-443 

T 

EENIGENBURG.E. 

8903220239 

50-237 

R 

DEMPSEY, T.M. 

8903160052* 

50-219 

P 

DORSEY, M. 

8903270386 

CONTRACT 

EFFAN.C.R. 

8903010344 

PR 


DENIO.L.L. 

8903020362 

70-1308 


DORWICK.K. 

8903140689 

50-374 

S 

ELIN.J.O. 

8903080198* 

50-312 

V 

DENTON, H.R. 

8903270413 

WASTE MGT 

DOSTIE.P.J. 

8903080517 

50-309 

P 

ELLECK.K.A. 

8903170037* 

50-443 

G 

DESAI.K. 

8903210276 

TOPREP 


DOSTIE.PJ. 

8903080554 

50-309 

P 

ELLIOT, W.T. 

8902150406* 

50-259 

P 

DESAIN.G. 

8903080430 

PR 


DOTSON, P.J. 

8903030322 

NUREG 


ELLIOTT, W.T. 

8902150276* 

50-259 

P 

DETAMORE.M.B. 

8903020047* 

50-387 

P 

DOUGHTY, J. 

8903130041 

50-443 

P 

ELLIS, D.W. 

8903070048 

50-293 

S 

DEVOE.M.J. 

8903080263* 

50-324 

P 

DOWNING, H. 

8903240259 

PR 


ELLIS, D.W. 

8903220205 

50-293 

S 

DEVOE.M.J. 

8903080267* 

50-324 

P 

DOYLE, J. 

8903130693 

50-456 

S 

ELLIS, D.W. 

8903220269 

50-293 

S 

DEW1TT.R.B. 

8610270105* 

50-255 

P 

DOYLE, J. 

8903220195* 

50-445 

A 

ELLIS, G.R. 

8903140071* 

50-443 

P 

Dl PONZIE.M.E. 

8903010241 

50-10 

F 

DOYLE.J.E. 

8903240253 

PR 


ELLIS, J. 

8903220186 

50-445 

A 

DIAMOND, E. 

8903100379 

50-286 

S 

DOYLE, W.T. 

8903010377 

PR 


ELLIS, J. 

8903230272 

50-445 

A 

DICHARRY.R.D. 

8903240131 

71-9056 


DRAGOUN.T. 

8903020522 

50-244 

S 

ELLIS, SJ. 

8903130312* 

50-443 

T 

DICK.G. 

8903100060 

50-499 

P 

DRAWBRIDGE, B.L. 

8903030472 

50-29 

P 

ELLIS, S.J. 

8903130399* 

50-443 

T 

DICK.G.F. 

8902230519 

50-498 

P 

DRAWBRIDGE.B.L. 

8903100362 

50-29 

Q 

ELMS.A.L. 

8903240231 

50-423 

R 

DICK.G.F. 

8902230650 

50-498 

P 

DRAWBRIDGE, B.L 

8903230176 

50-29 

Q 

ELMS.A.L. 

8903270174 

50-423 

R 

DICK.G.F. 

8902280310 

50-498 

P 

DRAWBRIDGE, B.L 

8903280106 

50-29 

P 

ELMS.A.L. 

8903270185 

50-423 

R 

DICK.G.F. 

8903020007 

50-498 

P 

DREYER.E.W. 

8903150400 

50-338 

R 

ELROD, S. 

8902270154* 

50-259 

Q 

DICK.G.F. 

8903130220 

50-498 

P 

DROMERICK.A.W. 

8902230453 

50-219 

Q 

ELWARD.T.W. 

8903100582 

50-155 

R 

DICK.G.F. 

8903130232 

50-498 

P 

DROMERICK.A.W. 

8902240021 

50-219 

Q 

ENDRISS.C.R. 

8903090374 

50-352 

S 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

ENDRISS.C.R. 

8903090435 

50-352 

S 

FAIRT-F.M.E. 

8903220134 

50-271 

P 

FITZPATRICK.E. 

8903080111 

50-219 

R 

ENDRISS.C.R. 

8903090443 

50-352 

S 

F-AIRT.E.M3. 

8903220293 

50-29 

P 

FITZPATRICK, E. 

8903090383 

50-219 

R 

ENDRISS.C.R. 

8903150137 

50-352 

S 

FAIRTILE.M.B. 

8903230072* 

50-271 

G 

FITZPATRICK, E. 

8903130356 

50-219 

Q 

ENDRISS.C.R, 

8903210399 

50-352 

S 

FAIRTILE.M.B. 

8903230072* 

50-271 

G 

FITZPATRICK.E. 

8903220287 

50-219 

Q 

ENDRISS.C.R. 

89032301 14 

50-352 

S 

FAIRTILE.M.B. 

8903240289 

50-29 

P 

FITZPATRICK, E. 

8903230086 

50-219 

R 

ENDRISS.C.R. 

8903270050 

50-352 

S 

FAIRTILE.M.B. 

8903290230* 

50-271 

G 

FITZPATRICK.E. 

8903230238 

50-219 

Q 

ENGELHARDT.R.E. 

8903160253* 

WASTE MGT 

FAIRTILE.M.B. 

8903290230* 

50-271 

G 

FITZPATRICK.E. 

8903230320 

50-219 

S 

ENGLAND, LA. 

8902280101* 

50-458 

S 

FANNON.M.M. 

8903240271 

WASTE RES 

FITZPATRICK, R. 

8903030124* 

TOPREP 


ENGLAND, LA. 

8902280115 

50-458 

S 

FANTACCI.C.L. 

8903130657 

50-458 

R 

FITZPATRICK, R. 

8903140208 

NUREG 


ENGLAND.L.A. 

8903030085 

50-458 

s 

FARQUE.S.E. 

8903100231 

PR 


FLAHIVE.R. 

8903210170 

50-455 

S 

ENGLAND, LA. 

8903140013 

50-458 

s 

FARRELL, E. 

8902270401 

50-447 

J 

FLANDERS.H.E. 

8903150133* 

50-361 

P 

ENGLAND.L.A. 

8903140654 

50-458 

s 

FARRELL, E. 

8903080514 

50-146 

J 

FLETCHER, R.G. 

8903270319* 

CONTRACT 

ENGLAND.LA. 

8903210089 

50-458 

s 

FARRELL, S.P. 

8903010250 

50-341 

H 

FLINGOU.C. 

8903080194 

XPORTLIC 


ENGLAND, LA. 

8903220366 

50-458 

s 

FASCELL.D.B. 

8903130229* 

50-250 

H 

FLINGOU.C. 

8903090106 

XPORTLIC 


ENGLAND.LA. 

8903240060 

50-458 

s 

FAULKENBERRY.B. 

8902270459 

50-275 

Q 

FLOMERFELT.D. 

8903230382 

PR 


ENGLE, L.B. 

8902230655 

50-338 

p 

FAULKNEN.M.R. 

8902230364 

50-483 

F 

FLOWERS, F.D. 

8903070138* 

XPORTLIC 


ENGLE.L.B. 

8902240296 

50-338 

p 

FAULKNEN.M.R. 

8903230470 

50-483 

F 

FLOWERS, F.D. 

8903080353* 

XPORTLIC 


ENGLE.LB. 

8902270615 

50-338 

p 

FAULKNER, M.R. 

8903100586 

50-483 

F 

FLOWERS, F.D. 

8903090348 

XPORTLIC 


ENGLE.L.B. 

8903230401 

50-280 

p 

FAW.R.E. 

8903130662 

50-188 

F 

FLOWERS, F.D. 

8903230390* 

XPORTLIC 


ENGLE.L.B. 

8903240096 

50-338 

p 

FAW.R.E. 

8903210351 

50-188 

S 

FLOWERS, F.D. 

8903230396* 

XPORTLIC 


ENNIS, J. 

8902270689 

50-413 

s 

FAY.C.W. 

8902270090 

50-266 

S 

FLYNN, F.E. 

8903010393 

PR 


ENTERLINE, G.P. 

8903080412 

PR 


FAY.C.W. 

8903010047 

50-266 

P 

FLYNN, H.J. 

8903010078 

50-443 

G 

ERICKSON, P.B. 

8903200420 

ORG 


FAY.C.W. 

8903010376 

50-266 

P 

FLYNN.H.J. 

8903010085* 

50-443 

G 

ERICKSON, RA 

8902240092 

50-344 

p 

FAY.C.W. 

8903010429 

50-266 

H 

FLYNN, H.J. 

8903170293 

50-443 

G 

ERICKSON, R.A. 

8902240194 

50-344 

p 

FAY.C.W. 

8903030037 

50-266 

P 

FLYNN, H.J. 

8903170301* 

50-443 

G 

ERLER.BA 

8903240198 

50-390 

A 

FAY.C.W. 

8903030490 

50-266 

R 

FLYNN.H.J. 

8903270163 

50-443 

G 

ERNST.M.L. 

8902270195 

50-269 

Q 

FAY.C.W. 

8903080089 

50-266 

R 

FLYNN, M.J. 

8903030294 

CONTRACT 


ERNST.M.L 

8902270645 

50-269 

Q 

FAY.C.W. 

8903080484 

50-266 

R 

FOGARTY.E.P. 

8902210205 

50-352 

F 

ERNST, M.L 

8902270651 

50-338 

Q 

FAY.C.W. 

8903100201 

PR 


FOGARTY, E.P. 

8903020540 

50-352 

S 

ERNST, M.L. 

8902280113 

50-424 

P 

FAY.C.W. 

8903130010 

50-266 

F 

FOGARTY.E.P. 

8903160018 

50-352 

s 

ERNST, M.L 

8902280119 

50-348 

F 

FAY.C.W. 

8903130398 

50-301 

S 

FOGARTY.E.P. 

8903220005 

50-352 

F 

ERNST, M.L 

8903020074 

50-302 

Q 

FAY.C.W. 

8903140347 

50-301 

Q 

FOGARTY.E.P. 

8903220416 

50-277 

F 

ERNST, M.L 

8903020080* 

50-302 

Q 

FAY.C.W. 

8903160042 

50-266 

R 

FOLEY, W.J. 

8903140089 

NUREG 


ERNST, M.L 

8903020181 

50-338 

Q 

FAY.C.W. 

8903160285 

50-266 

P 

FORD.E.J. 

8903060192* 

50-458 

Q 

ERNST.M.L. 

8903090031 

50-302 

Q 

FAY.C.W. 

8903210022 

50-266 

P 

FORGETTE.T.E. 

8903140214 

50-317 

F 

ERNST.M.L 

8903090079 

50-261 

Q 

FAY.C.W. 

8903280167 

50-266 

P 

FORGETTE.T.E. 

8903240132 

50-317 

F 

ERNST.M.L. 

8903090087 

50-280 

P 

FEEHAN.J.D. 

8903200046* 

50-171 

1 

FORMAN, J.L 

8903020004 

PR 


ERNST.M.L 

8903090095 

50-250 

Q 

FEIGENBAUM.T.C. 

8903100296 

50-443 

G 

FORMAN, P. 

8903200332* 

50-293 

F 

ERNST.M.L 

8903090099* 

50-250 

Q 

FEIGENBAUM.T.C. 

8903100296 

50-443 

G 

FORNEY, W. 

8903140511 

50-373 

S 

ERNST.M.L 

8903090150 

50-302 

P 

FEIGENBAUM.T.C. 

8903170191 

50-443 

G 

FORNEY, W.L 

8903060201 

50-373 

Q 

ERNST.M.L 

8903090172 

50-280 

Q 

FERDINAND, B. 

8903030359 

40-8905 


FORNEY, W.L. 

8903090378 

50-454 

Q 

ERNST.M.L 

8903100414 

50-324 

P 

FERDINAND.B. 

8903090394 

40-8905 


FOSTER, H. 

8903080149 

70-1151 


ERNST.M.L 

8903130287 

50-269 

Q 

FERGUSON.B. 

8903010241 

50-10 

F 

FOWLER, W. 

8903280068* 

50-321 

H 

ERNST.M.L 

8903150084 

50-395 

Q 

FERGUSONJ.C. 

8902280204 

40-1162 


FOX.C.H. 

8903100269 

50-259 

Q 

ERNST.M.L 

8903150492 

50-261 

Q 

FERLAND.E.J. 

8903200050* 

50-171 

1 

FOX.C.H. 

8903230332 

50-390 

A 

ERNST.M.L 

8903160494 

50-413 

Q 

FERNANDEZ, W. 

8902280027 

50-333 

Q 

FOX.E.F. 

8903030385* 

50-443 

Q 

ERNST.M.L 

8903160497* 

50-413 

Q 

FERNANDEZ.W. 

8903020497 

50-333 

P 

FOX.G.H. 

8903080261 

PR 


ERNST.M.L. 

8903170065 

50-338 

Q 

FERNANDEZ, W. 

8903130179 

50-333 

S 

FOX.M.J. 

8903280321 

NUREG 


ERNST, M.L 

8903200187 

50-269 

Q 

FERNANDEZ, W. 

8903130235 

50-333 

S 

FRANE.J.J. 

8902150057* 

50-259 

P 

ERNST.M.L 

8903200310 

50-348 

Q 

FERNANDEZ, W. 

8903150030 

50-333 

R 

FRANK.C.M. 

8903130312* 

50-443 

T 

ERNST.M.L 

8903210272 

50-261 

Q 

FERNANDEZ.W. 

8903220500 

50-333 

Q 

FRANK, C.M. 

8903130312* 

50-443 

T 

ERNST.M.L 

8903240120 

50-395 

Q 

FERRIS.R.H. 

8903280277 

NUREG 


FRANK.C.M. 

8903130399* 

50-443 

T 

ERNST, M.L 

8903240123* 

50-395 

Q 

FERRIS.R.H. 

8903280281 

NUREG 


FRANK.C.M. 

8903130399* 

50-443 

T 

ERNST, M.L 

8903240238 

50-413 

Q 

FERSTER.A. 

8903230145 

50-271 

G 

FRANKS, O.K. 

8903170105* 

50-323 

Q 

ERNST.M.L 

8903240242* 

50-413 

Q 

FERSTER.A. 

8903230145 

50-271 

G 

FRANKS, O.K. 

8903280222* 

50-323 

Q 

ERNST.M.L 

8903240343 

50-250 

P 

FERSTER.A.C. 

8903170087* 

50-271 

G 

FRANTZ.S.P. 

8903170278 

50-250 

G 

ERNST, M.L 

8903240346 

70-27 


FERSTER.A.C. 

8903170087* 

50-271 

G 

FRANTZ, S.P. 

8903170278 

50-250 

G 

ERTLE.R.F. 

8902270407 

50-440 

J 

FEY.F.L 

8903140115 

50-263 

R 

FRANTZ, S.P. 

8903230031 

50-250 

G 

ESCHELS.C. 

8903010414 

PR 


FEY.F.L 

8903200431 

50-282 

R 

FRANTZ, S.P. 

8903230031 

50-250 

G 

ESELGROTH.P.W. 

8902230185 

50-247 

V 

FIEGENBAUM.T.C. 

8903290145 

50-443 

G 

FRANTZ.S.P. 

8903230046 

50-250 

G 

ESELGROTH.P.W. 

8902230680 

50-309 

V 

FIELD, J. 

8610220335* 

50-302 

S 

FRANTZ, S.P. 

8903230046 

50-250 

G 

ESELGROTH.P.W. 

8903100496* 

50-336 

Q 

FIERCE, A.R. 

8903170121 

50-443 

G 

FRANTZ, S.P. 

8903290185 

50-250 

G 

ESELGROTH.P.W. 

8903200175* 

50-223 

V 

FIERCE, A.R. 

8903230266 

50-443 

G 

FRANTZ, S.P. 

8903290185 

50-250 

G 

ESELGROTH.P.W. 

8903220383 

50-244 

V 

FIERCE.A.R. 

8903290174 

50-443 

G 

FRANZ, D.D. 

8903280316 

NUREG 


ESKRIDGE, H.E. 

8902230277 

70-36 


FILLION.P.F. 

8903240279* 

50-335 

Q 

FRANZ.D.D. 

8903280351 

NUREG 


ESPENAN.G.D. 

8903100196 

50-382 

H 

FINEMAN.C.P. 

8902020412* 

50-295 

P 

FREDRICKSON, P. 

8903080104 

50-338 

S 

EVANS, M. 

8903030269* 

50-293 

P 

FIORELLI.G. 

8903060158* 

50-528 

Q 

FREDRICKSON, P. 

8903130270* 

50-280 

Q 

EVANS, M. 

8903030273* 

50-293 

P 

FIRLIT.J.F. 

8902240300 

50-312 

Q 

FREEMAN, E.B. 

8902270206* 

50-482 

F 

EVANS.M.G. 

8903140655* 

50-353 

Q 

FIRLITJ.F. 

8903060045 

50-312 

S 

FREEMAN, M,D. 

8903060117 

40-8768 


EVANS, P.K. 

8902210003* 

50-259 

P 

FIRLITJ.F. 

8903220395 

50-312 

S 

FREEMAN, M.D. 

8903220194 

40-8905 


EVERETT, RJ. 

8902280334* 

50-458 

Q 

FIRLITJ.F. 

8903230037 

50-312 

P 

FREEMAN, PA 

8903240095 

50-423 

S 

EVERETT, R.J. 

8903060087* 

50-482 

Q 

FIRLITJ.F. 

8903270304 

50-312 

P 

FREEMAN.P.A. 

8903240095 

50-423 

S 

EVERETT.RJ. 

8903060096* 

50-285 

Q 

FIRLITJ.F. 

8903090463 

50-312 

S 

FRENCH, F. 

8903240196 

PRM 


EVERETT, R.J. 

8903060127* 

50-267 

Q 

FIRSCH.R.R. 

8902240324 

50-255 

P 

FRICK.T.M. 

8903200427* 

50-244 

P 

EVERETT, RJ. 

8903200136* 

50-298 

Q 

FIRTH.E.G. 

8902280546 

50-352 

V 

FRIZZLE, C.D. 

8902230642 

50-309 

P 

EVERETT, RJ. 

8903200210* 

50-298 

Q 

FISH.R. 

8903230010 

50-275 

F 

FRIZZLE, C.D. 

8902270385 

50-309 

P 

EVERETT.RJ. 

8903220185* 

50-482 

Q 

FISH.R.F. 

8902280054* 

50-206 

Q 

FRIZZLE, C.D. 

8903100081 

50-309 

P 

EVERETT, R.J. 

8903220216* 

50-482 

Q 

FISH.R.F. 

8903140158* 

50-275 

Q 

FRIZZLE, C.D. 

8903130203 

50-309 

P 

FACCHINA,R.E. 

8903080432 

50-10 

H 

FISH.R.F. 

8903160421* 

50-142 

Q 

FRIZZLE.C.D. 

8903170233 

50-309 

Q 

FAILORAR. 

8903030176 

PR 


FISH.R.F. 

8903220238 

50-528 

F 

FROTHINGHAMJ. 

8903220231* 

50-309 

P 

FAjRBANK.R.V. 

8903030303* 

50-293 

P 

FISHMAN.J. 

8903240239 

PRM 


FROUNFELKER.R. 

8903010422 

50-155 

J 


8902270481 

50-29 

P 

FISK.R.H. 

8902240155 

XPORTLIC 


FROUNFELKER.R. 

8903010433 

50-155 

J 


8903200422 

50-29 

P 

FITZGERALD, D.M. 

8903240288 

50-315 

S 

FROUNFELKER.R. 

8903020172 

50-255 

J 


8902230645 

50-29 

P 

FITZPATRICK, E. 

8902230464 

50-219 

S 

FROUNFELKER.R. 

8903020192 

50-255 

J 


8903060075 

50-271 

P 

FITZPATRICK, E. 

8902280473 

50-219 

Q 

FROUNFELKER.R. 

8903020272 

50-255 

J 


8903130444 

50-271 

P 

FITZPATRICK.E. 

8903020599 

50-219 

Q 

FRYE.J.H. 

8903170307 

50-322 

G 


8903150414 

50-29 

P 

FITZPATRICK, E. 

8903030151 

50-219 

P 

FRYE.J.H. 

8903290221 

50-277 

G 


8903200390 

50-29 

Q 

FITZPATRICK, E. 

8903030163 

50-219 

S 

FUJIMOTO.W.H. 

8902230477 

50-275 

F 
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FUJIMOTO.W.H. 

8903100053 

50-133 

R 

GIBSON, A.F. 

8903210434 

50-269 

P 

GREENMAN.E.G. 

8903210109 

50-346 

p 

FUJIMOTO.W.H. 

8903130702 

50-275 

R 

GIBSON, J. 

8903160051 

50-336 

R 

GREENMAN.E.G. 

8903220349 

50-155 

Q 

FUJIMOTO.W.H. 

8903210065 

50-275 

F 

GIBSON, LS 

8903100329 

50-315 

R 

GREENMAN.E.G. 

8903240159 

50-295 

Q 

FULLER, C.H. 

8902240293 

50-267 

S 

GIESKE.J.H. 

8902280553* 

50-244 

Q 

GREENMAN.E.G. 

8903240162* 

50-295 

Q 

FULLER, C.H. 

8902240347 

50-267 

R 

GIGGEY.C.A. 

8903200250 

50-309 

P 

GREENMAN.E.G. 

8903240261 

50-10 

P 

FULLER, C.H. 

8903010006 

50-267 

P 

GUTTER, J.G. 

8902270136 

50-305 

Q 

GREENMAN.E.G. 

8903240263 

50-331 

Q 

FULLER, C.H. 

8903010333 

50-267 

S 

GUTTER, J.G. 

8903230130 

50-305 

P 

GREENMAN.EG. 

8903270040 

50-341 

p 

FULLER, C.H. 

8903220109 

50-267 

R 

GUTTER, J.G. 

8903270261 

50-305 

Q 

GREENMAN.EG. 

8903280193 

50-266 

v 

FUNK.D.E. 

8903070043* 

50-315 

Q 

GILBERT, B.G. 

8903090022 

NUREG 


GREER, L. 

8903010162 

50-443 

a 

FURIA.J. 

8903200163* 

50-286 

Q 

GILBERT.B.G. 

8903090032 

NUREG 


GREEVES.J.T. 

8902280028 

WASTE MGT 

GAD.R.K. 

8903100194 

50-271 

G 

GILBERT, B.G. 

8903090033 

NUREG 


GREEVES.J.T. 

8903020165 

50-3 

Q 

GAD.R.K. 

8903100194 

50-271 

G 

GILBERT, L.D. 

8902280287* 

50-285 

Q 

GREEVES.J.T. 

8903140182 

PROJ 


GAD.R.K. 

8903100218 

50-271 

G 

GILBERT, L.D. 

8903230124* 

50-313 

Q 

GREEVES.J.T. 

8903230437 

WASTE MGT 

GAD.R.K. 

8903100218 

50-271 

G 

GILL.C.F. 

8903060163* 

50-346 

Q 

GREGER.L.R. 

8902280248 

50-237 

Q 

GAD.R.K. 

8903100227* 

50-271 

G 

GILL.C.F. 

8903240301 * 

50-263 

Q 

GREGER.L.R. 

8903010126 

50-315 

Q 

GAD.R.K. 

8903100227* 

50-271 

G 

GILLESPIE, D. 

8903030283* 

50-293 

P 

GREGER.L.R. 

8903030250 

50-186 

Q 

GAD.R.K. 

8903290131 

50-271 

G 

GILLESPIE.F.P. 

8902010153 

ORG 


GREGER.L.R. 

8903060154 

50-346 

Q 

GAD.R.K. 

8903290131 

50-271 

G 

GILLESPIE, F.P. 

8903030429 

50-425 

M 

GREGER.L.R. 

8903060160* 

50-346 

Q 

GAD.R.K. 

8903290138* 

50-271 

G 

GILLESPIE.F.P. 

8903090159 

50-425 

M 

GREGER.L.R. 

8903060211 

50-456 

Q 

GAD.R.K. 

8903290138* 

50-271 

G 

GILMORE, W.E. 

8903090022 

NUREG 


GREGER.L.R. 

8903070013 

50-346 

Q 

GAGNER.S.F. 

8902270664 

WASTE MGT 

GILMORE, W.E. 

8903090032 

NUREG 


GREGER.LR, 

8903070042 

50-315 

Q 

GAINES, R.E. 

8903280342* 

50-259 

P 

GILMORE, W.E. 

8903090033 

NUREG 


GREGER.L.R. 

8903070049 

50-461 

P 

GALLAGHER.J.W. 

8902230452 

50-352 

F 

GILRAY.J.W, 

8902240185 

WASTE MGT 

GREGER.LR. 

8903070144 

50-461 

F 

GALLAGHER, J.W. 

8902230457 

50-277 

F 

GILRAY.J.W. 

8903030195* 

WASTE MGT 

GREGER.L.R. 

8903080074 

50-315 

Q 

GALLAGHER, J.W. 

8903080528 

PR 


GILRAY.J.W. 

8903240284 

WASTE MGT 

GREGER.L.R. 

8903090276 

50-254 

Q 

GALLAGHER, J.W. 

8903100487 

PR 


GILRAY.J.W. 

8903270164 

WASTE MGT 

GREGER.L.R. 

8903100316 

50-263 

F 

GALLAGHER, J.W. 

8903140078 

50-352 

P 

GINSBERG.R.J. 

8903290435 

PR 


GREGER.LR. 

8903140485 

50-295 

Q 

GALLAGHER, J.W. 

8903140085* 

50-352 

P 

GLASMAN.M.M. 

8903010314* 

50-425 

Q 

GREGER.LR. 

8903160322 

50-10 

F 

GALLAGHER.J.W. 

8903200148 

50-277 

F 

GLEASON, J.P. 

8903230224 

50-322 

G 

GREGER.LR. 

8903200150 

50-151 

F 

GALLAGHER, J.W. 

8903200264 

50-277 

Q 

GLEASON, J.P. 

8903230224 

50-322 

G 

GREGER.LR. 

8903210083 

50-254 

Q 

GALLAGHER, J.W. 

8903200447* 

50-277 

P 

GLENN, C. 

8902230656 

WASTE MGT 

GREGER.LR. 

8903210184 

50-155 

F 

GALLAGHER, J.W. 

8903210322 

50-277 

P 

GLENN, C. 

8903020551 

REVIEW GR P 

GREGER.LR. 

8903210263 

50-155 

F 

GALLO.J. 

8903020478 

PR 


GLENN, C. 

8903080486 

WASTE MGT 

GREGER.LR. 

8903210269 

50-10 

F 

GALLO, R.M. 

8902280067 

50-289 

Q 

GLENN, C.J. 

8903140056 

WASTE MGT 

GREGER.LR. 

8903240200 

70-1308 


GALLO, R.M. 

8903030001 

50-352 

V 

GLENN, J. 

8903150055 

l&E 


GREGER.LR. 

8903240218 

50-483 

F 

GALLO, R.M. 

8903070052 

50-322 

V 

GLENN, J. 

8903170291 

l&E 


GREGER.L.R. 

8903240223 

50-266 

F 

GALLO, R.M. 

8903070083 

50-247 

Q 

GLENN, J. 

8903210369 

l&E 


GREGER.L.R. 

8903240229 

50-295 

G 

GALLO.R.M. 

8903100072 

50-286 

Q 

GLOERSEN.W.B. 

8903090345* 

50-160 

Q 

GREGER.L.R. 

8903240252 

50-295 

F 

GALLO, R.M. 

8903100490 

50-336 

Q 

GLOERSEN.W.B. 

8903240017* 

50-348 

Q 

GREGER.LR. 

8903240257 

50-282 

F 

GALLO.R.M. 

8903140643 

50-353 

Q 

GOLDBERG, J.H. 

8902280390 

50-499 

P 

GREGER.LR. 

8903240290 

50-266 

F 

GALLO, R.M. 

8903200167 

50-223 

V 

GOLDBERG, J.H. 

8903030470 

50-499 

Q 

GREGER.L.R. 

8903240295 

50-263 

Q 

GALLO.R.M. 

8903210387 

50-322 

Q 

GOLDBERG, J.H. 

8903080279 

50-498 

P 

GREGER.L.R. 

8903240298* 

50-263 

Q 

GALYEAN.W.J. 

8903090022 

NUREG 


GOLDBERG, J.H. 

8903100210 

PR 


GREGER.LR. 

8903240304 

50-263 

Q 

GALYEAN.W.J. 

8903090032 

NUREG 


GOLDBERG, J.H. 

8903210446 

50-498 

Q 

GREGER.LR. 

8903240308 

50-346 

Q 

GALYEAN.W.J. 

8903090033 

NUREG 


GOLDBERG.J.H. 

8903220002 

50-499 

P 

GREGER.LR. 

8903240312 

50-456 

Q 

GANG.H. 

8903140092* 

50-390 

Q 

GOLDBERG.J.H. 

8903240250 

PR 


GREGER.LR. 

8903240313* 

50-456 

Q 

GANIRCK.G. 

8903150284 

XPORTLIC 


GOLDEN, J.C. 

8903010241 

50-10 

F 

GREGER.LR. 

8903270055 

50-346 

F 

GARCIA.E.M. 

8903160421* 

50-142 

Q 

GOLDEN, J.C. 

8903140027 

50-10 

F 

GREGER.L.R. 

8903270228 

50-373 

Q 

GARCIA, P.J. 

8903020700* 

40-8902 


GOLDHARRY.J. 

8902270323* 

WASTE MGT 

GREGER.LR. 

8903270334 

50-456 

Q 

GARDE, B.P. 

8612050226 

50-445 

G 

GOLDIN, E.M. 

8903020045 

PR 


GREGER.LR. 

8903270368 

50-440 

Q 

GARDE.B.P. 

8612050226 

50-445 

G 

GOLDSTON.D. 

8903070171 

PR 


GREGER.LR. 

8903270372 

50-373 

Q 

GARDE, B.P. 

8903230275* 

50-445 

A 

GOLLER.K.R. 

8902270193* 

50-20 

P 

GREGER.LR. 

8903280229 

50-483 

Q 

GARDE.B.P. 

8903230275* 

50-445 

A 

GONZALES, J. 

8903140589 

50-206 

1 

GREGER.R. 

8903100311 

50-155 

S 

GARDNER, R.N. 

8903080218* 

50-249 

Q 

GONZALEZ, D.A. 

8903170105* 

50-323 

Q 

GREGG, R.E. 

8903030295 

NUREG 


GARDNER, R.N. 

8903090313* 

50-483 

Q 

GONZALEZ, D.A. 

8903280222* 

50-323 

Q 

GREGG, R.E. 

8903280339 

NUREG 


GARDNER, R.N. 

8903130338* 

50-454 

Q 

GOODEN, A. 

8903240127* 

50-395 

Q 

GREGG, R.J. 

8902240004 

70-371 


GARDNER, R.N. 

8903230205* 

50-461 

Q 

GOODIN, R.C. 

8903080507 

50-10 

H 

GREGG, R.J. 

8902240083 

70-371 


GARRITY.J.H. 

8903220231* 

50-309 

P 

GOODMAN, L.S. 

8903030029 

PR 


GREGG, R.J. 

8902280365 

70-371 


GAUTAM.A.S. 

8903230205* 

50-461 

Q 

GOOSSEN.J.E. 

8902270309* 

50-206 

P 

GREGG, R.J. 

8903080550 

71-9189 


GAVER.D.P. 

8903030377 

NUREG 


GORALSKI.G. 

8903230480 

50-255 

R 

GREGG, R.J. 

8903100396 

70-371 


GAYLEY.R.B. 

8902230464 

50-219 

S 

GORDON, C.Z. 

8903230305* 

50-387 

Q 

GREGG, RJ. 

8903200062 

70-371 


GEARS, G.E. 

8902280239 

50-260 

P 

GORMAN.J. 

8903140138 

NUREG 


GREGG.R.J. 

8903270354 

70-371 


GEARS, G.E. 

8903030010 

50-259 

T 

GORTON, C.T. 

8903010335 

PR 


GREINER, S.E. 

8903030322 

NUREG 


GEARS, G.E. 

8903100368 

50-260 

P 

GOWDY.G.M. 

8903200083* 

50-395 

R 

GREW.T.F 

8903130312* 

50-443 

T 

GEE.G.W. 

8903230428* 

WASTE MGT 

GRACE.D.N. 

8903170239 

TOPREP 


GRIDELY.R. 

8902280247 

50-260 

P 

GEORGE, J.J. 

8903150073* 

WASTE MGT 

GRACE.S.R. 

8902280417 

40-8904 


GRIDLEY.R. 

8902240126 

50-327 

Q 

GERRALD.LD. 

8903060220 

71-6581 


GRACE, S.R. 

8903060060* 

40-8905 


GRIDLEY.R. 

8902270250 

50-327 

Q 

GERRALD.LD. 

8903230035 

71-9217 


GRACE.S.R. 

8903170434 

40-8904 


GRIDLEY.R. 

8902280424 

50-327 

P 

GERRITY.C. 

8903030182 

PR 


GRACE, S.R. 

8903200070* 

40-8584 


GRIDLEY.R. 

8902280466 

50-259 

P 

GERTMAN.D.I. 

8903090022 

NUREG 


GRAHAM, C.P. 

8903100284 

50-443 

G 

GRIDLEY.R. 

8903010025 

50-327 

P 

GERTMAN.D.I. 

8903090032 

NUREG 


GRAHAM, C,P. 

8903100284 

50-443 

G 

GRIDLEY.R. 

8903020333 

50-390 

A 

GERTMAN.D.I. 

8903090033 

NUREG 


GRANT, G. 

8903170326 

50-271 

S 

GRIDLEY.R. 

8903020379 

50-259 

P 

GERTZ.C. 

8903010352 

WASTE MGT 

GRANT, S. 

8903080283* 

50-482 

P 

GRIDLEY.R. 

8903070011 

50-390 

S 

GERTZ.C.P. 

8903030477 

WASTE MGT 

GRAVES, D.N. 

8903280011* 

50-458 

V 

GRIDLEY.R. 

8903070014 

50-327 

R 

GERTZ.C.P. 

8903030485 

WASTE MGT 

GRAY.C.M. 

8903070114 

PR 


GRIDLEY.R. 

8903070047 

50-390 

S 

GERTZ.C.P. 

8903200388 

WASTE MGT 

GRAY.D.K. 

8902210458* 

50-259 

P 

GRIDLEY.R. 

8903070127 

50-390 

Q 

GIANNUZZI.A.J. 

8902280474* 

50-325 

Q 

GRAY.T.C. 

8902210330* 

50-259 

p 

GRIDLEY.R. 

8903080118 

50-390 

A 

GIBBS, D.J. 

8903080518 

50-327 

H 

GREBEL.T. 

8903140504 

50-323 

S 

GRIDLEY.R. 

8903080122 

50-260 

P 

GIBBS, R.R. 

8902140329* 

50-259 

P 

GREBEL.T. 

8903170155 

50-275 

S 

GRIDLEY.R. 

8903080128 

50-328 

Q 

GIBBS, R.R. 

8902140375* 

50-259 

P 

GREEENMAN.E.G. 

8903090432* 

50-315 

Q 

GRIDLEY.R. 

8903080143 

50-260 

P 

GIBBS, R.R. 

8902140388* 

50-259 

P 

GREEN, D.J. 

8903150133* 

50-361 

P 

GRIDLEY.R. 

8903090401 

50-259 

F 

GIBBS, R.R. 

8902140401* 

50-259 

P 

GREEN.W.C. 

8611120275 

50-389 

S 

GRIDLEY.R. 

8903100142 

50-259 

R 

GIBBS, R.R. 

8902140414* 

50-259 

P 

GREENMAN.EG. 

8903010009 

50-331 

Q 

GRIDLEY.R. 

8903100320 

50-259 

Q 

GIBBS, R.R. 

8902210038* 

50-259 

P 

GREENMAN.E.G. 

8903070122 

50-346 

Q 

GRIDLEY.R. 

8903100350 

50-390 

A 

GIBBS, R.R. 

8902210279* 

50-259 

P 

GREENMAN.EG. 

8903090412 

50-255 

Q 

GRIDLEY.R. 

8903100370 

50-327 

P 

GIBSON.A.F. 

8902270379* 

50-413 

P 

GREENMAN.EG. 

8903140522 

50-255 

Q 

GRIDLEY.R. 

8903130508 

50-390 

Q 

GIBSON, A.F. 

8903140325 

50-395 

Q 

GREENMAN.EG. 

8903150189 

50-341 

Q 

GRIDLEY.R. 

8903130547 

50-260 

Q 

GIBSON, A.F. 

8903140329* 

50-395 

Q 

GREENMAN.EG. 

8903200026 

50-461 

Q 

GRIDLEY.R. 

8903140118 

70-2910 
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GRIDLEY.R. 

8903150047 

50-438 

Q 

GRIDLEY.R. 

8903150077 

50-390 

S 

GRIDLEY.R. 

8903150119 

50-327 

P 

GRIDLEY.R. 

8903160319 

50-327 

P 

GRIDLEY.R. 

8903160329 

50-390 

A 

GRIDLEY.R. 

8903160332 

50-390 

S 

GRIDLEY.R. 

8903160459 

50-327 

P 

GRIDLEY.R. 

8903170124 

50-327 

Q 

GRIDLEY.R. 

8903200118 

50-259 

P 

GRIDLEY.R. 

8903200153 

50-260 

F 

GRIDLEY.R. 

8903210300 

50-259 

P 

GRIDLEY.R. 

8903210367 

50-259 

Q 

GRIDLEY.R. 

8903210388 

50-390 

A 

GRIDLEY.R. 

8903220494 

50-327 

P 

GRIDLEY.R. 

8903240011 

50-259 

P 

GRIDLEY.R. 

8903240022 

50-260 

P 

GRIDLEY.R. 

8903240038 

50-327 

P 

GRIDLEY.R. 

8903240051 

50-391 

Q 

GRIDLEY.R. 

8903270008 

50-327 

Q 

GRIDLEY.R. 

8903270019 

50-327 

P 

GRIDLEY.R. 

8903270027 

50-327 

H 

GRIDLEY.R. 

8903270037 

50-390 

S 

GRIDLEY.R. 

8903270274 

50-259 

F 

GRIDLEY.R. 

8903270352 

50-390 

A 

GRIDLEY.R. 

8903270359 

50-260 

P 

GRIDLEY.R.L. 

8902140261 

50-259 

P 

GRIDLEY.R.L. 

8903020057 

50-327 

F 

GRIDLEY.R.L. 

8903080306 

50-327 

F 

GRIDLEY.R.L. 

8903220006 

50-259 

F 

GRIEPENTROG.J. 

8903210015 

STATE PROG 

GRIER, G.W. 

8903230242 

TOPREP 


GRIFFIN.B.L. 

8903080201 

50-250 

H 

GRIFFIN.W.R. 

8903080472 

PR 


GRIMES, B.K. 

8902240045 

ORG 


GRIMES, B.K. 

8902270440 

PR 


GRIMES, B.K. 

8903010255 

QA999 


GRIMES, B.K. 

8903200292 

REVIEW GR P 

GRIMES, C.l. 

8611050385* 

50-213 

P 

GRIMES, C.l. 

8902240200 

50-445 

A 

GRIMES, C.l. 

8902240206 

50-445 

A 

GRIMES.C.I. 

8903030192 

50-445 

F 

G ol MFS.C. 1 

8903270271 

50-445 

A 

3" MS.i2 v .D.1 1 

8903010099 

50-320 

P 

G= MS..F.Y.D.H 

8903010119 

FOIA 


GRIMSLEY.D.H. 

8903030254 

50-293 

P 

GRIMSLEY.D.H. 

8903060035 

FOIA 


GRIMSLEY.D.H. 

8903060041 

FOIA 


GRIMSLEY.D.H. 

8903060051 

FOIA 


GRIMSLEY.D.H. 

8903060083 

FOIA 


GRIMSLEY.D.H. 

8903060112 

FOIA 


GRIMSLEY.D.H. 

8903060126 

FOIA 


GRIMSLEY.D.H. 

8903060134 

FOIA 


GRIMSLEY.D.H. 

8903060138 

50-293 

P 

GRIMSLEY.D.H. 

8903100562 

50-275 

T 

GRIMSLEY.D.H. 

8903130046 

FOIA 


GRIMSLEY.D.H. 

8903130067 

FOIA 


GRIMSLEY.D.H. 

8903130096 

FOIA 


GRIMSLEY.D.H. 

8903140236 

50-213 

F 

GRIMSLEY.D.H. 

8903200154* 

FOIA 


GRIMSLEY.D.H. 

8903200161 

FOIA 


GRIMSLEY.D.H. 

8903200213 

FOIA 


GR!MS! EY.D.H. 

8903200301 

50-293 

P 

GRiVS-LY, 

8903200450 

FOIA 


GRIMSLEY.D.H. 

8903220351 

FOIA 


GRIMSLEY.D.H. 

8903220370 

FOIA 


GRIMSLEY.D.H. 

8903230405 

FOIA 


GRIMSLEY.D.H. 

8903270294 

FOIA 


GRIMSLEY.D.H. 

8903270309 

50-324 

J 

GRIMSLEY.D.H. 

8903290289 

FOIA 


GRUNSEICH.R.W. 

8903030220 

50-322 

S 

GUBERSKg. 

8902230429 

50-344 

S 

GUBERSKI.J.D. 

8903230223 

50-344 

s 

GUFFEE.LA. 

8903030322 

NUREG 


GULOS.J. 

8903080142 

50-10 

H 

GUNIN.I. 

8903010231* 

50-237 

P 

GUNNELS, R. 

8902150360* 

50-259 

P 

GUNTRUM.B.C. 

8903100191 

50-518 

s 

GUNTRUM.B.C. 

8903200079 

PT21 


GUTHERIE.S. 

8902240058* 

50-219 

Q 

GUTHRIE. G.L 

8903290011 

NUREG 


GUYN.T.A. 

8902210339* 

50-259 

P 

HAAG.R.C. 

8903170399* 

50-313 

Q 

HAB1GHORST.P.J. 

8903020174* 

50-336 

Q 

HACKETT.E.M. 

8903280050 

NUREG 


HAEL.T. 

8903020001 

PR 


HAFFNER.K. 

8903020364 

PR 


HAFFNER.K, 

8903300017 

PR 


•■'‘—AM 1 

8903230043 

50-354 

R 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HAGAN, J. 

8902240247 

50-354 

R 

HAGAN.J. 

8902280367 

50-354 

S 

HAGAN, J. 

8903100297 

50-354 

S 

HAGAN.J. 

8903100328 

50-354 

R 

HAGAN, T.F. 

HAGBERG.T. 

8902240069* 

8903220400 

CONTRACT 

PR 

HAGEMAN.J.P. 

8902270450 

WASTE MGT 

HAGEY.H. 

8903220503 

CONTRACT 

HAGINS.E.E. 

8903170108 

50-271 

G 

HAIRSTON, J.M. 

8903030436 

50-348 

R 

HAIRSTON, S.B. 

8903210154 

50-366 

S 

HAIRSTON, W.G. 

8902230479 

50-364 

R 

HAIRSTON, W.G. 

8902230486 

50-348 

R 

HAIRSTON.W.G. 

8902240121 

50-348 

S 

HAIRSTON, W.G. 

8902280003 

50-424 

S 

HAIRSTON.W.G. 

8902280016 

50-424 

P 

HAIRSTON.W.G. 

8902280257 

50-321 

R 

HAIRSTON.W.G. 

8902280387 

50-321 

F 

HAIRSTON.W.G. 

8902280480 

50-424 

S 

HAIRSTON.W.G. 

8902280485 

50-424 

S 

HAIRSTON.W.G. 

890228052 2 

50-321 

Q 

HAIRSTON.W.G. 

8903010197 

50-424 

Q 

HAIRSTON, W.G. 

8903010274 

50-348 

R 

HAIRSTON.W.G. 

8903010427 

50-321 

S 

HAIRSTON.W.G. 

8903020068 

50-424 

Q 

HAIRSTON.W.G. 

8903020596 

50-364 

P 

HAIRSTON.W.G. 

8903020620 

50-348 

R 

HAIRSTON.W.G. 

8903030527 

50-348 

Q 

HAIRSTON.W.G. 

8903080182 

50-321 

P 

HAIRSTON.W.G. 

8903080257 

50-321 

P 

HAIRSTON.W.G. 

8903080357 

50-424 

F 

HAIRSTON.W.G. 

8903090213 

50-424 

R 

HAIRSTON.W.G. 

8903090244 

50-424 

P 

HAIRSTON.W.G. 

8903090264 

50-348 

Q 

HAIRSTON.W.G. 

8903090312 

50-424 

R 

HAIRSTON.W.G. 

8903090320 

50-424 

R 

HAIRSTON.W.G. 

8903090322 

50-425 

P 

HAIRSTON.W.G. 

8903090341 

50-321 

S 

HAIRSTON.W.G. 

8903090385 

50-321 

S 

HAIRSTON, W.G. 

8903100134 

50-321 

Q 

HAIRSTON.W.G. 

8903100211 

50-321 

R 

HAIRSTON.W.G. 

8903100346 

50-321 

Q 

HAIRSTON.W.G. 

8903100360 

50-348 

H 

HAIRSTON, W.G. 

8903100366 

50-321 

H 

HAIRSTON, W.G. 

8903100458 

50-348 

Q 

HAIRSTON.W.G. 

8903130602 

50-321 

P 

HAIRSTON.W.G. 

8903150240 

50-424 

Q 

HAIRSTON.W.G. 

8903150254 

50-424 

Q 

HAIRSTON.W.G. 

8903150439 

50-364 

Q 

HAIRSTON.W.G. 

8903160146 

50-348 

R 

HAIRSTON.W.G. 

8903160164 

50-364 

R 

HAIRSTON.W.G. 

8903160393 

50-321 

Q 

HAIRSTON.W.G. 

8903170282 

50-424 

S 

HAIRSTON.W.G. 

8903200172 

50-424 

P 

HAIRSTON.W.G. 

8903200281 

50-321 

R 

HAIRSTON.W.G. 

8903210045 

50-424 

F 

HAIRSTON.W.G. 

8903210046 

50-424 

S 

HAIRSTON.W.G. 

8903210062 

50-424 

S 

HAIRSTON.W.G. 

8903210079 

50-321 

P 

HAIRSTON.W.G. 

8903210120 

50-366 

S 

HAIRSTON.W.G. 

8903230410 

50-424 

S 

HAIRSTON.W.G. 

8903240004 

50-348 

F 

HAIRSTON.W.G. 

8903240037 

50-321 

P 

HAIRSTON.W.G. 

8903240130 

50-425 

S 

HAIRSTON.W.G. 

8903240247 

50-424 

R 

HAIRSTON.W.G. 

8903240307 

50-425 

S 

HAIRSTON.W.G. 

8903270049 

50-425 

J 

HAIRSTON.W.G. 

8903280176 

50-424 

J 

HAIRSTON.W.G. 

8903280178 

50-364 

S 

HAIRSTON.W.G. 

8903170279 

50-424 

P 

HALE.C.J. 

8903020329* 

50-445 

Q 

HALE.C.J. 

8903230056* 

50-445 

Q 

HALE.M.W. 

8902240288 

50-400 

R 

HALE.M.W. 

HALL.D.G. 

8903220183 

8903140164 

50-400 

NUREG 

R 

HALUD.P. 

8903100597 

50-461 

Q 

HALL, J.M. 

8903200427* 

50-244 

P 

HALL.J.R. 

HALLOCK.J. 

HALPAUS.P. 

8903240087 

8903080508 

8611240066 

50-331 

PR 

70-3041 

P 

HALTIWANGER.J. 

8902280535 

50-395 

R 

HALTIWANGER.J. 

8903220093 

50-395 

R 

HALVERSON, R.D. 
HAMILTON, R.S. 
HAMMMOND.J.M. 

HAMRICK, J.S. 
HAMRICK, J.S. 

8902210327* 

8903020005 

8903030048 

8903100596 

8903220200 

50-259 

PR 

PR 

40-8681 

40-8681 

P 

HANEK.J. 

8903230214* 

50-263 

V 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


HANLEY, D.W. 

8903030303* 

50-293 

P 

HANNEN.R.L. 

8902240292 

50-331 

R 

HANNEN.R.L. 

8903020553 

50-331 

S 

HANNEN.R.L. 

8903060001 

50-331 

S 

HANNEN.R.L. 

8903150444 

50-331 

S 

HANNEN.R.L. 

8903210346 

50-331 

R 

HANNON.J.N. 

8902270328* 

50-483 

P 

HANNON, J.N. 

8903230138* 

50-305 

P 

HANNON.J.N. 

8903270106 

50-305 

F 

HANSEN, C.H. 

8903100203* 

50-271 

G 

HANSEN, C.H. 

8903290154* 

50-271 

G 

HARBOUR, J. 

8903230009 

50-443 

G 

HARBUCK.C.C. 

8903100044 

50-313 

P 

HARBUCK.C.C. 

8903130228 

50-313 

F 

HARBUCK.C.C. 

8903220329 

50-313 

P 

HARBUCK.C.C. 

8903230027 

50-313 

P 

HARBUCK.C.C. 

8903230354 

50-313 

P 

HARDGROVE.T.W. 

8903060055 

40-2259 


HARDGROVE.T.W. 

8903210412 

40-2259 


HARE.E. 

8903230214* 

50-263 

V 

HARE.E.A. 

8903070008* 

50-186 

V 

HARENBERG.P. 

8903090292* 

50-322 

u 

HARLAN, C. 

8903230331 

WASTE RES 

HARLAN, C.P. 

8903230333* 

WASTE RES 

HARLING.O.K. 

8903280182 

50-20 

s 

HARNESS, J.L. 

8903010246 

50-324 

R 

HARNESS.J.L. 

8903080095 

50-325 

S 

HARNESS, J.L. 

8903090169 

50-325 

S 

HARNESS.J.L. 

8903090293 

50-325 

S 

HARNESS, J.L. 

8903090294 

50-324 

Q 

HARNESS, J.L. 

8903140587 

50-324 

R 

HARNESS.J.L. 

8903160086 

50-325 

S 

HARNESS, J.L. 

8903160092 

50-325 

S 

HARNESS.J.L. 

8903200265 

50-324 

P 

HARNESS, J.L. 

8903220374 

50-325 

S 

HARNESS.J.L. 

8903220379 

50-325 

S 

HARNESS, J.L. 

8903230185 

50-325 

S 

HARNESS, J.L. 

8903230248 

50-324 

S 

HARNESS, J.L. 

8903280160 

50-324 

S 

HARRIS, D.R. 

8903100333 

50-225 

S 

HARRIS, J.R. 

8903010322* 

50-425 

Q 

HARRIS.J.R. 

8903150482* 

50-250 

Q 

HARRIS, R.E. 

8903240135 

50-269 

P 

HARRIS, T. 

8903230248 

50-324 

S 

HARRISON.F. 

8612310179 

50-324 

R 

HARRISON.F. 

8903140587 

50-324 

R 

HARRISON.J. 

8903140511 

50-373 

S 

HARRISON.J.J. 

8903010024* 

50-341 

Q 

HART, R.D. 

8903200377 

WASTE RES 

HART, R.D. 

8903200379* 

WASTE RES 

HART, R.D. 

8903200392 

WASTE RES 

HART, R.D. 

890321004 2 

WASTE RES 

HARTY.H. 

8903280277 

NUREG 


HARTY.H. 

8903280281 

NUREG 


HASSE.R.A. 

8903060216* 

50-346 

Q 

HASSES, R.A. 

8903130419* 

50-266 

Q 

HAUGHEY.M. 

8608280064 

50-410 

E 

HAUGHNEY.C.J. 

8902240058* 

50-219 

Q 

HAUGHNEY.C.J. 

8903030263* 

50-324 

Q 

HAUGHNEY.C.J. 

8903280115* 

50-219 

Q 

HAVERKAMP.D. 

8903170326 

50-271 

S 

HAVERKAMP.D.R. 

8903140601* 

50-29 

Q 

HAWKINS, E.F. 

8902280252 

40-8902 


HAWKINS, E.F. 

8902280277* 

40-8902 


HAWKINS, E.F. 

8902280299 

40-8926 


HAWKINS, E.F. 

8902280320 

40-8502 


HAWKINS, E.F. 

8902280453* 

40-8857 


HAWKINS, E.F, 

8903010237 

40-8452 


HAWKINS.E.F. 

8903020588 

40-8907 


HAWKINS, E.F. 

8903060060* 

40-8905 


HAWKINS.E.F. 

8903060097* 

40-8502 


HAWKINS, E.F. 

8903170346 

40-8829 


HAWKINS, E.F. 

8903170353 

40-8502 


HAWKINS, E.F. 

8903170382 

WASTE MGT 

HAWKINS, E.F. 

8903170404 

40-2259 


HAWKINS, E.F. 

8903170412 

40-8064 


HAWKINS, E.F. 

8903170415* 

40-8064 


HAWKINS.E.F. 

8903200041 

WASTE MGT 

HAWKINS.E.F. 

8903200051 

40-8907 


HAWKINS, E.F. 

8903200070* 

40-8584 


HAWKINS, M. 

8903140192 

FOIA 


HAWUEY.A.L. 

8903030163 

50-219 

S 

HAYDEN, R. 

8903200253 

50-296 

F 

HAYES.B.B. 

8903170176* 

50-160 

Q 

HAYES.B.B. 

8903290312* 

50-440 

P 

HAYES, J.J. 

8903060202 

50-395 

P 

HAYES.J.J. 

8903220233 

50-395 

P 

HAYES.J.J. 

8903230107 

50-395 

P 
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AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

HAYES.J.J. 

8903230208 

50-395 

P 

HAYNES, J.G. 

8902240271 

50-528 

S 

HAYNES.J.G. 

8902240282 

50-530 

S 

HAYNES, J.G. 

8903010259 

50-529 

S 

HAYNES, J.G. 

8903140498 

50-530 

S 

HAYNES, J.G. 

8903210135 

50-530 

S 

HAYNES, J.G. 

8903230087 

50-530 

S 

HAYNES, J.G. 

8903230154 

50-530 

S 

HAYNES, J.G. 

8903230492 

50-528 

S 

HAYNES, J.G. 

8903240220 

50-528 

R 

HAYNES, J.G. 

8903270337 

50-530 

S 

HAYNESWORTH.V. 

8903200181 

50-261 

R 

HAYS.R.A. 

8903280050 

NUREG 


HAZLE.A.J. 

8903020036 

PR 


HEBERT, J.R. 

8903200250 

50-309 

P 

HECKER.G.E. 

8903240330* 

50-498 

P 

HEERLEIN.W.J. 

8903080082 

50-447 

Q 

HEITNER.K.L. 

8902240243 

50-267 

P 

HEITNER.K.L. 

8902240256 

50-267 

P 

HEITNER.K.L. 

8903080284 

50-267 

P 

HEITNER.K.L. 

8903160397 

50-267 

P 

HEITNER.K.L. 

8903220407 

50-267 

P 

HEITNER.K.L. 

8903270129 

50-267 

P 

HEITZMANN.J. 

8903010315 

PR 


HELFRECHT.D.J. 

8903280134* 

50-305 

1 

HENNICK.A. 

8903140089 

NUREG 


HENRY.LG. 

8903020489 

50-57 

V 

HENRY, R. 

8903010391 

PR 


HENSLEY, B.J. 

8902150430* 

50-259 

P 

HENSLEY, K.D. 

8902230368 

70-143 


HENSLEY, K.D. 

8903160136 

70-143 


HERDT.A.R 

8903020111 

50-369 

Q 

HERDT.A.R. 

8902270414 

50-424 

Q 

HERDT.A.R. 

8902270416* 

50-424 

Q 

HERDT.A.R. 

8902270492 

50-321 

Q 

HERDT.A.R. 

8903020269* 

50-369 

Q 

HERMANN.R.A. 

8902240029 

50-259 

P 

HERNAN.R.A. 

8903220147 

50-289 

P 

HERNAN.R.W. 

8903140123 

50-289 

P 

HERNAN.R.W. 

8903140184 

50-289 

P 

HERNAN.R.W. 

8903200061 

50-289 

P 

HERNAN.R.W. 

8903230098 

50-289 

P 

HERNAN.R.W. 

8903230448 

50-289 

P 

HERRINGTON.W.N. 

8903080548 

50-498 

F 

HERRON, J.T. 

8903100203* 

50-271 

G 

HERRON, J.T. 

8903290154* 

50-271 

G 

HEWARD.R.W. 

8903060012* 

50-146 

Q 

HEYER.R.S. 

8902280504 

40-2259 


HEYER.R.S. 

8903170196 

40-8904 


HEYER.R.S. 

8903170222 

40-8064 


HEYER.R.S. 

8903170420 

40-8064 


HEYER.R.S. 

8903170439 

40-299 


HEYER.R.S. 

8903170442 

40-8584 


HEYER.R.S. 

8903200033 

40-8452 


HEYER.R.S. 

8903210291 

40-6622 


HIATT, S.L 

8903080200 

PR 


HIATT.S.L 

8903080348 

50-440 

H 

HICK.J. 

8903080172 

50-10 

H 

HICKMAN, D.E. 

8902270367 

50-361 

P 

HICKMAN, D.E. 

8902270403 

50-361 

P 

HICKMAN, D.E. 

8902270409 

50-361 

P 

HICKMAN, D.E. 

8902270502 

50-361 

P 

HICKMAN, D.E. 

8902270534 

50-361 

P 

HICKMAN, D.E. 

8902270541* 

50-361 

P 

HICKMAN, D.E. 

8902280333 

50-361 

Q 

HICKMAN, D.E. 

8903010341 

50-361 

P 

HICKMAN, D.E. 

8903010358 

50-361 

P 

HICKMAN.D.E. 

8903020699 

50-361 

P 

HICKMAN, D.E. 

8903030021 

50-361 

P 

HICKMAN.D.E. 

8903090107 

50-361 

P 

HICKMAN, D.E. 

8903130561 

50-361 

P 

HICKMAN, D.E. 

8903270208 

50-361 

P 

HICKMAN, J.B. 

8903030018 

50-461 

P 

HICKMAN, J.B. 

8903030230 

50-461 

P 

HICKMAN, J.B. 

8903030240 

50-461 

P 

HICKMAN, J.B. 

8903060196 

50-461 

P 

HICKS.M.M. 

8903080404 

PR 


HIERSCHE.R.E. 

8902240039 

71-669 


HIETT.S.A. 

8903030211 

PR 


HIGGINS, W.R. 

8902270205 

50-395 

S 

HIGGINS, W.R. 

8903230335 

50-395 

S 

HIGGINS, W.R. 

8903230353 

50-395 

S 

HIGHFILL.K.L. 

8902270688 

50-293 

R 

HIGHFILL.K.L 

8903030257 

50-293 

P 

HIGHFILUK.L 

8903070041 

50-293 

R 

HIGHFILL.K.L 

8903100199 

PR 


HIGHFILL.K.L 

8903150174 

50-293 

R 

HIGHFILL.K.L 

8903240069 

50-293 

R 


AUTHOR ACCESSION SUBJECT 


HIGHT.G.W. 

NUMBER 

8903220521 * 

CATEGORY 

50-237 P 

HIGHT.G.W. 

8903240044* 

50-327 

P 

HILAMAN.S. 

8903130542* 

50-445 

Q 

HILAND.P. 

8903200202* 

50-461 

Q 

HILL.P.R. 

8903150245* 

50-387 

P 

HILL.T.M. 

HILL-WHILTON.R. 

8903080433 

8903170130 

PR 

50-443 

G 

HILL-WHILTON.R. 

8903170130 

50-443 

G 

HILLS, D. 

8903230214* 

50-263 

V 

HILLS.D. 

8903240122* 

50-151 

V 

HINDS, J.M. 

8903090381 * 

50-454 

Q 

HINDS, J.M. 

8903240166* 

50-295 

Q 

HINDS, J.R. 

HINES, J.J. 
HINNANT.C.S. 

8903210370 

8903080406 

8903010252 

TOPREP 

PR 

50-400 

F 

HINNANT.C.S. 

8903070030 

50-400 

R 

HINTZ,D.C. 

8903140284 

50-305 

Q 

HIRSCH.D. 

8903150311* 

50-142 

F 

HIRSCH.D. 

8903150311* 

50-142 

F 

HOBBS, P.S. 

HOCHBRUECKNER 

HOCK.D.D. 

8903100209 

8903020481 

8903030104 

PR 

PR 

50-267 

Q 

HODGDON.A.P. 

8903100277 

50-271 

G 

HODGDON.A.P. 

8903220197 

50-271 

G 

HODGDON.A.P. 

8903220206* 

50-271 

G 

HODGDON.A.P. 

8903220219* 

50-271 

G 

HODGDON.A.P. 

8903220244 

50-271 

G 

HODGDON.A.P. 

8903230201 

50-271 

G 

HODGDON.A.P. 

8903290189 

50-271 

G 

HODGES, J.C. 

8902210403* 

50-259 

P 

HOFFMAN.D.P. 

8902280004 

50-255 

P 

HOFFMAN.D.P, 

8903060170* 

50-255 

P 

HOFFMAN.D.P. 

8903080327 

50-155 

Q 

HOGAN, R.T. 

8903100261* 

50-322 

G 

HOGGE.A.J. 

8903090113* 

50-369 

Q 

HOGGE.A.J. 

8903230442* 

50-369 

Q 

HOLAHAN.G.M. 

8902270430 

50-312 

H 

HOLAHAN.G.M. 

8903030363 

50-368 

P 

HOLAHAN.G.M. 

8903080332* 

50-344 

P 

HOLAHAN.G.M. 

8903140096* 

50-602 

A 

HOLAHAN.G.M. 

8903170052* 

50-266 

P 

HOLAHAN.G.M. 

8903170305 

50-382 

P 

HOLAHAN.G.M. 

8903210070 

50-282 

Q 

HOLAHAN.G.M. 

8903230464 

50-346 

P 

HOLAHAN.G.M. 

8903270001 

50-219 

P 

HOLDER.D.A. 

8903200006* 

50-395 

1 

HOLLAND, E.A. 

8902280201 

50-261 

H 

HOLLAND.W.E. 

8903130270* 

50-280 

Q 

HOLLER, E. 

8903210413 

50-499 

S 

HOLLER.E.J. 

8903210427 

50-498 

S 

HOLLOWELL.T.E. 

8902240324 

50-255 

P 

HOLMAN, G.S. 
HOLMAN.G.S. 
HOLMES, J. 

8903280308 

8903280347 

8903080218* 

NUREG 

NUREG 

50-249 

Q 

HOLMES, J. 

8903130338* 

50-454 

Q 

HOLMES-RAY.P. 

8903020085* 

50-302 

Q 

HOLONICH.J. 

8903030195* 

WASTE MGT 

HOLTZMAN.R.B. 

8903060215* 

50-456 

Q 

HOLTZMAN.R.B. 

8903090277* 

50-254 

Q 

HOLTZSCHER.D. 

8903280162 

50-461 

P 

HOLTZSCHER.D.L 

8902230605 

50-461 

P 

HOLTZSCHER.D.L. 

8902270572 

50-461 

R 

HOLTZSCHER.D.L. 

8903010060 

50-461 

S 

HOLTZSCHER.D.L. 

8903010143 

50-461 

V 

HOLTZSCHER.D.L. 

8903010321 

50-461 

P 

HOLTZSCHER.D.L. 

8903060197 

50-461 

R 

HOLTZSCHER.D.L. 

8903070051* 

50-461 

P 

HOLTZSCHER.D.L. 

8903070055 

50-461 

H 

HOLTZSCHER.D.L. 

8903070147* 

50-461 

F 

HOLTZSCHER.D.L 

8903100552 

50-461 

P 

HOLTZSCHER.D.L. 

8903160014 

50-461 

J 

HOLTZSCHER.D.L. 

8903160025 

50-461 

R 

HOLTZSCHER.D.L. 

8903160030 

50-461 

R 

HOLTZSCHER.D.L. 

8903160379 

50-461 

S 

HOLTZSCHER.D.L 

8903170114 

50-461 

S 

HOLTZSCHER.D.L. 

8903170355 

50-461 

P 

HOLTZSCHER.D.L. 

8903200296 

50-461 

S 

HON.AL. 

8903080022* 

50-206 

Q 

HOOD.D. 

8903130619 

50-369 

P 

HOOD.D. 

8903210059 

50-369 

P 

HOOD.D.S. 

8903060098 

50-369 

P 

HOOD.D.S. 

8903080003 

50-369 

P 

HOOD.D.S. 

8903080010 

50-369 

P 

HOOD.D.S. 

8903080017* 

50-369 

P 

HOOD.D.S. 

8903130627* 

50-369 

P 

HOOD.D.S. 

8903160074 

50-269 

P 

HOOD.D.S. 

8903220411 

50-269 

Q 

HOOD.D.S. 

8903230438 

50-369 

P 
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HOOD.E.E. 

8903240237 

50-18 

I 

HOOKS.K.R. 

8903150548* 

WASTE MGT 

HOOKS, P. 

8902150249* 

50-259 

P 

HOOPES.J. 

8903130150 

WASTE MGT 

HOOVER, J.R. 

8903080467 

PR 


HOPKINS, J.B. 

8903010180 

50-424 

P 

HOPKINS, J.B. 

8903010183* 

50-424 

P 

HOPKINS.J.B. 

8903010326 

50-425 

P 

HOPKINS.J.B. 

8903030148 

50-425 

P 

HOPKINS, J.B. 

8903030409 

50-424 

J 

HOPKINS.J.B. 

8903090476 

50-424 

P 

HOPKINS, J.B. 

8903090479 

50-424 

P 

HOPKINS, J.B. 

8903100268* 

50-425 

P 

HOPKINS, J.B. 

8903130611 

50-425 

Q 

HOPKINS, J.B. 

8903150392 

50-425 

P 

HOPKINS.J.B. 

8903160511 

50-424 

P 

HOPKINS, J.B. 

8903200418 

50-425 

Q 

HOPKINS, P.C. 

8902280523* 

50-395 

Q 

HOPKINS, P.C. 

8903270366* 

50-395 

Q 

HOPKINS, S.M. 

8903200092 

71-652 


HOPPE, G.W. 

8903020109 

50-305 

H 

HORN.G.R. 

8903030463 

50-298 

S 

HORN,G.R. 

8903100251 

50-298 

S 

HORN.G.R. 

8903240058 

50-298 

S 

HORN.G.R. 

8903240173 

50-298 

R 

HORN.G.R. 

8903280255 

50-298 

S 

HORN.M. 

8903150572 

70-1201 


HOSTETLER.C.J. 

8903090236 

WASTE RES 

HOTTHOUSE.G. 

8903010423 

PR 


HOUSE, J.E. 

8903060215* 

50-456 

Q 

HOUSE.W.B. 

8903200088* 

50-395 

R 

HOUTMAN.J.L. 

8903100402* 

50-304 

P 

HOWARD, D.R. 

8903010282 

50-368 

P 

HOWARD, D.R. 

8903010303 

50-313 

P 

HOWARD, D.R. 

8903090280 

50-313 

P 

HOWARD.D.R. 

8903100525 

50-313 

P 

HOWARD.D.R. 

8903150574 

50-313 

P 

HOWARD.D.R. 

8903150578 

50-313 

F 

HOWARD.D.R. 

8903220461 

50-313 

P 

HOWARD.D.R. 

8903230172 

50-368 

Q 

HOWARD.D.R. 

8903240210 

50-313 

R 

HOWARD.D.R. 

8903240225 

50-313 

P 

HOWARD, J.J. 

8903130403 

50-263 

1 

HOWARD.J.L. 

8902140338* 

50-259 

P 

HOWARD, J.L. 

8902140366* 

50-259 

P 

HOWE.A.G. 

8903030002* 

50-352 

V 

HOWE.A.J. 

8903210164 

50-400 

S 

HOYLE.D.B. 

8903090001 

PR 


HOYLE.J.C. 

8903010198 

10CFR 


HUDEC.W.S. 

8902280324 

XPORTLIC 


HUDEC.W.S. 

8903010209* 

XPORTLIC 


HUDEC.W.S. 

8903060207* 

XPORTLIC 


HUDEC.W.S. 

8903080046* 

TOPREP 


HUDEC.W.S. 

8903220542 

XPORTLIC 


HUDSON.J.B. 

8903010245 

PR 


HUDSPETH.J.B. 

8903280062 

50-348 

F 

HUEY.F.R. 

8902270289* 

50-206 

Q 

HUEY.F.R. 

8903080022* 

50-206 

Q 

HUEY.R. 

8902270254 

50-361 

S 

HUFF.G.R. 

8902140276* 

50-259 

P 

HUFF.G.R. 

8902140345* 

50-259 

P 

HUGGARD.E.D. 

8903200046* 

50-171 

| 

HUGHES, A. 

8903010112 

CONTRACT 


HUGHES, A. 

8903030487 

CONTRACT 


HUGHES, A. 

8903100378 

CONTRACT 


HUGHES, A. 

8903130133 

CONTRACT 


HUGHES, A. 

8903130157 

CONTRACT 


HUGHES, A. 

8903140612 

CONTRACT 


HUGHES, A. 

8903140631 

CONTRACT 


HUGHES, A. 

8903270316 

CONTRACT 


HUGHES.A. 

8903270387 

CONTRACT 


HUGHES, A. 

8903270418 

CONTRACT 


HUGHES.A. 

8903280003 

CONTRACT 


HUGHES, J.A. 

8903060011* 

CONTRACT 


HUGHEY.C.A. 

8902270114* 

50-400 

Q 

HUGHEY, C.A. 

8903100443* 

50-261 

Q 

HUKILL.H.D. 

8902240297 

50-289 

R 

HUKILL.H.D. 

8902280278 

50-289 

R 

HUKILL.H.D. 

8903020396 

50-289 

Q 

HUKILL.H.D. 

8903060047 

50-289 

R 

HUKILL.H.D. 

8903100170 

50-289 

P 

HUKILL.H.D. 

8903130206 

50-289 

R 

HUKILL.H.D. 

8903200229 

50-289 

R 

HUKILLH.D. 

8903280056 

50-289 

P 

HUMPHREY.R.A. 

8902270362* 

PROJ 


HUMPHREYS, M.C. 

8903090455* 

50-397 

P 

HUNGER, G.A. 

8903010265 

50-352 

P 

HUNGER, G.A. 

8903060118 

50-277 

R 
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HUNGER.G.A. 

8903100479 

50-277 

R 

JOHNSON, A. 

8903150019* 

50-528 

Q 

JOYCE.T.P. 

8903080477 

50-295 

S 

HUNGER, G.A. 

8903200009 

50-277 

P 

JOHNSON.A.R. 

8903220173* 

50-498 

Q 

JOYCE.T.P. 

8903140023 

50-295 

R 

HUNGER.G.A. 

8903200364 

50-277 

P 

JOHNSON, B.D. 

8903030501 

50-255 

S 

JOYCE.T.P. 

8903140029 

50-295 

R 

HUNGER.G.A. 

8903200446 

50-277 

P 

JOHNSON.B.D. 

8903080060 

50-155 

R 

JOYCE.T.P. 

8903200114 

50-304 

S 

HUNGER, G.A. 

8903280252 

50-352 

P 

JOHNSON, B.D. 

8903080075 

50-255 

R 

JOYCE.T.P. 

8903220019 

50-295 

R 

HUNNICUTT.D.M. 

8903080460 

50-498 

S 

JOHNSON.B.D. 

8903100341 

50-155 

R 

JOYCE.T.P. 

8903230180 

50-295 

S 

HUNSADER.S.C. 

8902230254 

50-456 

P 

JOHNSON.B.D. 

8903270278 

50-255 

S 

JULIAN, C.A. 

8902280036 

50-261 

Q 

HUNSADER.S.C. 

8903100497 

50-455 

P 

JOHNSON.B.D. 

8903270302 

50-255 

P 

JULIAN.C.A. 

8902280041* 

50-261 

Q 

HUNSADER.S.C. 

8903140288 

50-455 

P 

JOHNSON.B.D. 

8903270346 

50-255 

S 

JULIAN, C.A. 

8902280096 

50-416 

Q 

HURT.R.D. 

8902270552 

PROJ 


JOHNSON.B.D. 

8903270351 

50-255 

S 

JULIAN, C.A. 

8903010312 

50-425' 

Q 

HURT.R.D. 

8903080067 

PROJ 


JOHNSON.B.D. 

8903270355 

50-255 

S 

JULIAN.C.A. 

8903010320 

50-425 

Q 

HUSAR.I.W. 

8903100163 

50-322 

T 

JOHNSON.B.D. 

8903270377 

50-255 

S 

JULIAN.C.A, 

8903090239 

50-424 

Q 

HUTCHISON.L.B. 

8902230474 

50-397 

R 

JOHNSON.B.D. 

8903270379 

50-255 

S 

JULIAN, C.A. 

8903090353 

50-250 

Q 

HUTCHISON.L.B. 

8903220263 

50-397 

R 

JOHNSON.B.D. 

8903280212 

50-155 

F 

JULIAN, C.A. 

8903130172 

50-321 

Q 

HUVER.C.W. 

8903010091* 

50-320 

G 

JOHNSON, C.E. 

8903200038* 

50-498 

Q 

JULIAN, C.A. 

8903140278 

50-269 

Q 

HYDEN.E.L. 

8903080157 

PR 


JOHNSON, F.R. 

8903220521* 

50-237 

P 

JULIAN, C.A. 

8903140572 

50-302 

V 

IGNATONIS.A. 

8902270154* 

50-259 

Q 

JOHNSON, F.R. 

8903240044* 

50-327 

P 

JULIAN, C.A. 

8903150480 

50-250 

Q 

IKEDA.M. 

8903080154 

XPORTLIC 


JOHNSON, I.M. 

8902280263 

50-237 

Q 

JULIAN, C.A. 

8903160481 

50-269 

Q 

IKEDA.M. 

8903080170 

XPORTLIC 


JOHNSON.I.M. 

8902280371 

50-254 

Q 

JULIAN, C.A. 

8903200331 

50-321 

Q 

IKEDA.M. 

8903090050 

XPORTLIC 


JOHNSON.I.M. 

8903010224 

50-237 

P 

JULIAN.C.A. 

8903210159 

50-348 

V 

IKEDA.M. 

8903160140* 

XPORTLIC 


JOHNSON.I.M. 

8903010230 

50-254 

P 

JULIAN, C.A. 

8903210262 

50-424 

Q 

IKEDA.M. 

8903160148* 

XPORTLIC 


JOHNSON.I.M. 

8903060086 

50-373 

Q 

JULIAN, C.A. 

8903240150 

50-261 

Q 

IKEDA.M. 

8903230330 

XPORTLIC 


JOHNSON, J. 

8903060171 

50-410 

S 

JULIAN, C.A. 

8903240153* 

50-261 

Q 

IMBRO.E.V. 

8902240058* 

50-219 

Q 

JOHNSON, J.R. 

8903170334 

50-220 

P 

JULIAN.C.A. 

8903240272 

50-335 

Q 

INGAMELLS.J.R. 

8903100294* 

50-31 1 

Q 

JOHNSON, J.R. 

8903210337* 

50-220 

Q 

JULIAN, C.A. 

8903240276* 

50-335 

Q 

INGRAM, F. 

8903270312* 

50-324 

J 

JOHNSON.J.W. 

8903080387 

PR 


JULIAN, C.A. 

8903240300 

50-302 

Q 

INTERRANTE.C.G. 

8903030455 

WASTE RES 

JOHNSON.K.I. 

8903060040 

NUREG 


JULIAN.C.A. 

8903240326 

50-261 

Q 

INTERRANTE.C.G. 

8903210033 

WASTE RES 

JOHNSON, P. 

8902270254 

50-361 

S 

JUSTUS, P.S. 

8903070242 

ORG 


IRVING, G.W. 

8903240195 

50-170 

Q 

JOHNSON, P.H. 

8902280413* 

50-397 

Q 

KAC2MAREK.H.J. 

8903010179 

50-304 

S 

IRWIN, D.P. 

8903010043 

50-322 

G 

JOHNSON, P.H. 

8903030504* 

50-397 

Q 

KAHLE.J.B. 

8902270114* 

50-400 

Q 

IRWIN.D.P. 

8903010043 

50-322 

G 

JOHNSON, P.H. 

8903080022* 

50-206 

Q 

KAHLE.J.B. 

8902270192* 

50-424 

Q 

IRWIN.D.P. 

8903010125 

50-277 

G 

JOHNSON, P.R. 

8902270289* 

50-206 

Q 

KAHLE.J.B. 

8903090369* 

50-424 

Q 

IRWIN.D.P. 

8903010125 

50-277 

G 

JOHNSON, R. 

8903010275 

50-261 

F 

KAHLE.J.B. 

8903100443* 

50-261 

Q 

IRWIN.D.P. 

8903100106 

50-322 

G 

JOHNSON, S.G. 

8903060162 

50-302 

R 

KAHLE.J.B. 

8903200303* 

70-143 


IRWIN.D.P. 

8903100106 

50-322 

G 

JOHNSON, T.C. 

8903140113 

WASTE MGT 

KAIL.J.K. 

8902280177 

TOPREP 


IRWIN.D.P. 

8903100263 

50-322 

G 

JOHNSON, T.C. 

8903140146 

WASTE MGT 

KALKMAN.J.N. 

8903290312* 

50-440 

P 

IRWIN.D.P. 

8903100263 

50-322 

G 

JOHNSON, W.D. 

8903170399* 

50-313 

Q 

KAMMERER.C. 

8902230425 

STATE PRO G 

IRWIN.D.P. 

8903170039 

50-277 

G 

JOHNSON.W.J. 

8902270614 

TOPREP 


KAMMERER.C. 

8903270310 

STATE PRO G 

IRWIN.D.P. 

8903170039 

50-277 

G 

JOHNSON.W.J. 

8903010213 

50-601 

K 

KANE.G.E. 

8903140567 

50-338 

S 

IRWIN.D.P. 

8903290164 

50-277 

G 

JOHNSON, W.J. 

8903100282 

PROJ 


KANE.G.E. 

8903240186 

50-339 

S 

IRWIN.D.P. 

8903290164 

50-277 

G 

JOHNSON, W.J. 

8903100416 

PR 


KANE.J. 

8903130128* 

FOIA 


ISADAHL.J. 

8903200356 

50-263 

1 

JOHNSON.W.J. 

8903130420 

TOPREP 


KANE.W.F. 

8902240036 

50-309 

Q 

ISRAEL, S. 

8903060030* 

ORG 


JOHNSON, W.J. 

8903220027 

TOPREP 


KANE.W.F. 

8903020530 

50-219 

Q 

IVEY.L.W. 

8106250012* 

50-142 

F 

JOHNSON, W.J. 

8903230226 

TOPREP 


KANE.W.F. 

8903020532* 

50-219 

Q 

IVEY.L.W. 

8903100473* 

50-142 

F 

JOHNSON, W.J. 

8903230262 

TOPREP 


KANE.W.F. 

8903150252 

50-277 

Q 

JABBOUR.K.N. 

8903280204 

50-413 

H 

JOHNSON, W.J. 

8903270326 

TOPREP 


KANE.W.F. 

8903200338* 

50-293 

P 

JACKIW.I.N. 

8903010012* 

50-331 

Q 

JOHNSON, W.J. 

8903280168 

50-601 

A 

KANE.W.F. 

8903200341* 

50-293 

P 

JACKIW.I.N. 

8903010017* 

50-331 

Q 

JOHNSTON.G. 

8903080207* 

50-312 

Q 

KANE.W.F. 

8903200382* 

50-293 

P 

JACKIW.I.N. 

8903080021* 

50-155 

Q 

JOHNSTON.G.W. 

8903080198* 

50-312 

V 

KANE.W.F. 

8903210198 

50-387 

Q 

JACKLIN.N.W. 

8903210480 

50-374 

S 

JOHNSTON, J.R. 

8903100582 

50-155 

R 

KANE.W.F. 

8903210304 

50-219 

Q 

JACKS, J.D. 

8903070069 

50-313 

S 

JOHNSTON.K.E. 

8902270462* 

50-275 

Q 

KANSLER.M.R. 

8903080144 

50-280 

S 

JACKS, J.D. 

8903070080 

50-313 

S 

JOHNSTON.K.E. 

8902280385* 

50-275 

Q 

KANSLER.M.R. 

8903090182 

50-280 

S 

JACKSON, R. 

8902240267 

50-249 

S 

JONAS.S.A. 

8903290177 

50-443 

G 

KANSLER.M.R. 

8903090210 

50-280 

S 

JAFFE.D.H. 

8903060095 

50-336 

P 

JONES, D. 

8903210232* 

70-371 


KANSLER.M.R. 

8903270108 

50-280 

S 

JAFFE.D.H. 

8903230366 

50-423 

P 

JONES, D.M. 

8903010383 

PR 


KANTOR.F. 

8903100261* 

50-322 

G 

JAMES, D.E. 

8903080192 

50-368 

P 

JONES.M.A. 

8903280360 

PR 


KAPCHINSKE.M. 

8903080479 

50-10 

H 

JAMES, D.E. 

8903270381 

50-368 

R 

JONES, M.C. 

8903060102* 

50-410 

P 

KAPINOS.L.E. 

8903100280 

PROJ 


JAMISON, J.D. 

8903080548 

50-498 

F 

JONES, R.C. 

8903160400 

TOPREP 


KAPLAN.A. 

8902230182 

50-440 

R 

JAMISON, J.D. 

8903090404 

50-285 

F 

JONES, R.C. 

8903200358 

TOPREP 


KAPLAN.A. 

8902230287 

50-440 

P 

JANG.J. 

8903200163* 

50-286 

Q 

JONES, R.C. 

8903210108 

TOPREP 


KAPLAN.A. 

8902240356 

50-440 

R 

JANUSKA.A.G. 

8903080078* 

50-315 

Q 

JONES, S.B. 

8903160017 

50-259 

S 

KAPLAN, A. 

8902280396 

50-440 

P 

JANUSKA.A.G. 

8903240310* 

50-346 

Q 

JONES, S.B. 

8903160072 

50-259 

S 

KAPLAN.A. 

8903060185 

50-440 

R 

JAPE.F. 

8609040125* 

50-327 

Q 

JONES, T. 

8903090293 

50-325 

S 

KAPLAN.A. 

8903070020 

50-440 

s 

JAPE.F. 

8902270101* 

50-416 

Q 

JONES, T. 

8903230185 

50-325 

S 

KAPLAN, A. 

8903090214 

50-440 

R 

JAPE.F. 

8903080120* 

50-425 

Q 

JONES.T. 

8903280160 

50-324 

s 

KAPLAN, A. 

8903090407 

50-440 

R 

JAPE.F. 

8903140315* 

50-413 

Q 

JONES.T.M. 

8903090169 

50-325 

s 

KAPLAN.A. 

8903090416 

50-440 

R 

JAPE.F. 

8903230462* 

50-400 

Q 

JONES, T.M. 

8903160086 

50-325 

s 

KAPLAN, A. 

8903100262 

50-440 

H 

JAUDON,J.P. 

8903150049 

50-482 

V 

JORDAN, E.L 

8309210496* 

50-293 

F 

KAPLAN.A. 

8903130043 

50-440 

s 

JAUDON.J.P. 

8903210384 

50-267 

V 

JORDAN, E.L 

8811160179 

REVIEW GR P 

KAPLAN, A. 

8903140201 

50-440 

E 

JAUDON.J.P. 

8903210497 

50-482 

V 

JORDAN, E.L. 

8903100039 

REVIEW GR P 

KAPLAN, A. 

8903150294 

50-440 

P 

JAY.C. 

8903060131* 

50-321 

H 

JORDAN, E.L 

8903230482 

REVIEW GR P 

KAPLAN, A. 

8903200113 

50-440 

K 

JEFFRIES, R.W. 

8903230398 

PR 


JORDAN, M. 

8903240122* 

50-151 

V 

KAPLAN, A. 

8903210110 

50-440 

F 

JEHLE.P. 

8903230061 

50-271 

G 

JORDAN, M. 

8903280289* 

50-254 

V 

KAPLAN.A. 

8903210136 

50-440 

F 

JEHLE.PA 

8903220088 

50-335 

G 

JORDAN, M.J. 

8903070008* 

50-186 

V 

KAPLAN, A. 

8903210440 

50-440 

R 

JEHLE.P.A. 

8903230165 

50-335 

G 

JORDAN, M.J. 

8903230214* 

50-263 

V 

KAPLAN.A. 

8903220125 

50-440 

Q 

JEHLE.P.A. 

8903290184 

50-335 

G 

JOSIGER,W.A. 

8902240321 

50-286 

R 

KAPLAN, A. 

8903220376* 

TOPREP 


JEHLE.P.A, 

8903290213 

50-271 

G 

JOSIGER.W.A. 

8902280508 

50-286 

Q 

KAPLAN.A. 

8903220384 

5Q-440 

R 

JENKINS, G.R. 

8903170165 

50-160 

Q 

JOSIGER.W.A. 

8903100246 

50-286 

S 

KAPLAN, HJ. 

8902230443* 

50-333 

Q 

JENKINS, G.R. 

8903170171* 

50-160 

Q 

JOSIGER.W.A. 

8903100379 

50-286 

s 

KAPLAN, H.J. 

8902230467* 

50-286 

Q 

JENSEN, H, 

8902240247 

50-354 

R 

JOSIGER.W.A. 

8903150500 

50-286 

S 

KARAM.R.A. 

8902270485 

50-160 

Q 

JENSEN, H. 

8903230043 

50-354 

R 

JOSIGER.W.A. 

8903150504 

50-286 

S 

KARAM.R.A. 

8903080407 

50-160 

F 

JENSEN, W. 

8903080207* 

50-312 

Q 

JOSIGER.W.A. 

8903200268 

50-286 

R 

KARAM.R.A. 

8903130219 

50-160 

R 

JOHANSEN, J. 

8903060210 

l&E 


JOSIGER.W.A. 

8903210464 

50-286 

R 

KARAM.R.A. 

8903130234 

50-160 

R 

JOHANSEN, J. 

8903100004 

l&E 


JOSIGER.WA 

8903280250 

50-286 

F 

KARNER.D.B. 

8902240307 

50-528 

F 

JOHANSEN, J. 

8903100224 

50-313 

Q 

JOYCE, J.A. 

8903280050 

NUREG 


KARNER.D.B. 

8903020424 

50-528 

P 

JOHANSEN, J. 

8903140549 

l&E 


JOYCE, J.W. 

8902210379* 

50-259 

P 

KARNER.D.B. 

8903090178 

50-528 

Q 

JOHANSEN, J. 

890320021 1 

l&E 


JOYCE, T. 

8903010179 

50-304 

s 

KARNER.D.B. 

8903090387 

50-528 

R 

JOHANSEN, J. 

8903220419 

l&E 


JOYCE.T.P. 

8903080147 

50-304 

S 

KARNER.D.B. 

8903100302 

50-528 

H 


f 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

KARNER.D.B. 

8903210121 

50-528 

Q 

KERR.W. 

8804210387* 

ACRS 


KNOP.R.C. 

8903010002 

50-461 

Q 

KARNER.D.B. 

8903220022 

50-528 

R 

KERR.W. 

8901050196* 

ACRS 


KNOP.R.C. 

8903010003* 

50-461 

Q 

KARNER.D.B. 

8903280187 

50-528 

K 

KERR.W. 

8903100557 

ACRS 


KNOP.R.C. 

8903160033 

50-341 

Q 

KASSNER.T.F. 

8903280340 

NUREG 


KERRY.J.F. 

8903100558* 

50-293 

U 

KNOP.R.C. 

8903160038* 

50-341 

Q 

KASUN.D.J. 

8902280304 

70-371 


KERRY.J.F. 

8903170188* 

50-293 

U 

KNOP.R.C. 

8903160096 

50-483 

Q 

KASUN.D.J. 

8903020398 

70-36 


KERSH.K. 

8903160088 

PROJ 


KNOP.R.C. 

8903280024 

50-346 

O 

KASUN.D.J. 

8903020408 

70-1151 


KERSHUL.B. 

8902280366 

50-344 

s 

KNOP.R.C. 

8903280031* 

50-346 

Q 

KASUN.D.J. 

8903090007 

70-1151 


KEUTER.D.R. 

8902230471 

50-312 

p 

KNOTT, R.P. 

8903130428* 

TOPREP 


KASUN.D.J. 

8903100071 

70-27 


KEUTER.D.R. 

8902240057 

50-312 

p 

KNOX.E. 

8903230455 

CONTRACT 

KASUN.D.J. 

8903100270 

70-371 


KEUTER.D.R. 

8903030474 

50-312 

s 

KNOX.E. 

8903270408 

CONTRACT 

KASUN.D.J. 

8903100312 

70-143 


KEUTER.D.R. 

8903060073 

50-312 

p 

KNOX.E. 

8903280227 

CONTRACT 

KASUN.D.J. 

8903100408 

70-143 


KEUTER.D.R. 

8903070119 

PR 


KNUTH.D.F. 

8903070156 

PR 


KASUN.D.J. 

8903100600 

70-1100 


KEUTER.D.R. 

8903080473 

50-312 

s 

KOHL.C.N. 

8903100093 

50-320 

G 

KASUN.D.J. 

8903130161 

70-734 


KEUTER.D.R. 

8903090372 

50-312 

R 

KOLACZKOWSKI.A. 

8903080553 

NUREG 


KASUN.D.J. 

8903160201 

70-27 


KEUTER.D.R. 

8903100384 

50-312 

R 

KOLSKY.K.B. 

8903210137 

WASTE RES 

KASUN.D.J. 

8903170126 

70-371 


KEUTER.D.R. 

8903140409 

50-312 

P 

KONKLIN.J.E. 

8903030263* 

50-324 

Q 

KASUN.D.J. 

8903270249 

70-143 


KEUTER.D.R. 

8903200053 

50-312 

R 

KONKLIN.J.E. 

8903280115* 

50-219 

Q 

KATARSKY.A.P. 

8903030480 

50-155 

F 

KEYWORTH.W.J. 

8902230477 

50-275 

F 

KONWINSKI.G.R. 

8903060097* 

40-8502 


KATO.W.Y. 

8903030352 

NUREG 


KHAN.T.M. 

8903170153* 

50-312 

S 

KONWINSKI.G.R. 

8903170346 

40-8829 


KAUFMAN.N.C. 

8903090052 

70-371 


KHANNA.K.N. 

8903130542* 

50-445 

Q 

KOPP.M.J. 

8903090313* 

50-483 

Q 

KAVANAUGH.M.W. 

8902280545 

50-416 

F 

KIEFER, D. 

8903020430 

PR 


KORSTAD.D.C. 

8903030027 

50-267 

J 

KAY.C.E. 

8903080223 

PR 


KILGORE, B.E. 

8903030098 

50-328 

S 

KOSLOW.A 

8902270449* 

50-353 

A 

KEEL.B.C. 

8903140425* 

ORG 


KILGORE, B.E. 

8903210406 

50-327 

S 

KOTTAN.J. 

8903200163* 

50-286 

Q 

KEETON.J. 

8903230214* 

50-263 

V 

KIMURA.C.Y. 

8903060025 

NUREG 


KOTTAN.J.J. 

8903210361* 

70-135 


KEIM1G.R.R. 

8903140670* 

50-245 

Q 

KINCAID, C.T. 

8903230428* 

WASTE MGT 

KOUTOUZIS.J.D. 

8903270188 

50-247 

S 

KEIMIG.R.R. 

8903210232* 

70-371 


KING.T.L. 

8903280333 

NUREG 


KOWALSKI, S.J. 

8903140484 

50-277 

Q 

KEIMIG.R.R. 

8903210336* 

50-277 

Q 

KINGSLEY.O.D. 

8902270148 

50-259 

P 

KOWALSKI, S.J. 

8903200016 

50-353 

S 

KEIMIG.R.R. 

8903210379* 

50-322 

Q 

KINNEMAN.J.D. 

8610090491 

40-8803 


KOWALSKI, S.J. 

8903200164 

50-277 

P 

KEISER.H.W. 

8902230461 

71-9070 


KINSEY, W.H. 

8903030276 

50-498 

F 

KOWALSKI, S.J. 

8903240268 

50-277 

Q 

KEISER.H.W. 

8902240240 

50-387 

R 

KINSICHI.S.F. 

8903090416 

50-440 

R 

KOZAK, J.J. 

8903010044* 

50-322 

T 

KEISER.H.W. 

8903010153 

50-387 

P 

KINTNER.E.E. 

8903200138 

PROJ 


KOZUP.C.S. 

8903030501 

50-255 

S 

KEISER.H.W. 

8903020044 

50-387 

P 

KINTNER.E.E. 

8903200138 

PROJ 


KOZUP.C.S. 

8903270278 

50-255 

S 

KEISER.H.W. 

8903020343 

50-387 

R 

KINTNER.L.L. 

8902230509 

50-416 

P 

KOZUP.C.S. 

8903270346 

50-255 

s 

KEISER.H.W. 

8903070060 

50-387 

F 

KINTNER.L.L. 

8903010370 

50-416 

P 

KOZUP.C.S. 

8903270351 

50-255 

s 

KEISER.H.W. 

8903080213 

50-387 

H 

KINTNER.L.L. 

8903020078 

50-416 

P 

KOZUP.C.S. 

8903270355 

50-255 

s 

KEISER.H.W. 

8903090030 

50-387 

P 

KINTNER.L.L. 

8903080342 

50-416 

P 

KOZUP.C.S. 

8903270377 

50-255 

s 

KEISER.H.W. 

8903090034* 

50-387 

P 

KINTNER.L.L. 

8903200348 

50-416 

P 

KOZUP.C.S. 

8903270379 

50-255 

s 

KEISER.H.W. 

8903090042 

50-387 

P 

KINTNER.L.L. 

8903200433 

50-416 

P 

KRAEGER.B.A. 

8903280316 

NUREG 


KEISER.H.W. 

8903090045* 

50-387 

P 

KINTNER.L.L. 

8903220128 

50-416 

P 

KRAEGER.B.A. 

8903280351 

NUREG 


KEISER.H.W. 

8903100045 

50-387 

R 

KINTNER.L.L. 

8903270010 

50-416 

P 

KRAJICEK.J.E. 

8903090450* 

50-397 

p 

KEISER.H.W. 

8903100167 

50-387 

H 

KIRBY, E.P. 

8903090278* 

50-293 

U 

KRAJICEK, J.E. 

8903090451* 

50-397 

p 

KEISER.H.W. 

8903150236 

50-387 

Q 

KIRK.B.L. 

8903080544 

NUREG 


KRAUSE.C.W. 

8903160042 

50-266 

R 

KEISER.H.W. 

8903200252 

50-387 

Q 

KIRSCH.D.F. 

8902270260 

50-275 

V 

KRAUSE, R. 

8903240058 

50-298 

s 

KEISER.H.W. 

8903220018 

50-387 

P 

KIRSCH.D.F. 

8902270369 

50-361 

V 

KRAUSE.R.W. 

8903280255 

50-298 

s 

KEISER.H.W. 

8903230070 

REGGD 


KIRSCH.D.F. 

8902280024 

50-206 

Q 

KREH.J.L. 

8903090102* 

50-250 

Q 

KEISER.H.W. 

8903240118 

50-387 

R 

KIRSCH.D.F. 

8902280026* 

50-206 

Q 

KREH.J.L. 

8903270421* 

50-348 

Q 

KEISER.H.W. 

8903280023 

50-387 

P 

KIRSCH.D.F. 

8902280148 

50-528 

Q 

KREHELY.W.A. 

8903300003 

PR 


KEISER.H.W. 

8903280140 

50-387 

J 

KIRSCH.D.F. 

8903060068 

50-312 

Q 

KRICH.R.M. 

8902230274 

50-352 

S 

KEISER.M.W. 

8903240126 

50-387 

F 

KIRSCH.D.F. 

8903080188 

50-312 

V 

KRICH.R.M. 

8902280429 

50-352 

S 

KEISIC.D.J. 

8903100150 

PR 


KLEIN, D.K. 

8903220154 

50-192 

P 

KRICH.R.M. 

8903020540 

50-352 

S 

KELLER, J.H. 

8903100163 

50-322 

T 

KL1MA.D.L. 

8903240055 

50-483 

P 

KRICH.R.M. 

8903030454 

50-352 

S 

KELLER.J.H. 

8903100163 

50-322 

T 

KLINE.C, 

89032801 1 1 

50-440 

H 

KRICH.R.M. 

8903160018 

50-352 

S 

KELLER.M.F. 

8903070160 

PR 


KLINE, J.R. 

8903230224 

50-322 

G 

KRIEGER.K. 

8902280530* 

50-247 

R 

KELLER.R.N. 

8903130245 

50-423 

S 

KNAPP, M.R. 

8903010095 

WASTE MGT 

KRIEGER.K. 

8903010042* 

50-247 

R 

KELLY, H.N. 

8903030208 

PR 


KNICELEY.J.R. 

8903270231* 

50-373 

Q 

KRIMM.R.W. 

8902020304* 

50-443 

F 

KELLY.J.A. 

8902280334* 

50-458 

Q 

KNIGHT, B.E. 

8903160166 

70-143 


KRIMM.R.W. 

8902280092 

50-397 

F 

KELLY, J.A. 

8903060087* 

50-482 

Q 

KNIGHT, B.E. 

8903210030 

70-143 


KRIMM.R.W. 

8903090358 

50-483 

F 

KELLY.J.A. 

8903060096* 

50-285 

Q 

KNIGHT, B.E. 

8903270240 

70-143 


KRIMM.R.W. 

8903230444* 

FOIA 


KELLY, J.A. 

8903220185* 

50-482 

Q 

KNIGHT, C.P. 

8903020556 

40-8027 


KRUPKA.K.M. 

8903220071 

WASTE RES 

KELLY, J.L 

8903150526 

50-293 

S 

KNIGHT, S.P. 

8902280386 

40-8027 


KUDRICK.J. 

8903290206* 

50-271 

G 

KELLY, J.R. 

8903010273 

50-213 

H 

KNIGHT, S.P. 

8903010049 

40-8027 


KUDRICK.J. 

8903290206* 

50-271 

G 

KELLY, L. 

8902240127 

50-155 

P 

KNIGHT.S.P. 

8903010063 

40-8027 


KUKIELKA.C.A. 

8903150245* 

50-387 

P 

KELLY, L. 

8902240321 

50-286 

R 

KNIGHT, S.P. 

8903030354 

40-8027 


KULESH.W. 

8903280132* 

50-322 

P 

KELLY, L. 

8903150313 

50-341 

P 

KNIGHT.S.P. 

8903160150 

40-8027 


KULLBERG.C.M. 

8903140164 

NUREG 


KELLY, L. 

8903210241 

50-341 

P 

KNIGHT.S.P. 

8903160160 

40-8027 


KUNCL.L.G. 

8610270435 

50-298 

F 

KELLY, L. 

8903210464 

50-286 

R 

KNIGHT.S.P. 

8903160174 

40-8027 


KUNCL.L.G. 

8902280469 

50-298 

P 

KELLY, L 

8903270324 

50-341 

P 

KNIGHT.S.P. 

8903210037 

40-8027 


KUNCL.L.G. 

8903100352 

50-298 

H 

KELLY.R.B. 

8903010044* 

50-322 

T 

KNIGHT.S.P. 

8903210206 

40-8027 


KUNCL.L.G. 

8903130566 

50-298 

Q 

KELLY, R.B. 

8903010044* 

50-322 

T 

KNIGHT, S.P. 

8903210242 

40-8027 


KUNOWSKI.M.A. 

8903240315* 

50-456 

Q 

KEMPER, J.S. 

8902270446 

50-353 

A 

KNIGHT, S.P. 

8903210244 

40-8027 


KUREK.D. 

8903090195* 

50-344 

P 

KEMPER, J.S. 

8903030499 

50-353 

A 

KNIGHT, S.P. 

8903210359 

40-8027 


KUZO.G.B. 

8903200228* 

70-27 


KEMPER, J.S. 

8903160003 

50-353 

A 

KNIGHT, S.P, 

8903210363 

40-8027 


KWIATKOWSKI.D. 

8903230414 

50-482 

F 

KEMPER, J.S. 

8903270373 

50-353 

A 

KNIGHT, S.P. 

8903240109 

40-8027 


KWIATKOWSKI.D. 

8903230421 

50-285 

F 

KENNEDY, E.E. 

8612050262 

40-8903 


KNIGHT, T.D. 

8903030322 

NUREG 


KWIATKOWSKI.D. 

8903230451 

50-322 

F 

KENNEDY, E.E. 

8903210277 

40-8903 


KNIGHTON, G.W. 

8902270404* 

50-361 

P 

. KWOK.K.S. 

8902240149 

50-20 

P 

KENNEDY.E.F. 

8903220123 

40-8903 


KNIGHTON, G.W. 

8902270411* 

50-361 

P 

KWOK.K.S. 

8902270181 

50-20 

P 

KENNEDY, E.F. 

8903220182 

40-8903 


KNIGHTON, G.W. 

890227051 1 * 

50-361 

P 

L’ESPERANCE.D. 

8903080403 

50-271 

F 

KENNEDY.J. 

8903030195* 

WASTE MGT 

KNIGHTON, G.W. 

8903010350* 

50-361 

P 

LABARGE.D.E. 

8902230092 

50-333 

P 

KENNEDY, J.E. 

8903100178 

WASTE MGT 

KNIGHTON, G.W. 

8903010361* 

50-361 

P 

LABARGE.D.E. 

8902230668 

50-333 

P 

KENNEDY, J.E. 

8903150548* 

WASTE MGT 

KNIGHTON, G.W. 

8903030025* 

50-361 

P 

LABARGE.D.E. 

8902240198 

50-333 

Q 

KENNEDY, M.F. 

8903020146 

PR 


KNIGHTON, G.W. 

8903030291* 

50-397 

P 

LABARGE.D.E. 

8903070007 

50-333 

P 

KENNEDY, W.E. 

8903210331* 

WASTE MGT 

KNIGHTON.G.W. 

8903080319* 

50-344 

P 

LABARGE.D.E. 

8903150221 

50-333 

P 

KENT.A.P, 

8902230344 

50-498 

R 

KNIGHTON.G.W. 

8903090109* 

50-361 

P 

LABARGE.D.E. 

8903160385 

50-333 

Q 

KENT, A, P. 

8903220372* 

50-498 

R 

KNIGHTON, G.W. 

8903090119* 

50-206 

P 

LABARGE.D.E. 

8903160436 

50-333 

P 

KENT.A.P. 

8903220375* 

50-498 

R 

KNIGHTON.G.W. 

8903130555* 

50-397 

P 

LABARGE.D.E. 

8903220273 

50-333 

Q 

KENYON, TJ. 

8903210414 

PROJ 


KNIGHTON.G.W. 

8903130591* 

50-361 

P 

LABRUNA.S. 

8902280300 

50-354 

Q 

KEPPLER.P. 

8903010202 

40-8820 


KNIGHTON, G.W. 

8903220163 

50-344 

P 

LABRUNA.S. 

8903100491 

50-354 

P 

KERCH.H.W. 

8903240302* 

50-410 

Q 

KNIGHTON.G.W. 

8903270005* 

50-275 

P 

LABRUNA.S. 

8903140310 

50-311 

P 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

LABRUNA.S. 

8903150231 

50-272 

Q 

LENART.R.S. 

8612010196 

50-341 

S 

LINEHAN.J.J. 

8903030173 

WASTE MGT 

LABRUNA.S. 

8903210138 

50-272 

Q 

LENGJAK.B. 

8902280510 

XPORTLIC 


LINEHAN.J.J. 

8903030209 

WASTE MGT 

LABRUNA.S. 

8903210178 

50-272 

Q 

LENJAK.B. 

8903090139* 

XPORTLIC 


LINEHAN.J.J. 

8903100187 

WASTE MGT 

LACEY, W.S. 

8903140464 

50-334 

F 

LEONARD, J.D. 

8902240220 

50-322 

P 

LINEHAN.J.J. 

8903150553 

WASTE MGT 

LAFLEUR.M.G. 

8903080463 

PR 


LEONARD, J.D. 

8903020125 

50-322 

H 

LINEHAN.J.J. 

8903150557 

WASTE MGT 

LAGOE.L.J. 

8902230384 

50-410 

S 

LEONARD, J.D. 

8903060167* 

50-322 

R 

LINEHAN.J.J. 

8903170062 

WASTE MGT 

LAGOE.L.J. 

8902280375 

50-410 

S 

LEONARD, J.D. 

8903080076 

50-322 

R 

LINEHAN.J.J. 

8903230123 

WASTE MGT 

LAHS.W.R. 

8903020026 

PR 


LEONARD, J.D. 

8903080241 

PR 


LINEHAN.J.J. 

8903240188 

WASTE MGT 

LAINAS.G.C. 

8902240052 

50-219 

Q 

LEONARD, J.D. 

8903080419 

50-322 

Q 

LINEHAN.J.J. 

8903240260 

WASTE MGT 

LAINAS.G.C. 

8902280126 

50-317 

H 

LEONARD, J.D. 

8903090423 

50-322 

R 

LINEHAN.J.J. 

8903240264 

WASTE MGT 

LAINAS.G.C. 

8903030259 

50-324 

Q 

LEONARD, J.D. 

8903210317 

50-322 

R 

LINEHAN.J.J. 

8903240291 

WASTE MGT 

LAINAS.G.C. 

8903060129 

50-321 

H 

LEONARD, J.D. 

8903230364 

50-322 

H 

LINES, H. 

8902240307 

50-528 F 

LAINAS.G.C. 

8903100241 

50-425 

P 

LEONARD, J.D. 

8903270056 

50-322 

P 

LINSLEY.R.K. 

8903280316 

NUREG 

LAINAS.G.C. 

8903200021 

50-309 

P 

LEONARD, J.D. 

8903280086 

REGGD 


LINSLEY.R.K. 

8903280351 

NUREG 

LAINAS.G.C. 

89032201 50* 

50-318 

P 

LEPPKE.M.E. 

8903170105* 

50-323 

Q 

LINVILLE.J. 

8903030432 

50-277 S 

LAINAS.G.C. 

8903230468 

50-338 

Q 

LEPPKE.M.E. 

8903280222* 

50-323 

Q 

LINVILLE.J.C. 

8902230610 

50-277 P 

LAINAS.G.C. 

8903280101 

50-219 

Q 

LEROY, S.E. 

8902230482 

50-369 

S 

LINVILLE.J.C. 

8902230615 

50-277 P 

LAMASTRA.M.A. 

8903290219* 

50-271 

G 

LEROY, S.E. 

8902240022 

50-369 

S 

LINVILLE.J.C. 

8902230624 

50-277 P 

LAMASTRA.M.A. 

8903290219* 

50-271 

G 

LEROY, S.E. 

8902240167 

50-370 

S 

LINVILLE.J.C. 

8903130208 

50-277 R 

LAMBE.W.M. 

8903130118 

50-425 

M 

LEROY, S.E. 

8902240169 

50-369 

S 

LINVILLE.J.C. 

8903150255* 

50-277 Q 

LAMBE.W.M. 

8903130455 

50-425 

M 

LEROY, S.E. 

8902240173 

50-369 

S 

LIPPOLD.W.J. 

8902280478 

50-317 P 

LAMBE.W.M. 

8903130455 

50-425 

M 

LEROY.S.E. 

8902270381 

50-369 

S 

LIPPOLD.W.J. 

8903160364 

50-317 P 

LAMURO.R.C. 

8903030330* 

50-400 

P 

LEROY.S.E. 

8903210470 

50-369 

S 

LITTLE, W.S. 

8902270138* 

50-259 Q 

LANCASTER, W.K. 

8903140670* 

50-245 

Q 

LEROY, S.E. 

8903220042 

50-369 

S 

LITTLE, W.S. 

8902270154* 

50-259 Q 

LANE.J.C. 

8903150244 

50-387 

P 

LESSER, M.S. 

8903160500* 

50-413 

Q 

LITTLE, W.S. 

8903060147* 

50-259 Q 

LANE.J.E. 

8903220228 

50-302 

R 

LETCHWORTH.P.E. 

8903160463 

WASTE MGT 

LITTLEFIELD, P. 

8903130331* 

50-443 T 

LANESE.LC. 

8903160052* 

50-219 

P 

LEVINE.J.M. 

8902240105 

50-313 

S 

LITTLEFIELD.P. 

8903130331* 

50-443 T 

LANNING.W.D. 

8902280146 

50-312 

S 

LEVINE, J.M. 

8902280364* 

50-313 

Q 

LITTLEFIELD.P. 

8903130380* 

50-443 T 

LANNING.W.D. 

8903060009 

50-260 

S 

LEVINE, J.M. 

8903030281* 

50-313 

Q 

LITTLEFIELD.P. 

8903130380* 

50-443 T 

LANPHER.L.C. 

8903220070 

50-322 

G 

LEVINE.J.M. 

8903070069 

50-313 

S 

LIU,L. 

8902230386 

50-331 P 

LANPHER.L.C. 

8903220070 

50-322 

G 

LEVINE, J.M. 

8903070080 

50-313 

S 

LIVERMORE, H.H. 

8903010051* 

50-445 Q 

LANPHER.LC. 

8903230251 

50-322 

G 

LEVINE, J.M. 

890308001 1 

50-368 

S 

LIVERMORE.H.H. 

8903020329* 

50-445 Q 

LANPHER.L.C. 

8903230251 

50-322 

G 

LEVINE.J.M. 

8903090184 

50-313 

S 

LIVERMORE, H.H. 

8903090367* 

50-445 Q 

LANPHER.LC. 

8903230251 

50-322 

G 

LEVINE, J.M. 

8903090291 

50-368 

S 

LIVERMORE.H.H. 

8903130531* 

50-445 Q 

LANSDEN.C. 

8903300007 

PR 


LEVINE, J.M. 

8903090355* 

50-313 

Q 

LIVERMORE, H.H. 

8903140075* 

50-445 Q 

LAROCHE.G.E. 

8903100308 

40-8801 


LEVINE, J.M. 

8903090360 

50-313 

S 

LIVERMORE, H.H. 

8903230056* 

50-445 Q 

LARSON, C.E. 

8903060111 

50-282 

Q 

LEVINE.J.M. 

8903160034 

50-368 

S 

LIVINGSTON, B.R. 

8903220449* 

50-285 P 

LARSON.C.E. 

8903080064 

50-263 

Q 

LEVINE.J.M. 

8903200345 

50-368 

S 

LO.R.H. 

8903090136 

50-261 P 

LARSON, C.E. 

8903080178 

50-282 

Q 

LEVINE.J.M. 

8903200385 

50-313 

s 

LO.R.H. 

8903200436* 

50-416 P 

LARSON, C.E. 

8903080450 

50-263 

H 

LEVINE.J.M. 

8903200443 

50-313 

s 

LO.R.H. 

8903220255 

50-261 Q 

LARSON.C.E. 

8903090224 

50-282 

Q 

LEVINE, J.M. 

8903220222 

50-313 

Q 

LO,T. 

8903280308 

NUREG 

LARSON.C.E. 

8903100319 

PR 


LEVINE, J.M. 

8903230389 

50-313 

Q 

LOCKE, R.F. 

8902240213 

50-133 J 

LARSON, C.E. 

8903280121 

50-282 

Q 

LEVINE, J.M. 

8903280098 

50-313 

s 

LOCKE, R.F. 

8902280383 

50-275 P 

LARSON, C.E. 

8903280234 

50-306 

Q 

LEVINE, M.M. 

8903030352 

NUREG 


LOCKE, R.F. 

8903220397 

50-133 J 

LARSON, D.C. 

8903290292* 

FOIA 


LEVIS, W. 

8903100549* 

50-324 

Q 

LOFGREN.E.V. 

8903150452* 

REVIEW GR P 

LARSON, T.K. 

8903140164 

NUREG 


LEVY.M.D. 

8902280135* 

50-317 

H 

LOFLIN.L.I. 

8902210566 

50-261 Y 

LATTA.R.M. 

8903130531* 

50-445 

Q 

LEW.G.T. 

8903160060 

50-400 

S 

LOFLIN.L.I. 

8902280369 

50-325 Q 

LATZ.J.E. 

8903090192 

WASTE MGT 

LEWIS, D.R. 

8903270195 

50483 

F 

LOFLIN.L.I. 

8903080262 

PR 

LATZ.J.E. 

8903090206 

WASTE MGT 

LEWIS, M.l. 

8903080255 

PRM 


LOFLIN.L.I. 

8903140351 

50-324 P 

LATZ.J.E. 

8903100222 

WASTE MGT 

LEWIS, M.l. 

8903240266 

PR 


LOFLIN.L.I. 

8903200117 

50-261 P 

LATZ.J.E. 

8903170314 

WASTE MGT 

LEWIS, S.H. 

8903100237 

50-320 

G 

LOFLIN.L.I. 

8903200212 

50-324 F 

LAUER.M.T. 

8903240083* 

50-261 

Q 

LEWIS, S.H. 

8903220041 

50-320 

G 

LOFLIN.L.I. 

8903230018 

50-325 Q 

LAUNl.C.M. 

8903100215* 

50-237 

F 

LEWIS, W.S. 

8903150067* 

50-321 

H 

LOFLIN.L.I. 

8903230347 

50-261 Y 

LAVALLE.T.A. 

8903200151 

50-263 

S 

LIAW.B.D. 

8903230112 

50-259 

P 

LOGAN, S.B. 

8902210461* 

50-259 P 

LAWYER, L. 

8902270487* 

50-324 

Q 

LICCIARDO.R.B. 

8903240074 

50-369 

P 

LOGSDON, M.J. 

8902270397 

WASTE RES 

LAWYER.LL. 

8903140335* 

50-395 

Q 

LICCIARDO.R.B. 

8903240078* 

50-369 

P 

LOGSDON, M.J. 

8903060067 

WASTE RES 

LAZARUS, W. 

8811210055 

50-293 

F 

LIEBERMAN.E.B. 

8903130293* 

50443 

T 

LOHAUS.P. 

8902270555 

WASTE MGT 

LAZARUS.W.J, 

8903030385* 

50-443 

Q 

LIEBERMAN.E.B. 

8903130293* 

50-443 

T 

LOHAUS.P. 

8903010046 

40-6500 

LAZARUS.W.J. 

8903100480* 

50-293 

Q 

LIEBERMAN.J. 

8903060054 

50-382 

Q 

LOHAUS.P.A. 

8903100493 

27-48 

LAZARUS, W.J. 

8903170431* 

50-219 

Q 

LIEBERMAN.J. 

8903060208 

50-369 

Q 

LOHAUS.P.H. 

8902230319 

40-6500 

LAZARUS.W.J. 

8903210418* 

50-289 

Q 

LIEBERMAN.J. 

8903060210 

l&E 


LOHAUS.P.H. 

8902230517 

WASTE MGT 

LAZARUS.W.J. 

8903230305* 

50-387 

Q 

LIEBERMAN.J. 

8903080212 

50-219 

Q 

LOHAUS.P.H. 

8902230608* 

WASTE MGT 

LE.N.B. 

8902240323 

50-324 

P 

LIEBERMAN.J. 

8903090054 

50-327 

Q 

LOHAUS.P.H. 

8902230690 

27-48 

LE.N.B. 

8903150249 

50-324 

P 

LIEBERMAN.J. 

8903090392 

50-312 

Q 

LOHAUS.P.H. 

8902270597 

27-48 

LE.N.B. 

8903150345 

50-324 

P 

LIEBERMAN.J. 

8903100004 

i&E 


LOHAUS.P.H. 

8902280392 

27-48 

LE.N.B. 

8903230113 

50-324 

P 

LIEBERMAN.J. 

8903100019 

50-395 

Q 

LOHAUS.P.H. 

8903030015 

27-48 

LE.N.B. 

8903230148 

50-324 

P 

LIEBERMAN.J. 

8903100224 

50-313 

Q 

LOHAUS.P.H. 

8903080417 

WASTE MGT 

LE.N.G. 

8903270217 

50-324 

P 

LIEBERMAN.J. 

8903140549 

l&E 


LOHAUS.P.H. 

8903080429 

WASTE MGT 

LEAR.G. 

8902270191* 

50-20 

P 

LIEBERMAN.J. 

8903150476 

50-155 

Q 

LOHAUS.P.H. 

8903080511 

WASTE MGT 

LEAR.G. 

8902270202* 

50-20 

P 

LIEBERMAN.J. 

8903200077 

50-333 

Q 

LOHAUS.P.H. 

8903160269 

27-48 

LEAR.G. 

8902270207* 

50-20 

P 

LIEBERMAN.J. 

8903200211 

l&E 


LOHAUS.P.H. 

8903170411 

WASTE MGT 

LEAR.G. 

8902270210* 

50-20 

P 

LIEBERMAN.J. 

8903200216 

70-1113 


LOHAUS.P.H. 

8903170437 

WASTE MGT 

LEAR.G. 

8903230091 

WASTE MGT 

LIEBERMAN.J. 

8903220277 

50-325 

Q 

LOHAUS.P.H. 

8903230371 

27-48 

LEE.B. 

8903010346 

PR 


LIEBERMAN.J. 

8903220419 

l&E 


LOHAUS.P.H. 

8903230379 

WASTE MGT 

LEE.B. 

8903080222 

PR 


LIEBERMAN.J. 

8903230426 

50-250 

Q 

LOIS.L. 

8902280490 

TOPREP 

LEE.B. 

8903280370 

PR 


LIEBERMAN.J. 

8903230495 

l&E 


LOIS.L. 

8903090338 

TOPREP 

LEE.B. E. 

8903100152* 

50-259 

R 

LIEBERMAN.J. 

8903240133 

50-317 

Q 

LOIS.L. 

8903210296 

TOPREP 

LEE.M. 

8903030468* 

WASTE MGT 

LIEBERMAN.J. 

8903240190 

50498 

Q 

LONG.A.R. 

8609040125* 

50-327 Q 

LEE.M.P. 

8903140552 

WASTE MGT 

LIEBERMAN.J. 

8903240192 

l&E 


LONG.A.R. 

8902270154* 

50-259 Q 



WASTE MGT 

LIEBERMAN.J. 

8903240216 

50-261 

Q 

LONG.J.A. 

8903090123 

70-143 



50-261 

S 

LIEBERMAN.J. 

8903240226 

l&E 


LONG.J.E. 

8902210001* 

50-259 P 



50-352 

R 

LIEBERMAN.J. 

8903270201 

50-400 

Q 

LONG.J.E. 

8902210029* 

50-259 P 



50-352 

F 

LIEBERMAN.J. 

8903280099 

50-170 

Q 

LONG.J.L. 

8903030133 

50-327 S 



*>-352 

R 

LILES, D.R. 

8903030322 

NUREG 


LONG.J.L. 

8903090038 

50-328 S 



-352 

R 

LINDSAY, E.J. 

8903130253 

50-245 

s 

LONG.J.S. 

8902270305 

WASTE MGT 



\ 


LINEHAN.J. 

8903090326 

WASTE MGT 

LONG.L.N. 

8902210232* 

50-259 P 



-327 

Q 

LINEHAN.J.J. 

8902240099 

WASTE MGT 

LONG.W.O. 

8903090202 

PROJ 



-261 

Q 

LINEHAN.J.J. 

8903030020 

WASTE MGT 

LONG.W.O. 

8903210292 

PROJ 


PERSONAL AUTHOR INDEX 321 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

LORENZ, R.W. 

8903080500 

PR 


MARBAUGH.K.E. 

8902280551 

50-155 

R 

MAYNARD.O. 

8903070170 

WASTE MGT 

LORION.J. 

8903170001 

50-250 

G 

MARBAUGH.K.E. 

8903010289 

50-155 

S 

MAYS, W.M. 

8903210514 

40-8857 


LORION.J. 

8903170001 

50-250 

G 

MARBAUGH.K.E. 

8903030415 

50-155 

R 

MAZUR, D.W. 

8903270382 

50-397 

Q 

LOTZ.L. 

8903020400 

PR 


MARBAUGH.K.E. 

8903080087 

50-155 

S 

MAZZAFERRO.P.A. 

8902240342 

50-410 

S 

LOUDERBACK.T.E. 

8607090367 

40-8714 


MARBAUGH.K.E. 

8903130347 

50-155 

S 

MAZZAFERRO.P.A. 

8903020638 

50-220 

S 

LOUGHEED.V.P. 

8903130419* 

50-266 

Q 

MARBURGER.D.C. 

8903150291 

50-323 

S 

MCALPINE.E. 

8903160342 

70-27 


LOVERING.J.L. 

8903090058 

50-293 

F 

MARBURGER.D.C. 

8903280207 

50-275 

S 

MCALPINE.E.J. 

8903220312* 

70-143 


LOWERY, H.R. 

8903170287 

50-270 

S 

MARBURGER.D.C. 

8903280245 

50-323 

S 

MCAVOY.J.J. 

8903010292 

PR 


LOWERY.H.R. 

8903170289 

50-270 

S 

MARIOTTE.M. 

8903010382 

PR 


MCBR EARTY.R. A. 

8903210192* 

50-354 

Q 

LUBENAU.J. 

8903160439 

l&E 


MARKEY.EJ. 

8903230360* 

50-320 

P 

MCBREARTY.R.A. 

8903240302* 

50-410 

Q 

LUCAS, G.E. 

8903090145 

NUREG 


MARLIN, M. 

8903130061 

FOIA 


MCBURNETT.M.A. 

8902230344 

50-498 

R 

LUCAS, J.A. 

8902230260 

40-8724 


MARRIOTT.P.W. 

8903100033 

50-605 

A 

MCBURNETT.M.A. 

8902280497 

50-498 

E 

LUCAS, J.A. 

8903220354 

40-8724 


MARRIOTT, P.W. 

8903100064 

50-605 

K 

MCBURNETT.M.A. 

8903020676 

50-498 

P 

LUCHT.R. 

8903030196 

40-8857 


MARRIOTT.P.W. 

8903160338 

PT21 


MCBURNETT.M.A. 

8903030128 

50-498 

P 

LUEBKE.E.A. 

8903230009 

50-443 

G 

MARSH, F.B. 

8612040360* 

50-424 

E 

MCBURNETT.M.A. 

8903030276 

50-498 

F 

LUEHMAN.J. 

8903200077 

50-333 

Q 

MARSHALL, J.S. 

8903080534 

50-445 

Q 

MCBURNETT.M.A. 

8903090171 

50-498 

P 

LUEHMAN.J. 

8903240190 

50-498 

Q 

MARSHALL, J.S. 

8903090018 

50-445 

S 

MCBURNETT.M.A. 

8903150415 

50-498 

P 

LUNA.J.W. 

8903130141* 

CONTRACT 


MARSHALL, J.S. 

8903100516 

50-445 

S 

MCBURNETT.M.A. 

8903210378 

50-498 

Q 

LUNN,B.P. 

8903130388 

50-293 

S 

MARSHALL, J.S. 

8903140026 

50-445 

S 

MCBURNETT.M.A. 

8903210394 

50-498 

P 

LYASH.J.J. 

8903200333 

50-293 

S 

MARSHALL, W.M. 

8903030287 

PR 


MCBURNETT.M.A. 

8903210431 

50-498 

F 

LYND.S. 

8903270293 

FOIA 


MARTIN, D.E. 

8903230445 

WASTE MGT 

MCBURNETT.M.A. 

8903220363 

50-498 

R 

LYONS.E. 

8902280007 

50-250 

S 

MARTIN, J.B. 

8902270281 

50-206 

Q 

MCBURNETT.M.S. 

8903170270 

50-498 

P 

LYONS, E. 

8902280316 

50-250 

S 

MARTIN, J.B. 

8903080134 

50-344 

Q 

MCBURNEY.R.E. 

8903220113 

WASTE MGT 

LYONS, E. 

8903200022 

50-251 

S 

MARTIN, J.B. 

8903150021 

50-530 

S 

MCCABE, E. 

8903020515 

50-213 

S 

MACDONALD.C.E. 

8902230541 

71-9160 


MARTIN, J.B. 

8903150026 

50-528 

S 

MCCABE, E.C. 

8902230128* 

50-423 

Q 

MACDONALD, C.E. 

8902230546* 

71-9160 


MARTIN, J.B. 

8903170254 

50-397 

Q 

MCCABE, E.C. 

8903020174* 

50-336 

Q 

MACDONALD.C.E. 

8902230621 

70-2479 


MARTIN, R.D. 

8902280446 

50-498 

Q 

MCCABE, E.C. 

8903130113 

50-322 

S 

MACDONALD, C.E. 

8902230631 

71-9224 


MARTIN, R.D. 

8903090044 

50-498 

Q 

MCCABE, E.C. 

8903130122 

50-213 

P 

MACDONALD.C.E. 

8902230635* 

71-9224 


MARTIN, R.D. 

8903090111 

50-285 

R 

MCCABE, E.C. 

8903140695* 

50-322 

Q 

MACDONALD.C.E. 

8902240325 

71-9228 


MARTIN, R.D. 

8903090112 

50-298 

Q 

MCCABE, E.C. 

8903160286* 

50-245 

Q 

MACDONALD.C.E. 

8902240376 

71-9234 


MARTIN, R.D. 

8903090283 

50-313 

Q 

MCCABE, E.C. 

8903170443* 

50-336 

Q 

MACDONALD, C.E. 

8902270306 

71-667 


MARTIN, R.D. 

8903090376 

50-313 

Q 

MCCABE.E.C. 

8903200246* 

50-213 

Q 

MACDONALD.C.E. 

8902270312* 

71-667 


MARTIN, R.D. 

8903090377* 

50-313 

Q 

MCCABE, E.C. 

8903200320 

50-213 

V 

MACDONALD, C.E. 

8902270321 

71-668 


MARTIN, R.D. 

8903100058 

50-498 

P 

MCCABE, E.C. 

8903240297* 

50-423 

Q 

MACDONALD.C.E. 

8902270325* 

71-668 


MARTIN.R.D. 

8903200199 

50-458 

Q 

MCCALL, J.K. 

8903280342* 

50-259 

P 

MACDONALD, C.E. 

8902270336 

71-6717 


MARTIN.R.D. 

8903210417 

50-498 

Q 

MCCANCE.W.T. 

8903100522 

50-213 

F 

MACDONALD.C.E. 

8902280235 

71-670 


MARTIN.R.D. 

8903210422* 

50-498 

Q 

MCCANCE.W.T. 

8903220282 

50-213 

F 

MACDONALD, C.E. 

8902280238* 

71-670 


MARTIN, R.E. 

8903170230 

50-277 

P 

MCCANN, R.J. 

8903150180 

50-483 

R 

MACDONALD.C.E. 

8902280554 

71-9217 


MARTIN, R.E. 

8903220492 

50-277 

P 

MCCARTY.B.E. 

8903130150 

WASTE MGT 

MACDONALD, C.E. 

8903030041 

XPORTLIC 


MARTIN.R.E. 

8903230384 

50-277 

P 

MCCAUGHEY.D.A. 

8902280326* 

70-1201 


MACDONALD, C.E. 

8903060205 

71-9200 


MARTIN, T.T. 

8902280354 

50-277 

Q 

MCCAUGHEY.D.A. 

8903090262* 

50-445 

A 

MACDONALD.C.E. 

8903060209* 

71-9200 


MARTI N.T.T. 

8903070064 

50-220 

Q 

MCCAUGHEY.D.A. 

8903150485* 

70-1113 


MACDONALD.C.E. 

8903090198 

71-5450 


MARTIN, T.T. 

8903100009 

50-289 

Q 

MCCAUGHEY.D.A. 

8903200157* 

70-25 


MACDONALD.C.E. 

8903090216* 

71-5450 


MARTIN, T.T. 

8903100011* 

50-289 

Q 

MCCLURE, J.A. 

8903010428 

PR 


MACDONALD, C.E. 

8903100147 

70-2479 


MARTIN, T.T. 

8903130134 

50-277 

Q 

MCCONAGHY.W.J. 

8903030170 

PROJ 


MACDONALD.C.E. 

8903100156 

XPORTLIC 


MARTIN, T.T. 

8903210186 

50-354 

Q 

MCCONAGHY.W.J. 

8903100354 

PROJ 


MACDONALD, C.E. 

8903100171 

XPORTLIC 


MARTIN, T.T. 

8903240299 

50-410 

Q 

MCCONAGHY.W.J. 

8903210318 

PROJ 


MACDONALD, C.E. 

8903130224 

71-9053 


MARTRANGL.P.E. 

8903030283* 

50-293 

P 

MCCONNELL, J.M. 

8902230377 

PT21 


MACDONALD, C.E. 

8903130236 

71-5908 


MARUYAMA.T. 

8903220491* 

XPORTLIC 


MCCONNELL.T.L 

8903090237 

50-369 

H 

MACDONALD.C.E. 

8903130247 

71-9006 


MARUYAMA.T. 

8903220493 

XPORTLIC 


MCCORMICK.M.J. 

8902230274 

50-352 

S 

MACDONALD, C.E. 

8903130337 

71-9036 


MARUYAMA.T. 

8903230152* 

XPORTLIC 


MCCORMICK, M.J. 

8902280429 

50-352 

S 

MACDONALD, C.E. 

8903150352 

71-230 


MARUYAMA.T. 

8903230164* 

XPORTLIC 


MCCORMICK, M.J. 

8902280548* 

50-352 

V 

MACDONALD.C.E. 

8903150355* 

71-230 


MASNYK.O.M. 

8903030350* 

70-143 


MCCORMICK, M.J. 

8903030454 

50-352 

s 

MACDONALD.C.E. 

8903150540 

71-501 


MASNYK.O.M. 

8903270331* 

50-400 

Q 

MCCORMICK.M.J. 

8903090374 

50-352 

s 

MACDONALD.C.E. 

8903150542* 

71-501 


MATHEW, R.K. 

8903070066* 

50-220 

Q 

MCCORMICK, M.J. 

8903090435 

50-352 

s 

MACDONALD, C.E. 

8903170204 

71-513 


MATHIS, S. 

8903080083 

50-10 

H 

MCCORMICK, M.J. 

8903090443 

50-352 

s 

MACDONALD.C.E. 

8903230082 

70-2479 


MATIONG.A. 

8903240065* 

50-206 

P 

MCCORMICK, M.J. 

8903150137 

50-352 

s 

MACDONALD, C.E. 

8903230100 

70-2479 


MATTHEWS, D.B. 

8608190413* 

50-410 

E 

MCCORMICK, M.J. 

8903210399 

50-352 

s 

MACDONALD.C.E. 

8903240015 

71-9105 


MATTHEWS, D.B. 

8902280419 

50-369 

P 

MCCORMICK, M.J. 

8903230114 

50-352 

s 

MACDONALD.C.E. 

8903240018* 

71-9105 


MATTHEWS, D.B. 

8903010290* 

50-321 

P 

MCCORMICK, M.J. 

8903270050 

50-352 

s 

MACDONALD, C.E. 

8903240025 

71-671 


MATTHEWS, D.B. 

8903020470 

50-370 

Q 

MCCORMICK, R.D. 

8902130331* 

50-295 

p 

MACDONALD, C.E. 

8903240034* 

71-671 


MATTHEWS.D.B. 

8903030142 

50-269 

Q 

MCCOY, F.R. 

8902270130 

50-259 

Q 

MACDONALD.C.E. 

8903240056 

71-9222 


MATTHEWS, D.B. 

8903060103* 

50-369 

P 

MCCOY, F.R. 

8902270149 

50-259 

Q 

MACDONALD.C.E. 

8903240101 

71-6717 


MATTHEWS, D.B. 

8903090474 

50-269 

P 

MCCOY, F.R. 

8902270408 

50-327 

Q 

MACDONALD.C.E. 

8903270158 

71-62 


MATTHEWS, D.B. 

8903090477* 

50-424 

P 

MCCOY.F.R. 

8902280124 

50-327 

Q 

MACDONALD.C.E. 

8903280096 

71-9208 


MATTHEWS, D.B. 

8903130621* 

50-369 

P 

MCCOY, F.R. 

8903060137 

50-259 

Q 

MACDONALD.C.E. 

8903280139 

70-2479 


MATTHEWS, D.B. 

8903170245* 

50-321 

P 

MCCOY.F.R. 

8903060139* 

50-259 

Q 

MACDONALD.C.E. 

8903280246 

70-2479 


MATTHEWS, D.B, 

8903310339 

50-269 

Q 

MCCOY.F.R. 

8903060144* 

50-259 

Q 

MACDONALD, J.A. 

8903230175* 

50-443 

F 

MATTHEWS, M.L. 

8902280181 

WASTE MGT 

MCCOY, F.R. 

8903090225 

50-259 

F 

MACDONALD, J.A. 

8903230178* 

50-443 

F 

MATTHEWS, M.L. 

8902280192 

WASTE MGT 

MCCOY.F.R. 

8903140086 

50-390 

Q 

MACDONALD, J.E. 

8903030198 

PR 


MATTHEWS, M.L. 

8903010364 

WASTE MGT 

MCCOY, F.R. 

8903140266 

50-327 

Q 

MACIUSKA.F.L 

8903070219 

PR 


MATTHEWS, M.L 

8903090228 

WASTE MGT 

MCCOY.F.R. 

8903140358 

50-438 

Q 

MADDEN, J.J. 

8903280124 

50-295 

H 

MATTHEWS.M.L 

8903090233 

WASTE MGT 

MCCOY, F.R. 

8903200316 

50-390 

Q 

MADDEN, P.M. 

8903100549* 

50-324 

Q 

MATTHEWS, M.L 

8903090319 

WASTE MGT 

MCCOY, F.R. 

8903200343 

50-259 

Q 

MADEDA.T.J. 

8903070043* 

50-315 

Q 

MATTHEWS, M.L 

8903220003 

WASTE MGT 

MCCOY, F.R. 

8903220026 

50-327 

Q 

MADK3AN.E.R. 

8903150205 

PR 


MATTHEWS.M.L 

8903220108 

WASTE MGT 

MCCOY, F.R. 

8903220026 

50-327 

O 

MAGETTE.T.E. 

8903220250 

50-277 

Q 

MATTHEWS, M.L 

8903220278 

WASTE MGT 

MCCOY, M. 

8903150248 

TOPREP 


MAGROW.R. 

8903130683 

50-237 

S 

MATTHEWS.M.L. 

8903270376 

WASTE MGT 

MCCREE.V.C. 

8903150004 

50-220 

P 

MAHAFFY.J.H. 

8903030322 

NUREG 


MATTHEWS, M.L 

8903270392 

WASTE MGT 

MCCULLUGH.R.W. 

8903220434 

PR 


MAILLET..L 

8903220437 

50-309 

J 

MATTIA.M.J. 

8903060128* 

FOIA 


MCDONALD, D.G. 

8902230339 

50-293 

P 

MAIYA.P.S. 

8903280340 

NUREG 


MATTINGLY.M.M. 

8902240143 

71-542 


MCDONALD, D.G. 

8902230641 

50-293 

V 

MALACHOWSKI.D. 

8903020020 

PR 


MATWICHUK.R. 

8903010406 

PR 


MCDONALD, D.G. 

8902230662 

50-293 

P 

MALINOSKI.J.W. 

8903270315 

71-87 


MATYAS.A.A. 

8902150125* 

50-259 

P 

MCDONALD, D.G. 

8903100313 

50-293 

P 

MALKEWICZ.A.J. 

8903280185 

50-10 

F 

MAURA.F.A. 

8903240149* 

50-315 

Q 

MCDONALD.E.C. 

8902140381* 

50-259 

P 

MALLETT.B. 

8903280194 

l&E 


MAXWELL, G.F. 

8903100468* 

50-348 

Q 

MCDONALD, M.L. 

8903220098 

50-322 

T 

MALLOY, M. 

8902230268 

50-445 

A 

MAY.C.J. 

8903220485 

PR 


MCDONALD, R.P. 

8605140105 

50-348 

R 

MALODY.C.W. 

8903230295 

XPORTLIC 


MAY.LV. 

8903080008* 

40-8768 


MCDONALD, R.P. 

8903150488 

50-424 

P 

MANCINI.G.P. 

8903070155 

REGGD 


MAY.L.V. 

8903080009* 

40-8768 


MCDUFFIE, M.A. 

8902280489 

50-400 

P 


I 
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MCDUFFIE, M.A. 
MCDUFFIE.M.A. 
MCDUFFIE.M.A. 
MCDUFFIE.M.A. 

MCDUFFIE.M.A. 

MCDUFFIE.M.A. 

MCDUFFIE.M.A. 

MCDUFFIE.M.A. 

MCELHINNEY.T.F. 

MCELWRATH.M. 

MCFADDEN.J.R. 

MCFADDEN.J.R. 

MCFADDEN.J.R. 

MCGAUGHY.R.W. 

MCGILL.D.L. 
MCGILL.P.L. 
MCGONAGLE.L. 
MCGOWAN ,G.V. 
MCGRATH.J. 

MCGRATH, J. 
MCGRATH.J. 
MCGRATH, K. A. 
MCGREW.V. 
MCGUIRE, D.R. 

MCGUIRE.D.R. 

MCGUIRE.D.R. 

MCGUIRE.D.R. 

MCGUIRE.D.R. 

MCGUIRE.D.R. 

MCHUGH.J.A. 
MCINTIRE.R.K. 
MCiNl YRE.R.P. 
MCKENNA 
MCKERNON.T.O. 

MCKERNON.T.O. 
MCKNIGHT.E.M. 
MCLAUGHLIN.A.J 
MCMAHON, K. 
MCNEIL, S.A. 

MCNEIL.S.A. 
MCNEIL, S.A. 
MCNEIL, S.A. 
MCNEIL, S.A. 
MCNEIL.S.A. 

MCNEILL, C.A. 

MCNEILL.W.M. 

MCNISH.T.A. 

MCOSCAR.J.J. 

MCPHETERS.L.H. 

MCQUEEN, A.D. 
MCQUEEN, A.D. 

i/ECRED'-' R.C. 

mecredy;r.c. 
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MECREDY.R.C. 
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MECREDY.R.C. 
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MECREDY.R.C. 
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MEDFORD, G.T. 
MEDFORD, M.O. 
MEEHAN, B. 

MEEHAN, B. 
MEEHAN, B. 
MEEK.W.E. 
MEGAHED.E.M. 
MELFI.J.F. 

MELLOR.R.A. 

MELONI.P. 

MENDONCA.M.M. 

MENDONCA.M.M. 

MENDONCA.M.M. 

MENDONCA.M.M. 

MENNING.J.E. 

MENSING.R.W. 

MENSING.R.W. 

MENSING.R.W. 

MENSING.R.W. 

MENSING.R.W. 

MENSING.R.W. 

MENSING.R.W. 

MENSING.R.W. 

MENSING.R.W. 
MERRILL, C. 
MESCHER.W.C. 


8903030049 

50-324 

P 

MESSENGER.G.H. 

8903150273* 

FOIA 


8903030317 

50-400 

P 

MESSENGER.G.H. 

8903150288* 

50-142 

Q 

8903080216 

50-261 

Q 

METZNER.W.C. 

8903020224 

PR 


8903080532 

50-400 

Q 

METZNER.W.C. 

8903150213* 

PR 


8903100469 

50-324 

Q 

MEYER, E.J. 

8903070141 

PR 


8903140083 

50-324 

P 

MEYER, H.R. 

8902270323* 

WASTE MGT 

8903140107 

50-400 

P 

MEYER, R. 

8903020110 

PR 


8903140334 

50-261 

P 

MEYER, T.A. 

8903010134* 

50-280 

P 

8903230232 

50-324 

P 

MICHAEL.B. 

8903220048 

50-280 

V 

8902270494* 

50-250 

Q 

MICHAELS.T.S. 

8903010311 

50-294 

P 

8903020403 

PR 


MICHAELS, T.S. 

8903080040 

50-288 

P 

8903060118 

50-277 

R 

MICHAELS.T.S. 

8903200129 

ORG 


8903100090 

50-352 

R 

MICHAELS.T.S. 

8903220524 

50-54 

P 

8903100479 

50-277 

R 

MICHAELS.T.S. 

8903240317 

50-193 

P 

8903080443 

50-331 

P 

MIDDLETON, T.M. 

8902280135* 

50-317 

H 

8903020553 

50-331 

S 

MILANO, P.D. 

8902270278 

50-285 

P 

8903200184* 

70-1100 


MILANO, P.D. 

8902270283* 

50-285 

P 

8903210511 

40-8857 


MILANO, P.D. 

8902270519 

50-285 

P 

8903060010* 

50-317 

u 

MILANO, P.D. 

8902280169 

50-285 

Q 

8903020522 

50-244 

s 

MILETI.D.S. 

8903130212* 

50-443 

T 

8903150048 

50-244 

S 

MILETI.D.S. 

8903130212* 

50-443 

T 

8903240248 

l&E 


MILETI.D.S. 

8903130227* 

50-443 

T 

8903210223 

NUREG 


MILETI.D.S. 

8903130227* 

50-443 

T 

8903220499 

PR 


MILETI.D.S. 

8903130293* 

50-443 

T 

8903030350* 

70-143 


MILETI.D.S. 

8903130293* 

50-443 

T 

8903210251* 

50-416 

Q 

MILETI.D.S. 

8903130415* 

50-443 

T 

8903210364* 

50-424 

Q 

MILETI.D.S. 

8903130415* 

50-443 

T 

8903220030* 

50-327 

Q 

MILEY.G.H. 

8903090232 

50-151 

R 

8903220473* 

50-348 

Q 

MILLER.B.F. 

8903010432 

PR 


8903270331* 

50-400 

Q 

MILLER, C.L. 

8902240393* 

50-186 

P 

8903010411 

PR 


MILLER, C.L. 

8903010316* 

50-294 

P 

8903240240 

PR 


MILLER, C.L. 

8903140087 

50-602 

A 

8903210072* 

50-282 

Q 

MILLER, C.L 

8903140105* 

50-602 

A 

8903010307 

PR 


MILLER, C.L 

8903200247 

50-601 

R 

8903060195* 

50-285 

Q 

MILLER, C.L. 

8903210050 

50-601 

A 

8903140566* 

50-498 

Q 

MILLER, C.L. 

8903210057* 

50-601 

A 
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50-255 

P 

MILLER.C.L. 

8903220527* 

50-54 

P 
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50-374 

s 

MILLER, C.L. 
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50-601 

A 
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PR 


MILLER.C.L 

8903240280* 

50-396 

P 

8902230294 

50-318 

P 

MILLER, D.B. 

8903220304 

50-213 

R 

8902230298* 

50-318 

P 

MILLER.D.E. 

8902280250* 

50-237 

Q 

8903150401 

50-317 

P 

MILLER, D.E. 

8903210091* 

50-254 

Q 

8903150413* 

50-317 

P 

MILLER, D.R. 

8903200314 

50-454 

P 

8903200030 

50-318 

P 

MILLER, F.L. 

8903020236 

40-7455 
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50-318 

P 

MILLER.H.J. 

8903010022 

50-341 

Q 
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50-354 

P 

MILLER, H.J. 

8903060213 

50-346 

Q 

8903160237* 

50-298 

Q 

MILLER.H.J. 

8903090063 

50-483 

V 
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50-155 

1 

MILLER, H.J. 

8903210259 

50-295 

Q 
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P 

MILLER, H.J. 
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50-295 

Q 
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G 
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Q 
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Q 
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F 

MILLER, H.J. 
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Q 
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50-142 

F 

8902270392 

50-244 

R 

MILLER, L. 

8902240295* 

50-331 

R 

8903020621 

50-244 

Q 

MILLER, L. 

8902240299* 

50-331 

R 

8903100274 

50-244 

H 

MILLER, L 

8903130060 

50-530 

S 

8903130193 

50-244 

P 

MILLER, L. 

8903140141 

50-530 

S 

8903140059 

50-244 

R 

MILLER, L 

8903140398 

50-528 

S 

8903150153 

50-244 

P 

MILLER, L. 

8903210346 

50-331 

R 

8903150532 

50-244 

Q 

MILLER.L.F. 

8902280550* 

50-312 

Q 

8903200413 

50-244 

P 

MILLER, L.F. 

8903060158* 

50-528 

Q 

8903240084 

50-244 

P 

MILLER, LF. 

8903080207* 

50-312 

Q 

8903080553 

NUREG 


MILLER, L.K. 

8902270396 

50-311 

R 

8903010318 

50-361 

P 

MILLER, L.K. 

8903020619 

50-272 

S 

8902230480 

CONTRACT 


MILLER, L.K. 

8903100474 

50-272 

S 

8902240110 

CONTRACT 


MILLER, L.K. 

8903130129 

50-272 

S 

8903270416 

CONTRACT 


MILLER, LK. 

8903140524 

50-31 1 

S 

8903220506* 

50-327 

P 

MILLER, LK. 

8903140533 

50-272 

S 

8903090012* 

50-305 

P 

MILLER, LK. 

8903140538 

50-272 

S 

8903060072* 

50-312 

Q 

MILLER.L.K. 

8903150468 

50-272 

S 

8903280085 

50-29 

S 

MILLER, LK. 

8903210093 

50-272 

S 

8903240235 

PR 


MILLER, L.K. 

8903210096 

50-272 

S 

8902270462* 

50-275 

Q 

MILLER, LK. 

8903210299 

50-272 

S 

8902280385* 

50-275 

Q 

MILLER, L.K. 

8903220119 

50-272 

R 

8903080140* 

50-344 

Q 

MILLER, L.K. 

8903220120 

50-31 1 

R 

8903270148* 

50-275 

Q 

MILLER, L.K. 

8903240213 

50-272 

S 

8902270498* 

50-321 

Q 

MILLER, L.K. 

8903240221 

50-272 

S 

8903030308 

NUREG 


MILLER, MA 

8612240287 

50-424 

A 

8903030348 

8903030394 

NUREG 

NUREG 


MILLER, R. 
MILLER.W.F. 

8903280289* 

8903270067* 

50-254 

ORG 

V 

8903030423 

NUREG 


MILLER, W.H. 

8903100468* 

50-348 

Q 

8903140041 

NUREG 


MILTENBERGER.S. 

8902230441 

50-272 

P 

8903140068 

NUREG 


MILTENBERGER.S, 

8902280430 

50-272 

P 

8903140099 

NUREG 


MILTENBERGER.S. 

8903080425 

50-354 

Q 

8903140119 

NUREG 


MILTENBERGER.S. 

8903100292 

50-31 1 

Q 

8903280308 

NUREG 


MILTENBERGER.S. 

8903140493 

50-272 

P 

8903200253 

50-298 

F 

MILTENBERGER.S. 

8903140634 

50-272 

R 

8903200006* 

50-395 

1 

MILTENBERGER.S. 

8903140641 

50-272 

Q 


MILTENBERGER.S. 

MILTENBERGER.S. 

MILTENBERGER.S. 

MILTENBERGER.S. 

MINECK.D.L. 

MINECK.D.L. 

MINECK.D.L. 

MINECK.D.L. 

MINECK.D.L. 

MINECK.D.L. 

MINECK.D.L. 
MINECK.D.L. 
MINNS, J.L. 

MINNS, J.L. 
MIRAGLIA.F.J. 

MIYASAKI.F.S. 
MIZNER.J.H. 
MLYNAREK.M.G 
MOELLER, D.W. 
MOFFATT.L.W. 

MOFFATT.L.W. 

MOFFATT.L.W. 

MOFFATT.L.W. 

MOFFATT.L.W. 

MOFFATT.L.W. 

MOHR.T. 
MOLZER.D.S. 
MONNIE.D.I. 
MOOMAU.W.H. 
MOORE, J.E. 

MOORE, J.P. 
MOORE, LR. 
MOORE, R.N. 
MOORE, R.N. 
MOORE, R.N. 

MOORE, R.N. 
MOORE, R.N. 
MOORE.R.N. 
MOORE, R.N. 
MOORE.R.N. 

MOORE.R.N. 
MOORE.R.N. 
MOORE, R.N. 
MOORE.R.N. 
MOORMAN.J.H. 

MORALES, E.M. 
MORAN, D. 

MORAN, D.H. 
MORAN, D.H. 
MORAN, D.H. 

MORAN, D.H. 
MORAN, D.H. 
MORAN, T.R. 
MORAY, N. 

MOREY, D.N. 

MOREY, D.N. 
MOREY, D.N. 
MOREY, D.N. 
MOREY, D.N. 
MOREY, D.N. 

MOREY, D.N. 
MOREY, O.N. 
MORGAN, H.E. 
MORGAN.H.E. 
MORGAN, H.E. 

MORGAN.H.E. 
MORGAN.H.E. 
MORGAN, H.E. 
MORGAN, H.E. 
MORGAN, H.E. 

MORGAN.H.E. 
MORGAN.H.E. 
MORGAN.H.E. 
MORGAN, H.E. 
MORGAN.H.E. 

MORGAN, H.E. 
MORGAN.H.E. 
MORGAN.H.E. 
MORGAN.H.E. 
MORGAN.H.E. 

MORGAN, R. 
MORGAN, R.E. 
MORGAN, R.E. 
MORGAN.R.E. 
MORGAN.R.E. 

MORGAN.R.E. 

MORGAN.R.E. 

MORGAN.R.E. 


8903150214 

8903200272 

8903210133 

8903210316 

8902280442 

8903010154 

8903030178 

8903080505 

8903200293 

8903210126 

8903210481 

8903280254 

8903290226* 

8903290226* 

8903200121 

8902270290* 

8903170121 

8903230480 

8903070246 

8902240254 

8903010133 

8903090304 

8903140486 

8903140492 

8903220017 

8903080096 

8903230081 

8903280339 

8903200238* 

8903220039 

8903160052* 

8903080120* 

8903010268 

8903030066 

8903030203 

8903030221 

8903030235 

8903090055 

8903090075 

8903090170 

8903090175 

8903160161 

8903160179 

8903160239 

8903210162* 

8903210383 

8903240243 

8902280005 

8903100023 

8903130660 

8903150204 

8903220520 

8903230393 

8903030223 

8902230479 

8902230486 

8902240121 

8903160146 

8903160164 

8903210224* 

8903280178 

8903280062 

8902230034 

8902240361 

8902270216 

8902280475 

8902280505 

8903080081 

8903080428 

8903090218 

8903090471 

8903100500 

8903100514 

8903140382 

8903200137 

8903210416 

8903220151 

8903220325 

8903220427 

8903280047 

8903010278* 

8902230520 

8903010275 

8903010420 

8903080158 

8903090116 

8903150164 

8903200181 


50-272 P 

50-354 R 

50-272 I 

50-272 R 

50-331 P 

50-331 Q 

50-331 Q 

50-331 R 

50-331 Q 

50-331 Q 

50-331 P 

50-331 Q 

50-271 G 

50-271 G 

TOPREP 

WASTE MGT 
50-443 
50-255 
ADVCM 
50-302 

50-302 
50-302 
50-302 
50-302 
50-302 

50-10 
50-285 
NUREG 
50-334 P 

50-250 G 

50-219 P 

50-425 Q 

XPORTLIC 
XPORTLIC 
XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
50-348 V 

40-8907 

PR 

50-259 P 

50-259 P 

50-259 P 

50-260 P 

50-259 P 

50-346 J 

PR 

50-364 R 

50-348 R 

50-348 S 

50-348 R 

50-364 R 

50-348 V 

50-364 S 

50-348 F 

50-206 F 

50-206 R 

50-361 R 

50-206 S 

50-361 S 

50-206 V 

50-206 R 

50-206 F 

50-206 S 

50-206 R 

50-206 R 

50-361 S 

50-361 S 

50-361 R 

50-206 R 

50-206 F 

50-361 S 

50-361 V 

50-213 H 

50-261 R 

50-261 F 

50-261 R 

50-261 R 

50-261 P 

50-261 F 

50-261 R 


c. f. -o m vi to to w ico 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

MORGAN.R.E. 

8903210130 

50-261 

S 

MROCZKA.E.J. 

8903140614 

50-213 

R 

MUSOLF.D. 

8903220398 

50-282 

P 

MORGAN, R.E. 

8903210324 

50-261 

P 

MROCZKA.EJ. 

8903140614 

50-213 

R 

MUSSER.R.A. 

8902270498* 

50-321 

Q 

MORGAN.R.E. 

8903220160 

50-261 

Q 

MROCZKA.E.J. 

8903150269 

50-213 

P 

MUTZ.B. 

8903080204 

50-315 

H 

MORGAN.T. 

8903220087 

40-8905 


MROCZKA.EJ. 

8903150269 

50-213 

P 

MYERS.C.J. 

8902280550* 

50-312 

Q 

. MORGAN.W.E. 

8902240283 

50-373 

Q 

MROCZKA.E.J. 

8903170433 

50-213 

P 

MYERS.K. 

8903010257 

PP 


MORGAN, W.E. 

8903060066 

50-373 

P 

MROCZKA.EJ. 

8903170433 

50-213 

P 

MYERS, T.G. 

8903080539 

50-346 

F 

MORGAN.W.E. 

8903100245 

50-10 

P 

MROCZKA.EJ. 

8903200162 

50-423 

P 

MYERS, T.J. 

8902280507 

50-346 

F 

MORGAN.W.E. 

8903130461 

50-373 

P 

MROCZKA.E.J. 

8903200162 

50-423 

P 

MYERS, T.J. 

8903220468 

50-346 

F 

MORGAN.W.E. 

8903210190 

50-373 

P 

MROCZKA.EJ. 

8903200248 

50-423 

Q 

MYRABO.A.L. 

8903160027 

50-263 

R 

MORRILL.V.W. 

8903210509 

40-8698 


MROCZKA.EJ. 

8903200248 

50-423 

Q 

NACARRO.M. 

8903020185 

PR 


MORRIS, B.M. 

8903100489 

PR 


MROCZKA.EJ. 

8903200251 

50-245 

F 

NAIDU.K.R. 

8903010258* 

QA999 


MORRIS, D.R. 

8903010060 

50-461 

S 

MROCZKA.EJ. 

8903200251 

50-245 

F 

NAIK.J.A. 

8903150407 

50-327 

S 

MORRIS, D.R. 

8903200296 

50-461 

s 

MROCZKA.E.J. 

8903210102 

50-213 

H 

NAJAFI.B. 

8903090145 

NUREG 


MORRIS, K.J. 

8902230465 

50-285 

Q 

MROCZKA.E.J. 

8903210102 

50-213 

H 

NALEZNY.C.L. 

8902020412* 

50-295 

P 

MORRIS, K.J. 

8902270276 

50-285 

R 

MROCZKA.E.J. 

8903210102 

50-213 

H 

NANDY.F.R. 

8902230487 

50-361 

S 

MORRIS, K.J. 

8902270546 

50-285 

R 

MROCZKA.EJ. 

8903210421 

50-213 

Q 

NANDY.F.R. 

8902270311 

50-206 

P 

MORRIS, K.J. 

8902280006 

50-285 

Q 

MROCZKA.EJ. 

8903210421 

50-213 

Q 

NANDY.F.R. 

8903020311 

50-361 

P 

MORRIS, K.J. 

8903010192 

50-285 

P 

MROCZKA.E.J. 

8903210421 

50-213 

Q 

NANDY.F.R. 

8903020658 

50-206 

s 

MORRIS, K.J. 

8903020065 

50-285 

P 

MROCZKA.EJ. 

8903230101 

50-423 

P 

NANDY.F.R. 

8903030224 

50-206 

s 

MORRIS, K.J. 

8903020372 

50-285 

P 

MROCZKA.EJ. 

8903230101 

50-423 

P 

NANDY.F.R. 

8903090422 

50-206 

Q 

MORRIS, K.J. 

8903030214 

50-285 

S 

MROCZKA.EJ. 

8903280037 

50-245 

P 

NANDY.F.R. 

8903100369 

50-361 

P 

MORRIS, K.J. 

8903090039 

50-285 

F 

MROCZKA.EJ. 

8903280037 

50-245 

P 

NANDY.F.R. 

8903170172 

50-206 

P 

MORRIS, K.J. 

8903090064 

50-285 

P 

MROCZKA.EJ. 

8903280075 

50-213 

H 

NANDY.F.R. 

8903200008 

50-206 

P 

MORRIS, K.J. 

8903090084 

50-285 

S 

MROCZKA.EJ. 

8903280075 

50-213 

H 

NANDY.F.R. 

8903200024 

50-206 

P 

MORRIS, K.J. 

8903090089* 

50-285 

S 

MROCZKA.E.J. 

8903280075 

50-213 

H 

NANDY.F.R. 

8903200354 

50-361 

Q 

MORRIS, K.J. 

8903090324 

50-285 

s 

MROCZKA.EJ. 

8903280202 

50-245 

P 

NANDY.F.R. 

8903210097 

50-206 

P 

MORRIS.K.J. 

8903100285 

50-285 

R 

MROCZKA.E.J. 

8903280202 

50-245 

P 

NANDY.F.R. 

8903210107 

50-206 

Q 

MORRIS.K.J. 

8903150317 

50-285 

P 

MROCZKA.E.J. 

8903300297 

REGGD 


NANDY.F.R. 

8903240064 

50-206 

P 

MORRIS, K.J. 

8903150331 

50-285 

P 

MROCZKA.E.J. 

8903300297 

REGGD 


NANDY.F.R. 

8903240072 

50-206 

P 

MORRIS, K.J. 

8903160010 

50-285 

Q 

MROCZKA.E.J. 

8903300297 

REGGD 


NANDY.F.R. 

8903270062 

50-206 

P 

MORRIS.K.J. 

8903160258 

50-285 

F 

MUDLIN.J.D. 

890322021 1 * 

50-247 

Q 

NANSTAD.R.K. 

8903090048 

NUREG 


MORRIS, K.J. 

8903210472 

50-285 

R 

MUELLA.M. 

8902240331* 

50-312 

R 

NAPUDA.G. 

8903070085* 

50-247 

Q 

MORRIS, K.J. 

8903220443 

50-285 

P 

MUELLA.M. 

8902240332* 

50-312 

R 

NARBUT.P.P. 

8902270462* 

50-275 

Q 

MORRIS, K.J. 

8903220445* 

50-285 

P 

MUELLER, M. 

8903230094 

50-312 

R 

NARBUT.P.P. 

8902280385* 

50-275 

Q 

MORRIS, K.J. 

8903230081 

50-285 

S 

MUIRHEAD.D. 

8903010176 

50-293 

H 

NARDI.A.J. 

8902230289 

70-1151 


MORRIS.K.J. 

8903230249 

50-285 

Q 

MULLER, D.R. 

8903030245* 

50-461 

P 

NARDI.A.J. 

8902230323 

71-5450 


MORRIS.K.J. 

8903240170 

50-285 

S 

MULLER, D.R. 

8903080253* 

50-373 

P 

NARDONE.P. 

8903210339 

50-443 

R 

MORRIS, K.J. 

8903270269 

50-285 

Q 

MULLER, D.R. 

8903100502* 

50-254 

P 

NASH.B. 

8903140240 

50-289 

F 

MORRISON, M. 

8903230449* 

CONTRACT 


MULLER.D.R. 

8903200384* 

50-456 

P 

NASH.D.A. 

8903090177 

50-244 

J 

MORROW, G. 

8903080165 

50-10 

H 

MULLER, D.R. 

8903210119 

50-237 

P 

NASH.D.A. 

8903130667 

50-423 


MORROW, M.C. 

8903010275 

50-261 

F 

MULLER.D.R. 

8903220121 

50-457 

P 

NASH.D.A. 

8903210454 

TOPREP 


MORZENTI.S.P. 

8903030343 

40-8857 


MULLER.D.R. 

8903240075 

50-454 

P 

NAVE.E.D. 

8902280123 

50-260 

s 

MOSES.D.L. 

8903220327 

PROJ 


MULLEY.G.A. 

8903200171* 

FOIA 


NEELEY.G.W. 

8903130602 

50-321 

P 

MOSLEY.R.L. 

8902280008 

50-237 

S 

MUNRO.J.F. 

8903270079 

50-62 

V 

NEIGHBORS, J.D. 

8902240303 

50-220 

P 

MOSS.J.C. 

8903020225 

71-9053 


MUNRO.W. 

8902270688 

50-293 

R 

NEIGHBORS, J.D. 

8902280317 

50-286 

P 

MOWREY.C. 

8903210386 

50-250 

S 

MUNRO.W. 

8903240069 

50-293 

R 

NEIGHBORS, J.D. 

8903080217 

50-286 

P 

MOWREY.C. 

8903230293 

50-250 

S 

MURDOCK, S. 

8903220133 

40-6622 


NEIGHBORS, J.D. 

8903080295 

50-286 

P 

MOWRY.W.R. 

8903020687 

PR 


MURLEY.T.E. 

8902210633 

TOPREP 


NEIGHBORS, J.D. 

8903170311 

50-286 

P 

MOY.M.E. 

8903210021 

50-237 

s 

MURLEY.T.E. 

8902270201 

50-482 

F 

NEIGHBORS, J.D. 

8903220535 

50-286 

P 

MOY.M.E. 

8903220078 

50-237 

s 

MURLEY.T.E. 

8903020309 

ORG 


NEIMEYER.E. 

8903230440 

CONTRACT 


MOYE.R.A. 

8903210423* 

50-424 

R 

MURLEY.T.E. 

8903100024 

STATE PRO G 

NEISLER.J.H. 

8903010024* 

50-341 

Q 

MOYE.R.A. 

8903240251* 

50-424 

R 

MURLEY.T.E. 

8903100248* 

50-425 

P 

NEJFELT.G.M. 

8903280289* 

50-254 

V 

MROCKZA.E.J. 

8903270299 

50-213 

P 

MURLEY.T.E. 

8903140129 

50-250 

P 

NELSON, C. 

8903010102* 

50-320 

P 

MROCKZA.E.J. 

8903270299 

50-213 

P 

MURLEY.T.E. 

8903140421 

ORG 


NELSON, D. 

8903020283* 

50-369 

Q 

MROCKZA.E.J. 

8903270299 

50-213 

P 

MURLEY.T.E. 

8903200298 

ORG 


NELSON, R.A. 

8903030322 

NUREG 


MROCZKA.E.J. 

8902230595 

50-423 

P 

MURLEY.T.E. 

8903200322* 

50-293 

F 

NELSON, R.O. 

8903130349* 

50-443 

T 

MROCZKA.E.J. 

8902230595 

50-423 

P 

MURLEY.T.E. 

8903200444 

ORG 


NELSON, R.O. 

8903130349* 

50-443 

T 

MROCZKA.E.J. 

8902240074 

50-213 

P 

MURLEY.T.E. 

8903240331 

ORG 


NEMETHY.E. 

8903080232 

PRM 


MROCZKA.E.J. 

8902240074 

50-213 

P 

MURLEY.T.E. 

8903270154 

50-293 

H 

NERICCIO.A.E. 

8903100522 

50-213 

F 

MROCZKA,E.J. 

8902270041 

50-245 

P 

MURLEY.T.E. 

8903270349 

50-425 

M 

NERSES.V. 

8611140376 

50-443 

F 

MROCZKA.E.J. 

8902270041 

50-245 

P 

MURPHIE.W.E. 

8903080210 

PR 


NERSES, V. 

8903060166 

50-443 

F 

MROCZKA.E.J, 

8902280226 

50-336 

P 

MURPHY, E.S. 

8903270143 

WASTE RES 

NERSES.V. 

8903200307 

50-443 
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PEEBLES.T.A. 

8902270199* 

50-269 

Q 

PETRO.R.W. 

8903010351 

PR 


PABALAN.R.T. 

8903140070 

WASTE MGT 

PEEBLES, T.A. 

8902270478 

50-324 

Q 

PETROKAS.R.F. 

8903160272* 

50-305 

Q 

PACKARD, G.C. 

8902240324 

50-255 

P 

PEEBLES, TA 

8903080116 

50-425 

Q 

PETTENGILL.H.J. 

8609040381 

40-1162 


PADMANABHAN.M. 

8903240330* 

50-498 

P 

PEEBLES, T.A. 

8903080454 

50-324 

Q 

PEZZE.C. 

8903090190* 

50-344 

P 
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PFAFF.S.J. 

8903060008 

40-6659 


POTTER.J.P. 

8903240017* 

50-348 

Q 

RANDLES, M.I. 

8903090437* 

50-322 

R 

PFANNER.H.G. 

8903210420 

50-30 

R 

POTTER, J.P. 

8903240083* 

50-261 

Q 

RANGE.D.M. 

8903220161 

40-8064 


PFANNER.H.S. 

8903220204 

50-30 

P 

POTTER, J.P. 

8903240244* 

50-413 

Q 

RANKIN, W. 

8903240127* 

50-395 

Q 

PFEIFER.W.A. 

8903100460 

50-603 

F 

POWELL, G.W. 

8903280177 

50-317 

J 

RANKIN.W.H. 

8902270126* 

50-416 

Q 

PHIFER.T.K. 

8903030365 

50-328 

S 

POWER.C.M. 

8903090053 

50-397 

S 

RANKIN.W.H. 

8902270634* 

50-424 

Q 

PHIFER.T.K. 

8903170120 

50-328 

S 

POWERS, C.M. 

8902230474 

50-397 

R 

RANKIN.W.H. 

8903020202* 

50-324 

Q 

PHIFER.T.K. 

8903240099 

50-327 

S 

POWERS, C.M. 

8903130165 

50-397 

S 

RANKIN.W.H. 

8903090102* 

50-250 

Q 

PHILIP 

8903100376 

FOIA 


POWERS, C.M. 

8903130595 

50-397 

R 

RANKIN.W.H. 

8903270421 * 

50-348 

Q 

PHILIP, J. 

8903100383 

50-142 

F 

POWERS, C.M. 

8903220241 

50-397 

S 

RAO.G. 

8903090190* 

50-344 

P 

PHILIPS.J. 

8903010177 

FOIA 


POWERS, C.M. 

8903220263 

50-397 

R 

RAO.G.V. 

8903090195* 

50-344 

P 

PHILIPS.J. 

8903290307 

50-440 

P 

POWERS, C.M. 

8903230301 

50-397 

S 

RASIN.W.H. 

8903200259 

REVIEW GR P 

PHILLIPS.H.S. 

8903140075* 

50-445 

Q 

POWERS, D.A. 

8903060173 

l&E 


RASIN.W.H. 

8903210234 

REVIEW GR P 

PHILLIPS, H.S. 

8903230059* 

50-445 

Q 

POWERS, D.A. 

8903210433 

l&E 


RASIN.W.H. 

8903210352 

REGGD 


PHILLIPS.L.E. 

8903010308 

ORG 


PRASSINOS.P.G. 

8903060025 

NUREG 


RATLIFF, S.A. 

8903150190 

50-259 

R 

PHILLIPS, M.P. 

8903060216* 

50-346 

Q 

PRENDERGAST.K. 

8902280054* 

50-206 

Q 

RAVENSCROFT.N. 

8902270159 

XPORTLIC 


PHILLIPS, M.P. 

8903130419* 

50-266 

Q 

PRESS, S.H. 

8903230247 

50-271 

G 

RAVENSCROFT.N. 

8902270163 

XPORTLIC 


PHILLIPS, M.P. 

8903240149* 

50-315 

Q 

PRESTHOLT.P.T. 

8902240193 

WASTE MGT 

RAVENSCROFT.N. 

8903090421 

71-513 


PHILLIPS, M.P. 

8903280186* 

50-331 

Q 

PRESTHOLT.P.T. 

8902270447 

WASTE MGT 

RAY.B.J. 

8903020205 

PR 


PHILLIPS.W.C. 

8903090324 

50-285 

S 

PRESTHOLT.P.T. 

8902270453 

WASTE MGT 

RAY, M.J. 

8903020626 

50-327 

P 

PHILLIPS, W.S. 

8902270180 

WASTE MGT 

PRESTHOLT.P.T. 

8902280131 

WASTE MGT 

RAY, M.J. 

8903080156 

50-260 

P 

PICCIONI.R. 

8903010107* 

50-320 

G 

PRESTHOLT.P.T. 

8903020390 

WASTE MGT 

RAY.N.K. 

8903010134* 

50-280 

P 

PICCIONI.R. 

8903010107* 

50-320 

G 

PRESTHOLT.P.T. 

8903090217 

WASTE MGT 

REDER.T.J. 

8903140553 

PT21 


PICCIONI.R. 

8903010107* 

50-320 

G 

PRESTHOLT.P.T. 

8903090222 

WASTE MGT 

REDMOND.R.F. 

8903150347 

50-150 

P 

PICK.G.A. 

8903030414* 

50-298 

Q 

PRESTHOLT.P.T. 

8903130699 

WASTE MGT 

REDMOND.R.F. 

8903200176 

50-150 

S 

PICK.G.A. 

8903140529* 

50-298 

Q 

PRESTHOLT.P.T. 

8903130701 

WASTE MGT 

REED.C. 

8903080221 

PR 


PICKETT, D.V. 

8903020129 

50-482 

P 

PRESTHOLT.P.T. 

8903130705 

WASTE MGT 

REED.C. 

8903080440 

PR 


PICKETT, D.V. 

8903020145 

50-482 

P 

PRESTHOLT.P.T. 

8903140330 

WASTE MGT 

REED.C. 

8903200451 

50-295 

P 

PICKETT.D.V. 

8903030381 

50-482 

P 

PRESTHOLT.P.T. 

8903140392 

WASTE MGT 

REEVES.D.L. 

8903030463 

50-298 

S 

PICKETT, D.V. 

8903160360 

50-482 

P 

PRESTHOLT.P.T. 

8903210007 

WASTE MGT 

REEVES, D.L. 

8903100251 

50-298 

s 

PICKETT.D.V. 

8903270313 

50-482 

P 

PRESTHOLT.P.T. 

8903210025 

WASTE MGT 

REEVES, E.A. 

8902230515* 

50-416 

p 

PIERCE, K.G. 

8903070145 

PR 


PRESTHOLT.P.T. 

8903210047 

WASTE MGT 

REEVES, E.A. 

8902240326* 

50-324 

p 

PIKE.J. 

8903280364 

PRM 


PRESTHOLT.P.T. 

8903210290 

WASTE MGT 

REEVES, E.A. 

8903080346* 

50-416 

p 

PIRTLE.G.L. 

8903200202* 

50-461 

Q 

PRESTHOLT.P.T. 

8903210295 

WASTE MGT 

REEVES, E.A. 

8903200324* 

50-400 

p 

PIRTLE.G.L. 

8903280231* 

50-483 

Q 

PRESTHOLT.P.T. 

8903240287 

WASTE MGT 

REEVES, E.A. 

8903200355* 

50-416 

p 

PITCHFORD.T.E. 

8903100303 

PR 


PRESTON, B.A. 

8903080185 

50-272 

H 

REEVES, E.A. 

8903220135* 

50-416 

p 

PITTERLE.T.A. 

8902280494* 

50-369 

Q 

PRESTON, T. 

8903160192 

70-1113 


REEVES, E.A. 

8903230376 

50-416 

p 

PITTS, R.A. 

8903060031 

50-322 

P 

PREVATTE.R.L. 

8902280523* 

50-395 

Q 

REEVES, E.A. 

8903270015* 

50-416 

p 

PLAPPERT.R.D. 

8903170361 

50-206 

F 

PREVATTE.R.L. 

8903270366* 

50-395 

Q 

REEVES, E.A. 

8903270220* 

50-324 

p 

PLENIEWICZ.R. 

8903020608 

50-454 

R 

PRICE, D.C, 

8903080516 

PR 


REICH.M. 

8903070111 

50-275 

p 

PLENIEWICZ.R. 

8903070004 

50-454 

R 

PRITCHETT, R.F. 

8903160347 

WASTE MGT 

REICHHOLD.W. 

8903280180 

l&E 


PLENIEWICZ.R. 

8903100242 

50-454 

S 

PRITCHETT, R.F. 

8903160350* 

WASTE MGT 

REID.D.A. 

8903100203* 

50-271 

G 

PLENIEWICZ.R. 

8903140475* 

50-10 

R 

PROBST.J.R. 

8903060001 

50-331 

S 

REID.D.A. 

8903290154* 

50-271 

G 

PLENIEWICZ.R. 

8903210170 

50-455 

S 

PROFFITT, R.A. 

8902150473* 

50-259 

P 

REILLY.S.M. 

8903070041 

50-293 

R 

PLENIEWICZ.R. 

8903210338 

50-454 

R 

PRYOR, C.W. 

8903100388 

PR 


REINCKE.D.A. 

8903020089 

50-341 

H 

PLENIEWICZ.R. 

8903230309 

50-454 

R 

PUCKO.T.G. 

8902280264 

50-443 

S 

REINHART, M. 

8903090305 

TOPREP 


PLENIEWICZ.R. 

8903230497 

50-455 

S 

PUCKO.T.G. 

8903230041 

50-443 

S 

REIS.E.J. 

8903010131 

50-443 

G 

PLENIEWICZ.R. 

8903240157 

50-454 

s 

PUTYL.R. 

8903080030 

50-10 

H 

REIS.E.J. 

8903100041 

50-322 

G 

PLIML.G.J. 

8903140645* 

50-10 

R 

PUZAUSKAS.J. 

8903080535 

PR 


REIS.EJ. 

8903100131 

50-322 

G 

PLOSKI.T. 

8903070015* 

50-346 

Q 

QUAID.D. 

8903010176 

50-293 

H 

REIS.E.J. 

8903230128 

50-443 

G 

PLOSKI.T. 

8903140489* 

50-295 

Q 

QUAIN.P.B. 

8902240140 

XPORTLIC 


REMICK.F.J. 

8903020015 

ACRS 


PLUMSTEAD.R.F. 

8903090014 

71-9036 


QUAIN.P.B. 

8903080480 

XPORTLIC 


REMICK.FJ. 

8903020018 

ACRS 


PLUMSTEAD.R.F. 

8903220347 

71-672 


QUAIN.P.B. 

8903090009 

XPORTLIC 


REMICK.F.J. 

8903020022 

ACRS 


PODOLAK.E.M. 

8903100261* 

50-322 

G 

QUAIN.P.B. 

8903100538* 

XPORTLIC 


REMICK.F.J. 

8903100193 

ACRS 


POHLOD.C.S. 

8903090232 

50-151 

R 

QUAIN.P.B. 

8903160116* 

XPORTLIC 


REMICK.F.J. 

8903100254* 

ACRS 


POHLOD.C.S. 

8903100065 

50-356 

F 

QUAIN.P.B. 

8903210100* 

XPORTLIC 


REMICK.F.J. 

8903210227 

50-277 

O 

POITRAST.S.C. 

8903170019* 

50-443 

G 

QUAIN.P.B. 

8903210103* 

XPORTLIC 


REMICK.F.J. 

8903240292 

ACRS 


POLICH.T. 

8903060158* 

50-528 

Q ' 

QUAIN.P.B. 

8903210106* 

XPORTLIC 


REMICK.F.J. 

8903240309 

ACRS 


POLICH.T. 

8903130060 

50-530 

S 

QUAIN.P.B. 

8903210111* 

XPORTLIC 


REMICK.FJ. 

8903270006 

ACRS 


POLICH.T. 

8903140141 

50-530 

S 

QUAIN.P.B. 

8903210115* 

XPORTLIC 


REMLEY.M.E. 

8902240419 

70-25 


POLICH.T. 

8903140398 

50-528 

s 

QUAIN.P.B. 

8903230103 

XPORTLIC 


REMMEL.J.G. 

8902270244 

50-266 

1 

POLLACK, M.J. 

8903020619 

50-272 

S 

QUAIN.P.B. 

8903230108* 

XPORTLIC 


RENY.D.A. 

8903030295 

NUREG 


POLLACK, M.J. 

8903100474 

50-272 

S 

QUAIN.P.B. 

8903270364* 

XPORTLIC 


RENZ.W.F. 

8903130269* 

50-443 

T 

POLLACK, M.J. 

8903130129 

50-272 

S 

QUAIN.P.B. 

8903270369* 

XPORTLIC 


RENZ.W.F. 

8903130269* 

50-443 

T 

POLLACK, M.J. 

8903140524 

50-311 

S 

QUALLS.P.M. 

8902280550* 

50-312 

Q 

RESCEK.F. 

8903140450 

50-10 

R 

POLLACK, M.J. 

8903140533 

50-272 

S 

QUAMME.D.L 

8903030351 

TOPREP 


REYES, L.A. 

8903100461 

50-261 

Q 

POLLACK, M.J. 

8903140538 

50-272 

S 

QUAY.T. 

8902240132* 

50-155 

P 

REYES.LA. 

8903130248 

50-269 

P 

POLLACK, M.J. 

8903210093 

50-272 

S 

QUAY.T. 

8903010093* 

50-315 

P 

REYES, LA. 

8903130260 

50-280 

Q 

POLLACK, M.J. 

8903210096 

50-272 

S 

QUAY.T. 

8903130470* 

50-263 

P 

REYES, LA 

8903130265* 

50-280 

Q 

POLLACK, M.J. 

8903210299 

50-272 

S 

QUAY.T.R. 

8902230273* 

50-316 

P 

REYES, L.A. 

8903140044 

50-321 

Q 

POLLACK, M.J. 

8903240213 

50-272 

S 

QUAY.T. R. 

8902240427* 

50-263 

P 

REYES, L.A. 

8903270393 

50-400 

Q 

POLLACK, M.J. 

8903240221 

50-272 

s 

QUAY.T.R. 

8903060081* 

50-263 

P 

REYES, L.A. 

8903270394* 

50-400 

Q 

POLOSKI.J.P. 

8903280339 

NUREG 


QUAY.T.R. 

8903150324* 

50-341 

P 

REYES-GUERRA.D. 

8903010362 

PR 


POLSON.K. 

8903080155 

50-237 

s 

QUAY.T.R. 

8903230179* 

50-315 

P 

REYESGUERRA.D. 

8903010323 

PR 


POPLEES.J.P. 

8903010280 

PR 


QUEENER.R. 

8903090005 

PR 


REYNOLDS.M.W. 

8903160310* 

WASTE MGT 

PORTER, K. 

8903060038 

FOIA 


QUERIO.R.E. 

8902240308 

50-456 

R 

REYNOLDS, M.W. 

8903160313* 

WASTE MGT 

POSLUSNY.C. 

8902270300 

50-313 

s 

QUERIO.R.E. 

8903060053 

50-457 

S 

REYNOLDS, M.W. 

8903160316* 

WASTE MGT 

POSLUSNY.C. 

8903130228 

50-313 

F 

QUERIO.R.E. 

8903060090 

50-456 

S 

REYNOLDS, N.S. 

8903080359 

PR 


POSLUSNY.C. 

8903160428 

50-361 

P 

QUERIO.R.E. 

8903060124 

50-456 

R 

REYNOLDS.N.S. 

8903080368 

PR 


POSLUSNY.C. 

8903230354 

50-313 

P 

QUERIO.R.E. 

8903060183 

50-456 

S 

REYTBLATT.Z. 

8903200143 

FOIA 


POSTLEWAIT.T.K. 

8903030264 

50-316 

s 

QUERIO.R.E. 

8903080231 

50-457 

S 

REYTBLATT.Z. 

8903200179* 

FOIA 


POSTLEWAIT.T.K. 

8903230349 

50-316 

s 

QUERIO.R.E. 

8903130127 

50-456 

R 

REYTBLATT.Z. 

8903200188* 

FOIA 


POTTER, J. 

8903140079* 

50-280 

Q 

QUERIO.R.E. 

8903130693 

50-456 

S 

RHOADS, E.W. 

8903010062 

PT21 


POTTER.J.P. 

8902270390* 

50-269 

Q 

QUERIO.R.E. 

8903140468* 

50-10 

R 

RHOADS.E.W. 

8903270066 

50-315 

S 

POTTER, J.P. 

8902270683* 

70-143 


QUINN, G.J. 

8903130704 

71-9218 


RHODES, M. 

8903030190 

50-275 

H 

POTTER.J.P. 

8902280305* 

50-335 

Q 

QUINN, RA 

8903020312 

PR 


RICCARDELLA.P. 

8902280474* 

50-325 

Q 

POTTER, J.P. 

8903090345* 

50-160 

Q 

QUIRK, J.F. 

8903230313* 

50-324 

P 

RICE.R.L. 

8903010363 

PR 


POTTER, J.P. 

8903140054* 

50-400 

Q 

RAMOS, F. 

8903060183 

50-456 

S 

RICH.C. 

8903230088 

50-335 

G 

POTTER.J.P. 

8903200228* 

70-27 


RAMSEY, C. 

8903150019* 

50-528 

Q 

RICHARDS, J. 

8902150276* 

50-259 

P 
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AUTHOR 
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AUTHOR 
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SUBJECT 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

RICHARDS, J. 

8902150286* 

50-259 

P 

ROSS.T. 

8903100498 

50-254 

P 

RUSSELL, J.R. 

8902150453* 

50-259 

P 

RICHARDS, S. 

8902280037’ 

50-206 

Q 

ROSSJ. 

8903100505* 

50-254 

P 

RUSSELL, J.R. 

8902150478* 

50-259 

P 

RICHARDS.S. 

8903150019* 

50-528 

Q 

ROSS.T.M. 

8903100389 

50-254 

P 

RUSSELL, J.R. 

8902160342* 

50-259 

P 

RICHARDS, S.A. 

8902280170* 

50-528 

Q 

ROSS.T.M. 

8903200289 

50-237 

P 

RUSSELL, J.R. 

8902210052* 

50-259 

P 

RICHARDS, S.A. 

8903060072* 

50-312 

Q 

ROSSBACH.L. 

8903150356 

50-247 

S 

RUSSELL, J.R. 

8902210065* 

50-259 

P 

RICHARDS.S.A. 

8903270148* 

50-275 

Q 

ROSSI, C.E. 

8902170112 

50-3 

Q 

RUSSELL, J.R. 

8902210070* 

50-259 

P 

RICHARDS.T. 

8903230387 

PR 


ROSSI.C.E. 

8902210351 

50-3 

Q 

RUSSELL.J.R. 

8902210145* 

50-259 

P 

RICHARDSON, S.A. 

8903070149 

PR 


ROSSI, C.E. 

8902210564 

50-3 

Q 

RUSSELLJ.R. 

8902210204* 

50-259 

P 

RICHEY.R.B. 

8903130194 

50-261 

Q 

ROSSI.C.E. 

8902270158 

50-3 

Q 

RUSSELL, J.R. 

8902210221* 

50-259 

P 

RICHINGS.H. 

8902270631 

ORG 


ROSSI.C.E. 

8902280104 

50-3 

Q 

RUSSELL, J.R. 

8902210232* 

50-259 

P 

RICHTER.M.H. 

8902280231 

50-454 

Q 

ROSSI.C.E. 

8903010207 

50-3 

Q 

RUSSELLJ.R. 

8902210248* 

50-259 

P 

RICHTER.M.H. 

8903060056 

50-237 

Q 

ROSSI.C.E. 

8903030004 

TOPREP 


RUSSELLJ.R. 

8902210270* 

50-259 

P 

RICHTER.M.H. 

8903090204 

50-237 

P 

ROSSI.C.E. 

8903080372 

50-3 

Q 

RUSSELL.J R. 

8902210276* 

50-259 

P 

RICHTER.M.H. 

8903090458 

50-237 

Q 

ROSSI, C.E. 

8903090021 

50-3 

Q 

RUSSELLJ.R. 

8902210432* 

50-259 

P 

RICHTER.M.H. 

8903100119 

50-10 

P 

ROSSI.C.E. 

8903090133 

50-3 

Q 

RUSSELLJ.R. 

8902210439* 

50-259 

P 

RICHTER.M.H. 

8903150140 

50-237 

J 

ROSSI.C.E. 

8903150101 

l&E 


RUSSELLJ.R. 

8902210440* 

50-259 

P 

RICHTER, M.H. 

8903150478 

50-295 

Q 

ROSSI.C.E. 

8903160427 

50-3 

Q 

RUSSELLJ.R. 

8902210449* 

50-259 

P 

RICHTER, M.H. 

8903210424 

50-455 

Q 

ROSSI.C.E. 

8903170419 

50-3 

Q 

RUSSELLJ.R. 

8902210454* 

50-259 

P 

RICHTER.M.H. 

8903220298 

50-304 

Q 

ROSSI.C.E. 

8903210147 

TOPREP 


RUSSELL, K. 

8903080522 

PR 


RICKETSON.L. 

8903170011* 

50-148 

Q 

ROSSI.C.E. 

8903240219 

TOPREP 


RUSSELL, L.B. 

8902240340 

50-317 

R 

RIDLEY, J. 

8902230468 

50-255 

F 

ROTH.J. 

8902240023 

70-1100 


RUSSELL, L.B. 

8903080058 

50-317 

R 

RIDLEY, J. 

8903270358 

50-255 

F 

ROTH.J. 

8903090203* 

70-687 


RUSSELL, L.B. 

8903090346 

50-317 

S 

RIDLEY, J. 

8903270410 

50-255 

F 

ROTH.J. 

8903200182* 

70-1100 


RUSSELL, L.B. 

8903220029 

50-317 

P 

RIECK.P.J. 

8903220506’ 

50-327 

P 

ROTH.J. 

8903210361* 

70-135 


RUSSELL, L.B. 

8903230191 

50-317 

S 

RIGG.C.M. 

8903240193 

PRM 


ROTH.J. 

8903210432* 

70-1100 


RUSSELL, L.B. 

8903230282 

50-318 

P 

RILEY.E. 

8903080309 

50-440 

P 

ROTHERT.W.C. 

8903020244 

50-331 

Q 

RUSSELL.L.B. 

8903240113 

50-317 

R 

RILEY.T.D. 

8903200083* 

50-395 

R 

ROUGHAN.C.M. 

8903240174 

71-9033 


RUSSELL, W.T. 

8902230566 

50-245 

H 

RJNG.M.A. 

8903160041* 

50-341 

Q 

ROUGHAN.C.M. 

8903240179 

71-9032 


RUSSELL, W.T. 

8902240191 

50-29 

Q 

RIOS.G. 

8902280395 

XPORTLIC 


ROUGHAN.C.M. 

8903270343 

71-9147 


RUSSELL, W.T. 

8902240195* 

50-29 

Q 

RIOS.G. 

8902280400* 

XPORTLIC 


ROUMELIOTIS.G. 

8902280543 

50-373 

S 

RUSSELL, W.T. 

8902280071 

50-309 

Q 

RIOS.G. 

8903230403 

XPORTLIC 


ROUMELIOTIS.G. 

8903140647 

50-373 

S 

RUSSELL, W.T. 

8903090046 

50-293 

G 

RITTENBERG.R.B. 

8903140593 

27-48 


ROUSE, L.C. 

8902280321 

70-1201 


RUSSELL, W.T. 

8903140269* 

50-213 

F 

RIVARD, D.A. 

8903210181* 

50-309 

R 

ROUSE, L.C. 

8902280329* 

70-1201 


RUSSELL, W.T. 

8903200189 

50-293 

P 

RIVARD, D.A. 

8903210188* 

50-309 

R 

ROUSE, L.C. 

8903020058 

50-603 

A 

RUSSELL, W.T. 

8903220043 

50-353 

Q 

RIZZO, A.J. 

8903170283 

WASTE MGT 

ROUSE, L.C. 

8903020072* 

50-603 

A 

RUSSELL, W.T. 

8903230210 

50-333 

Q 

ROBERTS, C.J. 

8902270362* 

PROJ 


ROUSE.LC. 

8903020079* 

50-603 

A 

RUSSELL, W.T. 

8903230211* 

50-333 

Q 

ROBERTS.J.P. 

8903100583* 

50-261 

Y 

ROUSE, L.C. 

8903020104 

70-622 


c j<sge! : v;t 

8903230219 

50-410 

Q 

ROBERTS, M.W. 

8903160070 

50-255 

J 

ROUSE.LC. 

8903020115* 

70-622 


r 

8903230221* 

50-410 

Q 

ROBERTS, T.M. 

8901310301 

COMMISSION 

ROUSE.LC. 

8903020124* 

70-622 


P , JT:!sM 1 V;.E. 

8903280340 

NUREG 


ROBERTSON.G. 

8903130692 

27-48 


ROUSE, L.C. 

8903080052 

40-8724 


RUTTER, S. 

8903060045 

50-312 

S 

ROBERTSON, G. 

8903240339 

27-48 


ROUSE.LC. 

8903090209 

70-36 


RYAN.M.T. 

8902270365 

WASTE MGT 

ROBERTSON.J.L. 

8902210248* 

50-259 

P 

ROUSE, L.C. 

8903090229 

50-445 

A 

RYAN.M.T. 

8902270373 

WASTE MGT 

ROBERTSON, T. 

8902210276* 

50-259 

P 

ROUSE, L.C. 

8903100566 

50-261 

Y 

RYAN.R.M. 

8903200198 

70-920 


ROBEY, R.A. 

8903220137 

50-254 

R 

ROUSE, L.C. 

8903100572* 

50-261 

Y 

R V DFR. T .S 

8903160019 

50-387 

S 

ROBEY, R.A. 

8903220305 

50-254 

R 

ROUSE.LC. 

8903150474 

70-1113 


i:v-kON"N,3. 

8903270404* 

CONTRACT 


ROBINSON, G.C. 

8903090048 

NUREG 


ROUSE, L.C. 

8903150483* 

70-1113 


SACCO, R.A. 

8902210322* 

50-259 

P 

ROBINSON, K.W. 

8902240113* 

CONTRACT 


ROUSE, LC. 

8903150523 

40-6563 


SADVASY.S.D. 

8903280026* 

50-387 

P 

ROBKIN.M.A. 

8902280188 

/I -671 


ROUSE.LC. 

8903150531* 

40-6563 


SADVASY.S.D. 

8903280029* 

50-387 

P 

ROCHE.M.B. 

8902230288 

50-320 

P 

ROUSE, L.C. 

8903200147 

70-25 


SALAMAN.G. 

8610030181 

50-251 

S 

ROCHE, M.B. 

8902270635 

50-320 

S 

ROUSE.LC. 

8903200152* 

70-25 


SALISBURY.W.C. 

8903220136 

40-4492 


ROCHE, M.B. 

8902270644 

50-320 

R 

ROUSE, L.C. 

8903200170* 

70-25 


SALOMON, F.V. 

8902240345 

50-374 

S 

ROCHE, M.B. 

8903020574 

50-320 

R 

ROUSE, L.C. 

8903200203 

70-1257 


SAMANTA.P.K. 

8903030352 

NUREG 


ROCHE, M.B. 

8903030105 

50-320 

P 

ROUSE.LC. 

8903200206* 

70-1257 


SAMANTA,P.K. 

8903030377 

NUREG 


ROCHE, M.B. 

8903090142 

50-320 

R 

ROUSE.LC. 

8903200218* 

70-1257 


SAMPSON, S.E. 

8903080431 

50-483 

H 

ROGERS, H.A. 

8902280031* 

WASTE MGT 

ROUSE.LC. 

8903210183* 

70-1113 


SAMPSON.S.E. 

8903220490 

PR 


ROGERS, K.C. 

8901310290 

COMMISSION 

ROUSE, L.C. 

8903270397 

50-261 

Y 

SAMUELS.J.L. 

8902270297 

50-259 

J 

ROGERS, K.C. 

8902020288 

COMMISSION 

ROUSE, LC. 

8903270398* 

50-261 

Y 

SAMUELSJ.L. 

8902270331 

50-89 

J 

ROGERS, T. 

8902210385* 

50-259 

P 

ROUSE, L.C. 

8903270400* 

50-261 

Y 

SAMUELSJ.L. 

8902270394 

50-458 

J 

ROGERS, V.C. 

8903270143 

WASTE RES 

ROUSE.LC. 

8903270402* 

50-261 

Y 

SAMUELSJ.L. 

8902270398 

70-135 


ROGGE, J.F. 

8902270418* 

50-424 

Q 

ROUSSO.S. 

8903020351 

PR 


SAMUELSJ.L 

8903020203 

50-331 

J 

ROHRER.R.J. 

8903150038 

50-373 

S 

ROUSSO.S. 

8903020617 

PR 


SAMUELSJ.L 

8903030261 

50-321 

J 

ROHRER,R.J. 

8903210191 

50-373 

S 

ROUSSO.S. 

8903170169* 

COMMISSION 

SAMWORTH.R.B. 

8902270461 

50-397 

P 

ROMBERG, W.D. 

8902280226 

50-336 

P 

ROUSSO.S. 

8903210283 

WASTE MGT 

SAMWORTH.R.B. 

8903030289 

50-397 

P 

ROMINE.D.T. 

8903240334* 

WASTE MGT 

ROY.B, 

8903030310 

TOPREP 


SAMWORTH.R.B. 

8903130550 

50-397 

P 

ROMINE.D.T. 

8903240337* 

WASTE MGT 

ROYBAL, D. 

8903210271 

40-8584 


SAMWORTH.R.B. 

8903200261 

50-397 

P 

ROMINE.T. 

8903240316* 

WASTE MGT 

ROYBAL, D. 

8903210517 

40-8584 


SANDERS, G.R. 

8903080529 

PR 


ROMINE.T. 

8903240318* 

WASTE MGT 

RUBENSTEIN.L.S. 

8903010150* 

50-298 

P 

SANDERS, R.D. 

8903090268* 

WASTE MGT 

ROOD.H. 

8902270513 

50-275 

P 

RUBY.L 

8902270156 

50-228 

S 

SANDS, S.P. 

8903200299 

50-454 

P 

ROOD.H, 

8903030279 

50-275 

P 

RUESCH.S. 

8903080045 

PR 


SANDS.S.P. 

8903200351 

50-295 

P 

ROOD.H. 

8903150539 

50-275 

P 

RUESCH.S.A. 

8903080050* 

PR 


SANDS, S.P. 

8903200381 

50-456 

P 

ROOD.H. 

8903200043 

50-275 

P 

RUHTER.P.E. 

8903020002 

PR 


SAPORITO.T.J. 

8903130242* 

50-250 

H 

ROOD.H. 

8903210116 

REVIEW GR P 

RUITER.G.H. 

8903230488 

50-305 

R 

SARSOUR.B. 

8902240451 

50-346 

R 

ROOD.H. 

8903230362 

50-275 

P 

RULAND.W.H. 

8903100549* 

50-324 

Q 

SARSOUR.B. 

8903210466 

50-346 

R 

ROOD.H, 

8903270002 

50-275 

P 

RUMBLE, E. 

8903090145 

NUREG 


SARTOR.W.M. 

8903020202* 

50-324 

Q 

ROOD.H. 

8903270172 

50-275 

Q 

RUNYAN, M.F. 

8903010051* 

50-445 

Q 

SARVERJ. 

8902240307 

50-528 

F 

ROOD.H. 

8903270218 

50-275 

P 

RUPERT, J.R. 

8903280342* 

50-259 

P 

SAUNDERS, NT. 

8903210420 

50-30 

R 

ROSA.F. 

8903070214* 

REVIEW GR P 

RUSSELL.J.E. 

8902270469* 

50-275 

Q 

SAUNDERS, N.T. 

8903220204 

50-30 

P 

ROSANO.R.P. 

8903100019 

50-395 

Q 

RUSSELL.J.L. 

8902270347 

WASTE MGT 

SAUNDERS, P.D. 

8903210225 

50-286 

H 

ROSANO.R.P. 

8903200216 

70-1113 


RUSSELL, J.R. 

8902140352* 

50-259 

P 

SAVIGNAC,N. 

8903030341 

40-8698 


ROSE.DJ. 

8903010227* 

50-237 

P 

RUSSELL, J.R. 

8902140357* 

50-259 

P 

SAVYJ.B. 

8903030308 

NUREG 


ROSE.H.D. 

8902280242* 

40-8084 


RUSSELLJ.R. 

8902140420* 

50-259 

P 

SAVYJ.B, 

8903030348 

NUREG 


ROSE.H.D. 

8903170290 

40-3453 


RUSSELL, J.R. 

8902140425* 

50-259 

P 

SAVYJ.B. 

8903030394 

NUREG 


ROSE.H.D. 

8903200082* 

40-299 


RUSSELLJ.R. 

8902140435* 

50-259 

P 

SAVYJ.B. 

8903030423 

NUREG 


ROSEBOOM.E.H. 

8903160310* 

WASTE MGT 

RUSSELL, J.R. 

8902140472* 

50-259 

P 

SAVYJ.B. 

8903140041 

NUREG 


ROSEBOOM.E.H. 

8903160313* 

WASTE MGT 

RUSSELLJ.R. 

8902140474* 

50-259 

P 

SAVYJ.B. 

8903140068 

NUREG 


ROSEBOOM.E.H. 

8903160316* 

WASTE MGT 

RUSSELLJ.R. 

8902150249* 

50-259 

P 

SAVYJ.B. 

8903140099 

NUREG 


ROSEN, S.L 

8903210438 

50-498 

Q 

RUSSELL, J.R. 

8902150350* 

50-259 

P 

SAVYJ.B, 

8903140119 

NUREG 


ROSEN.S.L 

8903240325 

50-498 

P 

RUSSELUJ.R. 

8902150438* 

50-259 

P 

SAXTON.C.H. 

8903130505 

50-387 

R 
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SCACE.S.E 

8902240097 

50-245 

R 

SCHWIRIAN.R.E. 

8902270309* 

50-206 

P 

SHERIDAN.T.B. 

8903270064* 

ORG 


SCACE.S.E 

8903130245 

50-423 

S 

SCOVILL.V.R. 

8902280332 

40-3453 


SHERK.J.Z. 

8903020495* 

70-1308 


SCACE.S.E. 

8903130245 

50-423 

S 

SCOVILL.V.R. 

8902280397* 

40-8084 


SHERMAN.D. 

8903060130 

FOIA 


SCACE.S.E. 

8903130253 

50-245 

S 

SCOVILL.V.R. 

8903170285* 

40-8786 


SHERMAN, W.K. 

8903230271 

50-271 

T 

SCACE.S.E. 

8903130253 

50-245 

S 

SCOVILL.V.R. 

8903170417 

40-8681 


SHERWOOD, K.B. 

8903030322 

NUREG 


SCACE.S.E. 

8903130262 

50-336 

S 

SCROGGINS.R.M. 

8903130114* 

70-1113 


SHETLER.J.R. 

8903130091 

50-312 

F 

SCACE.S.E. 

8903130262 

50-336 

S 

SEARS.C.F. 

8902230595 

50-423 

P 

SHEWMAKER.R.E. 

8903140092* 

50-390 

Q 

SCACE.S.E 

8903130361 

50-336 

s 

SEARS, C.F. 

8902240074 

50-213 

P 

SHEWSKI.W.J. 

8903100138* 

50-10 

P 

SCACE.S.E 

8903140507 

50-336 

F 

SEARS.C.F. 

8902240074 

50-213 

P 

SHIFFER.J.D. 

8612170367 

50-275 

S 

SCACE.S.E. 

8903160051 

50-336 

R 

SEARS.C.F. 

8902270041 

50-245 

P 

SHIFFER.J.D. 

8902230550 

50-275 

P 

SCACE.S.E. 

8903160051 

50-336 

R 

SEARS.C.F. 

8902270041 

50-245 

P 

SHIFFER.J.D. 

8902230571 

50-275 

P 

SCACE.S.E. 

8903200224 

50-245 

R 

SEARS.C.F. 

8903090010 

50-245 

P 

SHIFFER.J.D. 

8902280186 

50-323 

S 

SCACE.S.E. 

8903220496 

50-336 

S 

SEARS.C.F. 

8903090010 

50-245 

P 

SHIFFER.J.D. 

8902280200 

50-275 

F 

SCACE.S.E. 

8903220496 

50-336 

S 

SEARS.C.F. 

8903090026 

50-245 

P 

SHIFFER.J.D. 

8902280383 

50-275 

P 

SCACE.S.E. 

8903240095 

50-423 

S 

SEARS.C.F. 

8903090215 

50-336 

P 

SHIFFER.J.D. 

8903020397 

PR 


SCACE.S.E. 

8903240231 

50-423 

R 

SEARS.C.F. 

8903090342 

50-245 

Q 

SHIFFER.J.D. 

8903020584 

50-323 

S 

SCACE.S.E. 

8903240231 

50-423 

R 

SEARS.C.F. 

8903090342 

50-245 

Q 

SHIFFER.J.D. 

8903070117 

PR 


SCACE.S.E. 

8903270174 

50-423 

R 

SEARS.C.F. 

8903090375 

50-213 

Q 

SHIFFER.J.D. 

8903080243 

50-133 

H 

SCACE.S.E. 

8903270174 

50-423 

R 

SEARS.C.F. 

8903100032 

50-213 

P 

SHIFFER.J.D. 

8903080423 

50-275 

P 

SCACE.S.E. 

8903270185 

50-423 

R 

SEARS.C.F. 

8903100032 

50-213 

P 

SHIFFER.J.D. 

8903080483 

50-275 

H 

SCACE.S.E. 

8903270185 

50-423 

R 

SEARS.C.F 

8903100351 

50-245 

R 

SHIFFER.J.D. 

8903090405 

50-275 

P 

SCALETTI.D. 

8903100290 

50-605 

A 

SEARS.C.F. 

8903140614 

50-213 

R 

SHIFFER.J.D. 

8903090411* 

50-275 

P 

SCALETTI.D. 

8903210024 

50-605 

A 

SEARS, P. 

8902230683 

50-309 

P 

SHIFFER.J.D. 

8903130507 

50-275 

S 

SCARANO.R.A. 

8902270468 

50-275 

Q 

SEARS, P.M. 

8606260079 

50-309 

P 

SHIFFER.J.D. 

8903140504 

50-323 

S 

SCARE.S.E. 

8903130300 

50-245 

S 

SEARS, P.M. 

8903130169 

50-309 

P 

SHIFFER.J.D. 

8903150247 

PR 


SCHALLER.D. 

8903240246 

PRM 


SEDAR.J.H. 

8903080111 

50-219 

R 

SHIFFER.J.D. 

8903150291 

50-323 

S 

SCHAPKER.F. 

8903080203* 

50-237 

Q 

SEDAR.J.H. 

8903230086 

50-219 

R 

SHIFFER.J.D. 

8903170093 

50-323 

Q 

SCHAPKER.J.F. 

8903140668* 

50-255 

Q 

SEEBER.L. 

8903080287 

50-440 

P 

SHIFFER.J.D. 

8903170155 

50-275 

S 

SCHAUBROECK.D. 

8903270381 

50-368 

R 

SEFTON.N.J. 

8902280135* 

50-317 

H 

SHIFFER.J.D. 

8903170272 

50-323 

s 

SCHEELER.J.M. 

8903130262 

50-336 

S 

SEIDLE.W.C. 

8903060195* 

50-285 

Q 

SHIFFER.J.D. 

8903230311 

50-275 

p 

SCHERER.A.E. 

8903010080 

70-1100 


SEIDLE.W.C. 

8903140551* 

50-285 

Q 

SHIFFER.J.D. 

8903280207 

50-275 

s 

SCHERER, A. E 

8903010103 

70-36 


SEIDLE.W.C. 

8903140566* 

50-498 

Q 

SHIFFER.J.D. 

8903280245 

50-323 

s 

SCHERER.A.E. 

8903080385* 

XPORTLIC 


SEIDLE.W.C. 

8903160438* 

50-285 

Q 

SHIPERS.L.R. 

8903230333* 

WASTE RES 

SCHERER.A.E. 

8903080395* 

XPORTLIC 


SELLECK.K.A. 

8903100296 

50-443 

G 

SHIRAKI.C. 

8903030290 

NUREG 


SCHERER, A.E. 

8903100137 

PR 


SELLECK.K.A. 

8903100296 

50-443 

G 

SHIRCLIFF.P.M, 

8903170275 

PR 


SCHERER.A.E. 

8903160422 

70-1100 


SELLECK.K.A. 

8903170037* 

50-443 

G 

SHIRE.P.R. 

8903030322 

NUREG 


SCHERER.A.E. 

8903210008 

70-1100 


SELLECK.K.A. 

8903170191 

50-443 

G 

SHOLLY.S.C, 

8903170095* 

50-271 

G 

SCHERER, A.E. 

6903240108 

50-470 

K 

SELLECK.K.A. 

8903170191 

50-443 

G 

SHOMAKER.E.C. 

8903200195* 

FOIA 


SCHERER, A.E. 

8903270045 

50-470 

A 

SELMAN.R.L. 

8903100164 

PR 


SHON.F.J. 

8903230224 

50-322 

G 

SCHERER.A.E. 

8903270367 

71-9022 


SERKIZ.A.W. 

8903150435 

REVIEW GR P 

SHOPENN.N.M. 

8609040381 

40-1162 


SCHEUERMAN.J.T. 

8903240173 

50-298 

R 

SESSOMS.R.O. 

8903200123* 

50-259 

P 

SHORTRIDGE.R.B. 

8902270390* 

50-269 

Q 

SCHICK.W. 

8903220362 

FOIA 


SEVERSON, W.J. 

8902230446 

71-9229 


SHRIVER.T.D. 

8902240271 

50-528 

S 

SCHIFF.L.C. 

8903270281 

50-266 

F 

SHACK, W.J. 

8903280340 

NUREG 


SHRIVER.T.D. 

8902240282 

50-530 

S 

SCHIFFHAUER.C. 

8902270299 

PROJ 


SHAFFNER.J. 

8903030015 

27-48 


SHRIVER.T.D. 

8903140498 

50-530 

S 

SCHIFFHAUER.C. 

8903200283 

PROJ 


SHAFFNER.J. 

8903160269 

27-48 


SHRIVER.T.D. 

8903230087 

50-530 

S 

SCHLIESSMANN.R, 

8903060053 

50-457 

S 

SHAFFNER.J.A. 

8903080499 

27-48 


SHRIVER.T.D. 

8903270337 

50-530 

S 

SCHLIESSMANN.R. 

8903060090 

50-456 

S 

SHAFFNER.J.A. 

8903100510 

27-48 


SHUMWAY.R.K. 

8903020238 

71-514 


SCHMERT2.J.C. 

8903010134* 

50-280 

P 

SHAFFNER.J.A. 

8903230371 

27-48 


SHYML1CK.M.B. 

8903160500* 

50-413 

Q 

SCHMID, S.P. 

8903100426 

70-1308 


SHANBAKY.M. 

8903140303* 

50-352 

Q 

SIACOR.E.R. 

8902240361 

50-206 

R 

SCHMID, S.P. 

8903270039 

70-1308 


SHANBAKY.M. 

8903140690’ 

50-334 

Q 

SIACOR.E.R. 

8902270216 

50-361 

R 

SCHMIDT.K.A. 

8903160344 

50-254 

F 

SHANBAKY.M. 

8903220092* 

50-247 

Q 

SIACOR.E.R. 

8903210416 

50-361 

R 

SCHMIERBACH.M. 

8902240078 

STATE PROG 

SHANBAKY.M. 

8903220105* 

50-245 

Q 

SIACOR.E.R. 

8903220151 

50-206 

R 

SCHMIERBACH.M. 

8903090310 

50-259 

S 

SHANBAKY.M. M. 

8903200201 * 

50-146 

Q 

SIEBER.J.D. 

8902270452 

50-334 

P 

SCHMIERBACH.M. 

8903100176 

50-327 

P 

SHANK, K. 

8903070060 

50-387 

F 

SIEBER.J.D. 

8903010028 

50-412 

P 

SCHNEBLI.G.A. 

8902270494* 

50-250 

Q 

SHANK, K.E. 

8903100045 

50-387 

R 

SIEBER.J.D. 

8903020418 

50-412 

P 

SCHNEIDER, J.F. 

8903270399* 

50-261 

Y 

SHANKEL.G.M. 

8903220504* 

CONTRACT 

SIEBER.J.D. 

8903080208 

50-334 

Q 

SCHNELL.D.F. 

8902230327 

50-483 

P 

SHANNON, M.C. 

8903270396* 

50-400 

Q 

SIEBER.J.D. 

8903090273 

50-412 

P 

SCHNELL.D.F. 

8902280449 

50-483 

F 

SHAO.L.C. 

8901190347 

REVIEW GR P 

SIEBER.J.D. 

8903100091 

50-334 

P 

SCHNELL.D.F. 

8903090120 

50-483 

P 

SHAO.L.C. 

8902280323 

REVIEW GR P 

SIEBER.J.D. 

8903100202 

50-334 

R 

SCHNELL.D.F. 

8903100240 

50-483 

R 

SHAO.L.C. 

8903070205 

50-219 

P 

SIEBER.J.D. 

8903140254 

50-334 

J 

SCHNELL.D.F. 

8903100409 

50-483 

H 

SHAO.L.C. 

8903220371 

TOPREP 


SIEBER.J.D. 

8903140259 

50-334 

Q 

SCHNELL.D.F. 

8903170261 

PR 


SHAPAKER.J.W. 

8903200435 

TOPREP 


SIEBER.J.D. 

8903160037 

50-334 

R 

SCHNELL.D.F. 

8903200005 

50-483 

P 

SHARP, J. 

8903100155 

PR 


SIEBER.J.D, 

8903200231 

50-334 

P 

SCHNELL.D.F. 

8903210166 

50-483 

Q 

SHAW.D.L. 

8903090346 

50-317 

S 

SIEBER.J.D. 

8903200233* 

50-334 

P 

SCHNELL.D.F. 

8903210180 

50-483 

Q 

SHEARER, P.M. 

8902230299* 

50-320 

P 

SIEBER.J.D. 

8903210254 

50-412 

P 

SCHOFIELD, R. 

8902160171* 

50-259 

P 

SHEDLOSKY.T. 

8903020515 

50-213 

S 

SIEBER.J.D. 

8903270089 

50-334 

P 

SCHRADER.R.E. 

8903010289 

50-155 

S 

SHELTON, D.C. 

8902270267 

50-346 

F 

SIEBER.R. 

8903010419 

PR 


SCHROCK.C.A. 

8903170250 

PR 


SHELTON, D.C. 

8902280207 

50-346 

F 

SIEGEL, B.L. 

8903200289 

50-237 

P 

SCHROCK.J. 

8903100242 

50-454 

S 

SHELTON, D.C. 

8903020480 

50-346 

P 

SIEGEL.B.L. 

8903270004 

50-237 

P 

SCHUELER.S.C. 

8903020263 

PR 


SHELTON, D.C. 

8903020486* 

50-346 

P 

SIEGEL, J.R. 

8903150173 

PR 


SCHULER, T.R. 

8903010401 

PR 


SHELTON, D.C. 

8903020708 

50-346 

P 

S1LADY.J.A. 

8903010211 

50-237 

P 

SCHULIN.S. 

8903030070 

PR 


SHELTON, D.C. 

8903080495 

50-346 

P 

SILADY.JA 

8903100157 

50-237 

P 

SCHUMACHER.M. 

8902280250* 

50-237 

Q 

SHELTON, D.C. 

8903080512 

50-346 

H 

SILADY.J.A. 

8903100192 

50-237 

P 

SCHUMACHER. M, 

8903060215* 

50-456 

Q 

SHELTON, D.C. 

8903090024 

50-346 

S 

SILADY.J.A. 

8903100208 

50-237 

F 

SCHUMACHER.M. 

8903240310* 

50-346 

Q 

SHELTON, D.C. 

8903100022 

50-346 

Q 

SILADY.J.A. 

8903220514 

50-237 

P 

SCHUMACHER,M. 

8903270370* 

50-440 

Q 

SHELTON, D.C. 

8903100229 

50-346 

H 

SILADY.J.A. 

8903270035 

50-237 

P 

SCHUMACHER, M.C. 

8903080078* 

50-315 

Q 

SHELTON, D.C. 

8903130070 

50-346 

Q 

SILVER.H. 

8902270293 

50-302 

P 

SCHUMACHER, M.C. 

8903090277* 

50-254 

Q 

SHELTON, D.C. 

8903130081 

50-346 

P 

SILVER.H. 

8903200141 

50-302 

P 

SCHUMACHER, M.C. 

8903210091* 

50-254 

Q 

SHELTON, D.C. 

8903150175 

50-346 

Q 

SILVER, S.A. 

8612170083 

50-275 

H 

SCHUMACHER.M.C. 

8903240315* 

50-456 

Q 

SHELTON, D.C. 

8903220213 

50-346 

Q 

SIMMONS, G. 

8610220327* 

50-302 

S 

SCHUMANN, D. 

8903090463 

50-312 

S 

SHELTON, D.C. 

8903230030 

50-346 

F 

SIMONEN.E.P. 

8903290011 

NUREG 


SCHUSTER, M.D. 

8903130682 

50-397 

S 

SHELTON, D.C. 

8903270262 

50-346 

F 

SIMPSON.F.B. 

8902020381* 

50-263 

P 

SCHUSTER, M.D. 

8903150367* 

50-142 

Q 

SHELTON, D.C. 

8903270390 

50-346 

P 

SIMPSON, F.B. 

8902020381* 

50-263 

P 

SCHWAB.G.V. 

8903090012* 

50-305 

P 

SHELTON, D.C. 

8903280151 

50-346 

F 

SIMPSON.F.B. 

8902230667* 

50-293 

P 

SCHWABENBAUER 

8903230055 

50-400 

S 

SHEMAMSKI.P.C. 

8903080249 

50-373 

P 

SIMPSON.F.B, 

8903230459* 

50-289 

P 

SCHWABENBAUER 

8903270363 

50-400 

S 

SHEMANSKI.J.C. 

8903200294 

50-373 

P 

SIMPSON, JJ. 

8903080434 

PR 


SCHWARTZ, 1. 

8903210207 

NUREG 


SHEMANSKI.P.C. 

8903200289 

50-237 

P 

SIMS, B.L 

8903240254 

PR 


SCHWARTZ.R. 

8902230695 

WASTE MGT 

SHERBINI.S. 

8903220092* 

50-247 

Q 

SINCLAIR.M.C. 

8903130212* 

50-443 

T 
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SINCLAIR.M.C. 

8903130212* 50-443 

T 

SMITH.R.D. 

8902280276* 

40-8902 


SINCLAIR, M.C. 

8903130269* 50-443 

T 

SMITH.R.D. 

8902280332 

40-3453 


SINCLAIR, M.C. 

8903130269* 50-443 

T 

SMITH.R.D. 

8902280361 

40-1162 


SINDES.D.B. 

8903090098 XPORTLIC 


SMITH.R.D. 

8902280388 

40-6622 


SINGH, A. 

8903210485* 50-458 

Q 

SMITH.R.D. 

8902280391 

40-8084 


SINKULE.M. 

8903240185 50-369 

S 

SMITH.R.D. 

8902280394* 

40-8084 


S1NKULE.M.V. 

8902270418* 50-424 

Q 

SMITH.R.D. 

8902280397* 

40-8084 


SINKULE.M.V. 

8902270498* 50-321 

Q 

SMITH.R.D. 

8902280444 

40-8857 


SIPP.J.R. 

8903070030 50-400 

R 

SMITH.R.D. 

8902280451* 

40-8857 


SISK.D.P. 

8902280186 50-323 

S 

SMITH.R.D. 

8902280493 

40-8698 


SISKIND, B. 

8902270329 WASTE RES 

SMITH.R.D. 

8902280504 

40-2259 


SISKIND, B. 

8903060089 WASTE RES 

SMITH.R.D. 

8902280512 

40-8684 


SISKIND.B. 

8903060094 WASTE RES 

SMITH.R.D. 

8902280527 

40-3453 


SKAGGS, M. 

8903220291 * 50-445 

A 

SMITH.R.D. 

8902280534 

40-8904 


SKARITKA.J. 

8903080049* 50-244 

P 

SMITH.R.D. 

8903010185 

40-8768 


SKELTON.R.F. 

8903210336* 50-277 

Q 

SMITH.R.D. 

8903010194 

40-2259 


SKIERKOWSKI.P. 

8903150586 50-112 

P 

SMITH.R.D. 

8903010263 

40-8102 


SKOLNICK.F. 

8903010053 50-320 

G 

SMITH.R.D. 

8903010266* 

40-8102 


SKOLNICK t F. 

8903010053 50-320 

G 

SMITH.R.D. 

8903010294 

40-1341 


SKOLNICK.F. 

8903010061* 50-320 

G 

SMITH.R.D. 

8903010301 

40-4492 


SKOLNICK.F. 

8903010061* 50-320 

G 

SMITH.R.D. 

8903010317 

40-8783 


SKOLNICK.F. 

8903100087 50-320 

G 

SMITH.R.D. 

8903010327 

40-8452 


SKOLNICK.F. 

8903100087 50-320 

G 

SMITH.R.D. 

8903010329 

40-8102 


SKOLNICK.F. 

8903230040 50-320 

G 

SMITH.R.D. 

8903010384 

40-8681 


SKOLNICK,F. 

8903230040 50-320 

G 

SMITH.R.D. 

8903020690 

40-8902 


SKRABA.F.J. 

8902240069* CONTRACT 

SMITH.R.D. 

8903020697* 

40-8902 


SLAWINSKI.W.J. 

8903240230* 50-295 

Q 

SMITH.R.D. 

8903020700* 

40-8902 


SLOANE.B.D. 

8903100050* TOPREP 


SMITH.R.D. 

8903030072 

40-1341 


SLOSSON.M.M. 

8902230423 50-247 

P 

SMITH.R.D. 

8903030213 

40-8783 


SLOSSON.M.M. 

8903010239 50-220 

P 

SMITH.R.D. 

8903030469 

40-8102 


SLOSSON.M.M. 

8903010244* 50-220 

P 

SMITH.R.D. 

8903030482* 

40-8102 


SLOSSON.M.M. 

8903200013 50-220 

P 

SMITH.R.D. 

8903060057 

40-8905 


SLOSSON.M.M. 

8903230408 50-220 

P 

SMITH.R.D. 

8903060058* 

40-8905 


SLOSSON.M.M. 

8903230415 50-220 

P 

SMITH.R.D. 

8903170196 

40-8904 


SLOSSON.M.M. 

8903240019 50-220 

P 

SMITH.R.D. 

8903170222 

40-8064 


SLYVIA.B.S. 

8902280291 50-341 

Q 

SMITH.R.D. 

8903170262 

40-8786 


SMELSER.J.H. 

8808030430 50-603 

F 

SMITH.R.D. 

8903170271* 

40-8786 


SMITH, C. 

8902270101* 50-416 

Q 

SMITH.R.D. 

8903170285* 

40-8786 


SMITH, C. 

8903230462* 50-400 

Q 

SMITH.R.D. 

8903170384 

40-8502 


SMITH, C.N. 

8903100161 70-1257 


SMITH.R.D. 

8903170386 

40-8584 


SMITH, C.N. 

8903100433 70-143 


SMITH.R.D. 

8903170388 

40-299 


SMITH.C.N. 

8903100442 70-143 


SMITH.R.D. 

8903170390 

40-8857 


SMITH.C.N. 

8903140571 70-1100 


SMITH.R.D. 

8903170392 

40-8903 


SMITH, D. 

8903220521* 50-237 

P 

SMITH.R.D. 

8903170398 

40-8904 


SMITH, D.L. 

8903210002 TOPREP 


SMITH.R.D. 

8903170400* 

40-8904 


SMITH, D.M. 

8902240236 50-277 

R 

SMITH.R.D. 

8903170417 

40-8681 


SMITH, D.M. 

8903010122 50-277 

S 

SMITH.R.D. 

8903170420 

40-8064 


SMITH, D.M. 

8903100382 50-277 

S 

SMITH.R.D. 

8903170439 

40-299 


SMITH, D.M. 

8903130551 50-277 

S 

SMITH.R.D. 

8903170442 

40-8584 


SMITH.D.M. 

8903140483 50-277 

S 

SMITH.R.D. 

8903200033 

40-8452 


SMITH.D.M. 

8903140578 50-277 

s 

SMITH.R.D. 

8903200059 

40-8584 


SMITH, D.M. 

8903200102 50-277 

R 

SMITH.R.D. 

8903200067* 

40-8584 


SMITH, D.M. 

8903230049 50-277 

F 

SMITH.R.D. 

8903200073 

40-299 


SMITH, F.H. 

8903130395* 50-416 

P 

SMITH.R.D. 

8903210281 

40-8903 


SMITH.F.K. 

8902150473* 50-259 

P 

SMITH.R.D. 

8903210291 

40-6622 


SMITH, F.W. 

8903070128 PR 


SMITH, R.E. 

8903010164 

50-244 

P 

SMITH.G.C. 

8903210336* 50-277 

Q 

SMITH, R.E. 

8903010169* 

50-244 

P 

SM1TH.G.C. 

8903210379* 50-322 

Q 

SMITH, R.E. 

8903010216 

50-244 

P 

SMITH.G.M. 

8903200445 FOIA 


SMITH.R.E. 

8903080028 

50-244 

P 

SMITH, I.W. 

8903010137 50-443 

G 

SMITH, R.E. 

8903080032* 

50-244 

P 

SMITH, I.W. 

8903170079 50-443 

G 

SMITH.R.E. 

8903080098 

50-244 

S 

SMITH, I.W. 

8903170397 50-443 

F 

SMITH.R.M. 

8903150288* 

50-142 

Q 

SMITH.J.B. 

8903010162 50-443 

G 

SMITH, R.M. 

8903150376* 

FOIA 


SMITH, J.B. 

8903010162 50-443 

G 

SMITH.R.V, 

8903160004 

50-27 

p 

SMITH.J.B. 

8903230097* 50-443 

G 

SMITH, S.J. 

8903030092 

50-328 

S 

SMITH, J.B. 

8903230097* 50-443 

G 

SMITH, S.J. 

8903030095 

50-328 

S 

SMITH.J.C. 

8903220083 40-6622 


SMITH.SJ. 

8903030098 

50-328 

S 

SMITH, J.F. 

8903080191* 50-440 

Q 

SMITH, S.J. 

8903030112 

50-327 

s 

SMITH, J.J. 

8903300256* 50-400 

P 

SMITH.SJ. 

8903030133 

50-327 

s 

SMITH, LB. 

8903200171’ FOIA 


SMITH.SJ. 

8903030365 

50-328 

S 

SMITH, L.R. 

8903020233 PR 


SMITH, SJ. 

8903090038 

50-328 

S 

SMITH, M. 

8903010147* 50-315 

Q 

SMITH.SJ. 

8903150045 

50-328 

s 

SMITH.M. 

8903140489* 50-295 

Q 

SMITH.SJ. 

8903150139 

50-327 

R 

SMITH, M. 

8903270374* 50-373 

Q 

SMITH.SJ. 

8903150407 

50-327 

s 

SMITH, MJ. 

8903240305* 50-263 

Q 

SMITH.SJ. 

8903170120 

50-328 

S 

SMITH,M.W. 

8903010357 PR 


SMITH, S.J. 

8903210406 

50-327 

s 

SMITH, N. 

8903270404* CONTRACT 


SMITH, SJ. 

8903240099 

50-327 

s 

SMITH, R.D. 

8902280219 40-8084 


SMITH, W.F. 

8902280410* 

50-382 

Q 

SMITH, R.D. 

8902280221 40-6659 


SMITH, W.G. 

8902280456 

50-316 

s 

SMITH,R,D. 

8902280224* 40-8084 


SMITH, W.G. 

8903010288 

50-316 

S 

SMITH, R.D. 

8902280236 40-8502 


SMITH, W.G. 

8903010306 

50-315 

s 

SMITH, R.D. 

8902280240* 40-8502 


SMITH, W.G. 

8903010413 

50-315 

s 

SMITH, R.D. 

8902280242* 40-8084 


SMITH, W.G. 

8903030264 

50-316 

s 

SMITH,R.D. 

8902280261 40-8102 


SMITH, W.G. 

8903090013 

50-315 

s 

SMITH.R.D. 

8902280262* 40-8102 


SMITH, W.G. 

8903100329 

50-315 

R 

SMITH, R.D. 

8902280270 40-8829 


SMITH, W.G. 

8903230349 

50-316 

s 

SMITH, R.O. 

8902280273 40-8902 


SMITH, W.G. 

8903230351 

50-316 

s 

SMITH, R.D. 

8902280275 40-1162 


SMITH, W.J. 

8903220360* 

40-8902 
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SMYTH.C.W. 

8902240297 

50-289 

R 

SMYTH, C.W. 

8903200229 

50-289 

R 

SNEAD, P.B. 

8903080219 

PR 


SNELL, W. 

8903010147* 

50-315 

Q 

SNELL, W. 

8903070015* 

50-346 

Q 

SNELL, W. 

8903080408* 

50-295 

Q 

SNELL, W. 

8903140489* 

50-295 

Q 

SNELL, W. 

8903240230* 

50-295 

Q 

SNELL, W. 

8903240305* 

50-263 

Q 

SNELLW. 

8903270374* 

50-373 

Q 

SNELL, W.G. 

8903060163* 

50-346 

Q 

SNELL, W.G. 

8903240301* 

50-263 

Q 

SNIEZEK.J.H. 

8902170071* 

REVIEW GR P 

SODEN.B. 

8903080477 

50-295 

S 

SOLTANI.P.K. 

8903280361 

NUREG 


SOONG.S. 

8903170139 

70-143 


SORENSEN, G.C. 

8903090017 

50-397 

P 

SORENSEN, G.C. 

8903090221 

50-397 

F 

SORENSEN.G.C. 

8903090327 

50-397 

Q 

SORENSEN.G.C. 

8903090438 

50-397 

P 

SORENSEN.G.C. 

8903100545 

50-397 

P 

SORENSEN.G.C. 

8903140431 

50-397 

Q 

SORENSEN.G.C. 

8903170136 

50-397 

P 

SORENSEN, G.C. 

8903220056 

50-397 

Q 

SORENSEN.G.C. 

8903230197 

50-397 

P 

SORENSEN, G.J. 

8903220095 

50-397 

P 

SORENSEN, R.C. 

8902280413* 

50-397 

Q 

SPANO.A.H. 

8903080541 

NUREG 


SPARLING.D.K. 

8903100596 

40-8681 


SPAHL NG.D.K. 

8903200232 

40-8681 


SPAUNBURGH.R.G. 

8903160134 

PROJ 


SPEED, L.J. 

8903200250 

50-309 

P 

SPESSARD.R.L. 

8810130013* 

50-220 

F 

SPINDLER.R. 

8903020040 

PR 


SPITZER.D.J. 

8902150532* 

50-454 

R 

SPITZER.D.J. 

8903210338 

50-454 

R 

SPOND.D.F. 

8903150039* 

50-312 

Q 

SPOREJ.W. 

8903030322 

NUREG 


S^RINGFIEl D.J. 

8903070130 

PR 


SRENIAWSKI.D. 

8903280180 

l&E 


ST JOHN K.E. 

8903030172 

PR 


ST LAURENT.N.N. 

8903090317 

50-29 

R 

ST LAURENT.N.N. 

8903280085 

50-29 

S 

STABLEIN.K. 

8903090329* 

WASTE MGT 

STACY, D.J. 

8903080119 

50-10 

H 

STADNICK.S.L. 

8903220496 

50-336 

S 

STAFFORD, A.H. 

8903150400 

50-338 

R 

STAHLE.C. 

8902280552 

50-244 

Q 

STAHLE.C. 

8903200282 

50-244 

P 

STAHLE.C. 

8903230432 

50-244 

P 

STAHLE.C.R. 

8903160297 

50-244 

P 

STAKER.T.R. 

8902280410* 

50-382 

Q 

STANDERFER.F.R. 

8610220118 

50-320 

F 

STANG.J. 

8903230174 

50-315 

P 

STANG.J.F. 

8902230267 

50-316 

P 

STANG.J.F. 

8903010087 

50-315 

P 

STANLEY, B.E. 

8902270546 

50-285 

R 

STANLEY, B.E. 

8903210472 

50-285 

R 

STANSBERRY, W.W. 

8903210251* 

50-416 

Q 

STANSBERRY, W.W. 

8903220473* 

50-348 

Q 

STARKEY.R.S. 

8903080171 

50-382 

S 

STARMER.R.J. 

8903200110 

WASTE RES 

STARMER.R.J. 

8903200112 

WASTE RES 

STARMER.R.J. 

8903230424 

WASTE MGT 

STAUTER.J.C. 

8903220256 

71-4894 


STAUTERJ.C. 

8903270371 

70-1193 


STEELE, T.D, 

8902230511* 

CONTRACT 


STEFANO.J.J. 

8902240422 

50-263 

P 

STEFANO.J.J. 

8902280363 

50-263 

P 

STEFANO.J.J. 

8903060077 

50-263 

P 

STEFANO.J.J. 

8903130466 

50-263 

P 

STEFANO.JJ. 

8903140230 

50-263 

P 

STEFANO.J.J. 

8903150346 

50-263 

P 

STEFANO.J.J. 

8903160234 

50-263 

P 

STEFANO.J.J. 

8903200236 

50-263 

Q 

STEFANO.J.J. 

8903240082 

50-263 

P 

STEFFES.D.R. 

8902270362* 

PROJ 


STEFFES.D.R. 

8903200313* 

PROJ 


STEIGER.W.E. 

8903030220 

50-322 

S 

STEIGER.W.E. 

8903080076 

50-322 

R 

STEIN.R. 

8903020455 

WASTE MGT 

STEIN.R. 

8903090424 

WASTE MGT 

STEIN, R. 

8903140702 

WASTE MGT 

STEIN.R. 

8903150052 

WASTE MGT 

STEINHARDT.C.R 

8903100363 

50-305 

P 

STEINHARDT.C.R. 

8902240207 

50-305 

P 

STEINHARDT.C.R. 

8902280353 

50-305 

S 

STEINHARDT.C.R. 

8903080552 

50-305 

R 
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CATEGORY 

STEINHARDT.C.R. 

890309001 1 

50-305 

P 

STURZ.F.C. 

8903230069* 

50-271 

G 

TEMUS.C.J. 

8903090331 

71-9181 


STEINHARDT.C.R. 

8903090408 

50-305 

R 

STURZ.F.C. 

8903230069* 

50-271 

G 

TEMUS.CJ. 

8903100512 

71-9181 


STEINHARDT.C.R. 

8903100286 

50-305 

Q 

SULLIVAN, E. 

8903290304 

50-440 

P 

TENG.A. 

8903210077* 

40-7580 


STEINHARDT.C.R. 

8903100327 

50-305 

H 

SULLIVAN.J.L. 

8903080288 

PR 


TERC.N.M. 

8903200136* 

50-298 

Q 

STEINHARDT.C.R. 

8903150369 

50-305 

J 

SULLIVAN, S. 

8902270313 

WASTE MGT 

TERC.N.M. 

8903220216* 

50-482 

Q 

STEINHARDT.C.R. 

8903160254 

50-305 

Q 

SUTT.R. 

8902150350* 

50-259 

P 

TERRY, C.D. 

8902280049 

50-220 

P 

STEINHARDT.C.R. 

8903170367 

50-305 

H 

SUTT.R.J. 

8902150368* 

50-259 

P 

TERRY, C.D. 

8903020529 

50-220 

S 

STEINHARDT.C.R. 

8903210319 

50-305 

S 

SVENSSON.B.A. 

8903100329 

50-315 

R 

TERRY, C.D. 

8903090071 

50-220 

Q 

STEINHARDT.C.R. 

8903230488 

50-305 

R 

SWAILES.M.P. 

8902240113* 

CONTRACT 


TERRY, C.D. 

8903100526 

50-220 

P 

STEINHARDT.C.R. 

8903280120 

50-305 

1 

SWAIN, E.O. 

8903160272* 

50-305 

Q 

TERRY, C.D. 

8903140479 

50-410 

Q 

STEINKE.R.G. 

8903030322 

NUREG 


SWAMY.S.A. 

8903140071* 

50-443 

P 

TERRY, C.D. 

8903210429 

50-220 

P 

STELLO.V. 

8807290196 

SECY 


SWANSON, R.N. 

8903030303* 

FOIA 


TERRY, C.D. 

8903220261 

50-220 

Q 

STELLO.V. 

8810250001* 

FOIA 


SWARTZWELDER.J. 

8902280003 

50-424 

S 

TERRY, C.D. 

8903220357 

50-410 

S 

STELLO.V. 

8812210306 

50-443 

H 

SWARTZWELDER.J. 

8902280480 

50-424 

S 

TERRY, C.D. 

8903280112 

50-220 

P 

STELLO.V. 

8901050230 

50-250 

P 

SWARTZWELDER.J. 

8902280485 

50-424 

S 

TERRY, C.D. 

8903280240 

50-220 

P 

STELLO.V. 

8901260129 

50-317 

U 

SWARTZWELDER.J. 

8903170282 

50-424 

s 

TERRY, C.D. 

8903280311 

50-220 

P 

STELLO.V. 

8901260312 

SECY 


SWARTZWELDER.J. 

8903210046 

50-424 

s 

TESTA, E.D. 

8903200228* 

70-27 


STELLO.V. 

8902070084 

SECY 


SWARTZWELDER.J. 

8903210062 

50-424 

s 

THADANI.A.C. 

8805160121 

TOPREP 


STELLO.V. 

8902150232 

SECY 


SWARTZWELDER.J. 

8903230410 

50-424 

s 

THADANI.M.C. 

8903080048 

50-387 

P 

STELLO.V. 

8902230575 

50-445 

A 

SWARTZWELDER.J. 

8903240130 

50-425 

s 

THAYER, J.K. 

8903100203* 

50-271 

G 

STELLO.V. 

8903030118 

PR 


SWARTZWELDER.J. 

8903240307 

50-425 

s 

THAYER, J.K. 

8903100203* 

50-271 

G 

STELLO.V. 

8903060007 

50-317 

U 

SWEENEY, R. 

8903090292* 

50-322 

u 

THAYER, J.K. 

8903290154* 

50-271 

G 

STELLO.V. 

8903080289 

SECY 


SWENSON, W.H. 

8902240181 

50-266 

P 

THEESFELD.T.L. 

8903080491 

50-10 

H 

STELLO.V. 

8903090205 

SECY 


SWENSON, W.H. 

8903170047 

50-266 

P 

THEOFANOUS.T.G. 

8903090145 

NUREG 


STELLO.V. 

8903130711 

PR 


SWETLAND.P. 

8903140319 

50-247 

s 

THIELA.L. 

8903210127* 

WASTE MGT 

STELLO.V. 

8903200315* 

50-293 

P 

SWETLAND.P. 

8903150356 

50-247 

s 

THOMA.J. 

8601280026 

50-289 

P 

STELLO.V. 

8903220423 

50-54 

P 

SWETLAND.P.D. 

8903280337* 

50-247 

p 

THOMAS.C.O. 

8903080469 

50-425 

P 

STELLO.V. 

8903230121 

PR 


SWIFT, J.J. 

8903150537* 

40-6563 


THOMAS, C.O. 

8903090165* 

50-425 

M 

STELLO.V. 

8903230453* 

FOIA 


SWIFT, W. 

8903240333* 

50-498 

p 

THOMAS, C.O. 

8903090166 

50-425 

M 

STELLO.V. 

8903240001 

50-341 

P 

SWINDELL, J.E. 

8903200156* 

50-260 

F 

THOMAS, C.O. 

8903090168* 

50-425 

M 

STEPHENS, D.E. 

8903010227* 

50-237 

P 

SWINDELL.:.^. 

8903200158* 

50-260 

F 

THOMAS, C.O. 

8903270053* 

50-425 

J 

STEPHENSON.J.D. 

8902230404 

50-302 

F 

S V '_V ESTER, E.O. 

8903210336* 

50-277 

Q 

THOMAS, E.A. 

8903080478 

50-293 

F 

STERLING, E.C. 

8903130354 

TOPREP 


SYLVIA, B.R. 

8903010262 

50-341 

H 

THOMAS, E.F. 

8903080464 

PR 


STERN.T. 

8903240205 

PR 


SYLVIA, B.R. 

8903030110 

50-341 

R 

THOMAS, G.S. 

8902280264 

50-443 

S 

STERNITZKY.J.W. 

8903020254 

PR 


SYLVIA, B.R. 

8903030507 

50-341 

R 

THOMAS, G.S. 

8903010242 

50-443 

P 

STERNITZKY.J.W. 

8903240241 

PR 


SYLVIA, B.R. 

8903090003 

50-341 

Q 

THOMAS, G.S. 

8903100198 

50-443 

R 

STETKA.T. 

8903220173* 

50-498 

Q 

SYLVIA, B.R. 

8903090008 

50-341 

P 

THOMAS, G.S. 

8903100425 

PR 


STETKA.T.F. 

8903200038* 

50-498 

Q 

SYLVIA, B.R. 

8903140515 

50-341 

Q 

THOMAS, G.S. 

8903140065 

50-443 

P 

STETKA.T.F. 

8903210485* 

50-458 

Q 

SYLVIA, B.R. 

8903170243 

50-341 

P 

THOMAS.G.S. 

8903150142 

50-443 

S 

STEWART, R.C. 

8903220346* 

50-458 

Q 

SYLVIA, B.R. 

8903210032 

50-341 

Q 

THOMAS, G.S. 

8903150306 

50-443 

S 

STEWART.S.A. 

8902230496 

50-302 

R 

SYLVIA, B.R. 

8903210052 

50-341 

K 

THOMAS.G.S. 

8903210139 

50-443 

S 

STEWART, W.L. 

8612230413 

50-280 

F 

SYLVIA, B.R. 

8903220405 

50-341 

P 

THOMAS.G.S. 

8903210339 

50-443 

R 

STEYSKAL.N. 

8903220378 

PRM 


SYLVIA, B.R. 

8903230163 

50-341 

V 

THOMAS, G.S. 

8903220191 

50-443 

P 

STILES, D.L. 

8903060040 

NUREG 


SYLVIA, B.R. 

8903230290 

50-341 

P 

THOMAS, G.S. 

8903230041 

50-443 

S 

STODDART.P.G. 

8902270192* 

50-424 

Q 

SYLVIA, B.R. 

8903240002* 

50-341 

P 

THOMAS, G.S. 

8903230071* 

50-443 

G 

STODDART.P.G. 

8903090369* 

50-424 

Q 

SYLVIA, B.R. 

8903240048 

50-341 

P 

THOMAS.G.S. 

8903230173 

50-443 

F 

STODDART.P.G. 

8903200303* 

70-143 


SZUMSKl.D.R. 

8903140602 

50-206 

S 

THOMAS, G.S. 

8903290151 

50-443 

G 

STOETZEL.G.A. 

8903090404 

50-285 

F 

TABOR, W. 

8903070060 

50-387 

F 

THOMAS.M. 

8903140315* 

50-413 

Q 

STOHR.J.P. 

8903100073 

50-302 

Q 

TALBOT, P. 

8903100315 

50-443 

G 

THOMAS, W. 

8903140303* 

50-352 

Q 

STOHR.J.P. 

8903270344 

50-250 

Q 

TALBOT, P. 

8903100323 

50-443 

G 

THOMAS, W. 

8903220105* 

50-245 

Q 

STOLL.L.M. 

8903280130* 

50-305 

1 

TALBOT, P. 

8903100330* 

50-443 

G 

THOMPSON, A.J. 

8903020128 

PR 


STOLZ.J.F. 

8902240334 

50-320 

P 

TALWANI.P. 

8903280159* 

50-395 

R 

THOMPSON.D.H. 

8903210364* 

50-424 

Q 

STOLZ.J.F. 

8903030233 

50-320 

P 

TAM.P.S. 

8903010008 

ORG 


THOMPSON, H.L. 

8903230198 

70-1113 


STOLZ.J.F. 

8903060161* 

50-334 

P 

TAM.P.S. 

8903030186 

50-412 

P 

THOMPSON.H.L. 

8903230204* 

70-1113 


STOLZ.J.F. 

8903080291 

50-320 

H 

TAM.P.S. 

8903030386 

50-334 

P 

THOMPSON, H.L. 

8903230325 

50-317 

Q 

STOLZ.J.F. 

8903130244 

50-412 

P 

TAM.P.S. 

8903060155 

50-334 

P 

THOMPSON.H.L. 

8903230329* 

50-317 

Q 

STOLZ.J.F. 

8903150122* 

50-213 

P 

TAM.P.S. 

8903090043 

50-412 

P 

THOMPSON.H.L. 

8903240175 

70-1113 


STOLZ.J.F. 

8903200177* 

50-245 

P 

TAM.P.S. 

8903090049* 

50-412 

P 

THOMPSON, H.L. 

8903240180* 

70-1113 


STOLZ.J.F. 

8903210101 

50-423 

P 

TAM.P.S. 

8903090128 

50-334 

P 

THOMPSON.H.L. 

8903270187 

50-261 

Q 

STOLZ.J.F. 

8903210156* 

50-334 

P 

TAM.P.S. 

8903140174 

50-397 

P 

THOMPSON.H.L. 

8903270189* 

50-261 

Q 

STOLZ.J.F. 

8903230369* 

50-423 

P 

TAM.P.S. 

8903160501 

50-334 

P 

THOMSON, G. 

8903210252 

50-354 

F 

STONE, J.C. 

8903130453 

50-272 

P 

TAM.P.S. 

8903210058 

50-334 

P 

THOMSON, G. 

8903210265 

50-272 

F 

STONE, J.C. 

8903140102 

50-272 

P 

TAM.P.S. 

8903210060* 

50-334 

P 

THORNE.C.E. 

8903090357 

XPORTLIC 


STONE, J.C. 

8903200368 

50-272 

P 

TAM.P.S. 

8903210150 

50-334 

P 

THRIFT.M.K. 

8903020153 

50-341 

H 

STONE.R.H. 

8903060170* 

50-255 

P 

TANA.E.T. 

8903030249 

WASTE MGT 

THUNSTEDT.J.W. 

8903230475 

50-373 

R 

STONE, W.M. 

8902140349* 

50-259 

P 

TATUM, J.E. 

8903080022* 

50-206 

Q 

TILLACK.B. 

8902270342 

50-338 

R 

STOROLIS.G.E. 

8903030161 

PR 


TAYLOR 

8903010278* 

50-213 

H 

TILLACK.B. 

8903220283 

50-338 

R 

STORTI.G.M. 

8903280361 

NUREG 


TAYLOR, J.H. 

8903100239 

TOPREP 


TILLMAN, A. 

8903090259 

50-389 

S 

STORZ.L.F. 

8902240451 

50-346 

R 

TAYLOR, J.W. 

8902230392 

50-409 

P 

TILLMAN, A. 

8903270347* 

50-250 

Q 

STORZ.L.F. 

8902270609 

50-346 

S 

TAYLOR, J.W. 

8903070036 

50-409 

s 

TINGEN.S. 

8903240154* 

50-261 

Q 

STORZ.L.F. 

8902280401 

50-346 

R 

TAYLOR, J.W. 

8903100195 

50-409 

R 

TIPPS.S.B. 

8903010427 

50-321 

S 

STORZ.L.F. 

8903210466 

50-346 

R 

TAYLOR, L. 

8903090291 

50-368 

S 

TIPPS.S.B. 

8903090341 

50-321 

S 

STORZ.L.F. 

8903220189 

50-346 

S 

TAYLOR, L 

8903090360 

50-313 

S 

TIPPS.S.B. 

8903210154 

50-366 

S 

STOTZ.J.C. 

8902270609 

50-346 

S 

TAYLOR, L. 

8903160034 

50-368 

S 

TITUS, G.W. 

8903150362 

50-18 

R 

STOTZ.J.C. 

8903220189 

50-346 

S 

TAYLOR.L. 

8903200443 

50-313 

S 

TITUS, G.W. 

8903150365 

50-183 

R 

STOVALL, C.L. 

8903010044* 

50-322 

T 

TAYLOR, L. A. 

8902240105 

50-313 

s 

TOBIN, W.J. 

8903220030* 

50-327 

Q 

STOVALL.C.L. 

8903010044* 

50-322 

T 

TAYLOR, L.A. 

890308001 1 

50-368 

S 

TODREAS.N.E. 

8903240100 

ADVCM 


STOYANOV.S. 

8903140208 

NUREG 


TAYLOR, L.A. 

8903090184 

50-313 

S 

TODREAS.N.E. 

8903270058 

ORG 


STRAMBACK.G.B. 

8903150209 

PT21 


TAYLOR, LA. 

8903200345 

50-368 

S 

TOKAR.M. 

8902280222 

WASTE MGT 

STRAMBACK.G.B. 

8903200262 

PT21 


TAYLOR, L.A. 

8903200385 

50-313 

s 

TOKAR.M. 

8902280230 

WASTE MGT 

STRATFORD.R.J. 

8902270285 

XPORTLIC 


TAYLOR, L.A. 

8903280098 

50-313 

s 

TOKAR.M. 

8903010129* 

WASTE MGT 

STRATFORD.R.J. 

8903160199 

XPORTLIC 


TAYLOR, M.E. 

8903230194 

50-483 

s 

TOKAR.M. 

8903100542 

WASTE MGT 

STROSNIDER.J.R. 

8902230443* 

50-333 

Q 

TEAMER.R.B. 

8903270409* 

CONTRACT 


TOKAR.M. 

8903130035* 

WASTE MGT 

STROSNIDER.J.R. 

8902230467* 

50-286 

Q 

TEDFORD.C.F. 

8903230158 

PR 


TOKAR.M. 

8903140608 

WASTE MGT- 

STROSNIDER.J.R. 

8903210192* 

50-354 

Q 

TEDROW.J. 

8903020085* 

50-302 

Q 

TOKAR.M. 

8903170383 

WASTE MGT 

STROSNIDER.J.R. 

8903240302* 

50-410 

Q 

TEICHMANN.T. 

8903030352 

NUREG 


TOKAR.M. 

8903170391 

WASTE MGT 

STUART.C.O. 

8903270233 

50-219 

Q 

TEMUS.C.J. 

8903010386 

71-9200 


TOKAR.M. 

8903230392 

WASTE MGT 

STUMPF.H.J. 

8903030322 

NUREG 


TEMUS,C.J, 

8903090331 

71-9181 


TOLLAS.G. 

8903010272 

PR 




330 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 
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NUMBER 
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TOMLINSON, E.S. 

8S03240321 

50-410 

R 

TROUT.J.P. 

8903290216 

50-443 

T 

TUCKER.H.B. 

8903230134 

50-413 

P 

TOMPKINS, B.A. 

8903100070 

50-322 

G 

TROUT.J.P. 

8903290222* 

50-443 

T 

TUCKER.H.B. 

8903230177 

50-269 

S 

TOMPKINS.B.A. 

8903100112 

50-320 

G 

TROUT.J.P. 

8903290222* 

50-443 

T 

TUCKER.H.B. 

8903230183 

50-269 

Q 

TOMPKINS, B.A. 

8903100125 

50-443 

G 

TROUT.J.P. 

8903290227* 

50-443 

T 

TUCKER.H.B. 

8903240282 

50-369 

Q 

TOMPKINS.B.A. 

8903100338 

50-271 

G 

TROUT.J.P. 

8903290227* 

50-443 

T 

TUCKER.H.B. 

8903240285 

50-413 

Q 

TOMPKINS.B.A. 

8903170149 

50-322 

G 

TROUT.J.P. 

8903290231 

50-443 

G 

TUCKER.H.B. 

8903270199 

50-369 

Q 

TOMPKINS, B.A. 

8903170175 

50-322 

G 

TROUT.J.P. 

8903290231 

50-443 

G 

TUCKER.H.B. 

8903280066 

50-369 

F 

TOMPKINS.B.A. 

8903230215 

50-443 

G 

TROUT.J.P. 

8903290234* 

50-443 

T 

TUCKER.H.B. 

8903280072 

50-414 

S 

TOMPKINS, B.A. 

8903230241 

50-443 

G 

TROUT.J.P. 

8903290234* 

50-443 

T 

TUCKER.H.B. 

8903280074 

50-413 

P 

TOMPKINS, B.A. 

8903270092 

50-603 

G 

TROUT.J.P. 

8903290241 * 

50-443 

T 

TUCKER.H.B. 

8903280079 

50-369 

F 

TOOHEY.J. 

8903010118* 

CONTRACT 

TROUT.J.P. 

8903290241 * 

50-443 

T 

TUCKER.H.B. 

8903280094 

50-369 

P 

TORRE, J.B. 

8903200100 

50-413 

S 

TROUT.J.P. 

8903290244* 

50-443 

T 

TUCKER.H.B. 

8903280173 

50-269 

S 

TORRE, J.B. 

8903210220 

50-413 

S 

TROUT.J.P. 

8903290244* 

50-443 

T 

TUCKER.H.B. 

8903280341 

50-369 

R 

TORRE.J.G. 

8902240116 

50-414 

S 

TROUT.J.P. 

8903290251 * 

50-443 

T 

TUCKER.H.B. 

8903290008 

50-413 

R 

TORRE.J.G. 

8903060032 

50-414 

S 

TROUT.J.P. 

8903290251 * 

50-443 

T 

TUCKER.H.B. 

8903290270 

50-369 

Q 

TORRE, J.G. 

8903280072 

50-414 

S 

TROUT.J.P. 

8903290254* 

50-443 

T 

TULON.T. 

8903240157 

50-454 

S 

TOSCH.K. 

8903140298 

50-272 

p 

TROUT.J.P. 

8903290254* 

50-443 

T 

TURK.S.E. 

8903220035 

50-443 

G 

TOUCHSTONE, C.W. 

8902150414* 

50-259 

p 

TR2TNA.G.E. 

8903100399 

50-304 

P 

TURK.S.E. 

8903220124 

50-443 

G 

TOUCHSTONE.C.W. 

8902150418* 

50-259 

P 

TUCKER.H.B. 

8902230456 

50-369 

P 

TURK.S.E. 

8903220158 

50-443 

G 

TOURIGNY.E.G. 

8902240148 

50-324 

Q 

TUCKER.H.B. 

8902230476 

50-369 

P 

TURK.S.E. 

8903230161 

50-443 

G 

TOURIGNY.E.G. 

8902280325 

50-324 

P 

TUCKER.H.B. 

8902230482 

50-369 

S 

TURK.S.E. 

8903230186 

50-443 

G 

TOURIGNY.E.G. 

8903020313 

50-324 

P 

TUCKER.H.B. 

8902230485 

50-369 

Q 

TURK.S.E. 

8903230222 

50-443 

G 

TOURIGNY.E.G. 

8903240201 

50-324 

P 

TUCKER.H.B. 

8902230559 

50-369 

P 

TURNER, C.L. 

8903010276 

50-461 

J 

TOUSLEY.D.R. 

8903170087* 

50-271 

G 

TUCKER.H.B. 

8902240022 

50-369 

S 

TYRON-HOPKO.A. 

8903090388 

WASTE MGT 

TOUSLEY.D.R. 

8903230145 

50-271 

G 

TUCKER.H.B. 

8902240116 

50-414 

S 

TYRON-HOPKO.A. 

8903090388 

WASTE MGT 

TOWNSEND, J.D. 

8902270184 

50-275 

R 

TUCKER.H.B. 

8902240167 

50-370 

S 

TYRON-HOPKO.A. 

8903090396* 

WASTE MGT 

TOWNSEND, J.D. 

8903090368 

50-275 

R 

TUCKER.H.B. 

8902240169 

50-369 

S 

TYRON-HOPKO.A. 

8903090396* 

WASTE MGT 


8903220104 

50-275 

R 

TUCKER.H.B. 

8902240173 

50-369 

S 

TYSON.F. 

8903240255 

PR 



8607020471 

27-48 


TUCKER.H.B. 

8902240184 

50-269 

P 

UDY.A.C. 

8902090324* 

50-445 

A 

TRAFICONTE.J. 

8903010114 

50-443 

G 

TUCKER.H.B. 

8902240369 

50-269 

R 

ULIE.J.M. 

8903140668* 

50-255 

Q 

TRAFICONTE.J. 

8903100099 

50-443 

G 

TUCKER.H.B. 

8902270232 

50-413 

R 

ULMER.F.J. 

8903150224 

50-344 

R 

-*AFCCK ,T F..i 

8903100243 

50-443 

G 

TUCKER.H.B. 

8902270266 

50-269 

Q 

UNDERKOFLER.J. 

8903280125* 

50-305 

1 


8903170012 

50-443 

G 

TUCKER.H.B. 

8902270337 

50-269 

P 

UNDERWOOD, G. 

8903090113* 

50-369 

Q 

.sF .CCN7F.J. 

8903170151 

50-443 

G 

TUCKER.H.B. 

8902270350 

50-270 

S 

UNDERWOOD, G.J. 

8903230442* 

50-369 

Q 

TRAFICONTE.J. 

8903220146 

50-443 

G 

TUCKER.H.B. 

8902270358 

50-414 

R 

UPSHAW, P.A. 

8903100013 

50-374 

S 

TRAFICONTE.J. 

8903230073* 

50-443 

G 

TUCKER.H.B. 

8902270381 

50-369 

S 

UPSHAW, P.A. 

8903100275 

50-374 

S 

TRAFICONTE.J. 

8903230280 

50-443 

G 

TUCKER.H.B. 

8902270650 

50-269 

S 

UPSHAW, P.A. 

8903140627 

50-373 

S 

TRAFICONTE.J. 

8903230294 

50-443 

G 

TUCKER.H.B. 

8902280105 

50-413 

Q 

UPSHAW.P.A. 

8903140637 

50-374 

S 

TRAFICONTE.J. 

8903290178 

50-443 

G 

TUCKER.H.B. 

8902280340 

50-413 

F 

UPSHAW.P.A. 

8903220081 

50-374 

S 

TRAFICONTE.J. 

8903290192 

50-443 

G 

TUCKER.H.B. 

8902280476 

50-369 

Q 

UPTON, F. 

8903300002 

PR 


TRAFICONTE.J. 

8903290201 

50-443 

G 

TUCKER.H.B. 

8903010418 

50-369 

P 

URBANIK.T. 

8903220129 

50-443 

T 

TRAFICONTE.J.C. 

8903170024* 

50-443 

G 

TUCKER.H.B. 

8903020180 

50-369 

R 

URBANIK.T. 

8903220129 

50-443 

T 

TRAMMELL.C.M. 

8903010219 

50-206 

Q 

TUCKER.H.B. 

8903020405 

50-269 

Y 

USHINO.T. 

8903080444 

PR 


TRAMMELL, C.M. 

8903080270 

50-206 

P 

TUCKER.H.B. 

8903020537 

50-287 

S 

USl.A.A. 

8903140214 

50-317 

F 

TRAMMELL, C.M. 

8903090117 

50-206 

P 

TUCKER.H.B. 

8903020546 

50-269 

P 

VALENTI, L.N. 

8903030295 

NUREG 


TRAMMELL, C.M. 

8903130192 

50-206 

P 

TUCKER.H.B. 

8903030374 

50-369 

R 

VAN BRUNT, C.F. 

8903060069* 

40-2259 


TRAMMELL.J. 

8903220077 

40-299 


TUCKER.H.B. 

8903030521 

50-413 

S 

VAN VOORHIS.D. 

8903060108 

FOIA 


TRAMMELL, J.W. 

8903210144* 

40-299 


TUCKER.H.B. 

8903060032 

50-414 

S 

VANDEL.T.E. 

8903060216* 

50-346 

Q 

TRAMMELL, J.W. 

8903220148 

40-299 


TUCKER.H.B. 

8903060105 

50-269 

F 

VANDENBURGH.C. 

8903030263* 

50-324 

Q 

TRAMMELL, J.W. 

8903270077 

40-299 


TUCKER.H.B. 

8903070077 

50-269 

Y 

VANDENBURGH.C. 

8903280115* 

50-219 

Q 

TRAVERS.W.D. 

8902010021 

50-3 

F 

TUCKER.H.B. 

8903080259 

PR 


VANDOORN.K. 

8903020283* 

50-369 

Q 

TRAVERS, W.D. 

8903090149 

50-293 

F 

TUCKER HR. 

8903090092 

50-369 

Q 

VARGA, R. 

8903080039 

50-266 

H 

TRAVIS.B. 

8903090237 

50-369 

H 

’JCKEIU I.B. 

8903090094* 

50-369 

Q 

VARGA, S.A. 

8903160296 

50-3 

P 

TREJO.J. 

8903090252 

50-272 

R 

TUCKER.H.B. 

8903090100* 

50-369 

Q 

VARGA, S.A. 

8903220159 

50-3 

V 

TREJO, J. 

8903220435 

50-272 

R 

TUCKER.H.B. 

8903090351 

50-413 

S 

VARGA.S.A. 

8903280128 

50-322 

P 

TREJO.J. 

8903220448* 

50-272 

R 

TUCKER.H.B. 

8903090361 

50-413 

Q 

VARGO.G.J. 

8903080504 

PR 


TREVORS, G.A. 

8903030505 

50-298 

R 

TUCKER, H.B. 

8903090382 

50-269 

S 

VAR LEY, R. A. 

8903080448 

50-293 

F 

TREVORS.G.A. 

8903080248 

50-298 

R 

TUCKER.H.B. 

8903100104 

50-413 

R 

VARLEY.R.A. 

8903090176 

50-293 

F 

TREVORS, G.A. 

8903230047 

50-298 

J 

TUCKER.H.B. 

8903100454 

50-369 

R 

VARNER, J.R. 

8903080150 

PR 


TREVORS, G.A. 

8903280020* 

50-298 

V 

TUCKER.H.B. 

8903100529 

50-414 

Q 

VASSELLO.J.V. 

8903010404 

PR 


TREVORS, RA 

8903200253 

50-298 

F 

TUCKER, H.B. 

8903100561 

50-413 

P 

VAUGHN, G.E. 

8902270457 

50-498 

Q 

TRIPP, LE. 

8902230586 

50-317 

Q 

TUCKER.H.B. 

8903130027 

50-413 

P 

VAUGHN.G.E. 

8902270475* 

50-498 

Q 

TRIPP.LE. 

8902230640 

50-309 

F 

TUCKER.H.B. 

8903130030 

50-413 

S 

VAUGHN, G.E. 

8902280061 

50-498 

Q 

TRIPP, L.E. 

8902230652 

50-309 

Q 

TUCKER.H.B. 

8903130173 

50-413 

P 

VAUGHN, G.E. 

8902280428 

50-498 

S 

TRIPP.LE. 

8903130170 

50-317 

Q 

TUCKER.H.B. 

8903150459 

50-414 

Q 

VAUGHN, G.E. 

8903030461 

50-499 

P 

TRIPP.LE. 

8903140209* 

50-334 

Q 

TUCKER.H.B. 

8903150497 

50-414 

P 

VAUGHN, G.E. 

8903030466 

50-498 

S 

TRIPP.LW. 

8903070039* 

50-309 

Q 

TUCKER, H.B. 

8903170276 

50-269 

Q 

VAUGHN.G.E. 

8903080005 

50-498 

S 

TROCINE.L 

8903090104 

50-424 

S 

TUCKER, H.B. 

8903170287 

50-270 

S 

VAUGHN.G.E. 

8903080220 

50-498 

F 

TROJANOWSKI.R. 

8903210409 

l&E 


TUCKER.H.B. 

8903170289 

50-270 

S 

VAUGHN, G.E. 

8903100031 

50-498 

Q 

TROSKOSKI.W. 

8903090054 

50-327 

Q 

TUCKER.H.B. 

8903200100 

50-413 

S 

VAUGHN, G.E. 

8903100535 

50-498 

R 

TROSKOSKI.W. 

8903220277 

50-325 

Q 

TUCKER, H.B. 

8903200168 

50-269 

P 

VAUGHN, G.E. 

8903140616 

50-499 

S 

TROSKOSKI.W. 

8903240216 

50-261 

Q 

TUCKER, H.B. 

8903210003 

50-269 

S 

VAUGHN, G.E. 

8903150171 

50-498 

S 

TROSKOSKI.W. 

8903280099 

50-170 

Q 

TUCKER, H.B. 

8903210092 

50-413 

R 

VAUGHN, G.E. 

8903150583 

50-499 

S 

TROUT.J.P. 

8903100130 

50-443 

G 

TUCKER, H.B. 

8903210220 

50-413 

S 

VAUGHN, G.E. 

8903210145 

50-498 

S 

TROUT.J.P. 

8903100130 

50-443 

G 

TUCKER.H.B. 

8903210285 

50-269 

Y 

VAUGHN, G.E. 

8903240189 

50-498 

S 

TROUT J.P. 

8903100284 

50-443 

G 

TUCKER, H.B. 

8903210288 

50-413 

Q 

VEGA.D. 

8903150184 

PR 


TROUT.J.P. 

8903100284 

50-443 

G 

TUCKER, H.B. 

8903210470 

50-369 

S 

VELASQUEZ, J.R. 

8903030017 

40-8907 


TROUT.J.P. 

8903170031* 

50-443 

G 

TUCKER, H.B. 

8903220042 

50-369 

S 

VELASQUEZ, J.R. 

8903090402 

40-8907 


TROUT *J.P. 

8903170031* 

50-443 

G 

TUCKER, H.B. 

8903220057 

50-269 

R 

VELASQUEZ, J.R. 

8903220040 

40-8907 


TROUT.J.P. 

8903170121 

50-443 

G 

TUCKER, H.B. 

8903220106* 

50-413 

R 

VERNETSON.W.G. 

8903020660 

50-83 

H 

TROUT.J.P. 

8903170121 

50-443 

G 

TUCKER.H.B. 

89032201 10 

50-269 

R 

VERNETSON.W.G. 

8903130144 

50-83 

S 

TROUT.J.P. 

8903170130 

50-443 

G 

TUCKER, H.B. 

8903220140 

50-269 

Q 

VERNETSON.W.G. 

8903240161 

50-83 

H 

TROUT J.P. 

8903170130 

50-443 

G 

TUCKER, H.3. 

8903220381 

50-369 

P 

VERRELLI.D.M. 

8902280516 

50-395 

Q 

TROUT J.P. 

8903230060 

50-443 

G 

TUCKER.H 3. 

8903220385 

50-413 

S 

VERRELLI.D.M. 

8903090080 

50-261 

Q 


8903230060 

50-443 

G 

TUCKER.H.B. 

8903220394 

50-413 

P 

VERRELLI.D.M. 

8903100462 

50-348 

Q 


8903230085* 

50-443 

G 

TUCKER, H.B. 

8903220402 

50-369 

P 

VERRELLI.D.M. 

8903100543 

50-324 

Q 


8903230085* 

50-443 

G 

TUCKER, H.B. 

8903220409 

50-369 

Q 

VERRELLI.D.M. 

8903100546* 

50-324 

Q 


8903290216 

50-443 

T 

TUCKER, H.B. 

8903220480 

50-413 

P 

VERRELLI.D.M. 

8903270361 

50-395 

Q 
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CATEGORY 

VERRELLI.D.M. 

8903270365* 

50-395 

Q 

WELLS.M. 

8902230299* 

50-320 

P 

WIGGINTON.D.L. 

8903100386 

50-382 

Q 

VICKERS, H.G. 

8903080468 

50-293 

F 

WELLS.R.D. 

8902270635 

50-320 

S 

WIILIAMS.M. 

8903200226* 

50-482 

R 

VIETEN.M.J. 

8902270259 

50-309 

J 

WELSH, J.A. 

8903200464* 

FOIA 


WILDE.R. 

8903160439 

l&E 


VINYARD.H.T. 

8902280506 

50-374 

S 

WELSH, J.A. 

8903200469* 

FOIA 


WILGUS.W.S. 

8903160466 

50-302 

H 

VIRGILIO.M.J. 

8903240098 

50-440 

P 

WELSH, J.A. 

8903200474* 

FOIA 


WILHELMSEN.G.R. 

8903290242 

PR 


VIROSTEK.C. 

8903100020* 

70-135 


WELSH, J.A. 

8903200478* 

FOIA 


WILKINS, E.E. 

8903220348 

FOIA 


VISSING,G.S. 

8903020305 

50-508 

A 

WELSH, J.A. 

8903200486* 

FOIA 


WILKINSON, B.W. 

8903220196 

50-294 

R 

VISSING.G.S. 

8903210216 

50-336 

Q 

WELSH, J.A. 

8903200488* 

FOIA 


WILLARD, S.C. 

8902240109 

50-260 

S 

VOIT.R.E. 

8903210247 

WASTE MGT 

WENZINGER.E. 

8903030432 

50-277 

S 

WILLARD, S.C. 

8902240120 

50-259 

S 

VOLGENAU.E. 

8903270297* 

FOIA 


WENZINGER.E.C. 

8903210328 

50-220 

Q 

WILLARD, S.C. 

8903100257 

50-259 

S 

VORSE.J.Y, 

8903170176* 

50-160 

Q 

WENZINGER.E. C. 

8903220430* 

50-54 

P 

WILLARD, S.C. 

8903130496 

50-260 

S 

VOTH.M.H. 

8903200135* 

ORG 


WENZINGER.E.C. 

8903280330 

50-247 

P 

WILLARD, S.C. 

8903160011 

50-296 

S 

VOTH.M.H. 

8903220425* 

50-54 

P 

WESSMAN.R.H. 

8903060079* 

50-271 

P 

WILLIAMS, A.L. 

8903010271 

PR 


VOZEN.G. 

8903080153 

PR 


WESSMAN.R.H. 

8903160299* 

50*244 

P 

WILLIAMS, J.G. 

8903090232 

50-151 

R 

WADE.C.W. 

8902270305 

WASTE MGT 

WESTBERG.R.A. 

8903010024* 

50-341 

Q 

WILLIAMS, J.K. 

8903020237 

PR 


WADE.L.R. 

8902240047 

50-346 

Q 

WESTERMAN.T.F. 

8903010313* 

50-285 

Q 

WILLIAMS, M. 

8902240338 

50-482 

R 

WALDROP.C.G. 

8903230057 

50-238 

R 

WESTERMAN.T.F. 

8903060148* 

50-267 

Q 

WILLIAMS, M. 

8903270071* 

50-482 

R 

WALDROP.C.G. 

8903230062* 

50-238 

R 

WESTERMAN.T.F. 

8903090199* 

50-285 

Q 

WILLIAMS, M.G. 

8902240201 

50-482 

S 

WALDROP.C.G. 

8903240035 

50-238 

P 

WESTMAN.W. 

8903030184 

PR 


WILLIAMS, M.G. 

8902280077 

50-482 

S 

WALKER.R.D, 

8902230585 

50-445 

Q 

WHALIN.R.W. 

8903130109* 

FOIA 


WILLIAMS, M.G. 

8902280362 

50-482 

S 

WALKER.R.D. 

8903270329 

50-445 

S 

WHITE, A.V. 

8903070137 

PR 


WILLIAMS, M.G. 

8903080449 

50-482 

R 

WALKER, T.E. 

8903070054* 

50-322 

V 

WHITE.P. 

8902270223 

50-272 

R 

WILLIAMS, M.G. 

8903080455 

50-482 

S 

WALL.K.C. 

8903220304 

50-213 

R 

WHITE, P. 

8902270396 

50-311 

R 

WILLIAMS, M.G. 

8903090386 

50-482 

S 

WALLACE, R.L. 

8903210231 

50-186 

H 

WHITE.T.W. 

8902150368* 

50-259 

P 

WILLIAMS, M.G. 

8903100507 

50-482 

S 

WALLACE, W.T. 

8903140683* 

CONTRACT 


WHITING, A. 

8903240199* 

WASTE MGT 

WILLIAMS, N.H. 

8903200223 

50-445 

A 

WALLIN, G.A. 

8903150258 

50-271 

R 

WHITING, A. 

8903240316* 

WASTE MGT 

WILLIAMS, O.G. 

8903060049 

FOIA 


WALTER.R.T. 

8903240044* 

50-327 

P 

WHITING, A. 

8903240318* 

WASTE MGT 

WILLIAMS, O.G. 

8903130085 

FOIA 


WALTON, G.A. 

8903140092* 

50-390 

Q 

WHITTEMORE.J.E. 

8903280018* 

50-298 

V 

WILLIAMS, O.G. 

8903270306 

50-324 

P 

WALTON, G.A. 

8903200321 * 

50-390 

Q 

WHITTEMORE.W.L. 

8903080043* 

50-288 

P 

WILLIAMS, P.M. 

8903280333 

NUREG 


WALZER.P. 

8903010372 

PR 


WHITTIER, G.D. 

8902280349 

50-309 

P 

WILLIAMS, R.A. 

8902240369 

50-269 

R 

WAMBACH.T.V. 

8902240187* 

50-266 

P 

WHITTIER, G.D. 

8903090349 

50-309 

Q 

WILLIAMS, R.A. 

8902240375* 

50-369 

R 

WANEK.S. 

8902280314 

PT21 


WHITTIER, G.D. 

8903100175 

50-309 

H 

WILLIAMS, R.A. 

8902270232 

50-413 

R 

WANG.A. 

8903020010 

50-213 

P 

WHITTIER, G.D. 

8903100325 

50-309 

Q 

WILLIAMS, R.A. 

8903220106* 

50-413 

R 

WANG.A.B. 

8903090445 

50-213 

P 

WHITTIER, G.D. 

8903100349 

PR 


WILLIAMS, R.A. 

8903220110 

50-269 

R 

WANG.A.B. 

8903150111 

50-213 

P 

WHITTIER, G.D. 

8903130221 

50-309 

R 

WILLIAMS, R.A. 

8903220141* 

50-369 

R 

WANG.A.B. 

8903160349 

50-213 

P 

WHITTIER, G.D. 

8903200254 

50-309 

Q 

WILLIAMS, R.O. 

8902280457 

50-267 

Q 

WANG.A.B. 

8903230439 

50-213 

P 

WHITTIER, G.D. 

8903210179 

50-309 

R 

WILLIAMS, R.O. 

8903100244 

50-267 

R 

WARD.D. 

8903140286* 

50-269 

Q 

WHITTIER, G.D. 

8903220221 

50-309 

P 

WILLIAMS, R.O. 

8903270385 

50-267 

F 

WARD.D.A. 

8806290287* 

ACRS 


WHITTIER, G.D. 

8903240036 

50-309 

S 

WILLIS, J,L. 

8902240342 

50-410 

S 

WARD.D.C. 

8903010322* 

50-425 

Q 

WICHERS.D.L. 

8903030476 

40-8502 


WILLIS, J.L. 

8902230381 

50-220 

S 

WARD.K. 

8903070025 

50-410 

S 

WICHERS.D.L. 

8903060084 

40-8502 


WILLIS, J.L. 

8902230384 

50-410 

S 

WARD.K. 

8903230160 

50-410 

S 

WIDDELL.R.C. 

8903090430 

50-302 

Q 

WILLIS, J.L. 

8902270681 

50-220 

R 

WARD.K.D. 

8903030513* 

50-455 

Q 

WIDELL.R.C. 

8902230496 

50-302 

R 

WILLIS.J.L. 

8902280375 

50-410 

S 

WAREMBOURG.D.W. 

8903280256 

50-267 

Q 

WIDELL.R.C. 

8902230504 

50-302 

Q 

WILLIS, J.L. 

8903020638 

50-220 

s 

WARNICK.R.F. 

8903010041 

50-445 

Q 

WIDELL.R.C. 

8902240254 

50-302 

S 

WILLIS, J.L. 

8903140035 

50-410 

R 

WARNICK.R.F. 

8903020322 

50-445 

Q 

WIDELL.R.C. 

8902270438 

50-302 

P 

WILLIS.J.L. 

8903140049 

50-220 

R 

WARNICK.R.F. 

8903020327* 

50-445 

Q 

WIDELL.R.C. 

8902280138 

50-302 

P 

WILLIS, J.L. 

8903230160 

50-410 

S 

WARNICK.R.F. 

8903090359 

50-445 

Q 

WIDELL.R.C. 

8902280286 

50-302 

Q 

WILLIS, J.L. 

8903240077 

50-220 

S 

WARNICK.R.F. 

8903090363* 

50-445 

Q 

WIDELL.R.C. 

8903010133 

50-302 

S 

WILLIS.J.L. 

8903240079 

50-220 

S 

WARNICK.R.F. 

8903090469 

50-445 

Q 

WIDELL.R.C. 

8903080301 

50-302 

F 

WILLIS, J.L. 

8903240107 

50-220 

R 

WARNICK.R.F. 

8903130521 

50-445 

Q 

WIDELL.R.C. 

8903090304 

50-302 

S 

WILLIS.J.L. 

8903240321 

50-410 

R 

WARNICK.R.F. 

8903140069 

50-445 

Q 

WIDELL.R.C. 

8903090460 

50-302 

S 

WILLMON.J.R. 

8903160240 

WASTE MGT 

WARNICK.R.F. 

8903230045 

50-445 

Q 

WIDELL.R.C. 

8903100236 

50-302 

H 

WILLMON.J.R. 

8903160310* 

WASTE MGT 

WARNICK.R.F. 

8903230054 

50-445 

Q 

WIDELL.R.C. 

8903130160 

50-302 

P 

WILLMON.J.R. 

8903160316* 

WASTE MGT 

WARNICK.R.F. 

8903230090 

50-445 

A 

WIDELL.R.C. 

8903140486 

50-302 

S 

WILLMON.J.R. 

8903160313* 

WASTE MGT 

WARREN.C. 

8903140661 

50-293 

S 

WIDELL.R.C. 

8903140492 

50-302 

S 

WILNER.S. 

8902280544 

40-8724 


WARREN.J.A. 

8903200011* 

50-395 

\ 

WIDELL.R.C. 

8903220017 

50-302 

S 

WILNER.S. 

8903220226 

40-8724 


WARREN, L.A. 

8902270351 

50-280 

R 

WIDELL.R.C. 

8903220228 

50-302 

R 

WILSON, A.E. 

8903160097 

50-284 

F 

WARREN, LA. 

8903220156 

50-280 

R 

WIDELL.R.C. 

8903230192 

50-302 

P 

WILSON, B.A. 

8902270491 

50-250 

Q 

WASHINGTON.S.L. 

8903220241 

50-397 

S 

WIDELL.R.C. 

8903230196 

50-302 

Q 

WILSON, B.A. 

8903100400 

50-338 

Q 

WATKINS, J.C. 

8903140164 

NUREG 


WIDELL.R.C. 

8903230363 

50-302 

Q 

WILSON, B.A. 

8903140058 

50-335 

Q 

WATKINS, J.D. 

8903140016 

WASTE MGT 

WIDELL.R.C. 

8903240345 

50-302 

J 

WILSON, J.H. 

8903060132 

50-445 

F 

WATSON, R.A. 

8902240288 

50-400 

R 

WIDELL.R.C. 

8903280092 

PR 


WILSON, J.N. 

8903280333 

NUREG 


WATSON, R.A. 

8903010252 

50-400 

F 

WIDMAYER.D.A. 

8902230500 

WASTE MGT 

WILSON, K.R. 

8903220421 

50-302 

P 

WATSON, R.A. 

8903070030 

50-400 

R 

WIDNER.T.E. 

8903100045 

50-387 

R 

WILSON, N.R. 

8903080130 

PR 


WATSON, R.A. 

8903160060 

50-400 

S 

WIEBE.J.S. 

8903090472* 

50-445 

Q 

WILSON, R.F. 

8903100232 

PR 


WATSON, R.A. 

8903210164 

50-400 

S 

WIEDEMAN.D. 

8903280194 

l&E 


WILSON, R.F. 

8903160045 

50-21 9 

P 

WATSON, R.A. 

8903210392 

50-400 

P 

WIESEMANN.R.A. 

8902270303* 

50-206 

P 

WILSON, S.D. 

8612170367 

50-275 

S 

WATSON, R.A. 

8903220183 

50-400 

R 

WIESEMANN.R.A. 

8902270616* 

TOPREP 


WILSON, S.D. 

8903020584 

50-323 

S 

WATSON, R.A. 

8903230055 

50-400 

S 

WIESEMANN.R.A. 

8902280461* 

50-344 

P 

WILSON, S.D. 

8903170272 

50-323 

S 

WATSON, R.A. 

8903270363 

50-400 

S 

WIESEMANN.R.A. 

8902280486* 

50-369 

Q 

WILSON, W.E. 

8903160004 

50-27 

p 

WATSON, R.A. 

8903280022 

50-400 

Q 

WIESEMANN.R.A. 

8902280531 

TOPREP 


WIMPEY.J.F. 

8903210305 

WASTE RES 

WATSON, T.C. 

8903150133* 

50-361 

P 

WIESEMANN.RA 

8903010217* 

50-601 

K 

WINFREE.J.P. 

8903080437 

PR 


WATTS, D.S. 

8903080110 

PR 


WIESEMANN.R.A. 

8903020429* 

50-412 

P 

WINGER, MA 

8903160037 

50-334 

R 

WEADOCK.A. 

8903200201* 

50-146 

Q 

WIESEMANN.RA 

8903130424* 

TOPREP 


WINGET.R.R, 

8903010293 

PR 


WEAKLEY, SA 

8903060040 

NUREG 


WIESEMANN.RA 

8903140077* 

50-443 

P 

WINSLOW, T.P. 

8903010206 

70-1113 


WEBB.T.J. 

8902280353 

50-305 

S 

WIESEMANN.RA 

8903150115* 

50-361 

P 

WINSLOW, T.P. 

8903020476 

70-1113 


WEBER.M.F. 

8903160251 

WASTE MGT 

WIESEMANN.RA. 

8903200237* 

50-334 

P 

WINSLOW.T.P. 

8903090418 

70-1113 


WEGNER.M. 

8903060030* 

ORG 


WIESEMANN.RA. 

8903200425* 

50-244 

P 

WINSLOW.T.P. 

8903130099 

70-1113 


WEHRY.R.R. 

8903140390 

50-387 

S 

WIESEMANN.RA. 

8903220032* 

TOPREP 


WINTERS.R.W. 

8902230467* 

50-286 

Q 

WEISS, A.J. 

8903090070 

NUREG 


WIESEMANN.RA 

8903240026* 

50-445 

A 

WITHERS, B.D. 

8902240201 

50-482 

S 

WEISS, A.J. 

8903090103 

NUREG 


WIESEMANN.RA. 

8903270335* 

TOPREP 


WITHERS, B.D. 

8902240338 

50-482 

R 

WELCH, J. 

8903130676 

50-237 

S 

WIESEMANN.RA 

8903270401 

TOPREP 


WITHERS, B.D. 

8902240363 

50-482 

Q 

WELCH, J.F. 

8903240237 

50-18 

1 

WIGGINS, E.J. 

8903220504* 

CONTRACT 

WITHERS, B.D. 

8902280077 

50-482 

S 

WELCH, J.F. 

8903280165 

70-754 


WIGGINS, J.T. 

8903070035 

50-309 

Q 

WITHERS, B.D. 

8902280362 

50-482 

S 

WELCH.T.W. 

8903020006 

PR 


WIGGINS, J.T. 

8903140206 

50-334 

Q 

WITHERS, B.D. 

8903070009 

50-482 

R 

WELDIN.R.D. 

8903270264 

WASTE RES 

WIGGINS, J.T. 

8903140592 

50-29 

Q 

WITHERS, B.D. 

8903080024 

50-482 

F 

WELLS, A.H. 

8903130650 

50-280 

Y 

WIGGINS, J.T. 

8903200382* 

50-293 

P 

WITHERS, B.D. 

8903080233 

50-482 

P 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

WITHERS, B.D. 

8903080449 

50-482 

R 

WITHERS, B.D. 

8903080455 

50-482 

S 

WITHERS, B.D. 

8903090386 

50-482 

S 

WITHERS.B.D. 

8903100002 

50-482 

Q 

WITHERS, B.D. 

8903100507 

50-482 

S 

WITHERS.B.D. 

8903130498 

50-482 

Q 

WITHERS, B.D. 

8903140042 

50-482 

K 

WITHERS.B.D. 

8903140190 

50-482 

S 

WITHERS, B.D. 

89031 50097* 

50-482 

Q 

WITHERS, B.D. 

8903160451* 

50-482 

Q 

WITiiERS.5 D. 

8903230326 

50-482 

Q 

WiHiERS.S D. 

8903270069 

50-482 

R 

wm-ERS=OCN3. 

8903090403 

WASTE MGT 

WOJCIK.J.T. 

8903010288 

50-316 

S 

WOJCIK.J.T. 

8903010306 

50-315 

s 

WOLENHAUER.W.C. 

8903090455* 

50-397 

P 

WOLFEN.J.R. 

WOMELDORF.D.J. 

8903280032* 

8903130167* 

50-387 

CONTRACT 

p 

WONG.H. 

8903240133 

50-317 

Q 

WONG.O.P. 

8903140694 

WASTE MGT 

WOODARD, C.H. 

8903070066* 

50-220 

Q 

WOODARD, J.D. 

8605140105 

50-348 

R 

WOODHEAD.C.P. 

8903100066 

50-142 

G 

WOODHEAD.C.P. 

8903220041 

50-320 

G 

WOODLAN.D.R. 

8902280294 

50-445 

F 

WOODLAN.D.R. 

8903010281 

50-445 

S 

WOODLAN.D.R. 

8903020503 

50-445 

A 

WOODLAN.D.R. 

8903200230 

50-445 

Q 

WOODLAN.D.R. 

8903220279 

50-445 

S 

WOODLAN.D.R. 

8903230452 

50-445 

S 

WOODLAND.D.R. 

8903170248 

50-445 

S 

WOODY, C.O. 

8610030181 

50-251 

s 

WOODY.C.O. 

8610270362 

50-389 

p 

WOODY, C.O. 

8611050162 

50-250 

V 

WOODY, C.O. 

8611120275 

50-389 

s 

WOODY.C.O. 

8612120269 

50-335 

F 

WOOLEVER.E.J. 
WRIGHT, B.L. 

WRIGHT, E. 

8903220015 

8903230206 

8903210238 

50-334 

ORG 

l&E 

P 

WRIGHT.F.N. 

8902280305* 

50-335 

Q 

WRIGHT.F.N. 

8903240244* 

50-413 

Q 

WRIGHT, G.C. 

8903070006 

50-186 

V 

WRIGHT.G.C. 

8903080174 

50-266 

V 

WRIGHT, G.C. 

8903080240 

50-440 

V 

WRIGHT.G.C. 

8903130409 

50-266 

Q 

WRIGHT, G.C. 

8903160058 

50-10 

P 

WRIGHT.G.C. 

8903210125 

50-373 

V 

WRIGHT, G.C. 

8903220450 

50-461 

P 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

WRIGHT.G.C. 

8903220502 

50-315 

V 

WRIGHT.G.C. 

8903230188 

50-263 

V 

WRIGHT.G.C. 

8903240115 

50-151 

V 

WRIGHT.G.C. 

8903240143 

50-315 

Q 

WRIGHT.G.C. 

8903240147* 

50-315 

Q 

WRIGHT.G.C. 

8903280164 

50-2 

P 

WRIGHT.G.C. 

8903280184 

50-331 

Q 

WRIGHT.G.C. 

8903280278 

50-254 

V 

WRIGHT.G.F. 

8903150050* 

CONTRACT 

WRIGHT, M.J. 

8903070129 

PR 


WRIGHT, R. 

8903140315* 

50-413 

Q 

WRIGLEY.C.Y. 

8903280361 

NUREG 


WU.S.L. 

8903020367 

TOPREP 


YACHIMIAK.E. 

8903200175* 

50-223 

V 

YANDELL.L.A. 

8903080475 

50-482 

P 

YANDELL.L.A. 

8903090041 

50-285 

F 

YANDELL.L.A. 

8903090223 

50-267 

F 

YANDELL.L.A. 

8903090295 

50-313 

P 

YANDELL.L.A. 

8903090296 

50-458 

P 

YANDELL.L.A. 

8903090300 

50-382 

P 

YANDELL.L.A. 

8903090347 

50-298 

F 

YANDELL.L.A. 

8903100256 

50-498 

P 

YANICHKO,S.E. 

8902240208* 

50-305 

P 

YEVOLI.L.J. 

8903090292* 

50-322 

U 

YIN.LT. 

8903280186* 

50-331 

Q 

YORK.J.W. 

8903130270* 

50-280 

Q 

YOUNG.K.A. 

8902240240 

50-387 

R 

YOUNG, K.A. 

8903240118 

50-387 

R 

YOUNG.T.E. 

8903210273* 

50-289 

P 

YOUNGBLOOD.B.J. 

8903070242 

ORG 


YOUNGDAHL.R.C. 

8903100124 

50-322 

G 

YU,C. 

8902270309* 

50-206 

P 

YUAN.C.Y. 

8902020412* 

50-295 

P 

YUHAS.G. 

8903220038 

50-397 

S 

YUHAS.G.P. 

8902280048 

50-206 

Q 

YUHAS.G.P. 

8903090226 

50-312 

P 

YUHAS.G.P. 

8903140155 

50-275 

Q 

YUHAS.G.P. 

8903140167 

50-528 

Q 

YUHAS.G.P. 

8903140177* 

50-528 

Q 

YUHAS.G.P. 

8903160416 

50-142 

Q 

YUHAS.G.P. 

8903210313 

50-397 

F 

YUNDT.C.P. 

8903090065 

50-344 

S 

YUNDT.C.P. 

8903150224 

50-344 

R 

YUNDT.C.P. 

8903230223 

50-344 

s 

ZADD.L.P. 

8903060121 

FOIA 


ZANK.B.A. 

8903030197 

PR 


ZECH.G.G. 

8609040117 

50-327 

Q 

ZECH.G.G. 

8609040120* 

50-327 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ZECH.L.W. 

ZECH.L.W. 

ZECH.L.W. 

ZECH.L.W. 

ZECH.L.W. 

8803180190 

8808090320 

8808100140 

8808250031 

8809230176 

COMMISSION 
COM.MISSIO N 
COMMISSION 
COMMISS O N 
COMMISSION 

ZECH.L.W. 

ZECH.L.W. 

ZECH.L.W. 

ZECH.L.W. 

ZECH.L.W. 

8812280136 

8901060078 

8901310299 

8902010208 

8902020115 

50-277 U 

COMMISSION 
COMMISSIO N 
COMMISSION 
COMMISSION 

ZECH.L.W. 

ZECH.L.W. 

ZECH.L.W. 

ZECH.L.W. 

ZECH.L.W. 

8902160326 

8903010399 

8903090272 

8903090290 

8903100554 

COMMISSION 
COMMISSION 
50-293 U 

50-322 U 

50-293 U 

ZECH.L.W. 

ZECH.L.W. 

ZECH.L.W. 

ZECH.L.W. 

ZECH.L.W. 

8903140273 

8903150220 

8903150250 

8903150260 

8903150437 

50-293 U 

50-348 U 

COMMISSION 
COMMISSION 
COMMISSION 

ZECH.LW. 

ZECH.L.W. 

ZECH.L.W. 

ZECH.LW. 

ZECH.L.W. 

8903150446 

8903150454 

8903150460 

8903160006 

8903160066 

COMMISSION 

COMMISSION 

COMMISSION 

COMMISSION 

COMMISSION 

ZECH.LW. 

ZECH.L.W. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

8903160207 

8903170164 

8903170173 

8903210027 

8903210031 

COMMISSION 

COMMISSION 

COMMISSION 

COMMISSION 

COMMISSION 

ZECH.L.W. 

ZECH.L.W. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

8903210360 

8903230084 

8903230120 

8903230189 

8903230279 

50-293 U 

COMMISSION 
50-322 U 

COMMISSION 
50-322 U 

ZECH.LW. 

ZEILER.J. 

ZEILER.J. 

ZIEBELL.D.M. 

ZIEGLER.R.S. 

8903230358 

8903210264* 

8903240154* 

8903080065 

8903220127 

50-289 P 

50-424 Q 

50-261 Q 

PR 

40-8902 

ZIMMERMAN, R. 
ZIMMERMAN.R.P. 
ZIMMERMAN, R.P. 
ZIMMERMAN.R.P. 
ZIMMERMAN.R.P. 

8902280549 

8902230311 

8902270503 

8902280302 

8902280381 

50-312 Q 

50-344 Q 

50-312 Q 

50-275 Q 

50-275 Q 

ZIMMERMAN.R.P. 
ZIMMERMAN.R.P. 
ZIMMERMAN.R.P. 
ZIMMERMAN, R.P. 
ZIMMERMAN.R.P. 

8902280398 

8903030500 

8903060152 

8903080012 

8903080020* 

50-397 Q 

50-397 Q 

50-528 Q 

50-206 Q 

50-206 Q 

ZIMMERMAN, R.P. 
ZWIEP.D.N. 

8903080202 

8903100594 

50-312 Q 

50-134 V 
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The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example,50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR AFFILIATION 

Amersham Corp. 

Analysis Group, Inc. 

Anefco, Inc. 

Aptech Engineering Services 
Argonne National Laboratory 


AUTHOR AFFILIATION 


ABB Power Distribution, Inc. 


ALWR Utility Steering Committee 
AMAX, Inc. 

ASEA Atom, Inc. 

Aamodts 

Accord Research & Educational Associates 
Inc. 

Accreditation Board for Engineering & 
Technology, Inc. 


Adrian Brown Consultants, Inc. (formerly 
Nuclear Waste Consultants, Inc.) 

Advanced Nuclear Fuels Corp. (formerly 
Exxon Nuclear Co., Inc.) 


Advisory Council on Historic Preservatio 
Aidikoff Associates, Inc. 


Alabama Power Co. 


Alden Research Laboratory 

All Chemical Isotope Enrichment, Inc. 

AllComm, Inc. 


Allegheny International, Inc. 

Allied-Signal Corp. 

American Nuclear Corp. 

American Nuclear Insurers 

American Nuclear Society 

American Society of Mechanical Engineers 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8903010062 

PT21 


8903270066 

50-315 

S 

8903270066 

50-315 

S 

8903270072* 

50-315 

S 

8903270075* 

50-315 

S 

8903200138 

PROJ 


8903010202 

40-8820 


8805170115* 

TOPREP 


8903030481* 

TOPREP 


8903010081 

50-320 

P 

8903010107* 

50-320 

G 

8903010323 

PR 


8903010362 

PR 


8902270397 

WASTE RES 


8903060067 

WASTE RES 


8903060220 

71-6581 


8903090450* 

50-397 

P 

8903090451* 

50-397 

P 

8903220434 

PR 


8903230035 

71-9217 


8903230050* 

71-9217 


8903230295 

XPORTLIC 


8903280038 

TOPREP 


8903240055 

50-483 

P 

8903130212* 

50-443 

T 

8903130269* 

50-443 

T 

8605140105 

50-348 

R 

8902230479 

50-364 

R 

8902230486 

50-348 

R 

8902240121 

50-348 

S 

8903010274 

50-348 

R 

8903010274 

50-348 

R 

8903020596 

50-364 

P 

8903020620 

50-348 

R 

8903020620 

50-348 

R 

8903030436 

50-348 

R 

8903030436 

50-348 

R 

8903030527 

50-348 

Q 

8903030527 

50-348 

Q 

8903090264 

50-348 

Q 

8903100360 

50-348 

H 

8903100360 

50-348 

H 

8903100458 

50-348 

Q 

8903100458 

50-348 

Q 

8903150439 

50-364 

Q 

8903160146 

50-348 

R 

8903160164 

50-364 

R 

8903210224* 

50-348 

V 

8903240004 

50-348 

F 

8903240004 

50-348 

F 

8903280062 

50-348 

F 

8903280178 

50-364 

S 

8903240330* 

50-498 

P 

8808030430 

50-603 

F 

8903100460 

50-603 

F 

8903130269* 

50-443 

T 

8903130349* 

50-443 

T 

8902280544 

40-8724 


8902280399 

40-3392 


8903220136 

40-4492 


8903060130 

FOIA 


8903060024 

WASTE MGT 


8903070155 

REGGD 


8903220504* 

CONTRACT 



Arizona Nuclear Power Project (formerly 
Arizona Public Service Co.) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8903090439 

71-9163 


8903240174 

71-9033 


8903240179 

71-9032 


8903270343 

71-9147 


8903270409* 

CONTRACT 


8903170351 

71-9074 


8903280321 

NUREG 


8903140138 

NUREG 


8903280321 

NUREG 


8903280340 

NUREG 


8902240271 

50-528 

S 

8902240282 

50-530 

S 

8902240307 

50-528 

F 

8903010259 

50-529 

S 

8903020424 

50-528 

P 

8903090178 

50-528 

Q 

8903090387 

50-528 

R 

8903090387 

50-528 

R 

8903090387 

50-528 

R 

8903100164 

PR 


8903100302 

50-528 

H 

8903140498 

50-530 

S 

8903210121 

50-528 

Q 

8903210135 

50-530 

S 

8903220022 

50-528 

R 

8903220022 

50-528 

R 

8903220022 

50-528 

R 

8903230087 

50-530 

S 

8903230154 

50-530 

S 

8903230492 

50-528 

s 

8903240220 

50-528 

R 

8903270337 

50-530 

S 

8903280187 

50-528 

K 

8903280187 

50-528 

K 

8903200424* 

ORG 


8903230158 

PR 


8903270103 

WASTE MGT 


8902230463 

50-313 

F 

8902240105 

50-313 

S 

8902280364* 

50-313 

Q 

8902280364* 

50-313 

Q 

8903010282 

50-368 

P 

8903010303 

50-313 

P 

8903010304* 

50-313 

P 

8903020321 

50-313 

F 

8903030281* 

50-313 

Q 

8903070069 

50-313 

S 

8903070080 

50-313 

S 

8903080011 

50-368 

S 

8903080192 

50-368 

P 

8903080195* 

50-368 

P 

8903080274 

50-313 

H 

8903080274 

50-313 

H 

8903090184 

50-313 

S 

8903090280 

50-313 

P 

8903090286* 

50-313 

Q 

8903090291 

50-368 

S 

8903090355* 

50-313 

Q 

8903090360 

50-313 

S 

8903090420 

50-368 

P 

8903090425* 

50-368 

P 

8903090431 

50-313 

P 

8903090436* 

50-313 

P 

8903100525 

50-313 

P 

8903100525 

50-313 

P 

8903150574 

50-313 

P 

8903150574 

50-313 

P 
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AUTHOR AFFILIATION 


Arkansas Tech Univ., Russellville, AR 
Arkansas, State of 
Arkansas, Univ. of, Fayetteville, AR 
Army, Dept, of. Corps of Engineers 


Association of the Bar of the City of Ne 
York 

Atlantic Electric of New Jersey 
Atlantic Richfield Co. (ARCO) 


Atlas Corp. 

Automatic Switch Co. 

B&W Fuel Co. 

BCP Technical Services, Inc. 

BW/IP International, Inc. (formerly Byro 
Jackson Pump Division) 


BWR Owners Group 
Babcock & Wilcox Co. 


Babcock & Wilcox Operating Plants Owners 
Group 


Backus, Meyer & Solomon 


Baltimore Gas & Electric Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8903150578 

50-313 

F 

8903150578 

50-313 

F 

8903160034 

50-368 

S 

8903200345 

50-368 

S 

8903200385 

50-313 

S 

8903200443 

50-313 

S 

8903220222 

50-313 

Q 

890322022 2 

50-313 

Q 

8903220413 

50-313 

F 

8903220413 

50-313 

F 

8903220461 

50-313 

P 

8903220488 

50-313 

F 

8903220488 

50-313 

F 

8903230172 

50-368 

Q 

8903230228 

50-313 

F 

8903230389 

50-313 

Q 

8903230389 

50-313 

Q 

8903230465 

50-313 

F 

8903240091 

50-313 

F 

8903240091 

50-313 

F 

8903240097* 

50-313 

F 

8903240210 

50-313 

R 

8903240225 

50-313 

P 

8903270036 

50-313 

F 

8903270381 

50-368 

R 

8903280098 

50-313 

S 

8903160088 

PROJ 


8903020271 

PR 


8903230458* 

CONTRACT 


8903130109* 

FOIA 


8903200108 

40-8027 


8903030096 

PR 


8903200046* 

50-171 

1 

8903220127 

40-8902 


8903240137 

40-8902 


8903090475 

40-3453 


8903210334 

40-3453 


8902230377 

PT21 


8903160414 

70-1201 


8903080189* 

50-321 

P 

8902280395 

XPORTLIC 


8902280400* 

XPORTLIC 


8903230403 

XPORTLIC 


8903170239 

TOPREP 


8903100239 

TOPREP 


8903100388 

PR 


8903160013 

70-27 


8903220376* 

TOPREP 


8903270404* 

CONTRACT 


8903280081 

70-364 


8903100232 

PR 


8903150039* 

50-312 

Q 

8903150085 

TOPREP 


8903150088 

TOPREP 


8903010030 

50-443 

G 

8903010030 

50-443 

G 

8903010144 

50-443 

G 

8903010170 

50-443 

G 

8903010170 

50-443 

G 

8903100099 

50-443 

G 

8903270073 

50-443 

G 

8903290122 

50-443 

G 

8903290122 

50-443 

G 

8903290141 

50-443 

G 

8903290141 

50-443 

G 

8902230514 

50-317 

Q 

8902240340 

50-317 

R 

8902270627* 

50-317 

R 

8902270627* 

50-317 

R 

8902280082 

50-317 

R 

8902280478 

50-317 

P 

8902280478 

50-317 

P 

8903010015 

50-317 

R 

8903010015 

50-317 

R 

8903020632 

50-317 

P 

8903020632 

50-317 

P 

8903060010* 

50-317 

U 

8903080058 

50-317 

R 

8903080058 

50-317 

R 

8903080530 

50-317 

Q 

8903090346 

50-317 

S 

8903100477 

PR 


8903140214 

50-317 

F 

8903140214 

50-317 

F 

8903140338 

50-317 

Q 

8903140338 

50-317 

Q 


AUTHOR AFFILIATION 


Battelle Memorial Institute 
Battelle Memorial Institute, Pacific 

Northwest Laboratory 


Bear Creek Uranium Co. 
Bechtel Group, Inc. 
Bechtel Power Corp. 


Bellman, H.S. 

Berthold Systems, Inc. (affiliate of Lab 
of Dr. Berthold, Wildbad, GDR) 


Bishop, Cook, Purcell & Reynolds 
Boston Edison Co. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8903150228 

50-317 

8903150228 

50-317 

8903160220 

50-317 

8903160220 

50-317 

8903160228 

50-317 

8903160228 

50-317 

8903160260 

50-317 

8903160260 

50-317 

8903160264 

50-317 

8903160264 

50-317 

8903160267 

50-317 

8903160267 

50-317 

8903160364 

50-317 

8903160364 

50-317 

8903200227 

50-317 

8903220029 

50-317 

8903220029 

50-317 

8903220051 

50-317 

8903220051 

50-317 

8903220436 

50-317 

8903220436 

50-317 

8903230191 

50-317 

8903230282 

50-318 

8903230297 

50-317 

8903230348 

50-317 

8903230348 

50-317 

8903230467 

50-317 

8903240113 

50-317 

8903240113 

50-317 

8903240132 

50-317 

8903240132 

50-317 

8903240138* 

50-317 

8903280177 

50-317 

8903020428 

WASTE MGT 

8903060040 

NUREG 

8903080548 

50-498 

8903090236 

WASTE RES 

8903090404 

50-285 

8903210200 

NUREG 

8903210228 

NUREG 

8903220071 

WASTE RES 

8903230428* 

WASTE MGT 

8903280277 

NUREG 

8903280281 

NUREG 

8903290011 

NUREG 

8903220025 

40-8452 

8612040360* 

50-424 

8903200185* 

50-277 

8903200185* 

50-277 

8903200191* 

50-277 

8903200191* 

50-277 

8903200439* 

TOPREP 

8903280095 

PR 

8903200445 

FOIA 

8903200464* 

FOIA 

8903200469* 

FOIA 

8903200474* 

FOIA 

8903200478* 

FOIA 

8903200486* 

FOIA 

8903200488* 

FOIA 

8903080368 

PR 

8707130388 

50-293 

8902270688 

50-293 

8903020638 

50-220 

8903030257 

50-293 

8903030265* 

50-293 

8903030283* 

50-293 

8903030303* 

50-293 

8903030315* 

50-293 

8903060142* 

50-293 

8903070041 

50-293 

8903070048 

50-293 

8903080448 

50-293 

8903090051 

50-293 

8903090176 

50-293 

8903090201 

50-293 

8903090265 

50-293 

8903090447* 

50-293 

8903100199 

PR 

8903130278 

50-293 

8903130388 

50-293 

8903150174 

50-293 

8903150526 

50-293 

8903220205 

50-293 

8903220269 

50-293 

8903240069 

50-293 

8903240144 

50-293 


CCCCQ- C-> >U-U-U-LL U.U.Q.Q.CO CLCLOTOTO: CCOTO-QU- U-U-CCCCU. U.U.-9 U_ Li. UJQ.Q. 0.0. OflC CO 0.00 CL OOfECOIL U_LL LL0O >WOCW COOT OCX 


AUTHOR AFFILIATION 


Brattleboro, VT 

Braunkohle Transport USA, Inc. 
Brookhaven National Laboratory 


Buffalo Materials Research Center 
C-E Operating Plants Owners Group 
CIGNA Loss Control Services, Inc. 

CMS Energy Corp. 

COMO Tech, Inc. 

California Radioactive Materials 
Management Forum 
California, State of 


California, Univ. of, Los Angeles, CA 
California, Univ. of, Santa Barbara, CA 
Canada Atomic Energy Control Board 
Cap Rock Electric Cooperative, Inc. 

Carolina Power & Light Co. 
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ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8903230449* 

CONTRACT 



8903220379 

50-325 

S 

8903150284 

XPORTLIC 



8903230018 

50-325 

Q 

8902270329 

WASTE RES 



8903230055 

50-400 

S 

8903020232 

WASTE RES 



8903230185 

50-325 

S 

8903020255 

WASTE RES 



8903230232 

50-324 

P 

8903030124* 

TOPREP 



8903230232 

50-324 

P 

8903030352 

NUREG 



8903230240* 

50-324 

P 

8903030377 

NUREG 



8903230240* 

50-324 

P 

8903060089 

WASTE RES 



8903230248 

50-324 

S 

8903060094 

WASTE RES 



8903230347 

50-261 

Y 

8903070111 

50-275 

P 


8903230347 

50-261 

Y 

8903090070 

NUREG 



8903270363 

50-400 

S 

8903090103 

NUREG 



8903270398* 

50-261 

Y 

8903100136 

WASTE RES 



8903270398* 

50-261 

Y 

8903100168* 

WASTE RES 



8903280022 

50-400 

Q 

8903140208 

NUREG 



8903280160 

50-324 

S 

8903210112 

WASTE RES 


Carver, MA 

8903080547 

50-293 

F 

8903210118* 

WASTE RES 


Center for Nuclear Responsibility 

8903170001 

50-250 

G 

8903220253 

WASTE RES 


Center for Nuclear Waste Regulatory 

8902270347 

WASTE MGT 


8903220265 

WASTE RES 


Analyses 




8903220274 

WASTE RES 



8902270450 

WASTE MGT 


8903230397* 

WASTE MGT 



8903090192 

WASTE MGT 


8903020489 

50-57 

V 


8903090206 

WASTE MGT 


8903130354 

TOPREP 



8903100222 

WASTE MGT 


8903210077* 

40-7580 



8903100230* 

WASTE MGT 


8903270305 

50-155 

1 


8903170314 

WASTE MGT 


8902240039 

71-669 



8903240199* 

WASTE MGT 


8903080516 

PR 



8903240316* 

WASTE MGT 






8903240318* 

WASTE MGT 


8903020299 

50-206 

F 


8903240334* 

WASTE MGT 


8903130167* 

CONTRACT 



8903240337* 

WASTE MGT 


8903150311* 

50-142 

F 

Centerior Energy 

8902270407 

50-440 

J 

8903090145 

NUREG 


Charles County, MD 

8902280135* 

50-317 

H 

8903090098 

XPORTLIC 


Chatham, NC 

8903300256* 

50-400 

P 

8903210284 

50-445 

M 

Chem-Nuclear Systems, Inc. 

8902270323* 

WASTE MGT 


8612310179 

50-324 

R 


8902270365 

WASTE MGT 


8902210566 

50-261 

Y 


8902270380* 

WASTE MGT 


8902230520 

50-261 

R 


8902270386* 

WASTE MGT 


8902240288 

50-400 

R 


8903170158 

71-5805 


8902280369 

50-325 

Q 


8903170195* 

71-5805 


8902280489 

50-400 

P 


8903170394 

71-9111 


8902280499* 

50-400 

P 


8903200088* 

50-395 

R 

8903010246 

50-324 

R 


8903240165 

71-5805 


8903010252 

50-400 

F 


8903240167* 

71-5805 


8903010275 

50-261 

F 

Chem-Systems, Inc. 

8902270373 

WASTE MGT 


8903010420 

50-261 

R 

Chemetron Corp. 

8903220226 

40-8724 


8903030049 

50-324 

P 

Citizens Association for Sound Energy 

8612050226 

50-445 

G 

8903030049 

50-324 

P 


8903200223 

50-445 

A 

8903030051* 

50-324 

P 


8903220186 

50-445 

A 

8903030051* 

50-324 

P 


8903220195* 

50-445 

A 

8903030317 

50-400 

P 


8903230272 

50-445 

A 

8903030327* 

50-400 

P 


8903230275* 

50-445 

A 

8903070030 

50-400 

R 

Cleveland Crystals, Inc. 

8903230276 

XPORTLIC 


8903080095 

50-325 

S 

Cleveland Electric Illuminating Co. 

8902230182 

50-440 

R 

8903080158 

50-261 

R 


8902230188* 

50-440 

R 

8903080216 

50-261 

Q 


8902230287 

50-440 

P 

8903080262 

PR 



8902240356 

50-440 

R 

8903080263* 

50-324 

P 


8902280396 

50-440 

P 

8903080267* 

50-324 

P 


8903060185 

50-440 

R 

8903080532 

50-400 

Q 


8903070020 

50-440 

S 

8903090116 

50-261 

P 


8903090214 

50-440 

R 

8903090169 

50-325 

S 


8903090416 

50-440 

R 

8903090293 

50-325 

S 


8903100262 

50-440 

H 

8903090294 

50-324 

Q 


8903130043 

50-440 

S 

8903090294 

50-324 

Q 


8903130049* 

50-440 

S 

8903100469 

50-324 

Q 


8903130054* 

50-440 

S 

8903130194 

50-261 

Q 


8903140201 

50-440 

E 

8903140083 

50-324 

P 


8903150294 

50-440 

P 

8903140107 

50-400 

P 


8903200113 

50-440 

K 

8903140334 

50-261 

P 


8903210110 

50-440 

F 

8903140351 

50-324 

P 


8903210110 

50-440 

F 

8903140587 

50-324 

R 


8903210136 

50-440 

F 

8903140587 

50-324 

R 


8903210136 

50-440 

F 

8903150164 

50-261 

F 


8903210440 

50-440 

R 

8903160060 

50-400 

S 


8903220125 

50-440 

Q 

8903160086 

50-325 

S 


8903220384 

50-440 

R 

8903160092 

50-325 

S 


8903230393 

50-346 

J 

8903200117 

50-261 

P 


8903230393 

50-346 

J 

8903200181 

50-261 

R 

Cleveland-Cliffs Iron Co. 

8607090367 

40-8714 


8903200212 

50-324 

F 

Coffey County, KS 

8902270206* 

50-462 

F 

8903200265 

50-324 

P 

Colorado State Univ., Fort Collins, CO 

8903130212* 

50-443 

T 

8903200265 

50-324 

P 


8903130227* 

50-443 

T 

8903210130 

50-261 

S 


8903130227* 

50-443 

T 

890321 01 64 

50-400 

S 


8903130293* 

50-443 

T 

8903210324 

50-261 

P 


8903130415* 

50-443 

T 

8903210392 

50-400 

P 


8903130415* 

50-443 

T 

8903220160 

50-261 

Q 

Colorado, State of 

8903020036 

PR 


8903220183 

50-400 

R 


8903210127* 

WASTE MGT 


8903220374 

50-325 

S 


8903210521 

WASTE MGT 
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AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


Colt Industries, Inc. 

Columbia Univ., New York, NY 
Combustion Engineering, Inc. 


Commerce, Dept, of, National Oceanic & 
Atmospheric Administration 
Committee to Bridge the Gap 
Commonwealth Edison Co. 


8903140553 

PT21 


8902280351 

50-237 

8903080287 

50-440 

P 

8902280351 

50-237 

8902230277 

70-36 


8902280351 

50-237 

8903010080 

70-1100 


8902280371 

50-254 

8903010103 

70-36 


8902280406 

50-10 

8903010105* 

70-36 


8902280406 

50-10 

8903080385* 

XPORTLIC 


8902280406 

50-10 

8903080395* 

XPORTLIC 


8902280506 

50-374 

8903090029 

50-528 

H 

8902280543 

50-373 

8903100137 

PR 


8903010090 

50-254 

8903130367* 

TOPREP 


8903010090 

50-254 

8903160369* 

50-317 

P 

8903010179 

50-304 

8903160422 

70-1100 


8903010211 

50-237 

8903200184* 

70-1100 


8903010211 

50-237 

8903210008 

70-1100 


8903010224 

50-237 

8903240108 

50-470 

K 

8903010230 

50-254 

8903270045 

50-470 

A 

8903010236* 

50-254 

8903270367 

71-9022 


8903010241 

50-10 

8903280372 

PR 


8903010267* 

50-237 

8903060042 

ORG 


8903010267* 

50-237 




8903010368 

50-456 

8903060052* 

ORG 


8903010374 

50-254 

8903140700 

FOIA 


8903010374 

50-254 

8903150311* 

50-142 

F 

8903010392* 

50-254 

8902150532* 

50-454 

R 

8903010392* 

50-254 

8902150532* 

50-454 

R 

8903010421* 

50-254 

8902230168 

50-10 

F 

8903010421* 

50-254 

8902230254 

50-456 

P 

8903020608 

50-454 

8902230254 

50-456 

P 

8903020625* 

50-454 

8902230313* 

50-456 

P 

8903020625* 

50-454 

8902230313* 

50-456 

P 

8903060053 

50-457 

8902230472 

50-10 

F 

8903060056 

50-237 

8902230472 

50-10 

F 

8903060056 

50-237 

8902230472 

50-10 

F 

8903060056 

50-237 

8902230478 

50-10 

F 

8903060056 

50-237 

8902230478 

50-10 

F 

8903060066 

50-373 

8902230478 

50-10 

F 

8903060066 

50-373 

8902230484 

50-10 

F 

8903060086 

50-373 

8902230484 

50-10 

F 

8903060086 

50-373 

8902230484 

50-10 

F 

8903060090 

50-456 

8902230493 

50-295 

F 

8903060124 

50-456 

8902240141 

50-237 

P 

8903060124 

50-456 

8902240141 

50-237 

P 

8903060183 

50-456 

8902240142* 

50-237 

P 

8903060217 

50-456 

8902240142* 

50-237 

P 

8903060217 

50-456 

8902240147 

50-454 

P 

8903070004 

50-454 

8902240147 

50-454 

P 

8903070004 

50-454 

8902240147 

50-454 

P 

8903080038 

50-10 

8902240147 

50-454 

P 

8903080038 

50-10 

8902240147 

50-454 

P 

8903080038 

50-10 

8902240151* 

50-454 

P 

8903080068 

50-237 

8902240151* 

50-454 

P 

8903080119 

50-10 

8902240151* 

50-454 

P 

8903080119 

50-10 

8902240151* 

50-454 

P 

8903080119 

50-10 

8902240151* 

50-454 

P 

8903080147 

50-304 

8902240233 

50-373 

P 

8903080155 

50-237 

8902240233 

50-373 

P 

8903080221 

PR 

8902240235* 

50-373 

P 

8903080231 

50-457 

8902240235* 

50-373 

P 

8903080246 

50-454 

8902240267 

50-249 

S 

8903080440 

PR 

8902240283 

50-373 

Q 

8903080477 

50-295 

8902240308 

50-456 

R 

8903080507 

50-10 

8902240308 

50-456 

R 

8903080507 

50-10 

8902240345 

50-374 

S 

8903080507 

50-10 

8902270374 

50-254 

P 

8903090122 

50-456 

8902270374 

50-254 

P 

8903090122 

50-456 

8902270378* 

50-254 

P 

8903090137 

50-454 

8902270378* 

50-254 

P 

8903090137 

50-454 

8902280008 

50-237 

S 

8903090138* 

50-10 

8902280088 

50-295 

P 

8903090160 

50-10 

8902280088 

50-295 

P 

8903090194 

50-10 

8902280093* 

50-295 

P 

8903090194 

50-10 

8902280093* 

50-295 

P 

8903090194 

50-10 

8902280231 

50-454 

Q 

8903090204 

50-237 

8902280231 

50-454 

Q 

8903090384 

50-237 

8902280231 

50-454 

Q 

8903090407 

50-440 

8902280231 

50-454 

Q 

8903090458 

50-237 

8902280231 

50-454 

Q 

8903090458 

50-237 

8902280263 

50-237 

Q 

8903090458 

50-237 

8902280263 

50-237 

Q 

8903090458 

50-237 

8902280263 

50-237 

Q 

8903090458 

50-237 

8902280263 

50-237 

Q 

8903100013 

50-374 

8902280263 

50-237 

Q 

8903100119 

50-10 

8902280351 

50-237 

P 

8903100119 

50-10 

8902280351 

50-237 

P 

8903100119 

50-10 

8902280351 

50-237 

P 

8903100119 

50-10 

8902280351 

50-237 

P 

8903100119 

50-10 

8902280351 

50-237 

P 

8903100119 

50-10 

8902280351 

50-237 

P 

8903100119 

50-10 
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AUTHOR AFFILIATION 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8903100138* 

50-10 

P 


8903150140 

50-237 

8903100138* 

50-10 

P 


8903150140 

50-237 

8903100138* 

50-10 

P 


8903150140 

50-237 

8903100157 

50-237 

P 


8903150140 

50-237 

8903100192 

50-237 

P 


8903150140 

50-237 

8903100192 

50-237 

P 


8903150140 

50-237 

8903100208 

50-237 

F 


8903150140 

50-237 

8903100208 

50-237 

F 


8903150140 

50-237 

8903100242 

50-454 

S 


8903150378 

50-265 

8903100245 

50-10 

P 


8903150478 

50-295 

8903100275 

50-374 

S 


8903150478 

50-295 

8903100399 

50-304 

P 


8903150478 

50-295 

8903100497 

50-455 

P 


8903150478 

50-295 

8903100497 

50-455 

P 


8903150481 

50-373 

8903100497 

50-455 

P 


8903160344 

50-254 

8903130127 

50-456 

R 


8903200114 

50-304 

8903130461 

50-373 

P 


8903200451 

50-295 

8903130461 

50-373 

P 


8903200451 

50-295 

8903130676 

50-237 

S 


8903210021 

50-237 

8903130683 

50-237 

S 


8903210069 

50-10 

8903130693 

50-456 

S 


8903210069 

50-10 

8903140023 

50-295 

R 


8903210069 

50-10 

8903140023 

50-295 

R 


8903210123 

50-373 

8903140027 

50-10 

F 


8903210170 

50-455 

8903140027 

50-10 

F 


8903210190 

50-373 

8903140027 

50-10 

F 


8903210190 

50-373 

8903140027 

50-10 

F 


8903210191 

50-373 

8903140027 

50-10 

F 


8903210208* 

50-373 

8903140027 

50-10 

F 


8903210208* 

50-373 

8903140027 

50-10 

F 


8903210287 

50-295 

8903140027 

50-10 

F 


8903210287 

50-295 

8903140029 

50-295 

R 


8903210338 

50-454 

8903140029 

50-295 

R 


8903210347 

50-454 

8903140168* 

50-295 

R 


8903210424 

50-455 

8903140168* 

50-295 

R 


8903210480 

50-374 

8903140173* 

50-295 

R 


8903220019 

50-295 

8903140288 

50-455 

P 


8903220019 

50-295 

8903140288 

50-455 

P 


8903220078 

50-237 

8903140418 

50-454 

P 


8903220081 

50-374 

8903140418 

50-454 

P 


8903220091* 

50-295 

8903140450 

50-10 

R 


8903220091* 

50-295 

8903140450 

50-10 

R 


8903220096* 

50-295 

8903140450 

50-10 

R 


8903220096* 

50-295 

8903140450 

50-10 

R 


8903220137 

50-254 

8903140450 

50-10 

R 


8903220239 

50-237 

8903140450 

50-10 

R 


8903220239 

50-237 

8903140450 

50-10 

R 


8903220298 

50-304 

8903140450 

50-10 

R 


8903220305 

50-254 

8903140450 

50-10 

R 


8903220305 

50-254 

8603140450 

50-10 

R 


8903220440 

50-373 

8903140468* 

50-10 

R 


8903220440 

50-373 

8903140468* 

50-10 

R 


8903220514 

50-237 

8903140468* 

50-10 

R 


8903220514 

50-237 

8903140472* 

50-10 

R 


8903220514 

50-237 

8903140472* 

50-10 

R 


8903220514 

50-237 

8903140472* 

50-10 

R 


8903220514 

50-237 

8903140475* 

50-10 

R 


8903230180 

50-295 

8903140475* 

50-10 

R 


8903230309 

50-454 

8903140478* 

50-10 

R 


8903230309 

50-454 

8903140478* 

50-10 

R 


8903230475 

50-373 

8903140478* 

50-10 

R 


8903230497 

50-455 

8903140480* 

50-10 

R 


8903240157 

50-454 

8903140481* 

50-10 

R 


8903270035 

50-237 

8903140481* 

50-10 

R 


8903280163 

50-10 

8903140481* 

50-10 

R 


8903280185 

50-10 

8903140481* 

50-10 

R 


8903280185 

50-10 

8903140602 

50-206 

S 


8903280185 

50-10 

8903140627 

50-373 

S 


8903280185 

50-10 

8903140637 

50-374 

S 


8903280185 

50-10 

8903140645* 

50-10 

R 


8903280185 

50-10 

8903140645* 

50-10 

R 

Concerned Citizens of Geauga County, OH 
Connecticut Yankee Atomic Power Co. 

8903280116 

PRM 

8903140647 

50-373 

S 

8902240074 

50-213 

8903140649* 

50-10 

R 


8903030387 

50-213 

8903140649* 

50-10 

R 


8903030387 

50-213 

8903140649* 

50-10 

R 


8903080205 

50-213 

8903140650* 

50-10 

R 


8903090124* 

50-213 

8903140650* 

50-10 

R 


8903100032 

50-213 

8903140653* 

50-10 

R 


8903100035* 

50-213 

8903140653* 

50-10 

R 


8903100336 

50-213 

8903140653* 

50-10 

R 


8903100522 

50-213 

8903140656* 

50-10 

R 


8903140614 

50-213 

8903140656* 

50-10 

R 


8903150269 

50-213 

8903140658* 

50-10 

R 


8903150275* 

50-213 

8903140658* 

50-10 

R 


8903210102 

50-213 

8903140671 

50-374 

S 


8903210102 

50-213 

8903140689 

50-374 

S 


8903210102 

50-213 

8903150038 

50-373 

S 


8903210102 

50-336 

8903150099 

50.237 

S 


8903210102 

8903210421 

50-336 

8903150140 

50-237 

J 


50-213 
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AUTHOR AFFILIATION 


Conner & Wetterhahn 

Consolidated Edison Co. of New York, Inc 


Consumers Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8903220282 

50-213 

F 

8903220304 

50-213 

R 

8903270299 

50-213 

P 

8903270299 

50-213 

P 

8903270299 

50-213 

P 

8903270299 

50-213 

P 

8903270299 

50-213 

P 

8903270303* 

50-213 

P 

8903270303* 

50-213 

P 

8903270303* 

50-213 

P 

8903270303* 

50-213 

P 

8903270303* 

50-213 

P 

8903280075 

50-213 

H 

8903280075 

50-213 

H 

8903280075 

50-213 

H 

8903280075 

50-336 

H 

8903280075 

50-336 

H 

8903300297 

REGGD 


8903300297 

REGGD 


8903300297 

REGGD 


8903300297 

REGGD 


8903300297 

REGGD 


8903070227 

PR 


8902280530* 

50-247 

R 

8903010039 

50-247 

R 

8903010042* 

50-247 

R 

8903100391 

50-247 

H 

8903130345 

50-247 

P 

8903130360 

50-247 

Q 

8903140166 

50-3 

R 

8903140172* 

50-3 

R 

8903140172* 

50-3 

R 

8903140176* 

50-3 

R 

8903140176* 

50-3 

R 

8903150042 

50-247 

P 

8903150043 

50-247 

P 

8903150046 

50-247 

Q 

8903150060 

50-247 

Q 

8903150161* 

50-247 

P 

8903160366 

50-3 

R 

8903160366 

50-3 

R 

8903210017 

50-247 

V 

8903210314 

50-3 

F 

8903230093 

50-247 

S 

8903270188 

50-247 

S 

8903270356 

50-247 

F 

8903280016* 

50-247 

F 

8610270099 

50-255 

P 

8610270105* 

50-255 

P 

8610270107* 

50-255 

P 

8611070188 

50-255 

K 

8611070224* 

50-255 

K 

8902230468 

50-255 

F 

8902230473 

50-255 

F 

8902240018 

50-255 

F 

8902240290 

50-255 

Q 

8902240324 

50-255 

P 

8902270467 

50-255 

P 

8902280004 

50-255 

P 

8902280532 

50-255 

F 

8902280536 

50-255 

F 

8902280551 

50-155 

R 

8903010289 

50-155 

S 

8903010422 

50-155 

J 

8903010433 

50-155 

J 

8903020172 

50-255 

J 

8903020192 

50-255 

J 

8903020272 

50-255 

J 

8903020492 

50-155 

P 

8903030415 

50-155 

R 

8903030420 

50-155 

Q 

8903030480 

50-155 

F 

8903030501 

50-255 

S 

8903060169 

50-255 

P 

8903060170* 

50-255 

P 

8903060172* 

50-255 

P 

8903060191* 

50-255 

P 

8903080060 

50-155 

R 

8903080075 

50-255 

R 

8903080087 

50-155 

S 

8903080161* 

50-255 

R 

8903080164* 

50-255 

R 

8903080176* 

50-155 

R 

8903080179* 

50-155 

R 

8903080260 

50-255 

Q 

8903080327 

50-155 

Q 

8903090035 

50-255 

Q 

8903100253 

50-255 

R 

8903100341 

50-155 

R 


AUTHOR AFFILIATION 


Controls for Environmental Pollution, 
Inc. 

Cooper Industries, Inc. 


Creare, Inc. 

DDD Co. 

Dairyland Power Cooperative 


David W. Taylor Naval Research & 
Development Center 

Defense, Dept, of, Defense Nuclear Agenc 

Delaware, State of 
Delmarva Power & Light Co. 

Detroit Edison Co. 


Dominion Engineering, Inc. 
Duke Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8903100401 

50-255 

8903100582 

50-155 

8903130347 

50-155 

8903160070 

50-255 

8903230480 

50-255 

8903270258 

50-255 

8903270278 

50-255 

8903270302 

50-255 

8903270346 

50-255 

8903270351 

50-255 

8903270355 

50-255 

8903270358 

50-255 

8903270377 

50-255 

8903270379 

50-255 

8903270410 

50-255 

8903280212 

50-155 

8903170374 

70-820 

8903100191 

50-518 

8903200079 

PT21 

8903240333* 

50-498 

8903060108 

FOIA 

8902230392 

50-409 

8902230395* 

50-409 

8903070036 

50-409 

8903100195 

50-409 

8903240183 

71-9222 

8903280050 

NUREG 

8903240195 

50-170 

8903060011* 

CONTRACT 

8903200042* 

50-171 

8610080034 

50-341 

8610080045* 

50-341 

8612010196 

50-341 

8612010341 

50-341 

8902230442 

50-341 

8902230448 

50-341 

8902240077 

50-341 

8902280291 

50-341 

8902280503 

50-341 

8903010250 

50-341 

8903010262 

50-341 

8903010396 

PR 

8903010415 

PR 

8903030110 

50-341 

8903030507 

50-341 

8903080422 

PR 

8903090003 

50-341 

8903090008 

50-341 

8903100150 

PR 

8903140515 

50-341 

8903140617 

50-341 

8903170243 

50-341 

8903210004 

50-341 

8903210032 

50-341 

8903210052 

50-341 

8903210053* 

50-341 

8903210056* 

50-341 

8903220405 

50-341 

8903230163 

50-341 

8903230290 

50-341 

8903230342* 

50-341 

8903240002* 

50-341 

8903240048 

50-341 

8903240050* 

50-341 

8903140138 

NUREG 

8902230456 

50-369 

8902230456 

50-369 

8902230476 

50-369 

8902230482 

50-369 

8902230485 

50-369 

8902230485 

50-369 

8902230559 

50-369 

8902230559 

50-369 

8902230565* 

50-369 

8902230565* 

50-369 

8902240022 

50-369 

8902240116 

50-414 

8902240167 

50-370 

8902240169 

50-369 

8902240173 

50-369 

8902240184 

50-269 

8902240184 

50-269 

8902240184 

50-269 

8902240184 

50-269 

8902240184 

50-269 

8902240184 

50-269 

8902240369 

50-269 
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CORPORATE SOURCE INDEX 339 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8902240375* 

50-369 

R 

8902240375* 

50-369 

R 

8902270232 

50-413 

R 

8902270266 

50-269 

Q 

8902270337 

50-269 

P 

8902270337 

50-269 

P 

8902270337 

50-269 

P 

8902270341* 

50-269 

P 

8902270341* 

50-269 

P 

8902270341* 

50-269 

P 

8902270350 

50-270 

S 

8902270358 

50-414 

R 

8902270381 

50-369 

S 

8902270650 

50-269 

S 

8902280105 

50-413 

Q 

8902280340 

50-413 

F 

8902280476 

50-369 

Q 

8902280476 

50-369 

Q 

8903010418 

50-369 

P 

8903010418 

50-369 

P 

8903020180 

50-369 

R 

8903020180 

50-369 

R 

8903020240* 

50-369 

R 

8903020405 

50-269 

Y 

8903020405 

50-269 

Y 

8903020405 

50-269 

Y 

8903020405 

50-269 

Y 

8903020537 

50-287 

S 

8903020546 

50-269 

P 

8903030374 

50-369 

R 

8903030374 

50-369 

R 

8903030521 

50-413 

S 

8903060032 

50-414 

S 

8903060105 

50-269 

F 

8903Q601 05 

50-269 

F 

8903060105 

50-269 

F 

8903060105 

50-269 

F 

8903060105 

50-269 

F 

8903060105 

50-269 

F 

8903060120* 

50-269 

F 

8903070077 

50-269 

Y 

8903070077 

50-269 

Y 

8903080259 

PR 


8903090092 

50-369 

Q 

8903090092 

50-369 

Q 

8903090094* 

50-369 

Q 

8903090094* 

50-369 

Q 

8903090100* 

50-369 

Q 

8903090100* 

50-369 

Q 

8903090113* 

50-369 

Q 

8903090113* 

50-369 

Q 

8903090237 

50-369 

H 

8903090351 

50-413 

S 

8903090361 

50-413 

Q 

8903090361 

50-413 

Q 

8903090382 

50-269 

S 

8903090382 

50-269 

S 

8903090382 

50-269 

s 

8903100104 

50-413 

R 

8903100104 

50-413 

R 

8903100454 

50-369 

R 

8903100454 

50-369 

R 

8903100529 

50-414 

Q 

8903100561 

50-413 

P 

8903100561 

50-413 

P 

8903130027 

50-413 

P 

8903130027 

50-413 

P 

8903130030 

50-413 

S 

8903130173 

50-413 

P 

8903130173 

50-413 

P 

8903140439* 

50-369 

R 

8903140439* 

50-369 

R 

8903150459 

50-414 

O 

8903150497 

50-414 

P 

8903170276 

50-269 

Q 

8903170287 

50-270 

S 

8903170289 

50-270 

S 

8903200100 

50-413 

S 

8903200168 

50-269 

P 

8903200168 

50-269 

P 

8903200169* 

50-269 

P 

8903200169* 

50-269 

P 

8903210003 

50-269 

S 

8903210003 

50269 

S 

8903210092 

50-413 

R 

8903210092 

50-413 

R 

8903210220 

50-413 

S 

8903210285 

50-269 

Y 

8903210285 

50-269 

Y 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 

8903210288 50-413 

8903210288 50-413 

8903210470 50-369 

8903220042 50-369 

8903220057 50-269 

8903220106* 50-413 

8903220106* 50-413 

8903220110 50-269 

8903220140 50-269 

8903220141* 50-369 

8903220141* 50-369 

8903220381 50-369 

8903220385 50-413 

8903220394 50-413 

8903220402 50-369 

8903220402 50-369 

8903220400 50-369 

8903220480 50-413 

8903220480 50-413 

8903230134 50-413 

8903230134 50-413 

8903230162* 50-413 

8903230162* 50-413 

8903230177 50-269 

8903230183 50-269 

8903230242 TOPREP 

8903230250* TOPREP 

8903230442* 50-369 

8903240135 50-269 

8903240135 50-269 

8903240135 50-269 

8903240135 50-269 

8903240135 50-269 

8903240135 50-269 

8903240135 50-269 

8903240135 50-269 

8903240282 50-369 

8903240282 50-369 

8903240282 50-369 

8903240282 50-369 

8903240285 50-413 

8903270199 50-369 

8903270199 50-369 

8903280066 50-369 

8903280066 50-369 

8903280072 50-414 

8903280074 50-413 

8903280074 50-413 

8903280079 50-369 

8903280079 50-369 

8903280082* 50-369 

8903280094 50-369 

8903280173 50-269 

8903280341 50-369 

8903280341 50-369 

8903280344* 50-369 

8903280344* 50-369 

8903290008 50-413 

8903290008 50-413 

8903290010* 50-413 

8903290010* 50-413 

8903290270 50-369 

Ouquesne Light Co. 8902270452 50-334 

8902270693 50-412 

8902280014 50-334 

8903010028 50-412 

8903020418 50-412 

8903080208 50-334 

8903090273 50-412 

8903100091 50-334 

8903100202 50-334 

8903140254 50-334 

8903140254 50-334 

8903140259 50-334 

8903140464 50-334 

8903150003 50-334 

8903160037 50-334 

8903200231 50-334 

8903200233* 50834 

8903200235* 50-334 

8903210146 50-334 

8903210254 50-412 

8903220015 50-334 

8903220424 50-412 

8903270089 50334 

Durango Mill Tailings Task Force 8903070170 WASTE MGT 

Duxbury, MA 8903080513 50-293 

E.I. du Pont de Nemours & Co., Inc. 8903020233 PR 

EG*G Idaho, Inc. (subs, of EG&G, Inc.) 8902020381 * 50-263 


F 

P 
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340 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


EG&G, Inc. 

ERC International, Inc. 

Ecology/Alert 
Edlow International Co. 


Electric Power Research Institute 
Energy, Dept, of 


Environmental Protection Agency 
European Communities, Commission of 

Everest Minerals Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8902020412* 

50-295 

8902020412* 

50-295 

8902090324* 

50-445 

8902130331* 

50-295 

8902130331* 

50-295 

8902270198 

WASTE MGT 

8903030295 

NUREG 

8903090022 

NUREG 

8903090032 

NUREG 

8903090033 

NUREG 

8903130651 

WASTE MGT 

8903140164 

NUREG 

8903210273* 

50-289 

8903210325 

WASTE MGT 

8903220211* 

50-247 

8903280339 

NUREG 

8903090388 

WASTE MGT 

8903090396* 

WASTE MGT 

8903210331* 

WASTE MGT 

8903060174* 

50-443 

8903080232 

PRM 

8902240155 

XPORTLIC 

8902270159 

XPORTLIC 

8902270163 

XPORTLIC 

8903090421 

71-513 

8903200142* 

PROJ 

8903270404* 

CONTRACT 

8902280139 

WASTE MGT 

8902280167 

WASTE MGT 

8902280181 

WASTE MGT 

8902280192 

WASTE MGT 

8903010173 

50-603 

8903010233 

WASTE MGT 

8903010364 

WASTE MGT 

8903020219 

PROJ 

8903020351 

PR 

8903020455 

WASTE MGT 

8903020617 

PR 

8903030370 

PR 

8903030477 

WASTE MGT 

8903030485 

WASTE MGT 

8903070075* 

WASTE MGT 

8903080210 

PR 

8903080223 

PR 

8903090228 

WASTE MGT 

8903090233 

WASTE MGT 

8903090319 

WASTE MGT 

8903090329* 

WASTE MGT 

8903090424 

WASTE MGT 

8903090446 

WASTE MGT 

8903130150 

WASTE MGT 

8903130719* 

71-9218 

8903140016 

WASTE MGT 

8903140500 

WASTE MGT 

8903140513* 

WASTE MGT 

8903140521 

WASTE MGT 

8903140541* 

WASTE MGT 

8903140702 

WASTE MGT 

8903140706 

WASTE MGT 

8903150052 

WASTE MGT 

8903150068 

WASTE MGT 

8903150073* 

WASTE MGT 

8903170169* 

COMMISSIO 

8903170283 

WASTE MGT 

8903200388 

WASTE MGT 

8903210028* 

WASTE MGT 

8903210124 

WASTE MGT 

8903210148 

WASTE MGT 

8903210218* 

WASTE MGT 

8903210221* 

WASTE MGT 

8903210283 

WASTE MGT 

8903210312 

WASTE MGT 

8903220003 

WASTE MGT 

8903220108 

WASTE MGT 

8903220278 

WASTE MGT 

8903220356 

WASTE MGT 

8903270276 

WASTE MGT 

8903270376 

WASTE MGT 

8903270380* 

WASTE MGT 

8903270392 

WASTE MGT 

8903270395* 

WASTE MGT 

8903280196* 

WASTE MGT 

8903010102* 

50-320 

8903080194 

XPORTLIC 

8903090106 

XPORTLIC 

8903030343 

40-8857 

8903030439 

40-8857 

8903210511 

40-8857 

8903210514 

40-8857 


P 

P 

A 

P 

P 


P 

Q 


F 


A 


N 


P 


Exxon Corp. 

Fansteel Metals (subs, of Fansteel, Inc. 

Fauske & Associates, Inc. 

Faxon Co., Inc. 

Federal Emergency Management Agency 


Federal Leasing, Inc. 

Federal-American Partners 
Fenix & Scisson, Inc. 

Ferret Exploration Company of Nebraska, 
Inc. 


Florida Power & Light Co. 


8903220161 

40-8064 


8903200178 

40-7580 


8903210068 

40-7580 


8903270047* 

50-470 

A 

8903060121 

FOIA 


8902020304* 

50-443 

F 

8902280092 

50-397 

F 

8902280103* 

50-397 

F 

8902280110* 

50-397 

F 

8903010078 

50-443 

G 

8903010085* 

50-443 

G 

8903060174* 

50-443 

F 

8903080468 

50-293 

F 

8903080478 

50-293 

F 

8903090358 

50-483 

F 

8903090362* 

50-483 

F 

8903100059* 

50-483 

F 

8903100163 

50-322 

T 

8903170077 

50-322 

T 

8903170111 

50-443 

T 

8903170111 

50-443 

T 

8903170293 

50-443 

G 

8903170293 

50-443 

G 

8903170301* 

50-443 

G 

8903170301* 

50-443 

G 

8903230414 

50-482 

F 

8903230417* 

50-482 

F 

8903230421 

50-285 

F 

8903230423* 

50-285 

F 

8903230444* 

FOIA 


8903230451 

50-322 

F 

8903270163 

50-443 

G 

8903060065 

FOIA 


8902280204 

40-1162 


8903060156 

WASTE MGT 


8903030372 

40-8829 


8903060091 

40-8943 


8903060187 

40-8943 


8903220004 

40-8829 


8903220169 

40-8829 


8610030181 

50-251 

S 

8610270362 

50-389 

P 

8610270368* 

50-389 

P 

8611050162 

50-250 

V 

8611120275 

50-389 

S 

8612120269 

50-335 

F 

8902230427 

50-250 

R 

8902280007 

50-250 

S 

8902280316 

50-250 

S 

8902280528 

50-250 

S 

8902280542 

50-250 

p 

8903010086 

50-250 

Q 

8903010115 

50-335 

P 

8903010115 

50-335 

P 

8903010120* 

50-335 

P 

8903010120* 

50-335 

P 

8903020096 

50-335 

F 

8903060039 

50-335 

P 

8903070017 

50-335 

R 

8903070017 

50-335 

R 

8903080035 

50-335 

P 

8903080035 

50-335 

P 

8903080070 

50-335 

R 

8903080070 

50-335 

R 

8903080132 

50-250 

Q 

8903080132 

50-250 

Q 

8903080201 

50-250 

H 

8903080226 

PR 


8903080277 

50-250 

S 

8903080301 

50-302 

F 

8903090308 

50-250 

P 

8903090413 

50-335 

R 

8903090413 

50-335 

R 

8903100076 

50-335 

G 

8903100085* 

50-335 

G 

8903100271 

50-250 

R 

8903100271 

50-250 

R 

8903100394 

50-250 

Q 

8903100394 

50-250 

Q 

8903140486 

50-302 

S 

8903150005 

50-335 

Q 

8903150005 

50-335 

Q 

8903150009 

50-335 

P 

8903150024 

50-389 

P 

8903150078 

50-250 

R 

8903150078 

50-250 

R 

8903150106 

50-250 

Q 

8903160464 

50-250 

R 
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AUTHOR AFFILIATION 


Florida Power Corp. (subs, of Florida 
Progress Corp.) 


Florida, Univ. of, Gainesville, FL 


Fluor Daniel, Inc. 

Friends Peace Exchange (formerly Mothers 

for Peace) 

Garde, B.P. 

Gene-Trak Systems 

General Atomics (formerly GA Technologic 
s, lnc./General Atomic Co.) 


General Electric Co. 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8903160464 

50-250 

R 


8903020476 

70-1113 

8903170081 

50-250 

R 


8903020495* 

70-1308 

8903170081 

50-250 

R 


8903020495* 

70-1308 

8903170094 

50-389 

P 


8903070138* 

XPORTLIC 

8903170102 

50-335 

F 


8903080082 

50-447 

8903170278 

50-250 

G 


8903080353* 

XPORTLIC 

8903170278 

50-250 

G 


8903090241 

TOPREP 

8903170402 

50-250 

P 


8903090243* 

TOPREP 

8903200022 

50-251 

S 


8903090348 

XPORTLIC 

89032101 72 

50-389 

Q 


8903090418 

70-1113 

8903210386 

50-250 

S 


8903100033 

50-605 

8903220020 

50-250 

R 


8903100064 

50-605 

8903220165 

50-335 

P 


8903100068* 

50-605 

8903220165 

50-335 

P 


8903100426 

70-1308 

8903220479 

50-335 

P 


8903130099 

70-1113 

8903220479 

50-335 

P 


8903150014 

50-73 

8903230031 

50-250 

G 


8903150209 

PT21 

8903230031 

50-250 

G 


8903150362 

50-18 

8903230046 

50-250 

G 


8903150365 

50-183 

8903230046 

50-250 

G 


8903150467 

50-70 

8903230277 

50-250 

P 


8903160192 

70-1113 

8903230277 

50-250 

P 


8903160338 

PT21 

8903230277 

50-250 

P 


8903200262 

PT21 

8903230293 

50-250 

S 


8903220001 

TOPREP 

8903230302 

50-335 

P 


8903230313* 

50-324 

8903230302 

50-335 

P 


8903230390* 

XPORTLIC 

8903240172 

50-250 

R 


8903230396* 

XPORTLIC 

8903240172 

50-250 

R 


8903240237 

50-18 

8903240172 

50-250 

R 


8903240237 

50-18 

8903270266 

50-335 

F 


8903240237 

50-18 

8903280104 

50-250 

S 


8903240237 

50-18 

8903280104 

50-250 

S 


8903270039 

70-1308 

8903290185 

50-250 

G 


8903270205 

TOPREP 

8903290185 

50-250 

G 


8903270212* 

TOPREP 

8610220328* 

50-302 

S 


8903270417* 

CONTRACT 





8903280165 

70-754 

8610220328* 

50-302 

S 


8903280253* 

50-352 

8610220344* 

50-302 

S 

General Nuclear Systems, Inc. 

8903080097 

71-9219 

8610220344* 

50-302 

S 

General Public Utilities Corp. - GPU 

8610220118 

50-320 

8902230404 

50-302 

F 

Service Corp. 



8902230496 

50-302 

R 


8902230288 

50-320 

8902230504 

50-302 

Q 


8902230299* 

50-320 

8902230535* 

50-302 

Q 


8902230464 

50-219 

8902240254 

50-302 

S 


8902240076 

50-219 

8902270438 

50-302 

P 


8902240297 

50-289 

8902280138 

50-302 

P 


8902270635 

50-320 

8902280286 

50-302 

Q 


8902270644 

50-320 

8903010133 

50-302 

S 


8902280017* 

50-320 

8903060162 

50-302 

R 


8902280018* 

50-320 

8903090304 

50-302 

S 


8902280278 

50-289 

8903090430 

50-302 

Q 


8902280473 

50-219 

8903090460 

50-302 

S 


8903010109 

50-320 

8903100236 

50-302 

H 


8903020011 

PR 

8903130160 

50-302 

P 


8903020396 

50-289 

8903140492 

50-302 

S 


8903020574 

50-320 

8903160466 

50-302 

H 


8903020599 

50-219 

8903220017 

50-302 

S 


8903030011* 

50-320 

8903220228 

50-302 

R 


8903030105 

50-320 

8903220421 

50-302 

P 


8903030151 

50-219 

8903230192 

50-302 

P 


8903030163 

50-219 

8903230196 

50-302 

a 


8903060047 

50-289 

8903230363 

50-302 

Q 


8903080111 

50-219 

8903240345 

50-302 

J 


8903080288 

PR 

8903280092 

PR 



8903090142 

50-320 

8903020660 

50-83 

H 


8903090383 

50-219 

8903130144 

50-83 

S 


8903100170 

50-289 

8903240161 

50-83 

H 


8903130206 

50-289 

8903020687 

PR 



8903130356 

50-219 

8903160281* 

50-305 

Q 


8903130654* 

50-320 

8612170083 

50-275 

H 


8903140240 

50-289 





8903160045 

50-219 

8903230275* 

50-445 

A 


8903160052* 

50-219 

8903100310 

PRM 



8903170133 

50-320 

8902240137 

50-89 

H 


8903200138 

PROJ 





8903200229 

50-289 

8902240239 

50-89 

H 


8903210167 

50-289 

8902280177 

TOPREP 



8903210310 

50-219 

8903010106 

TOPREP 



8903220287 

50-219 

8903020493 

50-163 

R 


8903230051 

50-320 

8903020598 

50-89 

R 


8903230086 

50-219 

8903080043* 

50-288 

P 


8903230238 

50-219 

8903210040 

TOPREP 



8903230320 

50-219 

8903220333 

PROJ 



8903270287 

50-289 

8903220338 

PROJ 



8903280056 

50-289 

8903280257* 

50-267 

Q 


8903290440* 

50-324 

8902270449* 

50-353 

A 

Georgia Institute of Technology, Atlanta 

8902270485 

50-160 

8903010206 

70-1113 


GA 



8903020362 

70-1308 , 



8903080407 

50-160 

8903020362 

70-1308 



8903130219 

50-160 


esc* u. flcara: a. — cl u. clq-woo: coarccarcc oo Off aa:a.a.co era: aa: clceoxu. q-q-o a: iulooc qwilclo. o “-x 



342 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Georgia Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8903130234 

50-160 

R 

8903130352* 

50-160 

R 

8612040323 

50-424 

E 

8612040344* 

50-424 

E 

8902270355 

50-425 

A 

8902280003 

50-424 

S 

8902280016 

50-424 

P 

8902280257 

50-321 

R 

8902280257 

50-321 

R 

8902280387 

50-321 

F 

8902280480 

50-424 

S 

8902280485 

50-424 

S 

8902280517 

50-425 

P 

8902280522 

50-321 

Q 

8903010197 

50-424 

Q 

8903010427 

50-321 

S 

8903020068 

50-424 

Q 

8903080182 

50-321 

P 

8903080257 

50-321 

P 

8903080357 

50-424 

F 

8903090213 

50-424 

R 

8903090244 

50-424 

P 

8903090312 

50-424 

R 

8903090320 

50-424 

R 

8903090322 

50-425 

P 

8903090325* 

50-425 

P 

8903090341 

50-321 

S 

8903090385 

50-321 

S 

8903090385 

50-321 

s 

8903100134 

50-321 

Q 

8903100134 

50-321 

Q 

8903100211 

50-321 

R 

8903100211 

50-321 

R 

8903100219* 

50-321 

R 

8903100225* 

50-321 

R 

8903100225* 

50-321 

R 

8903100346 

50-321 

Q 

8903100346 

50-321 

Q 

8903100366 

50-321 

H 

8903100366 

50-321 

H 

8903100366 

50-321 

H 

8903130602 

50-321 

P 

8903150240 

50-424 

Q 

8903150254 

50-424 

Q 

8903150286 

50-425 

P 

8903150488 

50-424 

P 

8903150488 

50-424 

P 

8903150490* 

50-424 

P 

8903150490* 

50-424 

P 

8903160393 

50-321 

Q 

8903160395* 

50-321 

Q 

8903170279 

50-424 

P 

8903170282 

50-424 

S 

8903200172 

50-424 

P 

8903200281 

50-321 

R 

8903200281 

50-321 

R 

8903210038 

50-425 

P 

8903210045 

50-424 

F 

8903210045 

50-424 

F 

8903210046 

50-424 

s 

8903210062 

50-424 

s 

8903210063* 

50-424 

F 

8903210079 

50-321 

P 

8903210120 

50-366 

s 

8903210154 

50-366 

S 

8903210311 

50-424 

V 

8903210311 

50-424 

V 

8903210423* 

50-424 

R 

8903210423* 

50-424 

R 

8903210428 

50-321 

F 

8903210428 

50-321 

F 

8903230410 

50-424 

S 

8903240037 

50-321 

P 

8903240037 

50-321 

P 

8903240040* 

50-321 

P 

8903240040* 

50-321 

P 

8903240130 

50-425 

s 

8903240247 

50-424 

R 

8903240251* 

50-424 

R 

8903240251* 

50-424 

R 

8903240283 

50-425 

E 

8903240307 

50-425 

s 

8903270049 

50-425 

J 

8903280176 

50-424 

J 

8903080522 

PR 


8902240244 

50-458 

P 

8902280101* 

50-458 

s 

8902280115 

50-458 

s 

8902280246 

50-458 

s 


AUTHOR AFFILIATION 


Harmon, Curran & Tousley 


Hoefer Scientific Instruments 
Holmes & Narver, Inc. 
Homestake Mining Co. 


Hotel Belvedere 
House of Rep. 


House of Rep., Armed Services 

House of Rep., Energy & Commerce 
Houston Lighting & Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 

8902280376 50-458 

8903020716 50-458 

8903030022 50-458 

8903030067 50-458 

8903030085 50-458 

8903030458 50-458 

8903080235 50-458 

8903090161 50-458 

8903090187 50-458 

8903090248 50-458 

8903100556 50-458 

8903130363 50-458 

8903130657 50-458 

8903140013 50-458 

8903140264 50-458 

8903140272 50-458 

8903140654 50-458 

8903210089 50-458 

8903220366 50-458 

8903230028 50-458 

8903230089 50-458 

8903230209 50-458 

8903230216 50-458 

8903240060 50-458 

8903270406 50-458 

8903270407* 50-458 

8903280158 50-458 

8903170059 50-271 

8903170080 50-271 

8903170087* 50-271 

8903230145 50-271 

8903290209 50-443 

8903220362 FOIA 

8903090457* WASTE MGT 
8612050262 40-8903 

8903210277 40-8903 

8903220123 40-8903 

8903220182 40-8903 

8903280235* CONTRACT 
8903020481 PR 

8903130229* 50-250 

8903150205 PR 

8903230360* 50-320 

8903300002 PR 

8901260132* 50-317 

8903090004 PR 

8902230344 50-498 

8902230344 50-498 

8902270457 50-498 

8902270475* 50-498 

8902280061 50-498 

8902280061 50-498 

8902280390 50-499 

8902280428 50-498 

8902280497 50-498 

8902280497 50-498 

8903020676 50-498 

8903030128 50-498 

8903030276 50-498 

8903030461 50-499 

8903030466 50-498 

8903030470 50-499 

8903080005 50-498 

8903080220 50-498 

8903080279 50-498 

8903090171 50-498 

8903090390 50-498 

8903100031 50-498 

8903100210 PR 

8903100535 50-498 

8903140616 50-499 

8903150171 50-498 

8903150415 50-498 

8903150415 50-498 

8903150583 50-499 

8903170270 50-498 

8903210145 50-498 

8903210378 50-498 

8903210394 50-498 

8903210431 50-498 

8903210438 50-498 

8903210438 50-498 

8903210446 50-498 

8903210446 50-498 

8903220002 50-499 

8903220053* 50-499 

8903220363 50-498 

8903220372* 50-498 

8903220375* 50-498 
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AUTHOR AFFILIATION 


Hunton & Williams 


ICF, Inc. 

ICI Americas, Inc. 

INTERA Technologies, Inc. 

IRT Corp. 

ITASCA Consulting Group, Inc. 

Idaho National Engineering Laboratory 


Idaho State Univ., Pocatello, ID 

Ideas & Information, Inc. 

Illinois Institute of Technology, 
Chicago, IL 

Illinois Power Co. 


Illinois. Univ. of. Urbana, IL 
Impell Corp. 


In-Situ, Inc. 

Indiana Michigan Power Co. (formerly 
Indiana & Michigan Electric Co.) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8903240189 

50-498 

S 

8903240250 

PR 


8903240325 

50-498 

P 

8903010037 

50-322 

T 

8903010043 

50-322 

G 

8903010044* 

50-322 

T 

8903010064* 

50-322 

T 

8903010073* 

50-322 

T 

8903010110* 

50-322 

T 

8903010117* 

50-322 

T 

8903010125 

50-277 

G 

8903100106 

50-322 

G 

8903100263 

50-322 

G 

8903170039 

50-277 

G 

8903290164 

50-277 

G 

8903210137 

WASTE RES 


8903160463 

WASTE MGT 


8903210090 

40-8904 


8903210165 

40-8904 


8903210169* 

40-8904 


8903210526 

40-8904 


8902270670 

70-1359 


8903100424 

70-1359 


8903130011* 

70-1359 


8903200377 

WASTE RES 


8903200379* 

WASTE RES 


8903200392 

WASTE RES 


8903210042 

WASTE RES 


8902020381* 

50-263 

P 

8902230667* 

50-293 

P 

8902270198 

WASTE MGT 


8902270290* 

WASTE MGT 


8903090388 

WASTE MGT 


8903090396* 

WASTE MGT 


8903100163 

50-322 

T 

8903130651 

WASTE MGT 


8903210325 

WASTE MGT 


8903220211* 

50-247 

Q 

8903230459* 

50-289 

P 

8903160097 

50-284 

F 

8903170413* 

50-443 

F 

8903200143 

FOIA 


8903200179* 

FOIA 


8903200188* 

FOIA 


8902230605 

50-461 

P 

8902270572 

50-461 

R 

8903010060 

50-461 

S 

8903010143 

50-461 

V 

8903010276 

50-461 

J 

8903010321 

50-461 

P 

8903010324* 

50-461 

P 

8903060197 

50-461 

R 

8903060199* 

50-461 

P 

8903070051* 

50-461 

P 

8903070055 

50-461 

H 

8903070147* 

50-461 

F 

8903100552 

50-461 

P- 

8903100578 

50-461 

K 

8903100581* 

50-461 

K 

8903100597 

50-461 

Q 

8903130666 

50-461 

F 

8903160014 

50-461 

J 

8903160025 

50-461 

R 

8903160030 

50-461 

R 

8903160379 

50-461 

S 

8903170114 

50-461 

S 

8903170355 

50-461 

P 

8903170357* 

50-461 

P 

8903200296 

50-461 

S 

8903280162 

50-461 

P 

8903090232 

50-151 

R 

8903100065 

50-356 

F 

8903010195* 

50-285 

P 

8903130312* 

50-443 

T 

8903130331* 

50-443 

T 

8903130380* 

50-443 

T 

8903130399* 

50-443 

T 

8903140192 

FOIA 


8902230511* 

CONTRACT 


8611180250 

50-315 

P 

8611180250 

50-315 

P 

8611180253* 

50-315 

P 

8611180253* 

50-315 

P 

8902280456 

50-316 

S 

8903010288 

50-316 

s 

89030103Q6 

50-315 

s 

8903010375 

50-315 

H 


CORPORATE SOURCE INDEX 343 


AUTHOR AFFILIATION 


Interior, Dept, of 

Interior, Dept. of. Bureau of Mines 
Interior, Dept, of, Geological Survey 


Interior, Dept, of, National Park Servic 
International Brotherhood of Electrical 
Workers 


International Freight Forwarders, Inc. 
International Technical Services, Inc. 
Iowa Electric Light & Power Co. 


JEMCO Engineering Co. 
JRA Associates 

Japan, Govt, of 


Johnson & Higgins Insurance 
KLD Associates, Inc. 


KMC Inc 

Kansas State Univ., Manhattan, KS 

Kansas, State of 

Kenrob & Associates, Inc. 
Kerr-McGee Corp. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8903010375 

50-315 

8903010379 

PR 

8903010413 

50-315 

8903030264 

50-316 

8903080525 

50-315 

8903080525 

50-315 

8903090013 

50-315 

8903090088 

50-315 

8903090400 

50-315 

8903090434* 

50-315 

8903100329 

50-315 

8903100329 

50-315 

8903100373 

50-315 

8903100373 

50-315 

8903100446 

50-315 

8903100446 

50-315 

8903140427 

50-315 

8903210327 

50-316 

8903220176 

50-315 

8903220176 

50-315 

8903220177* 

50-315 

8903220177* 

50-315 

8903220188 

50-315 

8903220188 

50-315 

8903220192* 

50-315 

8903220192* 

50-315 

8903220446 

50-315 

8903230074 

50-315 

8903230349 

50-316 

8903230351 

50-316 

8903240288 

50-315 

8903240288 

50-315 

8903280143 

50-315 

8903300050* 

PR 

8903020403 

PR 

8903270264 

WASTE RES 

8903080282 

50-440 

8903160240 

WASTE MGT 

8903160310* 

WASTE MGT 

8903160313* 

WASTE MGT 

8903160316* 

WASTE MGT 

8903140425* 

ORG 

8903010273 

50-213 

8903030165 

PR 

8903030182 

PR 

8903300007 

PR 

8611240066 

70-3041 

8903270388* 

CONTRACT 

8902230386 

50-331 

8902240292 

50-331 

8902240295* 

50-331 

8902240299* 

50-331 

8902280442 

50-331 

8903010154 

50-331 

8903020244 

50-331 

8903020553 

50-331 

8903030178 

50-331 

8903060001 

50-331 

8903080443 

50-331 

8903080461* 

50-331 

8903080505 

50-331 

8903150444 

50-331 

8903200293 

50-331 

8903210126 

50-331 

8903210346 

50-331 

8903210481 

50-331 

8903210486* 

50-331 

8903280254 

50-331 

8903030198 

PR 

8903060049 

FOIA 

8903130085 

FOIA 

8903270306 

50-324 

8902240162 

XPORTLIC 

8902280243 

XPORTLIC 

8902280282 

XPORTLIC 

8903170180 

XPORTLIC 

8903280396 

XPORTLIC 

8903030027 

50-267 

8903080510 

50-293 

8903130293* 

50-443 

8903070156 

PR 

8903130662 

50-188 

8903210351 

50-188 

8903080283* 

50-482 

8902240113* 

CONTRACT 

8903060117 

40-8768 

8903080008* 

40-8768 

8903080009* 

40-8768 
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344 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8903220256 

71-4894 



8903220292* 

WASTE MGT 


8903270371 

70-1193 


MOVATS, Inc. 

8903160351 

PT21 


8903300061* 

40-8768 



8903160357 

PT21 

Kingston, MA 

8903090068 

50*293 

F 

Madison Gas & Electric Co. 

8903280134* 

50-305 

Kirkpatrick & Lockhart 

8903220070 

50-322 

G 

Maine Yankee Atomic Power Co. 

8902230642 

50-309 

Kiski Valley Coalition to Save Our 

8903100020* 

70-135 



8902230648* 

50-309 

Children 





8902270385 

50-309 

LN Technologies Corp. (formerly London 

8903210247 

WASTE MGT 



8902280349 

50-309 

Nuclear Svcs, Inc.) 





8903090349 

50-309 

Lagoulis, Clark, Hill-Whilton & McGuire 

8903170130 

50-443 

G 


8903100081 

50-309 

Lawrence Berkeley Laboratory 

8903090403 

WASTE MGT 



8903100175 

50-309 

Lawrence Livermore National Laboratory 

8902230695 

WASTE MGT 



8903100325 

50-309 


8903030308 

NUREG 



8903100349 

PR 


8903030348 

NUREG 



8903130203 

50-309 


8903030394 

NUREG 



8903130221 

50-309 


8903030423 

NUREG 



8903170233 

50-309 


8903060025 

NUREG 



8903200250 

50-309 


8903090454* 

WASTE MGT 



8903200254 

50-309 


8903140041 

NUREG 



8903210179 

50-309 


8903140068 

NUREG 



8903210181* 

50-309 


8903140099 

NUREG 



8903210188* 

50-309 


8903140119 

NUREG 



8903220221 

50-309 


8903140237* 

WASTE MGT 



8903220231* 

50-309 


8903140247* 

WASTE MGT 



8903220437 

50-309 


8903280308 

NUREG 



8903240036 

50-309 


8903280347 

NUREG 



8903280049 

50-309 

Lewis, M. 

8903240266 

PR 


Maine, State of 

8903080517 

50-309 

Linsley, Kraeger & Associates, Ltd. 

8903280316 

NUREG 



8903080554 

50-309 


8903280351 

NUREG 


Malapai Resources Co. 

8903030476 

40-8502 

Long Island Lighting Co. 

8902240220 

50-322 

P 


8903060084 

40-8502 


8903010037 

50-322 

T 

Marsh & McLennan, Inc. 

8902270259 

50-309 


8903010043 

50-322 

G 


8902270297 

50-259 


8903010044* 

50-322 

T 


8902270310 

50-334 


8903010064* 

50-322 

T 


8902270331 

50-89 


8903010073* 

50-322 

T 


8902270394 

50-458 


8903010110* 

50-322 

T 


8902270398 

70-135 


8903010117* 

50-322 

T 


8902270401 

50-447 


8903020125 

50-322 

H 


8902270612 

50-3 


8903030220 

50-322 

S 


8903020203 

50-331 


8903060167* 

50-322 

R 


8903030261 

50-321 


8903070056* 

50-322 

V 


8903080514 

50-146 


8903080076 

50-322 

R 

Marshfield, MA 

8903080524 

50-293 


8903080241 

PR 


Maryland, State of 

8903220250 

50-277 


8903080419 

50-322 

O 


8903270319* 

CONTRACT 


8903090423 

50-322 

R 

Maryland, Univ. of, College Park, MD 

8903070112 

PR 


8903090437* 

50-322 

R 

Massachusetts Institute of Technology, 

8902240149 

50-20 


8903100106 

50-322 

G 

Cambridge, MA 




8903100124 

50-322 

G 


8902240154* 

50-20 


8903100263 

50-322 

G 


8902270181 

50-20 


8903210317 

50-322 

R 


8902270204* 

50-20 


8903220070 

50-322 

G 


8903090467 

50-20 


8903230364 

50-322 

H 


8903270064* 

ORG 


8903270056 

50-322 

P 


8903280182 

50-20 


8903280086 

REGGO 


Massachusetts, Commonwealth of 

8903010114 

50-443 

Lorion, J. 

8903170001 

50-250 

G 


8903010162 

50-443 

Los Alamos National Laboratory 

8903030322 

NUREG 



8903010162 

50-443 


8903140353* 

WASTE MGT 



8903010165 

50-293 


8903150073* 

WASTE MGT 



8903010168 

50-293 


8903270067* 

ORG 



8903030241 

50-293 

Los Alamos Technical Associates,lnc. 

8903290440* 

50-324 

P 


8903080421 

50-293 

Louisiana Power & Light Co. 

8902230165 

50-382 

V 


8903080445 

50-293 


8902230433 

50-382 

R 


8903080456 

50-293 


8903010279 

50-382 

S 


8903090058 

50-293 


8903020591 

50-382 

F 


8903090115 

50-293 


8903030212 

50-382 

P 


8903090278* 

50-293 


8903080171 

50-382 

S 


8903100061 

50-443 


8903080265 

50-382 

Q 


8903100061 

50-443 


8903100135* 

50-382 

R 


8903100099 

50-443 


8903100298 

50-382 

H 


8903100099 

50-443 


8903100459 

50-382 

P 


8903100243 

50-443 


8903100486 

50-382 

R 


8903100315 

50-443 


8903150507 

50-382 

S 


8903100315 

50-443 


8903150543 

50-382 

R 


8903100323 

50-443 


8903150545* 

50-382 

R 


8903100323 

50-443 


8903200337 

50-382 

S 


8903100330* 

50-443 


8903200344 

50-382 

Q 


8903140282* 

50-293 


8903230361 

50-382 

Q 


8903170012 

50-443 


8903240332 

50-382 

R 


8903170012 

50-443 


8903270170 

50-382 

P 


8903170019* 

50-443 


* 

50-382 

P 


8903170019* 

50-443 



PR 



8903170024* 

50-443 



WASTE MGT 



8903170024* 

50-443 



71-9036 



8903170121 

50-443 



71-672 



8903170121 

50-443 



50-271 

G 


8903170151 

50-443 



WA§TSEE MGT 



8903170151 

50-443 



WASTE MGT 



8903170189 

50-443 



WASTE MGT 



8903170189 

50-443 



WASTE MGT 



8903170217* 

50-443 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8903170217* 

50-443 

G 

Native Americans for a Clean Environment 

8903010394 

PR 


8903170224* 

50-443 

G 

Navy, Dept, of 

8903270323* 

71-87 


8903170224* 

50-443 

G 

Navy, Dept, of, Naval Sea Systems Comman 

8903270315 

71-87 


8903200332* 

50-293 

F 

Nebraska Public Power District 

8610270435 

50-298 


8903210366* 

50-293 

U 


8902280469 

50-298 


8903220146 

50-443 

G 


8903030463 

50-298 


8903230073* 

50-443 

G 


8903030505 

50-298 


8903230266 

50-443 

G 


8903080248 

50-298 


8903230280 

50-443 

G 


8903100251 

50-298 


8903230280 

50-443 

G 


8903100352 

50-298 


8903230294 

50-443 

G 


8903130566 

50-298 


8903230294 

50-443 

G 


8903200253 

50-298 


8903230299 

50-443 

G 


8903230047 

50-298 


8903230299 

50-443 

G 


8903240058 

50-298 


8903290174 

50-443 

G 


8903240173 

50-298 


8903290174 

50-443 

G 


8903280020* 

50-298 


8903290177 

50-443 

G 


8903280255 

50-298 


8903290177 

50-443 

G 

Nebraska, State of 

8903150050* 

CONTRACT 


8903290178 

50-443 

G 


8903220058 

40-8943 


8903290192 

50-443 

G 

Nevada, State of 

8903090470 

WASTE MGT 


8903290201 

50-443 

G 


8903210015 

STATE PRO 


8903290201 

50-443 

G 

New England Bell Telephone Co. 

8903130349* 

50-443 

Mattingly & O’Reilly Services & Testing, 

8902240143 

71-542 


New England Coalition on Nuclear 

8903170059 

50-271 

Inc. 




Pollution 




8902240143 

71-542 



8903170080 

50-271 


8902240143 

71-542 



8903170087* 

50-271 


8902240143 

71-542 



8903170095* 

50-271 


8902240143 

71-542 



8903230145 

50-271 


8902240211* 

71-542 



8903290209 

50-443 


8902240211* 

71-542 


New Hampshire, State of 

8903140683* 

CONTRACT 


8902240211* 

71-542 


New Jersey, State of 

8903140298 

50-272 


8902240211* 

71-542 


New Mexico, State of 

8903220087 

40-8905 


8902240211* 

71-542 


New York Power Authority (formerly Power 

8902240321 

50-286 


8902240211* 

71-542 


Authority of the State of New York) 



McGean-Rohco, Inc. (formerly McGean 

8902230260 

40-8724 



8902270691 

50-333 

Chemical Co., Inc.) 





8902280011 

50-286 


8903220354 

40-8724 



8902280027 

50-333 

Metacon Systems Co., (formerly Swank 

8903200454* 

FOIA 



8902280508 

50-286 

Metacon Systems Co.) 





8903020497 

50-333 


8903200456* 

FOIA 



8903080245 

50-333 


8903200458* 

FOIA 



8903100246 

50-286 


8903200460* 

FOIA 



8903100379 

50-286 

Michigan State Univ., East Lansing, Ml 

8903220196 

50-294 

R 


8903130179 

50-333 

Michigan, State of 

8903270419* 

CONTRACT 



8903130235 

50-333 

Middle South Utilities, Inc. 

8903020251 

PR 



8903150030 

50-333 


8903100339 

PR 



8903150063 

50-286 

Midwest Interstate Low-Level Radioactive 

8903240254 

PR 



8903150500 

50-286 

Waste Commission 





8903150504 

50-286 

Miller, Canfield, Paddock & Stone 

8903060031 

50-322 

P 


8903200225 

50-333 

Miller, Balls & O’Neil 

8903210284 

50-445 

M 


8903200268 

50-286 

Minerals Exploration Co. (subs, of Union 

8903210271 

40-8584 



8903200434 

50-286 

Oil Co. of California) 





8903210196 

50-286 


8903210517 

40-8584 



8903210203 

50-286 

Minnesota, State of 

8903280004* 

CONTRACT 



8903210209* 

50-286 

Missouri, Univ. of, Rolla, MO 

8903210231 

50-186 

H 


8903210212* 

50-286 

Mitsubishi International Corp. (subs, of 

8903090139* 

XPORTLIC 



8903210225 

50-286 

Mitsubishi Corp.) 





8903210464 

50-286 


8903230152* 

XPORTLIC 



8903220500 

50-333 


8903230164* 

XPORTLIC 



8903280250 

50-286 

Mitsui & Co. (USA), Inc. (subs, of Mitsu 

8902280510 

XPORTLIC 


New York, State Univ. of, Albany, NY 

8903080430 

PR 

& Co.. Ltd.) 




New York, State of 

8903020020 

PR 


8903080154 

XPORTLIC 



8903090292* 

50-322 


8903080170 

XPORTLIC 



8903160134 

PROJ 


8903090050 

XPORTLIC 



8903230251 

50-322 


8903160140* 

XPORTLIC 


Newman & Holtzinger 

8903100076 

50-335 


8903160148* 

XPORTLIC 



8903100085* 

50-335 


8903220491* 

XPORTLIC 



8903170278 

50-250 


8903220493 

XPORTLIC 



8903230031 

50-250 


8903230330 

XPORTLIC 



8903230031 

50-250 

Murphy & Graham 

8903100284 

50-443 

G 


8903230046 

50-250 

NUEXCO 

8903220037 

XPORTLIC 



8903230046 

50-250 

NUTECH Engineers, Inc. 

8903030170 

PROJ 



8903290185 

50-250 

National Aeronautics & Space Admin, 

8903210420 

50-30 

R 

Niagara Mohawk Power Corp. 

8612240206 

50-410 


8903220204 

50-30 

P 


8902230381 

50-220 


8903220204 

50-30 

P 


8902230384 

50-410 


8903220209* 

50-30 

P 


8902240342 

50-410 


8903220209* 

50-30 

P 


8902270681 

50-220 

National Council on Radiation Protection 

8903030301 * 

CONTRACT 



8902280049 

50-220 

& Measurements 





8902280375 

50-410 

National Coverage Corp. 

8903280132* 

50-322 

P 


8903020482 

50-220 

National Institute of Standards & 

8903030455 

WASTE RES 



8903020488* 

50-220 

Technology (formerly National Bureau of 





8903020488* 

50-220 


8903210033 

WASTE RES 



8903020529 

50-220 

National Organization of Test, Research 

8903200135* 

ORG 



8903060099 

50-410 

Training Reactors 





8903060102* 

50-410 


8903220425* 

50-54 

P 


8903060104* 

50-410 

National Research Council 

8903200119 

WASTE MGT 



8903070025 

50-410 


8903200126 

WASTE MGT 



8903090071 

50-220 


8903200130 

WASTE MGT 



8903090279 

50-220 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


North American Inspection, Inc. 

North American PHIbs Lighting Corp. 
Northeast Nuclear Er-ercy Co \subs. of 
Northeast Utilities) 


Northeast Utilities 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8903100526 

50-220 

P 

8903140035 

50-410 

R 

8903140049 

50-220 

R 

8903140479 

50-410 

Q 

8903140487 

50-220 

Q 

8903140648 

50-220 

Q 

8903150169 

50-220 

P 

8903150178* 

50-220 

P 

8903170118 

50-410 

Q 

8903210429 

50-220 

P 

8903220261 

50-220 

Q 

8903220357 

50-410 

S 

8903230160 

50-410 

S 

89032400 77 

50-220 

S 

8903240079 

50-220 

S 

8903240107 

50-220 

R 

8903240321 

50-410 

R 

89032801 12 

50-220 

P 

8903280240 

50-220 

P 

8903280311 

50-220 

P 

8903020238 

71-514 


8607020471 

27-48 


8902230595 

50-423 

P 

8902240097 

50-245 

R 

8902270041 

50-245 

P 

8902280226 

50-336 

P 

8903020448 

50-423 

P 

8903030047 

50-245 

Q 

8903030047 

50-245 

Q 

8903030387 

50-213 

R 

8903090010 

50-245 

P 

8903090026 

50-245 

P 

8903090215 

50-336 

P 

8903090342 

50-245 

Q 

8903090375 

50-213 

Q 

8903090375 

50-213 

Q 

8903100336 

50-213 

H 

8903100336 

50-213 

H 

8903100351 

50-245 

R 

8903130245 

50-423 

S 

8903130253 

50-245 

S 

8903130262 

50-336 

s 

8903130300 

50-245 

s 

8903130361 

50-336 

s 

8903160051 

50-336 

R 

8903170433 

50-213 

P 

8903170433 

50-213 

P 

8903170433 

50-213 

P 

8903170433 

50-213 

P 

8903170433 

50-213 

P 

8903200162 

50-423 

P 

8903200224 

50-245 

R 

8903200248 

50-423 

Q 

8903200251 

50-245 

F 

8903210102 

50-213 

H 

8903210102 

50-213 

H 

8903210102 

50-213 

H 

8903210421 

50-213 

Q 

8903210421 

50-213 

Q 

8903220496 

50-336 

S 

8903230101 

50-423 

P 

8903230105* 

50-423 

P 

8903240095 

50-423 

s 

8903240231 

50-423 

R 

8903270174 

50-423 

R 

8903270185 

50-423 

R 

8903270299 

50-213 

P 

8903280037 

50-245 

P 

8903280075 

50-213 

H 

8903280075 

50-213 

H 

8903280075 

50-213 

H 

8903280202 

50-245 

P 

8903300297 

REGGO 


8903300297 

REGGO 


8903300297 

REGGO 


8902230595 

50-423 

P 

8902240074 

50-213 

P 

8902240097 

50-245 

R 

8902270041 

50-245 

P 

8902280226 

50-336 

P 

8903020448 

50-423 

P 

8903030047 

50-245 

Q 

8903030047 

50-245 

Q 

8903030387 

50-213 

R 

8903080205 

50-213 

P 

8903090010 

50-245 

P 

8903090026 

50-245 

P 

8903090215 

50-336 

P 


AUTHOR AFFILIATION 


Northeast Utilities Service Co. (subs, o 
Northeast Utilities) 

Northern States Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8903090342 

50-245 

Q 

8903090375 

50-213 

Q 

8903090375 

50-213 

Q 

8903100032 

50-213 

P 

8903100336 

50-213 

H 

8903100336 

50-213 

H 

8903130245 

50-423 

S 

8903130253 

50-245 

S 

8903130262 

50-336 

S 

8903140507 

50-336 

F 

8903140614 

50-213 

R 

8903150269 

50-213 

P 

8903160051 

50-336 

R 

8903170433 

50-213 

P 

8903170433 

50-213 

P 

8903170433 

50-213 

P 

8903200162 

50-423 

o 

8903200248 

50-423 

Q 

8903200251 

50-245 

F 

8903210102 

50-213 

H 

8903210102 

50-213 

H 

8903210102 

50-213 

H 

8903210421 

50-213 

Q 

8903220496 

50-336 

S 

8903230101 

50-423 

P 

8903240095 

50-423 

S 

8903240231 

50-423 

R 

8903270174 

50-423 

R 

8903270185 

50-423 

R 

8903270299 

50-213 

P 

8903280037 

50-245 

P 

8903280075 

50-213 

H 

8903280075 

50-213 

H 

8903280075 

50-213 

H 

8903280202 

50-245 

P 

8903300297 

REGGO 


8903300297 

REGGO 


8903300297 

REGGD 


8902240075* 

50-213 

P 

8902240159 

50-263 

P 

8902280297 

50-263 

P 

8902280335 

50-263 

P 

8903010295 

50-282 

P 

8903060111 

50-282 

Q 

8903060111 

50-282 

Q 

8903080064 

50-263 

Q 

8903080178 

50-282 

Q 

8903080178 

50-282 

Q 

8903080450 

50-263 

H 

8903090057 

50-263 

R 

8903090062* 

50-263 

R 

8903090066* 

50-263 

R 

8903090224 

50-282 

Q 

8903090224 

50-282 

Q 

8903100319 

PR 


8903130403 

50-263 

1 

8903130403 

50-263 

1 

8903130403 

50-263 

1 

8903130403 

50-263 

1 

8903140074* 

50-282 

R 

8903140074* 

50-282 

R 

8903140115 

50-263 

R 

8903140120* 

50-263 

R 

8903140125* 

50-263 

R 

8903140128* 

50-263 

R 

8903160027 

50-263 

R 

8903170051 

50-282 

Q 

8903170070 

50-263 

P 

8903200151 

50-263 

S 

8903200323 

50-282 

R 

8903200323 

50-282 

R 

8903200356 

50-263 

1 

8903200356 

50-263 


8903200356 

50-263 

1 

8903200356 

50-263 

1 

8903200431 

50-282 

R 

8903200431 

50-282 

R 

8903200442* 

50-282 

R 

8903210006 

50-282 

P 

8903210152 

50-263 

P 

8903210155* 

50-263 

P 

8903210158* 

50-263 

P 

8903220101 

50-263 

P 

8903220257 

50-263 

P 

8903220398 

50-282 

P 

8903280121 

50-282 

Q 

8903280121 

50-282 

Q 

8903280234 

50-306 

Q 
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AUTHOR AFFILIATION 


Nuclear Assurance Corp. 
Nuclear Fuel Services, Inc. 


Nuclear Information & Resource Service 

Nuclear Management & Resources Council 
(NUMARC) (formerly Nuclear Utility Mana 


Nuclear Materialsjnc. 
Nuclear Packaging, Inc. 


Nuclear Power Oversight Committee 
Nuclear Utility Backfitting & Reform 
Group 

Nutec, Inc. 

Nutech, Inc. 

Nutherm International, Inc. 


O'Melveny & Myers 
Oak Ridge Associated Univs. 


Oak Ridge National Laboratory 


Oglethorpe Power Corp. 

Ohio Citizens for Responsible Energy 

Ohio State Univ., Columbus, OH 


Ohio, State of 

Oklahoma, Univ. of, Norman, OK 
Omaha Public Power District 


Oregon, State of 
Pacific Gas & Electric Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8904060001* 

50-282 

R 


8902270184 

50-275 

8904060003* 

50-282 

R 


8902270184 

50-275 

8903130650 

50-280 

Y 


8902280186 

50-323 

8902230368 

70-143 



8902280200 

50-275 

8903090123 

70-143 



8902280383 

50-275 

8903160136 

70-143 



8903010235 

50-275 

8903160166 

70-143 



8903010235 

50-275 

8903210030 

70-143 



8903020397 

PR 

8903270240 

70-143 



8903020584 

50-323 

8903010382 

PR 



8903070117 

PR 

8903010346 

PR 



8903080243 

50-133 





8903080423 

50-275 

8903080222 

PR 



8903080423 

50-275 

8903200259 

REVIEW GR 

P 


8903080427 

50-273 

8903210234 

REVIEW GR 

P 


8903080427 

50-273 

8903210352 

REGGD 



8903080483 

50-275 

8903280370 

PR 



8903080483 

50-275 

8902280540* 

XPORTLIC 



8903090368 

50-275 

8903090331 

71-9181 



8903090368 

50-275 

8903090340* 

71-9181 



8903090405 

50-275 

8903130704 

71-9218 



8903090405 

50-275 

8903130712* 

71-9218 



8903090411* 

50-275 

8903280356 

PR 



8903090411* 

50-275 

8903080359 

PR 



8903090414* 

50-275 





8903090414* 

50-275 

8903210318 

PROJ 



8903100053 

50-133 

8902280474* 

50-325 

Q 


8903100264 

50-344 

8903100354 

PROJ 



8903130507 

50-275 

8903010227* 

50-237 

P 


8903130702 

50-275 

8903010231* 

50-237 

P 


8903130702 

50-275 

8903170039 

50-277 

G 


8903140504 

50-323 

8903080054* 

40-8724 



8903150247 

PR 

8903090227* 

70-36 



8903150291 

50-323 

8903140676* 

70-36 



8903170093 

50-323 

8903080544 

NUREG 



8903170105* 

50-323 

8903090048 

NUREG 



8903170155 

50-275 

8903140098 

NUREG 



8903170272 

50-323 

8903220327 

PROJ 



8903210065 

50-275 

8903060005 

50-425 

M 


8903210065 

50-275 

8903080200 

PR 



8903210067* 

50-275 

8903080348 

50-440 

H 


8903210067* 

50-275 

8903150347 

50-150 

P 


8903220104 

50-275 

8903150351* 

50-150 

P 


8903220104 

50-275 

8903200176 

50-150 

S 


8903220397 

50-133 

8904050128* 

50-150 

P 


8903230010 

50-275 

8904050132* 

50-150 

P 


8903230010 

50-275 

8903270389* 

CONTRACT 



8903230311 

50-275 

8903150586 

50-112 

P 


8903230427 

50-133 

8902230465 

50-285 

Q 


8903230427 

50-133 

8902270276 

50-285 

R 


8903230427 

50-133 

8902270546 

50-285 

R 


8903230427 

50-133 

8902280006 

50-285 

Q 


8903240061 

50-275 

8903010192 

50-285 

P 


8903280207 

50-275 

8903020065 

50-285 

P 


8903280217 

50-323 

8903020278 

PR 



8903280222* 

50-323 

8903020372 

50-285 

P 


8903280245 

50-323 

8903030214 

50-285 

S 

Pacific Nuclear Systems, Inc. 

8903010388 

71-9200 

8903090039 

50-285 

F 

8903090331 

71-9181 

8903090064 

50-285 

P 


8903100280 

PROJ 

8903090084 

50-285 

S 


8903100512 

71-9181 

8903090089* 

50-285 

S 

Pacific Sierra Nuclear Associates 

8903230095 

PROJ 

8903090093* 

50-285 

s 

Palisades Generating Co. 

8903060170* 

50-255 

8903090324 

50-285 

s 

Parameter, Inc. 

8903140089 

NUREG 

8903100285 

50-285 

R 

Pathfinder Mines Corp. 

8903060055 

40-2259 

8903150317 

50-285 

P 

8903060064* 

40-2259 

8903150331 

50-285 

P 


8903060069* 

40-2259 

8903160010 

50-285 

Q 


8903210412 

40-2259 

8903160258 

50-285 

F 


8903220064 

40-6622 

8903210472 

50-285 

R 


8903220083 

40-6622 

8903220443 

50-285 

P 


8903220133 

40-6622 

8903220445* 

50-285 

P 

Paul, Hastings, Janofsky & Walker 
Pennsylvania Power & Light Co. 

8903060005 

50-425 

8903220449* 

50-285 

P 

8902230461 

71-9070 

8903220451* 

50-285 

P 

8902230461 

71-9070 

8903220452* 

50-285 

P 


8902240240 

50-387 

8903220454* 

50-285 

P 


8902240240 

50-387 

8903220456* 

50-285 

P 


8903010153 

50-387 

8903230012* 

50-285 

P 


8903010153 

50-387 

8903230081 

50-285 

s 


8903020044 

50-387 

8903230249 

50-285 

Q 


8903020047* 

50-387 

8903240170 

50-285 

S 


8903020343 

50-387 

8903270269 

50-285 

Q 


8903020343 

50-387 

8903100385* 

CONTRACT 



8903070060 

50-387 

8612170367 

50-275 

S 


8903080213 

50-387 

8902230477 

50-275 

F 


8903080213 

50-387 

8902230550 

50-275 

P 


8903090030 

50-387 

8902230571 

50-275 

P 


8903090030 

50-387 

8902230571 

50-275 

P 


8903090034* 

50-387 

8902240213 

50-133 

J 


8903090042 

50-387 

8902240213 

50-133 

J 


8903090045* 

50-387 
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348 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Pennsylvania, Commonwealth of 
Perkins, Coie (formerly Perkins, Coie, 

Stone, Olsen & Williams) 

Petrotomlcs Co. (formerly Getty/Petrotom 
icsCo.) 

Philadelphia Electric Co. 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8903090047* 

50-387 

P 


8903150137 

50-352 

8903100045 

50-387 

R 


8903160003 

50-353 

8903100045 

50-387 

R 


8903160008* 

50-353 

8903100167 

50-387 

H 


8903160018 

50-352 

8903130505 

50-387 

R 


8903170039 

50-277 

8903130505 

50-387 

R 


8903170039 

50-277 

8903140390 

50-387 

S 


8903200009 

50-277 

8903150236 

50-387 

Q 


8903200009 

50-277 

8903150236 

50-387 

Q 


8903200016 

50-353 

8903150245* 

50-387 

P 


8903200032 

50-171 

8903150245* 

50-387 

P 


8903200037* 

50-171 

8903160019 

50-387 

S 


8903200037* 

50-171 

8903200217 

50-387 

F 


8903200037* 

50-171 

8903200217 

50-387 

F 


8903200072 

50-352 

8903200252 

50-387 

Q 


8903200102 

50-277 

8903210055 

50-387 

K 


8903200148 

50-277 

8903210055 

50-387 

K 


8903200148 

50-277 

8903210249 

50-388 

S 


8903200164 

50-277 

8903210293 

50-387 

S 


8903200264 

50-277 

8903220018 

50-387 

P 


8903200264 

50-277 

8903220118* 

50-387 

P 


8903200264 

50-277 

8903220122* 

50-387 

P 


8903200264 

50-277 

8903230070 

REGGD 



8903200264 

50-277 

8903240118 

50-387 

R 


8903200364 

50-277 

8903240118 

50-387 

R 


8903200364 

50-277 

8903240126 

50-387 

F 


8903200446 

50-277 

8903280023 

50-387 

P 


8903200446 

50-277 

8903280023 

50-387 

P 


8903200447* 

50-277 

8903280026* 

50-387 

P 


8903200447* 

50-277 

8903280029* 

50-387 

P 


8903200448* 

50-277 

8903280032* 

50-387 

P 


8903200448* 

50-277 

8903280140 

50-387 

J 


8903200494* 

50-277 

8903280140 

50-387 

J 


8903200494* 

50-277 

8903170039 

50-277 

G 


8903210322 

50-277 

8903020128 

PR 



8903210322 

50-277 





8903210399 

50-352 

8903060008 

40-6659 



8903220005 

50-352 





8903220005 

50-352 

8902210205 

50-352 

F 


8903220009* 

50-352 

8902210205 

50-352 

F 


8903220311 

50-352 

8902210210* 

50-352 

F 


8903220416 

50-277 

8902210210* 

50-352 

F 


8903220431* 

50-277 

8902230274 

50-352 

S 


8903230049 

50-277 

8902230452 

50-352 

F 


8903230114 

50-352 

8902230452 

50-352 

F 


8903240268 

50-277 

8902230457 

50-277 

F 


8903270050 

50-352 

8902230457 

50-277 

F 


8903270373 

50-353 

8902240236 

50-277 

R 


8903280252 

50-352 

8902270015 

50-352 

J 


8903290164 

50-277 

8902270446 

50-353 

A 

Plain Dealer, Cleveland, OH 

8903290304 

50-440 

8902280330 

50-171 

J 

Plateau Resources, Ltd. 

8903210509 

40-8698 

8902280330 

50-171 

J 

Plymouth, MA 

8903080472 

PR 

8902280330 

50-171 

J 


8903080492 

50-293 

8902280429 

50-352 

S 


8903080506 

50-293 

8902280501 

50-352 

R 

Portland General Electric Co. 

8902230124 

50-344 

8902280546 

50-352 

V 


8902230429 

50-344 

8902280548* 

50-352 

V 


8902230492 

50-344 

8903010067 

50-352 

F 


8902230507 

50-344 

8903010122 

50-277 

S 


8902240488* 

50-344 

8903010125 

50-277 

G 


8902270092 

50-344 

8903010265 

50-352 

P 


8902280045 

50-344 

8903010269* 

50-352 

P 


8902280053* 

50-344 

8903020540 

50-352 

S 


8902280056* 

50-344 

8903030454 

50-352 

S 


8902280366 

50-344 

8903030499 

50-353 

A 


8903010019 

50-344 

8903060118 

50-277 

R 


8903030071 

50-344 

8903060118 

50-277 

R 


8903030074* 

50-344 

8903080528 

PR 



8903030077* 

50-344 

8903090374 

50-352 

S 


8903030390 

50-344 

8903090435 

50-352 

S 


8903070169 

50-344 

8903090443 

50-352 

S 


8903090065 

50-344 

8903100090 

50-352 

R 


8903090185 

50-344 

8903100382 

50-277 

S 


8903090311 

50-344 

8903100479 

50-277 

R 


8903150224 

50-344 

8903100479 

50-277 

R 


8903150430 

50-344 

8903100487 

PR 



8903230223 

50-344 

8903130551 

50-277 

S 


8903230474 

50-344 

8903140078 

50-352 

P 

Portland State Univ., Portland, OR 

8902270098* 

50-344 

8903140078 

50-352 

P 

Professional Reactor Operator Society 

8903080519 

PR 

8903140085* 

50-352 

P 


8903080523 

50-312 

8903140085* 

50-352 

P 

Public Service Co. of Colorado 

8902240293 

50-267 

8903140091* 

50-352 

K 


8902240347 

50-267 

8903140091* 

50-352 

K 


8902280064 

50-267 

8903140093* 

50-352 

F 


8902280457 

50-267 

8903140093* 

50-352 

F 


8903010006 

50-267 

8903140095* 

50-352 

P 


8903010333 

50-267 

8903140483 

50-277 

S 


8903020648 

PR 

8903140484 

50-277 

Q 


8903030104 

50-267 

8903140578 

50-277 

S 


8903080285 

50-267 
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CORPORATE SOURCE INDEX 349 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8903100244 50-267 R 

8903220109 50-267 R 

8903270385 50-267 F 

8903280256 50-267 Q 

Public Service Co. of New Hampshire 8902280264 50-443 S 

8903010162 50-443 G 

8903010162 50-443 G 

8903010242 50-443 P 

8903100130 50-443 G 

8903100130 50-443 G 

8903100140 50-443 G 

8903100140 50-443 G 

8903100148 50-443 G 

8903100148 50-443 G 

8903100198 50-443 R 

8903100284 50-443 G 

8903100296 50-443 G 

8903100296 50-443 G 

8903100425 PR 

8903130205 50-443 T 

8903130205 50-443 T 

8903130212* 50-443 T 

8903130212* 50-443 T 

8903130227* 50-443 T 

8903130227* 50-443 T 

8903130269* 50-443 T 

8903130269* 50-443 T 

8903130293* 50-443 T 

8903130293* 50-443 T 

8903130312* 50-443 T 

8903130312* 50-443 T 

8903130331* 50-443 T 

8903130331* 50-443 T 

8903130349* 50-443 T 

8903130349* 50-443 T 

8903130380* 50-443 T 

8903130380* 50-443 T 

8903130399* 50-443 T 

8903130399* 50-443 T 

8903130415* 50-443 T 

8903130415* 50-443 T 

8903140065 50-443 P 

8903150142 50-443 S 

8903150306 50-443 S 

8903170031* 50-443 G 

8903170037* 50-443 G 

8903170057 50-443 G 

8903170121 50-443 G 

8903170121 50-443 G 

8903170130 50-443 G 

8903170181 50-443 G 

8903170181 50-443 G 

8903170191 50-443 G 

8903170191 50-443 G 

8903170193 50-443 G 

8903170193 50-443 G 

8903210139 50-443 S 

8903210339 50-443 R 

8903220082 50-443 G 

8903220082 50-443 G 

8903220089 50-443 G 

8903220102 50-443 G 

8903220102 50-443 G 

8903220191 50-443 P 

8903230041 50-443 S 

8903230058 50-443 G 

8903230058 50-443 G 

8903230060 50-443 G 

8903230060 50-443 G 

8903230071 * 50-443 G 

8903230071 * 50-443 G 

8903230076* 50-443 G 

8903230076* 50-443 G 

8903230085* 50-443 G 

8903230085* 50-443 G 

8903230097* 50-443 G 

8903230097* 50-443 G 

8903230173 50-443 F 

8903230175* 50-443 F 

8903230178* 50-443 F 

8903230274 50-443 G 

8903230274 50-443 G 

8903240184 50-443 J 

8903290145 50-443 G 

8903290145 50-443 G 

8903290151 50-443 G 

8903290151 50-443 G 

8903290216 50-443 T 

8903290216 50-443 T 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 

890329022 2* 50-443 
8903290222* 50-443 
8903290227* 50-443 
8903290227* 50-443 
8903290231 50-443 

8903290231 50-443 
8903290234* 50-443 
8903290234* 50-443 
8903290241* 50-443 
8903290241* 50-443 

8903290244* 50-443 
8903290244* 50-443 
8903290251* 50-443 
8903290251* 50-443 
8903290254* 50-443 

„ _ „ ^ 8903290254* 50-443 
Public Service Electric & Gas Co. of New 8612030721 50-354 
Jersey 

8612030728* 50-354 
8902230432 50-272 

8902230441 50-272 
8902230441 50-272 
8902240247 50-354 
8902270223 50-272 
8902270396 50-311 

8902280300 50-354 
8902280367 50-354 
8902280430 50-272 
8903020619 50-272 
8903080185 50-272 

8903080185 50-272 
8903080425 50-354 
8903090252 50-272 
8903090252 50-272 
8903100292 50-311 

8903100297 50-354 
8903100328 50-354 
8903100474 50-272 
8903100491 50-354 
8903100520* 50-354 

8903130129 50-272 
8903140310 50-311 
8903140493 50-272 
8903140493 50-272 
8903140524 50-31 1 

8903140533 50-272 
8903140538 50-272 
8903140570’ 50-272 
8903140570* 50-272 
8903140634 50-272 

8903140634 50-272 
8903140634 50-272 
8903140634 50-272 
8903140641 50-272 
8903140641 50-272 

8903140711* 50-272 
8903140711* 50-272 
8903140711* 50-272 
8903140712* 50-272 
8903140712* 50-272 

8903140712* 50-272 
8903150214 50-272 
8903150214 50-272 
8903150231 50-272 
8903150231 50-272 

8903150468 50-272 
8903200272 50-354 
8903200275* 50-354 
8903200276* 50-354 
8903210093 50-272 

8903210096 50-272 
8903210133 50-272 
8903210138 50-272 
8903210138 50-272 
8903210178 50-272 

6903210178 50-272 
8903210252 50-354 
8903210265 50-272 
8903210265 50-272 
8903210299 50-272 

8903210316 50-272 
8903210316 50-272 
8903210321* 50-272 
8903210321* 50-272 
8903220119 50-272 

8903220120 50-311 
8903220435 50-272 
8903220448* 50-272 
8903220448* 50-272 
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350 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8903230043 

50-354 

R 


8903290145 

50-443 


8903240213 

50-272 

S 


8903290151 

50-443 


8903240221 

50-272 

S 


8903290151 

50-443 

Public Service Enterprise Group 

8903200050* 

50-171 

I 


8903290216 

50-443 

Quantex Corp. 

8903280361 

NUREG 



8903290216 

50-443 

Quivira Mining Co. 

8903030359 

40-8905 



8903290222* 

50-443 


8903090394 

40-8905 



8903290222* 

50-443 


8903220047 

40-8905 



8903290227* 

50-443 


8903220194 

40-8905 



8903290227* 

50-443 

Redwood Alliance 

8903080199 

PR 



8903290231 

50-443 

Reed College, Portland, OR 

8902270156 

50-228 

S 


8903290231 

50-443 

Rensselaer Polytechnic Institute, Troy, 

8903100333 

50-225 

s 


8903290234* 

50-443 

NY 





8903290234* 

50-443 


8903200198 

70-920 



8903290241* 

50-443 

Resource Technical Services, Inc. 

8903130061 

FOIA 



8903290241* 

50-443 

Review & Synthesis Associates 

8903270060* 

ORG 



8903290244* 

50-443 

Reynolds Electrical & Engineering Co., 

8903160347 

WASTE MGT 



8903290244* 

50-443 

Inc. 





8903290251* 

50-443 


8903160350* 

WASTE MGT 



8903290251* 

50-443 

Rhode Island, State of 

8903070136 

50-193 

P 


8903290254* 

50-443 

Rich, C. 

8903230088 

50-335 

G 


8903290254* 

50-443 

Rio Algom Mining Corp. 

8903030362 

40-8084 


Rosemount, Inc. 

8902280314 

PT21 


8903270030 

40-8084 


Roy F. Weston, Inc. 

8903010044* 

50-322 

Rochester Gas & Electric Corp. 

8902270392 

50-244 

R 

S. Levy, Inc. 

8903160272* 

50-305 


8903010164 

50-244 

P 

S.G. Pinney Co. 

8903270233 

50-219 


8903010169* 

50-244 

P 

Sacramento Municipal Utility District 

8610220327* 

50-302 


8903010172* 

50-244 

P 


8610220335* 

50-302 


8903010216 

50-244 

P 


8610220338* 

50-302 


8903010221* 

50-244 

P 


8902230471 

50-312 


8903020621 

50-244 

Q 


8902240057 

50-312 


8903080028 

50-244 

P 


8902240172 

50-312 


8903080032* 

50-244 

P 


8902240300 

50-312 


8903080033* 

50-244 

P 


8902240328 

50-312 


8903080098 

50-244 

S 


8902240331* 

50-312 


8903100274 

50-244 

H 


890224033 2* 

50-312 


8903130193 

50-244 

P 


8903010190 

50-312 


8903140059 

50-244 

R 


8903030075 

50-312 


8903150153 

50-244 

P 


8903030474 

50-312 


8903150532 

50-244 

Q 


8903060045 

50-312 


8903200413 

50-244 

P 


8903060073 

50-312 


8903210455* 

50-244 

R 


8903060078* 

50-312 


8903240084 

50-244 

P 


8903070119 

PR 


8903240086* 

50-244 

P 


8903080473 

50-312 

Rockwell International Corp. 

8902240419 

70-25 



8903090372 

50-312 

Rogers & Associates Engineering Corp. 

8903220360* 

40-8902 



8903090463 

50-312 


8903270143 

WASTE RES 



8903100384 

50-312 

Ropes & Gray 

8903010162 

50-443 

G 


8903130091 

50-312 


8903010162 

50-443 

G 


8903140409 

50-312 


8903100130 

50-443 

G 


8903140413* 

50-312 


8903100130 

50-443 

G 


8903150029 

50-312 


8903100148 

50-443 

G 


8903150035 

50-312 


8903100148 

50-443 

G 


8903170146 

50-312 


8903100194 

50-271 

G 


8903170153* 

50-312 


8903100218 

50-271 

G 


8903200053 

50-312 


8903100227* 

50-271 

G 


8903200440 

50-312 


8903100284 

50-443 

G 


8903210117 

50-312 


8903100296 

50-443 

G 


8903220181 

50-312 


8903100296 

50-443 

G 


8903220395 

50-312 


8903130205 

50-443 

T 


8903230037 

50-312 


8903130205 

50-443 

T 


8903230094 

50-312 


8903170031* 

50-443 

G 


8903240182 

50-312 


8903170037* 

50-443 

G 


8903270304 

50-312 


8903170057 

50-443 

G 

Salisbury, MA 

8903100284 

50-443 


8903170121 

50-443 

G 

Samson Inspection & Technical Services, 

8903200092 

71-652 


8903170130 

50-443 

G 

Inc. 




8903170181 

50-443 

G 


8903200095* 

71-652 


8903170181 

50-443 

G 

Sandia National Laboratories 

8902270682 

WASTE RES 


8903170191 

50-443 

G 


8902280553* 

50-244 


8903170191 

50-443 

G 


8903030367 

NUREG 


8903170193 

50-443 

G 


8903080553 

NUREG 


8903170193 

50-443 

G 


8903140040 

WASTE RES 


8903220082 

50-443 

G 


8903160365 

WASTE RES 


8903220082 

50-443 

G 


8903230331 

WASTE RES 


8903220089 

50-443 

G 


8903230333* 

WASTE RES 


8903220102 

50-443 

G 


8903240340 

WASTE RES 


8903220102 

50-443 

G 


8903270086 

WASTE RES 


8903230058 

50-443 

G 

Santee Cooper 

8903200006* 

50-395 


8903230058 

50-443 

G 

Sargent & Lundy, Inc. 

8903100215* 

50-237 


8903230060 

50-443 

G 


8903240198 

50-390 


8903230060 

50-443 

G 


8903240203* 

50-390 


8903230085* 

50-443 

G 


8903280241* 

50-237 


8903230085* 

50-443 

G 

Savignac, N. 

8903030341 

40-8698 


8903230097* 

50-443 

G 

Saxton Nuclear Experimental Corp. 

8903060012* 

50-146 


8903230097* 

50-443 

G 

Schnader, Harrison, Segal & Lewis 

8903100371 

50-171 


8903230274 

50-443 

G 

Science Applications International Corp. 

8902240153 

WASTE MGT 


8903230274 

50-443 

G 

(formerly Science Applications, Inc.) 




8903290131 

50-271 

G 


8903010021 

WASTE MGT 


8903290138* 

50-271 

G 


8903010352 

WASTE MGT 


8903290145 

50-443 

G 


8903080553 

NUREG 
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AUTHOR AFFILIATION 


Seacoast Anti-Pollution League 


Seismological Society of America 
Self-Governmcnl Center, Washington, DC 
Senate 


Senate, Agriculture, Nutrition & Forestr 
Senate, Energy & Natural Resources 
Sequoyah Fuels Corp. (subs, of Kerr-McGe 

Nuclear Corp.) 


Sergent, Hauskins & Beckwith 
Shaw, Pittman, Potts & Trowbridge 


Small Business Administration 


Sonalysts, Inc. 

Source Production & Equipment Co., Inc. 
South Carolina Electric & Gas Co. 


South Carolina, State of 


South Carolina, Univ. of, Columbia, SC 
Southampton, NY 

Southern California Edison Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8903140256 

WASTE MGT 


8903140263’ 

WASTE MGT 


8903150452* 

REVIEW GR 

P 

8903210305 

WASTE RES 


8903280188 

WASTE MGT 


8903010030 

50-443 

G 

8903010030 

50-443 

G 

8903010144 

50-443 

G 

8903010170 

50-443 

G 

8903010170 

50-443 

G 

8903100061 

50-443 

G 

8903100061 

50-443 

G 

8903100099 

50-443 

G 

8903100099 

50-443 

G 

8903100353 

50-443 

G 

8903100353 

50-443 

G 

8903130041 

50-443 

P 

8903270073 

50-443 

G 

8903290122 

50-443 

G 

8903290122 

50-443 

G 

8903290141 

50-443 

G 

8903290141 

50-443 

G 

8903080390 

50-440 

P 

8903220378 

PRM 


8902230567* 

50-245 

H 

8903100558* 

50-293 

U 

8903170188* 

50-293 

U 

8903280068* 

50-321 

H 

8903010428 

PR 


8902280386 

40-8027 


8903010049 

40-8027 


8903010063 

40-8027 


8903020556 

40-8027 


8903030354 

40-8027 


8903160150 

40-8027 


8903160160 

40-8027 


8903160174 

40-8027 


8903160190* 

40-8027 


8903210037 

40-8027 


8903210206 

40-8027 


8903210242 

40-8027 


8903210244 

40-8027 


8903210359 

40-8027 


8903210363 

40-8027 


8903220252* 

40-8027 


8903240109 

40-8027 


8903240111* 

40-8027 


8903220361 * 

WASTE MGT 


8903010109 

50-320 

G 

8903170133 

50-320 

G 

8903230051 

50-320 

G 

8902240113* 

CONTRACT 


8903270388* 

CONTRACT 


8903270409* 

CONTRACT 


8902240069* 

CONTRACT 


8903240131 

71-9056 


8902240205 

50-395 

S 

8902270205 

50-395 

S 

8902280535 

50-395 

R 

8903080190 

50-395 

H 

8903080239 

50-395 

F 

8903090077 

50-395 

Q 

8903130571 

50-395 

F 

8903150054 

50-395 

Q 

8903150208 

50-395 

P 

8903150326 

50-395 

Q 

8903200001 

50-395 

1 

8903200011* 

50-395 

1 

8903200074 

50-395 

R 

8903200083* 

50-395 

R 

8903210014 

50-395 

V 

8903220093 

50-395 

R 

8903220164 

50-395 

R 

8903230335 

50-395 

S 

8903230353 

50-395 

S 

8903240273 

50-395 

P 

8903280154 

50-395 

R 

8903280197 

50-395 

Q 

8903230057 

50-238 

R 

8903230062* 

50-238 

R 

8903230066* 

50-238 

R 

8903240035 

50-238 

P 

89Q3280159* 

50-395 

R 

8903230251 

50-322 

G 

8902230034 

50-206 

F 

8902230487 

50-361 

S 

8902240361 

5Q-206 

R 

8902270216 

50-361 

R 


8902270291 50-206 P 
8902270295* 50-206 P 
890227031 1 50-206 P 
8902280436 50-206 P 
8902280437* 50-206 P 

8902280475 50-206 S 
8902280505 50-361 S 
8903010167 50-206 P 
8903010318 50-361 P 
8903010318 50-361 P 


8903020311 50-361 
890302031 1 50-361 
8903020658 50-206 
8903030224 50-206 
8903080081 50-206 

8903080428 50-206 
8903080428 50-206 
8903080428 50-206 
8903090207 50-206 
8903090211* 50-206 

8903090218 50-206 
8903090218 50-206 
8903090218 50-206 
8903090219* 50-206 
8903090422 50-206 

8903090471 50-206 
8903100369 50-361 
8903100500 50-206 
8903100500 50-206 
8903100500 50-206 

8903100514 50-206 
8903100514 50-206 
8903100514 50-206 
8903130090 50-206 
8903130098* 50-206 

8903140382 50-361 
8903140589 50-206 
8903140589 50-206 
8903140589 50-206 
8903140589 50-206 

8903150108 50-361 
8903150108 50-361 
8903150118* 50-361 
8903150118* 50-361 
8903150120* 50-361 

8903150120* 50-361 
8903150148* 50-361 
8903170013 50-206 
8903170018* 50-206 
8903170033 50-206 

8903170043* 50-206 
8903170064 50-361 
8903170068* 50-361 
8903170073* 50-361 
8903170172 50-206 

8903170247 50*206 
8903170361 50-206 
8903170361 50-206 
8903170361 50-206 
8903200008 50-206 

8903200024 50-206 
8903200137 50-361 
8903200354 50-361 
8903200354 50-361 
8903210081 50-206 

8903210097 50-206 
8903210097 50-206 
8903210107 50-206 
8903210416 50-361 
8903220151 50-206 

8903220316 50-206 
8903220316 50-206 
8903220316 50-206 
8903220321* 50-206 
8903220321* 50-206 

8903220321* 50-206 
8903220323* 50-206 
8903220323* 50-206 
8903220323* 50-206 
8903220325 50-206 

8903220427 50-361 
8903240064 50-206 
8903240065* 50-206 
8903240068 50-206 
8903240072 50-206 

8903240085* 50-206 
8903240176 50-361 
8903270062 50-206 
8903270162 50-206 
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352 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Southern Company Services, inc. 

Southwest Research Institute 

State, Dept. of. Bureau of Oceans & Inti 
Environ. & Scientific Affairs 

Steel, Hector & Davis 

Stock Equipment Co. 

Stone & Webster Engineering Corp. 

Suffolk County, NY 

Susquehanna Valley Alliance, Lancaster, 
PA 


System Energy Resources, Inc. 


TENERA Corp. (subs, of TERA Corp.) 

TU Electric (formerly Texas Utilities 
Generating Co.) 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8903270166* 

50-206 

P 


8903060048 

50-445 

8903270167* 

50-206 

P 


8903060048 

50-445 

8903280047 

50-361 

V 


8903060063 

50-445 

8612040323 

50-424 

E 


8903060063 

50-445 

8902280517 

50-425 

P 


8903060100 

50-445 

8903010200* 

50-424 

Q 


8903060100 

50-445 

8903100294* 

50-311 

Q 


8903060178 

50-445 

8903140070 

WASTE MGT 



8903060178 

50-445 

8903160253* 

WASTE MGT 



8903060218 

50-445 

8902270285 

XPORTLIC 



8903060218 

50-445 





8903070044 

50-445 

8903090357 

XPORTLIC 



8903070044 

50-445 

8903160199 

XPORTLIC 



8903080090 

50-445 

8903100076 

50-335 

G 


8903080090 

50-445 

8903100085* 

50-335 

G 


8903080349 

50-445 

8902270180 

WASTE MGT 



8903080349 

50-445 

8903030351 

TOPREP 



8903080534 

50-445 

8903130542* 

50-445 

Q 


8903090018 

50-445 

8903230251 

50-322 

G 


8903090018 

50-445 

6903010053 

50-320 

G 


8903090127 

50-445 





8903090131 

50-445 

8903010061* 

50-320 

G 


8903090131 

50-445 

8903010070* 

50-320 

G 


8903090180 

50-445 

8903010091* 

50-320 

G 


8903090180 

50-445 

8903010107* 

50-320 

G 


8903090189 

50-445 

8903100087 

50-320 

G 


8903090189 

50-445 

8903230040 

50-320 

G 


8903090200 

50-445 

8903230077 

50-320 

G 


8903090200 

50-445 

8902240209 

50-416 

R 


8903090270 

50-445 

8902280241 

50-416 

P 


8903090270 

50-445 

8902280244* 

50-416 

P 


8903100063 

50-445 

8902280545 

50-416 

F 


8903100516 

50-445 

8903010159 

50-416 

P 


8903100516 

50-445 

8903010163* 

50-416 

P 


8903130139 

50-445 

8903020337 

50-416 

P 


8903130341 

50-445 

8903020437 

50-416 

P 


8903130341 

50-445 

8903030079 

50-416 

P 


8903130412 

50-445 

8903030082* 

50-416 

P 


8903140026 

50-445 

8903030093 

50-416 

R 


8903140026 

50-445 

8903030100 

50-416 

P 


8903140557 

50-445 

8903070074 

50-416 

Q 


8903140557 

50-445 

8903080062 

50-416 

Q 


8903150020 

50-445 

8903080062 

50-416 

Q 


8903150195 

50-445 

8903080320 

50-416 

H 


8903150195 

50-445 

8903090020 

50-416 

S 


8903150535 

50-445 

8903090141 

50-416 

R 


8903150535 

50-445 

8903090397 

50-416 

P 


8903170248 

50-445 

8903130116 

50-416 

R 


8903170248 

50-445 

8903130385 

50-416 

P 


8903170255 

50-445 

8903130395* 

50-416 

P 


8903170255 

50-445 

8903140148 

50-416 

P 


8903170268 

50-445 

8903140150* 

50-416 

P 


8903170268 

50-445 

8903150246 

50-416 

Q 


8903200230 

50-445 

8903170035 

50-416 

P 


8903200230 

50-445 

8903170219 

50-416 

R 


8903210195 

50-445 

8903170227 

50-416 

P 


8903210461 

50-445 

8903170352* 

50-416 

R 


8903210461 

50-445 

8903200106 

50-416 

1 


8903220023 

50-445 

8903200111 

50-416 

S 


8903220023 

50-445 

8903200349 

50-416 

P 


8903220268 

50-445 

8903210219 

50-416 

s 


8903220268 

50-445 

8903220066 

50-416 

Q 


8903220276 

50-445 

8903220084 

50-416 

R 


8903220279 

50-445 

8903230017 

50-416 

Q 


8903220284 

50-445 

8903230053 

50-416 

Q 


8903220284 

50-445 

8903230217 

50-416 

Q 


8903220291* 

50-445 

8903230322 

50-416 

S 


8903220291* 

50-445 

8903270333 

50-416 

P 


8903220358 

50-445 

8903080215 

PR 



8903220358 

50-445 

8903270293 

FOIA 



8903230336 

50-445 

8902230585 

50-445 

Q 


8903230336 

50-445 





8903230338 

50-445 

8902240182 

50-445 

E 


8903230338 

50-445 

8902240182 

50-445 

E 


8903230341 

50-445 

8902240189 

50-445 

A 


8903230341 

50-445 

8902240189 

50-445 

A 


8903230452 

50-445 

8902240196 

50-445 

Q 


8903230452 

50-445 

8902240196 

50-445 

Q 


8903230484 

50-445 

8902280294 

50-445 

F 


8903240023 

50-445 

8903010240 

50-445 

S 


8903270329 

50-445 

8903010240 

50-445 

S 


8903270329 

50-445 

8903010254 

50-445 

s 


8903270412 

50-445 

8903010254 

50-445 

S 


8903270412 

50-445 

8903010270 

50-445 

S 


8903280087 

REGGD 

8903010281 

50-445 

S 


8903280199 

50-445 

8903020503 

50-445 

A 

Teledyne Engineering Services 

8903160263* 

50-305 

8903030218 

50-445 

A 


8903170058* 

50-282 

8903030219* 

50-445 

A 

Teledyne Wah Chang Albany (formerly Wah 

8902230324* 

XPORTLIC 

8903030497 

50-445 

S 

Chang Corp.) 
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CORPORATE SOURCE INDEX 353 


AUTHOR AFFILIATION 


Tennessee Valley Authority 


ACCESSION SUBJECT AUTHOR AFFILIATION 

NUMBER CATEGORY 


8902230334 

XPORTLIC 


8902140261 

50-259 

P 

8902140276* 

50-259 

P 

8902140290* 

50-259 

P 

8902140329* 

50-259 

P 

8902140334* 

50-259 

P 

8902140338* 

50-259 

P 

8902140345* 

50-259 

P 

8902140349* 

50-259 

P 

8902140352* 

50-259 

P 

8902140357* 

50-259 

P 

8902140366* 

50-259 

P 

8902140375* 

50-259 

P 

8902140381* 

50-259 

P 

8902140388* 

50-259 

P 

8902140401* 

50-259 

P 

8902140412* 

50-259 

P 

8902140414* 

50-259 

P 

8902140420* 

50-259 

P 

8902140425* 

50-259 

P 

8902140435* 

50-259 

P 

8902140450* 

50-259 

P 

8902140472* 

50-259 

P 

8902140474* 

50-259 

P 

8902140483* 

50-259 

P 

8902140494* 

50-259 

P 

8902150009* 

50-259 

P 

8902150023* 

50-259 

P 

8902150038* 

50-259 

P 

8902150050* 

50-259 

P 

8902150057* 

50-259 

P 

8902150064* 

50-259 

P 

8902150071* 

50-259 

P 

8902150081* 

50-259 

P 

8902150089* 

50-259 

P 

8902150094* 

50-259 

P 

8902150104* 

50-259 

P 

8902150112* 

50-259 

P 

8902150121* 

50-259 

P 

8902150125* 

50-259 

P 

8902150138* 

50-259 

P 

8902150182* 

50-259 

P 

8902150193* 

50-259 

P 

8902150197* 

50-259 

P 

8902150204* 

50-259 

P 

8902150214* 

50-259 

P 

8902150218* 

50-259 

P 

8902150226* 

50-259 

P 

8902150249* 

50-259 

P 

8902150276* 

50-259 

P 

8902150286* 

50-259 

P 

8902150336* 

50-259 

P 

8902150350* 

50-259 

P 

8902150360* 

50-259 

P 

8902150368* 

50-259 

P 

8902150385* 

50-259 

P 

8902150392* 

50-259 

P 

8902150401* 

50-259 

P 

8902150406* 

50-259 

P 

8902150414* 

50-259 

P 

8902150414* 

50-259 

P 

8902150414* 

50-259 

P 

8902150418* 

50-259 

P 

8902150418* 

50-259 

P 

8902150418* 

50-259 

P 

8902150430* 

50-259 

P 

8902150438* 

50-259 

P 

8902150453* 

50-259 

P 

8902150464* 

50-259 

P 

8902150473* 

50-259 

P 

8902150478* 

50-259 

P 

8902150483* 

50-259 

P 

8902160161* 

50-259 

P 

8902160161* 

50-259 

P 

8902160166* 

50-259 

P 

8902160166* 

50-259 

P 

8902160171* 

50-259 

P 

8902160176* 

50-259 

P 

8902160342* 

50-259 

P 

8902210001* 

50-259 

P 

8902210003* 

50-259 

P 

8902210011* 

50-259 

P 

8902210018* 

50-259 

P 

8902210029* 

50-259 

P 

8902210038* 

50-259 

P 

8902210052* 

50-259 

P 

8902210065* 

50-259 

P 

8902210070* 

50-259 

P 

8902210095* 

50-259 

P 


ACCESSION SUBJECT 
NUMBER CATEGORY 

8902210145* 50-259 P 

8902210162* 50-259 P 

8902210204* 50-259 P 

8902210221* 50-259 P 

8902210232* 50-259 P 


8902210240* 50-259 P 
8902210248* 50-259 P 
8902210270* 50-259 P 
8902210276* 50-259 P 
8902210279* 50-259 P 

8902210305* 50-259 P 
8902210308* 50-259 P 
8902210322* 50-259 P 
8902210327* 50-259 P 
8902210330* 50-259 P 


8902210339* 50-259 P 
8902210379* 50-259 P 
8902210379* 50-259 P 
8902210379* 50-259 P 
8902210385* 50-259 P 


8902210385* 50-259 P 
8902210385* 50-259 P 
8902210403* 50-259 P 
8902210403* 50-259 P 
8902210403* 50-259 P 


8902210432* 50-259 P 

8902210432* 50-259 P 

8902210432* 50-259 P 

8902210439* 50-259 P 

8902210439* 50-259 P 

8902210439* 50-259 P 

8902210440* 50-259 P 

8902210440* 50-259 P 

8902210440* 50-259 P 

8902210449* 50-259 P 

8902210449* 50-259 P 

8902210449* 50-259 P 

8902210454* 50-259 P 

8902210454* 50-259 P 

8902210454* 50-259 P 

8902210458* 50-259 

8902210458* 50-259 

8902210458* 50-259 

8902210461* 50-259 

8902210461* 50-259 

8902210461* 50-259 

8902240078 STATE PRO 

8902240109 50-260 

8902240120 50-259 

8902240126 50-327 

8902240131* 50-327 

8902270117 50-260 

8902270148 50-259 

8902270250 50-327 

8902270250 50-327 

8902270253* 50-327 

8902270253* 50-327 

8902280123 50-260 

8902280247 50-260 

8902280424 50-327 

8902280466 50-259 

8902280466 50-259 

8902280466 50-259 

8903010025 50-327 

8903020057 50-327 

8903020057 50-327 

8903020333 50-390 

8903020333 50-390 

8903020379 50-259 

8903020379 50-259 

8903020379 50-259 

8903020379 50-259 

8903020379 50-259 

8903020626 50-327 

8903020626 50-327 

8903020627* 50-327 

8903020627* 50-327 

8903030092 50-328 

8903030095 50-328 

8903030098 50-328 

8903030112 50-327 

8903030133 50-327 

8903030365 50-328 

8903070011 50-390 

8903070011 50-390 

8903070014 50-327 

8903070047 50-390 

8903070047 50-390 

8903070127 50-390 
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354 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8903070127 

50-390 

Q 

8903080036 

50-445 

A 

89030801 18 

50-390 

A 

89030801 18 

50-390 

A 

8903080122 

50-260 

P 

8903080128 

50-328 

Q 

8903080143 

50-260 

P 

8903080156 

50-260 

P 

8903080159* 

50-260 

P 

8903080261 

PR 


8903080306 

50-327 

F 

8903080306 

50-327 

F 

8903090038 

50-328 

S 

8903090129* 

50-327 

P 

8903090310 

50-259 

s 

8903090310 

50-259 

s 

8903090310 

50-259 

s 

8903090401 

50-259 

F 

8903090401 

50-259 

F 

8903090401 

50-259 

F 

8903100142 

50-259 

R 

8903100142 

50-259 

R 

8903100142 

50-259 

R 

8903100152* 

50-259 

R 

8903100158* 

50-259 

R 

8903100160* 

50-259 

R 

8903100160* 

50-259 

R 

8903100160* 

50-259 

R 

8903100176 

50-327 

P 

8903100257 

50-259 

S 

8903100269 

50-259 

Q 

8903100320 

50-259 

Q 

8903100350 

50-390 

A 

8903100370 

50-327 

P 

8903100370 

50-327 

P 

8903130496 

50-260 

S 

8903130508 

50-390 

Q 

8903130547 

50-260 

Q 

8903140118 

70-2910 


8903150045 

50-328 

S 

8903150047 

50-438 

Q 

8903150077 

50-390 

S 

8903150077 

50-390 

S 

8903150119 

50-327 

P 

8903150119 

50-327 

P 

8903150139 

50-327 

R 

8903150190 

50-259 

R 

8903150190 

50-259 

R 

8903150190 

50-259 

R 

8903150407 

50-327 

S 

8903160011 

50-296 

S 

8903160017 

50-259 

S 

8903160072 

50-259 

s 

8903160319 

50-327 

p 

8903160319 

50-327 

p 

8903160329 

50-390 

A 

8903160329 

50-390 

A 

8903160332 

50-390 

S 

8903160332 

50-390 

s 

8903160459 

50-327 

p 

8903160459 

50-327 

p 

8903170120 

50-328 

s 

8903170124 

50-327 

Q 

8903200118 

50-259 

P 

8903200118 

50-259 

P 

8903200118 

50-259 

P 

8903200123* 

50-259 

P 

8903200153 

50-260 

F 

8903200156* 

50-260 

F 

8903200158* 

50-260 

F 

8903210300 

50-259 

P 

8903210300 

50-259 

P 

8903210300 

50-259 

P 

8903210367 

50-259 

Q 

8903210388 

50-390 

A 

8903210406 

50-327 

S 

8903220006 

50-259 

F 

8903220006 

50-259 

F 

8903220006 

50-259 

F 

8903220494 

50-327 

P 

8903220506* 

50-327 

P 

8903230332 

50-390 

A 

8903230332 

50-390 

A 

8903240011 

50-259 

P 

8903240011 

50-259 

P 

8903240011 

50-259 

P 

8903240022 

50-260 

P 

8903240038 

50-327 

P 

8903240038 

50-327 

P 


AUTHOR AFFILIATION 


Tennessee, State of 

Texas A&M Univ., College Station, TX 

Texas Utilities Co. 

Texas, State of 
Texas, Univ. of, Austin, TX 

Three Mile Island Alert 


Toledo Edison Co. 


Transnuclear, Inc. 


Trial Lawyers for Public Justice, P.C, 
Triangle J Council of Governments, NC 
Tulsa Gamma Ray, Inc. 

U.S. Ecology, Inc. (formerly Nuclear 
Engineering, Inc.) 


U.S. Naval Academy, Annapolis, MD 

UMETCO Minerals Corp. (subs, of Union 
Carbide Corp.) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8903240038 

50-327 

8903240051 

50-391 

8903240099 

50-327 

8903270008 

50-327 

8903270019 

50-327 

8903270019 

50-327 

8903270027 

50-327 

8903270027 

50-327 

8903270037 

50-390 

8903270274 

50-259 

8903270274 

50-259 

8903270274 

50-259 

8903270352 

50-390 

8903270359 

50-260 

8903280342* 

50-259 

8903130141* 

CONTRACT 

8903220129 

50-443 

8903130151* 

50-445 

8903220113 

WASTE MGT 

8903220154 

50-192 

8903010053 

50-320 

8903010061* 

50-320 

8903010070* 

50-320 

8903010107* 

50-320 

8903100087 

50-320 

8903230040 

50-320 

8903230077 

50-320 

8902240451 

50-346 

8902270267 

50-346 

8902270609 

50-346 

8902280207 

50-346 

8902280401 

50-346 

8902280507 

50-346 

8903020480 

50-346 

8903020486* 

50-346 

8903020487* 

50-346 

8903020708 

50-346 

8903080495 

50-346 

8903080512 

50-346 

8903080539 

50-346 

8903090024 

50-346 

8903100022 

50-346 

8903100229 

50-346 

8903130070 

50-346 

8903130081 

50-346 

8903150175 

50-346 

8903210466 

50-346 

8903220189 

50-346 

8903220213 

50-346 

8903220218* 

50-346 

8903220468 

50-346 

8903230030 

50-346 

8903270262 

50-346 

8903270320 

50-346 

8903270384 

50-346 

8903270390 

50-346 

8903270391 

50-346 

8903280151 

50-346 

8902240140 

XPORTLIC 

8903080480 

XPORTLIC 

8903090009 

XPORTLIC 

8903100012 

PROJ 

8903100538* 

XPORTLIC 

8903140435 

PROJ 

8903160109* 

XPORTLIC 

8903160116* 

XPORTLIC 

8903210100* 

XPORTLIC 

8903210103* 

XPORTLIC 

8903210106* 

XPORTLIC 

8903210111* 

XPORTLIC 

8903210115* 

XPORTLIC 

8903230103 

XPORTLIC 

8903230108* 

XPORTLIC 

8903270364* 

XPORTLIC 

8903270369* 

XPORTLIC 

8612050226 

50-445 

8902280201 

50-261 

8903020225 

71-9053 

8902230694 

27-48 

8902240158* 

27-48 

8903100410 

71-6679 

8903140593 

27-48 

8903140694 

WASTE MGT 

8903280050 

NUREG 

8903100596 

40-8681 

8903200232 

40-8681 

8903200234* 

40-8681 
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CORPORATE SOURCE INDEX 355 


AUTHOR AFFILIATION 


UNC Resources, Inc. 

US Council for Energy Awareness 

Union Electric Co. 


United Nuclear Corp. (subs, of UNC 
Resources, Inc.) 


Utah, State of 

Utility Workers Union of America 
Vermont Yankee Nuclear Power Corp. 


Vermont State of 


Virginia Polytechnic Institute & State 
Univ., Blacksburg, VA 

Virginia Power (Virginia Electric & Powe 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8903210144* 

40-299 



8902280434* 

50-338 

8903220077 

40-299 



8902280435* 

50-339 

8903220148 

40-299 



8903010071 

50-280 

8903220200 

40-8681 



8903010071 

50-280 

8903270077 

40-299 



8903010121 

50-280 

8903100396 

70-371 



8903010121 

50-280 

8903090001 

PR 



8903010124* 

50-280 

8903150173 

PR 



8903010124* 

50-280 

8902230327 

50-483 

P 


8903010214 

50-280 

8902230364 

50-483 

F 


8903010214 

50-280 

8902280449 

50-483 

F 


8903010286 

50-338 

8903010363 

PR 



8903010286 

50-338 

8903020410 

50-483 

S 


8903020003 

50-280 

8903090120 

50-483 

P 


8903020671 

50-280 

8903100240 

50-483 

R 


8903030152 

PR 

8903100409 

50-483 

H 


8903060026 

50-280 

8903100586 

50-483 

F 


8903060026 

50-280 

8903150180 

50-483 

R 


8903080144 

50-280 

8903170261 

PR 



8903080227 

50-280 

8903200005 

50-483 

P 


8903080227 

50-280 

8903210166 

50-483 

Q 


8903080227 

50-280 

8903210180 

50-483 

Q 


8903080227 

50-280 

8903230194 

50-483 

S 


8903080251 

50-338 

8903230470 

50-483 

F 


8903080251 

50-338 

8903230472 

50-483 

F 


8903080336 

50-338 

8903240156 

71-9222 



8903080336 

50-338 

8903270195 

50-483 

F 


8903090151 

50-280 

8902240004 

70-371 



8903090151 

50-280 





8903090153* 

50-280 

8902240083 

70-371 



8903090153* 

50-280 

8902280365 

70-371 



8903090173 

50-338 

8903030017 

40-8907 



8903090173 

50-338 

8903080550 

71-9189 



8903090182 

50-280 

8903090052 

70-371 



8903090210 

50-280 

8903090268* 

WASTE MGT 



8903090333 

50-280 

8903090402 

40-8907 



8903090453 

50-338 

8903090406* 

40-8907 



8903100471 

PR 

8903160068 

70-371 



8903140559 

50-338 

8903200062 

70-371 



8903140559 

50-338 

8903210383 

40-8907 



8903140567 

50-338 

8903220040 

40-8907 



8903150400 

50-338 

8903080209 

PR 



8903150400 

50-338 

8903080404 

PR 



8903210381 

50-338 

8903010160 

50-271 

P 


8903210402 

50-280 

8903020422 

50-271 

R 


8903220062* 

50-280 

8903030493 

50-271 

R 


8903220156 

50-280 

8903060151 

50-271 

S 


8903220156 

50-280 

8903080162 

50-271 

S 


8903220283 

50-338 

8903080403 

50-271 

F 


8903220283 

50-338 

8903090337 

50-271 

P 


8903220319 

50-339 

8903090399 

50-271 

R 


8903220353 

50-280 

8903100194 

50-271 

G 


8903220353 

50-280 

8903100203* 

50-271 

G 


8903220353 

50-280 

8903100218 

50-271 

G 


8903220353 

50-280 

8903100227* 

50-271 

G 


8903220399 

50-280 

8903100317 

PR 



8903230092 

50-338 

8903100419 

50-271 

R 


8903230292 

50-338 

8903140583 

50-271 

Q 


8903230292 

50-338 

8903150258 

50-271 

R 


8903230435 

50-280 

8903160278 

50-271 

F 


8903230435 

50-280 

8903200192 

50-271 

J 


8903240031 

50-338 

8903200256 

50-271 

S 


8903240033 

50-339 

8903230129 

50-271 

S 


8903240181 

50-280 

8903230144 

50-271 

s 


8903240186 

50-339 

8903230151 

50-271 

s 


8903270108 

50-280 

8903230372 

50-271 

s 

Washington Public Power Supply System 

8902230474 

50-397 

8903240041 

50-271 

s 


8902230502 

50-397 

8903240046 

50-271 

s 


8902280259* 

XPORTLIC 

8903290131 

50-271 

G 


8902280266* 

XPORTLIC 

8903290138* 

50-271 

G 


8903090017 

50-397 

8903290154* 

50-271 

G 


8903090053 

50-397 

8903230247 

50-271 

G 


8903090221 

50-397 

8903230271 

50-271 

T 


8903090327 

50-397 

8903010044* 

50-322 

T 


8903090438 

50-397 





8903090441* 

50-397 

8611120219* 

50-338 

P 


8903090455* 

50-397 





8903100545 

50-397 

8611120219* 

50-338 

P 


8903130165 

50-397 

8611120229* 

50-338 

P 


8903130392 

50*460 

8611120229* 

50-338 

P 


8903130595 

50-397 

8612230413 

50-280 

F 


8903140431 

50-397 

8902240228 

50-339 

P 


8903170136 

50-397 

8902270342 

50-338 

R 


8903170138* 

50-397 

8902270351 

50-280 

R 


8903220056 

50-397 

8902280337 

50-339 

P 


8903220095 

50-397 

8902280414 

50-338 

s 


8903220241 

50-397 

8902280431 

50-338 

P 


8903220263 

50-397 

8902280431 

50-338 

P 


8903230197 

50-397 

8902280434* 

50-338 

P 


8903230301 

50-397 
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356 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8903270382 

50-397 

Q 

Weston Geophysical Corp. 

8903090410* 

50-440 

Washington State Univ., Pullman, WA 

8903160004 

50-27 

P 

8903240271 

WASTE RES 

Washington, State of 

8903010118* 

CONTRACT 


Whittaker Corp. 

8902240278* 

50-445 

8903010414 

PR 


8903020236 

40-7455 


8903130692 

27-48 


Wilkens Systems, Inc. 

8903220348 

FOIA 


8903240339 

27-48 


Wisconsin Electric Power Co. 

8902270090 

50-266 

Washington, Univ. of, Seattle, WA 

8902280188 

71-671 



8902270244 

50-266 

8903070010* 

71-671 



8903010047 

50-266 

West Newbury, MA 

8903170121 

50-443 

G 


8903010047 

50-266 

8903170130 

50-443 

G 


8903010376 

50-266 

West Valley Nuclear Services Co., Inc. 

8902270299 

PROJ 



8903010429 

50-266 

8902270362* 

PROJ 



8903010429 

50-266 


8903200283 

PROJ 



8903030037 

50-266 


8903200313* 

PROJ 



8903030037 

50-266 


8903200405* 

PROJ 



8903030087* 

50-266 


8903200408* 

PROJ 



8903030087* 

50-266 

Western Interstate Energy Board 

8903290292* 

FOIA 



8903030490 

50-266 

Western Nuclear, Inc. (subs, of Phelps 

8607090365 

40-1162 



8903030490 

50-266 

Dodge Corp.) 





8903080089 

50-266 


8903220033 

40-1162 



8903080089 

50-266 

Westinghouse Electric Corp. 

8902230289 

70-1151 



8903080484 

50-266 

8902230323 

71-5450 



8903080484 

50-266 


8902230446 

71-9229 



8903100201 

PR 


8902240208* 

50-305 

P 


8903130010 

50-266 


8902270303* 

50-206 

P 


8903130010 

50-266 


8902270309* 

50-206 

P 


8903130022* 

50-266 


8902270614 

TOPREP 



8903130022* 

50-266 


8902270616* 

TOPREP 



8903130398 

50-301 


8902270619* 

TOPREP 



8903140347 

50-301 


8902280324 

XPORTLIC 



8903160042 

50-266 


8902280461* 

50-344 

P 


8903160285 

50-266 


8902280486* 

50-369 

Q 


8903160285 

50-266 


8902280486* 

50-369 

Q 


8903160291* 

50-266 


8902280494* 

50-369 

Q 


8903160291* 

50-266 


8902280494* 

50-369 

Q 


8903210022 

50-266 


8902280531 

TOPREP 



8903270281 

50-266 


8903010134* 

50-280 

P 


8903280167 

50-266 


8903010209* 

XPORTLIC 



8903280167 

50-266 


8903010213 

50-601 

K 


8903280169* 

50-266 


8903010217* 

50-601 

K 


8903280169* 

50-266 


8903010238* 

50-601 

K 

Wisconsin Power & Light Co. 

Wisconsin Public Service Corp. 

8903280125* 

50-305 


8903010247* 

50-601 

K 

8902240207 

50-305 


8903020429* 

50-412 

P 

8902280353 

50-305 


8903020440* 

50-412 

P 


8903010355 

50-305 


8903030310 

TOPREP 



8903020109 

50-305 


8903030330* 

50-400 

P 


8903080552 

50-305 


8903060207* 

XPORTLIC 



8903090011 

50-305 


8903080046* 

TOPREP 



8903090012* 

50-305 


8903080049* 

50-244 

P 


8903090408 

50-305 


8903080149 

70-1151 



8903100286 

50-305 


8903090190* 

50-344 

P 


8903100327 

50-305 


8903090195* 

50-344 

P 


8903100363 

50-305 


8903100050* 

TOPREP 



8903140284 

50-305 


8903100282 

PROJ 



8903150369 

50-305 


8903100402* 

50-304 

P 


8903160254 

50-305 


8903100416 

PR 



8903170367 

50-305 


8903130420 

TOPREP 



8903210319 

50-305 


8903130424* 

TOPREP 



8903230488 

50-305 


8903130428* 

TOPREP 



8903280120 

50-305 


8903140071* 

50-443 

P 


8903280130* 

50-305 


8903140077* 

50-443 

P 

Wolf Creek Nuclear Operating Corp. 

8902240201 

50-482 


8903150074* 

TOPREP 


8902240338 

50-482 


89031501 15* 

50-361 

P 


8902240363 

50-482 


8903150133* 

50-361 

P 


8902280077 

50-482 


8903200237* 

50-334 

P 


8902280362 

50-482 


8903200238* 

50-334 

P 


8903070009 

50-482 


8903200425* 

50-244 

P 


8903080024 

50-482 


8903200427* 

50-244 

P 


8903080233 

50-482 


8903210374* 

TOPREP 



8903080449 

50-482 


8903220027 

TOPREP 



8903080455 

50-482 


8903220032* 

TOPREP 



8903090386 

50-482 


8903220034* 

TOPREP 



8903100002 

50-482 


8903220542 

XPORTLIC 



8903100507 

50-482 


8903230226 

TOPREP 



8903130498 

50-482 


8903230231* 

TOPREP 



8903140042 

50-482 


8903230262 

TOPREP 



8903140190 

50-482 


8903240026* 

50-445 

A 


8903150097 

50-482 


8903240030* 

50-445 

A 


8903160451* 

50-482 


8903240205 

PR 



8903200226* 

50-482 


8903270326 

TOPREP 



8903230326 

50-482 


8903270335* 

TOPREP 



8903270069 

50-482 


8903270401 

TOPREP 



8903270071* 

50-482 

Westinghouse Operating Plants Owners 

8903280168 

8903100040 

50-601 

TOPREP 

A 

Worcester Polytechnic Institute, 

Worcester, MA 

8902240026 

71-670 

Group 




8902240028* 

71-670 


8903150071 

TOPREP 



8903100594 

50-134 


8903150074* 

TOPREP 


Wyle Laboratories 

8903220521* 

50-237 


8903210370 

TOPREP 


8903240044* 

50-327 


8903210374* 

TOPREP 


Wyoming, State of 

8903030196 

40-8857 
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CORPORATE SOURCE INDEX 357 


AUTHOR AFFILIATION 

Yankee Atomic Electric Co. 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8903030366 

40-8857 



8903130380* 

50-443 

8902270264 

50-29 

P 


8903150092 

50-29 

8903030472 

50-29 

P 


8903200220 

50-29 

8903080252 

50-271 

H 


8903230076* 

50-443 

8903090317 

50-29 

R 


8903230078 

50-29 

8903100057 

50-29 

R 


8903230176 

50-29 

8903100203* 

50-271 

G 


8903100362 

50-29 

Q 


8903280041 

50-29 

8903130331* 

50-443 

T 


8903280085 

50-29 

8903130331* 

50-443 

T 


8903280106 

50-29 





8903280136* 

50-29 

8903130380* 

50-443 

T 
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REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

04-390-17-04 

8903010407* 

WASTE MGT 


058 R00 

8903160052* 

50-219 

P 

10100 V01 R02 

8902140338* 

50-259 

P 

10200 V01 R02 

8902140375* 

50-259 

P 

10300 V01 R03 

8902140381* 

50-259 

P 

10400 V01 R02 

8902140425* 

50-259 

P 

10500 V01 R03 

8902140388* 

50-259 

P 

10600 V01 R04 

8902140401* 

50-259 

P 

10700 V01 R03 

8902140414* 

50-259 

P 

10800 V01 R03 

8902140412* 

50-259 

P 

10900 V01 R03 

8902140420* 

50-259 

P 

11100 V01 R03 

8902140334* 

50-259 

P 

11200 V01 R02 

8902140345* 

50-259 

P 

11300 V01 R02 

8902140435* 

50-259 

P 

15100 V01 R02 

8902140366* 

50-259 

P 

15200 V01 R02 

8902140276* 

50-259 

P 

15300 V01 R02 

8902140290* 

50-259 

P 

17019-1 

8903220521* 

50-237 

P 

17100 V01 R03 

8902140329* 

50-259 

P 

17300 V01 R01 

8902140349* 

50-259 

P 

18056-1 

8903240044* 

50-327 

P 

19100 V01 R04 

8902140352* 

50-259 

P 

19200 V01 R02 

8902140357* 

50-259 

P 

20400 V02 R03 

8902150089* 

50-259 

P 

20600 V02 R03 

8902150094* 

50-259 

P 

20800 V02 R03 

8902150104* 

50-259 

P 

20900 V02 R05 

8902150057* 

50-259 

P 

21000 V02 R03 

8902150064* 

50-259 

P 

21200 V02 R03 

8902150071* 

50-259 

P 

21300 V02 R02 

8902150081* 

50-259 

P 

21800 V02 R03 

8902150138* 

50-259 

P 

22000 V02 R03 

8902150214* 

50-259 

P 

22100 V02 R04 

8902150218* 

50-259 

P 

22300 V02R03 

8902150226* 

50-259 

P 

22400 V02 R02 

8902150050* 

50-259 

P 

22500 V02R03 

8902150112* 

50-259 

P 

22600 V02R03 

8902150121* 

50-259 

P 

22800 V02R03 

8902150125* 

50-259 

P 

22900 V02R05 

8902140494* 

50-259 

P 

23000 V02R03 

8902150009* 

50-259 

P 

23100 V02 R04 

8902150023* 

50-259 

P 

23300 V02R04 

8902150038* 

50-259 

P 

24200 V02 R02 

8902140474* 

50-259 

P 

24500 V02R04 

8902140483* 

50-259 

P 

24600 V02R05 

8902140450* 

50-259 

P 

25000 V02R03 

8902140472* 

50-259 

P 

25500 V02R04 

8902150204* 

50-259 

P 

26000 V02R04 

8902150182* 

50-259 

P 

26500 V02R04 

8902150193* 

50-259 

P 

26600 V02 R05 

8902150197* 

50-259 

P 

2783 

8903220506* 

50-327 

P 

30100 V03 R03 

8902150385* 

50-259 

P 

30200 V03R02 

8902150392* 

50-259 

P 

30300 V03R02 

8902150401* 

50-259 

P 

30400 V03R01 

8902150406* 

50-259 

P 

30600 V03R02 

8902150418* 

50-259 

P 

30700 V03 R01 

8902150360* 

50-259 

P 

30800 V03R02 

8902150368* 

50-259 

P 

30900 V03R01 

8902150286* 

50-259 

P 

31100 V03R01 

8902150350* 

50-259 

P 

31200 V03 R01 

8902150249* 

50-259 

P 

31300 V03 R02 

8902150276* 

50-259 

P 

40200 V04R02 

8902150478* 

50-259 

P 

40300 V04 R03 

8902150483* 

50-259 

P 

40400 V04R04 

8902150438* 

50-259 

P 


p 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 
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40600 V04 R02 

8902150464* 

50-259 

P 

40700 V04 R02 

8902150473* 

50-259 

P 

40800 V04 R02 

8902150430* 

50-259 

P 

4710-3220-89-1 R00 

8902230299* 

50-320 

P 

50100 V05 R04 

8902160161* 

50-259 

P 

50200 V05 R04 

8902160166* 

50-259 

P 

50300 VOS R05 

8902160171* 

50-259 

P 

50400 V05 R04 

8902160176* 

50-259 

P 

70100 V07 R03 

8902210145* 

50-259 

P 

70200 V07 R05 

8902210162* 

50-259 

P 

70300 V07 R03 

8902210204* 

50-259 

P 

70400 V07 R04 

8902210221* 

50-259 

P 

70500 V07 R04 

8902160342* 

50-259 

P 

70600 V07 R05 

8902210232* 

50-259 

P 

70700 V07 R03 

8902210240* 

50-259 

P 

70800 V07 R04 

8902210276* 

50-259 

P 

70900 V07 R03 

8902210279* 

50-259 

P 

71000 V07 R05 

8902210052* 

50-259 

P 

71100 V07R04 

8902210065* 

50-259 

P 

71200 V07 R03 

8902210070* 

50-259 

P 

71300 V07 R03 

8902210095* 

50-259 

P 

71400 V07 R03 

8902210038* 

50-259 

P 

71500 V07 R06 

8902210248* 

50-259 

P 

71600 V07R05 

8902210270* 

50-259 

P 

71700 V07 R04 

8902210018* 

50-259 

P 

71800 V07 R04 

8902210029* 

50-259 

P 

71900 V07 R05 

8902210001* 

50-259 

P 

72000 V07 R03 

8902210003* 

50-259 

P 

72100 V07 R02 

8902210011* 

50-259 

P 

73 

8610220335* 

50-302 

S 

75 

8610220327* 

50-302 

S 

80100 V08 R05 

8902210330* 

50-259 

P 

80200 V08 R06 

8902210308* 

50-259 

P 

80300 V08 R07 

8902210322* 

50-259 

P 

80400 V08R06 

8902210327* 

50-259 

P 

80500 V08R04 

8902210339* 

50-259 

P 

80600 V08R06 

8902210305* 

50-259 

P 

88-4 

8903280159* 

50-395 

R 

90100 V09R04 

8902210461* 

50-259 

P 

90400 V09R02 

8902210432* 

50-259 

P 

0 

90500 V09R03 

8902210439* 

50-259 

P 

90600 V09 R02 

8902210440* 

50-259 

P 

90700 V09 R02 

8902210449* 

50-259 

P 

90800 V09 R02 

8902210454* 

50-259 

P 

90900 V09 R02 

8902210458* 

50-259 

P 

91000 V09 R02 

8902210379* 

50-259 

P 

91100 V09R02 

8902210385* 

50-259 

P 

91200 V09 R02 

8902210403* 

50-259 

P 

ANF-89-01 

8903090450* 

50-397 

P 

ANF-89-02 

8903090451* 

50-397 

P 

CEN-327 SOI 

8903130367* 

TOPREP 


CEN-382(B)-NP 

8903160369* 

50-317 

P 

CQD-042827 R00 

8903280241* 

50-237 

P 

CR-3-81-10 

8610220328* 

50-302 

S 

CWE-3212R 

8903010231* 

50-237 

P 

CWE-321MFT 

8903010227* 

50-237 

P 

DC-1809 R04 

8903240065* 

50-206 

P 

DOE/ID-1 021 6 V08 

8903270047* 

50470 

A 

DOE/LLW-69T 

8903090396* 

WASTE MGT 


DOE/LLW-71T 

8903210331* 

WASTE MGT 


DOE/WIPP 89-004 

8903130719* 

71-9218 


DUKE-1 -A A12 R01 

8903230250* 

TOPREP 


EDE-04-0189 

8902270449* 

50353 

A 

EGG-NTA-8244 

8902130331* 

50-295 

P GL-83-28 

EGG-NTA-8287 

8902090324* 

50445 

A TACR00405 

EGG-NTA-8326 

8902020412* 

50-295 

P 


40500 V04R03 


8902150453* 50-259 


359 
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ER-ME-01 R02 

8903220291* 

50-445 

A 

NUREG/CR-5250 V04 

8903030308 

NUREG 


UCID-21517 

ERCI-R/88-76 DRFT 

8903060174* 

50-443 

F 

NUREG/CR-5250 V05 

8903140041 

NUREG 


UCID-21517 

FC05021 R00 

8903230012* 

50-285 

P 

NUREG/CR-5250 V06 

8903140099 

NUREG 


UCID-21517 

GA-C19576 

8903280257* 

50-267 

Q 

NUREG/CR-5250 V07 

8903140119 

NUREG 


UCID-21517 

HCGS RERR-6 

8903200275* 

50-354 

R 

NUREG/CR-5250 V08 

8903140068 

NUREG 


UCID-21517 

MKF-UMTRA-34 R00 

8902270323* 

WASTE MGT 


NUREG/CR-5292 

8903140089 

NUREG 


PARAMETER IE183 

NDE-89-002 

8903020047* 

50-387 

P 

NUREG/CR-5311 

8903140164 

NUREG 


EGG-2560 

NEDC-31681 

8903220001 

TOPREP 


NUREG/CR-5313 

8903080553 

NUREG 


SAND88-3330 

NEDE-31 559 DRFT 

8903020495* 

70-1308 


NUREG/CR-5320 

8903090048 

NUREG 


ORNL/TM-1 0966 

NEDO-1 1 209-04A R08 

8903090243* 

TOPREP 


NUREG/CR-5324 

8903030377 

NUREG 


BNL-NUREG-521 88 

NNWSI/88-12 

8903140263* 

WASTE MGT 

HLWR 

NUREG/CR-5325 

8903030352 

NUREG 


BNL-NUREG-52189 

NNWSI/88-12 

8903280196* 

WASTE MGT 


NUREG/CR-5328 

8903290011 

NUREG 


PNL-6793 

NPE-89-001 R02 

8903150245* 

50-387 

P 

NUSCO 165 

8902240075* 

50-213 

P 


NUREG-0020 VI 3 N02 

8903210207 

NUREG 


OP 30500 V03 R01 

8902150414* 

50-259 

P 


NUREG-0090 V1 1 N03 

8903140231 

NUREG 


OP 31000 V03 R02 

8902150336* 

50-259 

P 


NUREG-0540 VI 0 N10 

8903030364 

NUREG 


PGE 1015-88 

8903100264 

50-344 

R 


NUREG-0540 VI 0 Nil 

8903080549 

NUREG 


PM PR 89-5 

8903100230* 

WASTE MGT 


NRC-02-88-005 

NUREG-0540 VI ONI 2 

8903210193 

NUREG 


PTR-04 R00 

8903130542* 

50-445 

Q 


NUREG-1021 R05 

8903030290 

NUREG 


R.834486-1 

8903160281* 

50-305 

Q 


NUREG-1137 S08 

8903140114 

50-424 

E 

RAE-8813-1 

8903220360* 

40-8902 



NUREG-1230 

8903030340 

NUREG 


RIL-160 

8903140564 

ORG 



NUREG-1232 V02 SOI 

8903080538 

50-327 

P 

RPAS-SR-89/007 

8903130395* 

50-416 

P 


NUREG-1335 DRFT FC 

8903060176 

NUREG 


SECY-83-500A 

8405180013* 

FOIA 



NUREG-1 338 

8903280333 

NUREG 


SECY-88-204 

8807290196 

SECY 



NUREG-1340 

8903080541 

NUREG 


SECY-89-010 

8901260312 

SECY 



NUREG-1 343 

8903140124 

50-424 

P 

SECY-89-017 

8903090205 

SECY 



NUREG-1 350 V01 

8903210223 

NUREG 


SECY-89-027 

8902130352 

SECY 



NUREG-1 355 

8903280349 

50-320 

S 

SECY-89-030 

8902150232 

SECY 



NUREG/BR-0117 N88-2 

8903170205 

NUREG 


SECY-89-036 

8903140385 

SECY 



NUREG/BR-0117 N88-3 

8903170208 

NUREG 


SECY-89-068 

8903080289 

SECY 



NUREG/BR-0117 N88-4 

8903170202 

NUREG 


SGS RERR-25 

8903210321* 

50-272 

R 


NUREG/CR-2000 V08 N1 

8903140098 

NUREG 

ORNL/NSIC-200 

SIM-16-89 

8902230667* 

50-293 

P 


NUREG/CR-2331 V07 N4 

8903090103 

NUREG 

BNL-NUREG-51454 

SLI-8904 

8903160272* 

50-305 

Q 


NUREG/CR-2331 V08 N3 

8903090070 

NUREG 

BNL-NUREG-51 454 

TR UR 85-225 P SOI 

8903030481* 

TOPREP 



NUREG/CR-3037 

8903210200 

NUREG 

PNL-4532 

TR-7049C 

8903170058* 

50-282 

Q 


NUREG/CR-4478 

8903080544 

NUREG 

ORNL/TDMC-4 

TR-7078 

8903160263* 

50-305 

Q 


NUREG/CR-4496 V01 ER 

8903280316 

NUREG 


TR-I RTS-4 R02 

8902270362* 

PROJ 


25176 

NUREG/CR-4496 V02 

8903280351 

NUREG 


TR8822 R01 

8902240278* 

50-445 

E 


NUREG/CR-4604 

8903210228 

NUREG 

PNL-5849 

WCAP 12126 

8902280494* 

50-369 

Q 


NUREG/CR-4639 V5P2R1 

8903090033 

NUREG 

EGG-2458 

WCAP-10444-A ADD 2-A 

8903130428* 

TOPREP 



NUREG/CR-4639 V5P3R1 

8903090022 

NUREG 

EGG-2458 

WCAP-1 0842-NP-A 

8903230231* 

TOPREP 



NUREG/CR-4639 V5P4R1 

8903090032 

NUREG 

EGG-2458 

WCAP-1 1 420 

8903200238* 

50-334 

P 


NUREG/CR-4667 V05 

8903280340 

NUREG 

ANL-88-32 

WCAP-1 1492 R01 

8903010134* 

50-280 

P 


NUREG/CR-4792 V01 

8903280347 

NUREG 

UCID-20914 

WCAP-1 1803 

8903200427* 

50-244 

P 


NUREG/CR-4792 V02 

8903280308 

NUREG 

UCID-2091 4 

WCAP-1 1939 

8903030330* 

50-400 

P 


NUREG/CR-4849 V01 

8903280277 

NUREG 

PNL-5868 

WCAP-1 1986 

8903090190* 

50-344 

P 


NUREG/CR-4849 V02 

8903280281 

NUREG 

PNL-5868 

WCAP-1 1993 

8903100050* 

TOPREP 



NUREG/CR-5030 

8903090145 

NUREG 


WCAP-1 2020 

8902240208* 

50-305 

P 


NUREG/CR-5042 S02 

8903060025 

NUREG 

UCID-21223 

WCAP-1 2092 

8903090195* 

50-344 

P 


NUREG/CR-5046 

8903030367 

NUREG 

SAND87-2183 

WCAP-1 2094 SOI 

8903020440* 

50-412 

P 


NUREG/CR-5069 

89030303 22 

NUREG 

LA-1 1208-MS 

WCAP-1 2 149 

8902270309* 

50-206 

P 


NUREG/CR-5100 

8903280361 

NUREG 


WCAP-1 21 52 

8903140071* 

50-443 

P 


NUREG/CR-51 1 2 

8903280339 

NUREG 

EGG-2536 

WCAP-1 21 59 

8903210374* 

TOPREP 



NUREG/CR-51 1 5 

8903280321 

NUREG 

ANL-88-42 

WCAP-1 21 59 DRFT 

8903150074* 

TOPREP 



NUREG/CR-51 16 

8903140138 

NUREG 

ANL-88-43 

WCAP-1 21 72 

8903240030* 

50-445 

A 


NUREG/CR-51 24 

8903140208 

NUREG 

BNL-NUREG-52141 

WCAP-1 21 76 

8903100402* 

50-304 

P 


NUREG/CR-51 43 

8903280050 

NUREG 


WCAP-1 2 177 

8902270619* 

TOPREP 



NUREG/CR-51 97 ERR 

8903030295 

NUREG 

EGG-2546 

WCAP-1 2205 

8903220034* 

TOPREP 



NUREG/CR-5234 

8903060040 

NUREG 

PNL-6668 

WNEP-8909 R00 

8903150133* 

50-361 

P 


NUREG/CR-5250 V01 

8903030423 

NUREG 

UCID-21517 

WPPSS-EANF-1 24 

8903090455* 

50-397 

P 


NUREG/CR-5250 V02 

8903030394 

NUREG 

UCID-21517 

WVDP/89AR 

8903020219 

PROJ 


25224 

NUREG/CR-5250 V03 

8903030348 

NUREG 

UCID-21517 

XCP-0 1-003 

8902280474* 

50-325 

Q 

98.701.0006 


CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A. 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

8106250012 

8903100383 

89/03/03 

8309210496 

8903200301 

89/03/10 

8405180013 

8903150185 

89/03/03 

8606260084 

8606260079 

86/06/20 

8608190413 

8608280064 

86/08/26 

8609040120 

8609040117 

86/08/21 

8609040125 

8609040117 

86/08/21 

8610080045 

8610080034 

86/09/30 

8610220327 

8610070399 

86/09/26 

8610220328 

8610070399 

86/09/26 

8610220335 

8610070399 

86/09/26 

8610220338 

8610070399 

86/09/26 

8610220344 

8610070399 

86/09/26 

8610270105 

8610270099 

86/10/16 

8610270107 

8610270099 

86/10/16 

8610270368 

8610270362 

86/10/17 

8611050385 

8611050376 

86/10/30 

8611050392 

8611050376 

86/10/30 

8611070224 

8611070188 

86/10/31 

8611120219 

8611120209 

86/11/06 

8611120229 

8611120209 

86/11/06 

8611180253 

8611180250 

86/11/13 

8612030728 

8612030721 

86/11/25 

8612040344 

8612040323 

86/11/21 

8612040360 

8612040323 

86/11/21 

8804210387 

8903100193 

89/02/17 

8805170115 

8805160121 

88/05/05 

8806290287 

8903100193 

89/02/17 

8810130013 

8903140236 

89/03/09 

8810250001 

8903230405 

89/03/21 

8901050196 

8903100193 

89/02/17 

8901260132 

8901260129 

89/01/17 

8902020304 

8903060166 

89/02/02 

8902020381 

8902280363 

89/02/13 

8902020412 

8903100440 

89/02/28 

8902090266 

8903230464 

89/02/27 

8902090324 

8902240200 

89/02/06 

8902130331 

8903060179 

89/02/27 

8902140276 

8902140261 

89/02/06 

8902140290 

8902140261 

89/02/06 

8902140329 

8902140261 

89/02/06 

8902140334 

8902140261 

89/02/06 

8902140338 

8902140261 

89/02/06 

8902140345 

8902140261 

89/02/06 

8902140349 

8902140261 

89/02/06 

8902140352 

8902140261 

89/02/06 

8902140357 

8902140261 

89/02/06 

8902140366 

8902140261 

89/02/06 

8902140375 

8902140261 

89/02/06 

8902140381 

8902140261 

89/02/06 

8902140388 

8902140261 

89/02/06 

8902140401 

8902140261 

89/02/06 

8902140412 

8902140261 

89/02/06 

8902140414 

8902140261 

89/02/06 

8902140420 

8902140261 

89/02/06 

8902140425 

8902140261 

89/02/06 

8902140435 

8902140261 

89/02/06 

8902140450 

8902140261 

89/02/06 

8902140472 

8902140261 

89/02/06 

8902140474 

8902140261 

89/02/06 


ACCESSION NUMBER 


SUBJECT 

CATEGORY 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

50-142 

F 

8902140483 

8902140261 

50-293 

F 

8902140494 

8902140261 

FOIA 


8902150009 

8902140261 

50-309 

P 

8902150023 

8902140261 

50-410 

E 

8902150038 

8902140261 

50-327 

Q 

8902150050 

8902140261 

50-327 

Q 

8902150057 

8902140261 

50-341 

P 

8902150064 

8902140261 

50-302 

S 

8902150071 

8902140261 

50-302 

s 

8902150081 

8902140261 

50-302 

s 

8902150089 

8902140261 

50-302 

s 

8902150094 

8902140261 

50-302 

s 

8902150104 

8902140261 

50-255 

p 

8902150112 

8902140261 

50-255 

p 

8902150121 

8902140261 

50-389 

p 

8902150125 

8902140261 

50-213 

p 

8902150138 

8902140261 

50-213 

p 

8902150182 

8902140261 

50-255 

K 

8902150193 

8902140261 

50-338 

P 

8902150197 

8902140261 

50-338 

P 

8902150204 

8902140261 

50-315 

P 

8902150214 

8902140261 

50-354 

P 

8902150218 

8902140261 

50-424 

E 

8902150226 

8902140261 

50-424 

E 

8902150249 

8902140261 

ACRS 


8902150276 

8902140261 

TOPREP 


8902150286 

8902140261 

ACRS 


8902150336 

8902140261 

50-220 

F 

8902150350 

8902140261 

FOIA 


8902150360 

8902140261 

ACRS 


8902150368 

8902140261 

50-317 

U 

8902150385 

8902140261 

50-443 

F 

8902150392 

8902140261 

50-263 

P 

8902150401 

8902140261 

50-295 

P 

8902150406 

8902140261 

50-346 

P 

8902150414 

8902140261 

50-445 

A 

8902150418 

8902140261 

50-295 

P 

8902150430 

8902140261 

50-259 

P 

8902150438 

8902140261 

50-259 

P 

8902150453 

8902140261 

50-259 

P 

8902150464 

8902140261 

50-259 

P 

8902150473 

8902140261 

50-259 

P 

8902150478 

8902140261 

50-259 

P 

8902150483 

8902140261 

50-259 

P 

8902150532 

8903020608 

50-259 

P 

8902160161 

8902140261 

50-259 

P 

8902160166 

8902140261 

50-259 

P 

8902160171 

8902140261 

50-259 

P 

8902160176 

8902140261 

50-259 

P 

8902160342 

8902140261 

50-259 

P 

8902170071 

8903100039 

50-259 

P 

8902210001 

8902140261 

50-259 

P 

8902210003 

8902140261 

50-259 

P 

8902210011 

8902140261 

50-259 

P 

8902210018 

8902140261 

50-259 

P 

8902210029 

8902140261 

50-259 

P 

8902210038 

8902140261 

50-259 

P 

8902210052 

8902140261 

50-259 

P 

8902210065 

8902140261 

50-259 

P 

8902210070 

8902140261 


DATE SUBJECT 

ISSUED CATEGORY 


89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/10 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/03/01 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 

89/02/06 


50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-454 R 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

REVIEW GR P 
50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 
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ENCLOSURE 

PRINCIPAL 

DATE 
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ENCLOSURE 

PRINCIPAL 
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DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8902210095 

8902140261 

89/02/06 

50-259 

P 

8902240427 

89022404 22 

89/02/10 

50-263 

P 

8902210145 

8902140261 

89/02/06 

50-259 

P 

8902240488 

8902270092 

89/02/17 

50-344 

S 

8902210162 

8902140261 

89/02/06 

50-259 

P 

8902270010 

8902270007 

89/02/15 

50-285 

Q 

8902210204 

8902140261 

89/02/06 

50-259 

P 

8902270098 

8902270092 

89/02/17 

50-344 

S 

8902210210 

8902210205 

89/02/07 

50-352 

F 

8902270101 

8902270081 

89/02/16 

50-416 

Q 

8902210221 

8902140261 

89/02/06 

50-259 

P 

8902270114 

8902270107 

89/02/13 

50-400 

Q 

8902210232 

8902140261 

89/02/06 

50-259 

P 

8902270121 

8902270120 

89/02/13 

50-416 

Q 

8902210240 

8902140261 

89/02/06 

50-259 

P 

8902270126 

8902270120 

89/02/13 

50-416 

Q 

8902210248 

8902140261 

89/02/06 

50-259 

P 

8902270138 

8902270130 

89/02/13 

50-259 

Q 

8902210270 

8902140261 

89/02/06 

50-259 

P 

8902270154 

8902270149 

89/02/13 

50-259 

Q 

8902210276 

8902140261 

89/02/06 

50-259 

P 

8902270191 

8902270181 

89/02/14 

50-20 

P 

8902210279 

8902140261 

89/02/06 

50-259 

P 

8902270192 

8902270186 

89/02/07 

50-424 

Q 

8902210305 

8902140261 

89/02/06 

50-259 

P 

8902270193 

8902270181 

89/02/14 

50-20 

P 

8902210308 

8902140261 

89/02/06 

50-259 

P 

8902270199 

8902270195 

89/02/10 

50-269 

Q 

8902210322 

8902140261 

89/02/06 

50-259 

P 

8902270202 

8902270181 

89/02/14 

50-20 

P 

8902210327 

8902140261 

89/02/06 

50-259 

P 

8902270204 

8902270181 

89/02/14 

50-20 

P 

8902210330 

8902140261 

89/02/06 

50-259 

P 

8902270206 

8902270201 

89/02/07 

50-482 

F 

8902210339 

8902140261 

89/02/06 

50-259 

P 

8902270207 

8902270181 

89/02/14 

50-20 

P 

8902210379 

8902140261 

89/02/06 

50-259 

P 

8902270210 

8902270181 

89/02/14 

50-20 

P 

8902210385 

8902140261 

89/02/06 

50-259 

P 

8902270211 

8902270181 

89/02/14 

50-20 

P 

8902210403 

8902140261 

89/02/06 

50-259 

P 

8902270253 

8902270250 

86/03/10 

50-327 

Q 

8902210432 

8902140261 

89/02/06 

50-259 

P 

8902270256 

8902270235 

89/02/07 

TOPREP 


8902210439 

8902140261 

89/02/06 

50-259 

P 

8902270283 

8902270278 

89/02/14 

50-285 

P 

8902210440 

8902140261 

89/02/06 

50-259 

P 

8902270288 

8902270278 

89/02/14 

50-285 

P 

8902210449 

8902140261 

89/02/06 

50-259 

P 

8902270289 

8902270281 

89/01/31 

50-206 

Q 

8902210454 

8902140261 

89/02/06 

50-259 

P 

8902270290 

8902270198 

89/02/21 

WASTE MGT 


8902210458 

8902140261 

89/02/06 

50-259 

P 

8902270295 

8902270291 

89/02/17 

50-206 

P 

8902210461 

8902140261 

89/02/06 

50-259 

P 

8902270296 

8902270293 

89/02/16 

50-302 

P 

8902230101 

8902230092 

89/02/13 

50-333 

P 

8902270302 

8902270293 

89/02/16 

50-302 

P 

8902230108 

8902230092 

89/02/13 

50-333 

P 

8902270303 

8902270291 

89/02/17 

50-206 

P 

8902230128 

8902230121 

89/02/16 

50-423 

Q 

8902270309 

8902270291 

89/02/17 

50-206 

P 

8902230188 

8902230182 

89/02/14 

50-440 

R 

8902270312 

8902270306 

89/02/21 

71-667 


8902230273 

8902230267 

89/02/10 

50-316 

P 

8902270323 

8902270313 

89/02/24 

WASTE MGT 


8902230298 

8902230294 

89/02/14 

50-318 

P 

8902270325 

8902270321 

89/02/21 

71-668 


8902230299 

8902230288 

89/02/13 

50-320 

P 

8902270328 

8902270324 

89/02/14 

50-483 

P 

8902230313 

8902230254 

89/02/10 

50-456 

P 

8902270332 

8902270324 

89/02/14 

50-483 

P 

8902230324 

8902230320 

89/02/07 

XPORTLIC 


8902270341 

8902270337 

89/02/17 

50-269 

P 

8902230345 

8902230339 

89/02/15 

50-293 

P 

8902270362 

8902270299 

89/02/08 

PROJ 


8902230395 

8902230392 

89/02/15 

50-409 

P 

8902270372 

8902270367 

89/02/10 

50-361 

P 

8902230443 

8902230435 

89/02/15 

50-333 

Q 

8902270378 

8902270374 

89/02/21 

50-254 

P 

8902230467 

8902230462 

89/02/15 

50-286 

Q 

8902270379 

8901120160 

86/04/28 

50-413 

P 

8902230511 

8902230480 

89/01/09 

CONTRACT 


8902270380 

8902270373 

89/02/24 

WASTE MGT 


8902230515 

8902230509 

89/02/15 

50-416 

P 

8902270386 

8902270373 

89/02/24 

WASTE MGT 


8902230516 

8902230509 

89/02/15 

50-416 

P 

8902270387 

8902270376 

89/02/16 

50-269 

Q 

8902230522 

8902230519 

89/02/08 

50-498 

P 

8902270390 

8902270376 

89/02/16 

50-269 

Q 

8902230534 

8902230528 

89/02/15 

50-219 

Q 

8902270404 

8902270403 

89/02/16 

50-361 

P 

8902230535 

8902230504 

89/02/09 

50-302 

Q 

8902270411 

8902270409 

89/02/16 

50-361 

P 

8902230542 

8902230528 

89/02/15 

50-219 

Q 

8902270413 

8902270408 

89/02/15 

50-327 

Q 

8902230546 

8902230541 

89/02/21 

71-9160 


8902270416 

8902270414 

89/02/10 

50-424 

Q 

8902230565 

8902230559 

89/02/10 

50-369 

P 

8902270418 

8902270414 

89/02/10 

50-424 

Q 

8902230567 

8902230566 

89/02/08 

50-245 

H 

8902270435 

8902270430 

89/02/21 

50-312 

H 

8902230608 

8902230517 

89/02/13 

WASTE MGT 


8902270449 

8902270446 

89/02/17 

50-353 

A 

8902230635 

8902230631 

89/02/15 

71-9224 


8902270455 

8902270454 

89/02/16 

50-338 

Q 

8902230648 

8902230642 

89/02/15 

50-309 

P 

8902270462 

8902270459 

89/02/08 

50-275 

Q 

8902230667 

8902230662 

89/02/13 

50-293 

P 

8902270469 

8902270468 

89/02/10 

50-275 

Q 

8902230670 

8902230668 

89/02/17 

50-333 

P 

8902270470 

8902270461 

89/02/16 

50-397 

P 

8902230672 

8902230668 

89/02/17 

50-333 

P 

8902270475 

8902270457 

89/02/14 

50-498 

Q 

8902240028 

8902240026 

89/02/10 

71-670 


8902270487 

8902270478 

89/02/16 

50-324 

Q 

8902240058 

8902240052 

89/02/17 

50-219 

Q 

8902270494 

8902270491 

89/02/15 

50-250 

Q 

8902240065 

8902240063 

89/02/14 

WASTE MGT 


8902270498 

8902270492 

89/02/16 

50-321 

Q 

8902240067 

8902240063 

89/02/14 

WASTE MGT 


8902270511 

8902270502 

89/02/16 

50-361 

P 

8902240069 

8902240064 

89/01/23 

CONTRACT 


8902270524 

8902270519 

89/02/15 

50-285 

P 

8902240075 

8902240074 

89/02/17 

50-213 

P 

8902270541 

8902270534 

89/02/16 

50-361 

P 

8902240113 

8902240110 

89/01/10 

CONTRACT 


8902270616 

8902270614 

89/02/21 

TOPREP 


8902240131 

8902240126 

89/02/21 

50-327 

Q 

8902270619 

8902270614 

89/02/21 

TOPREP 


8902240132 

8902240127 

89/02/15 

50-155 

P 

8902270623 

8902270615 

89/02/15 

50-338 

P 

8902240134 

8902240127 

89/02/15 

50-155 

P 

8902270627 

8902280082 

89/02/14 

50-317 

R 

8902240142 

8902240141 

89/02/17 

50-237 

P 

8902270628 

8902270615 

89/02/15 

50-338 

P 

8902240151 

8902240147 

89/02/17 

50-454 

P 

8902270634 

8902270626 

89/02/09 

50-424 

Q 

8902240154 

8902240149 

89/02/13 

50-20 

P 

8902270683 

8902270679 

89/02/13 

70-143 


8902240158 

8902230690 

89/02/01 

27-48 


8902280017 

8902270644 

89/02/17 

50-320 

R 

8902240187 

8902240181 

89/02/15 

50-266 

P 

8902280018 

8902270644 

89/02/17 

50-320 

R 

8902240195 

8902240191 

89/02/15 

50-29 

Q 

8902280026 

8902280024 

89/02/10 

50-206 

Q 

8902240208 

8902240207 

89/02/17 

50-305 

P 

8902280031 

8902270664 

89/02/07 

WASTE MGT 


8902240211 

8902240143 

89/02/02 

71-542 


8902280037 

8902280024 

89/02/10 

50-206 

Q 

8902240235 

8902240233 

89/02/17 

50-373 

P 

8902280041 

8902280036 

89/02/14 

50-261 

Q 

8902240248 

8902240243 

89/02/16 

50-267 

P 

8902280046 

8902280036 

89/02/14 

50-261 

Q 

8902240260 

8902240256 

89/02/13 

50-267 

P 

8902280053 

8902280045 

89/02/10 

50-344 

P 

8902240278 

8902240182 

89/02/17 

50-445 

E 

8902280054 

8902280048 

89/02/10 

50-206 

Q 

8902240295 

8902240292 

89/02/15 

50-331 

R 

8902280056 

8902280045 

89/02/10 

50-344 

P 

8902240299 

8902240292 

89/02/15 

50-331 

R 

8902280093 

8902280088 

89/02/22 

50-295 

P 

8902240326 

8902240323 

89/02/16 

50-324 

P 

8902280100 

8902280096 

89/02/10 

50-416 

Q 

8902240331 

8902240328 

89/02/15 

50-312 

R 

8902280101 

8902280246 

89/02/22 

50-458 

S 

8902240332 

8902240328 

89/02/15 

50-312 

R 

8902280103 

8902280092 

89/02/16 

50-397 

F 

8902240375 

8903020180 

89/02/15 

50-369 

R 

8902280110 

8902280092 

89/02/16 

50-397 

F 

8902240393 

8902240386 

89/02/16 

50-186 

P 

8902280127 

8902280124 

89/02/18 

50-327 

Q 

8902240395 

8902240386 

89/02/16 

50-186 

P 

8902280135 

8902280126 

89/02/21 

50-317 

H 
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8902280163 

8902280157 

89/02/08 

50-322 

Q 

8903010209 

8903010201 

89/02/24 

XPORTLIC 

8902280170 

8902280148 

89/02/09 

50-528 

Q 

8903010217 

8903010213 

89/02/14 

50-601 

8902280224 

8902280219 

89/02/01 

40-8084 


8903010218 

8903010210 

88/07/22 

50-327 

8902280234 

8811160179 

88/11/04 

REVIEW GR 

P 

8903010221 

8903010216 

89/02/16 

50-244 

8902280238 

8902280235 

89/02/24 

71-670 


8903010223 

8903010210 

88/07/22 

50-327 

8902280240 

8902280236 

89/02/17 

40-8502 


8903010226 

8903010224 

89/02/02 

50-237 

8902280242 

8902280219 

89/02/01 

40-8084 


8903010227 

8903010224 

89/02/02 

50-237 

8902280244 

8902280241 

89/02/20 

50-416 

P 

8903010231 

8903010224 

89/02/02 

50-237 

8902280250 

8902280248 

89/02/22 

50-237 

Q 

8903010236 

8903010230 

89/02/22 

50-254 

8902280259 

8902280253 

89/02/23 

XPORTLIC 


8903010238 

8903010213 

89/02/14 

50-601 

8902280262 

8902280261 

89/02/08 

40-8102 


8903010244 

8903010239 

89/02/15 

50-220 

8902280266 

8902280253 

89/02/23 

XPORTLIC 


8903010247 

8903010213 

89/02/14 

50-601 

8902280276 

8902280273 

89/02/17 

40-8902 


8903010258 

8903010255 

89/02/23 

QA999 

8902280277 

8902280273 

89/02/17 

40-8902 


8903010266 

8903010263 

89/02/14 

40-6102 

8902280283 

8902280279 

89/02/17 

50-285 

Q 

8903010267 

8903010211 

89/02/22 

50-237 

8902280287 

8902280279 

89/02/17 

50-285 

Q 

8903010269 

8903010265 

89/02/22 

50-352 

8902280305 

8902280301 

89/02/15 

50-335 

Q 

8903010278 

8903010273 

89/02/09 

50-213 

8902280311 

8902280310 

89/02/17 

50-498 

P 

8903010290 

8903010287 

89/02/24 

50-321 

8902280319 

8902280317 

89/02/21 

50-286 

P 

8903010291 

8903010287 

89/02/24 

50-321 

8902280326 

8902280321 

89/02/17 

70-1201 


8903010302 

8903010296 

89/02/21 

50-458 

8902280327 

8902280325 

89/02/16 

50-324 

P 

8903010304 

8903010303 

89/02/14 

50-313 

8902280329 

8902280321 

89/02/17 

70-1201 


8903010313 

8903010310 

89/02/17 

50-285 i 

8902280334 

8902280328 

89/02/16 

50-458 

Q 

8903010314 

8903010312 

89/02/18 

50-425 i 

8902280360 

8902280358 

89/02/17 

50-313 

Q 

8903010316 

8903010311 

89/02/23 

50-294 

8902280364 

8902280357 

89/02/21 

50-313 

Q 

8903010322 

8903010320 

89/02/18 

50-425 i 

8902280385 

8902280381 

89/02/14 

50-275 

Q 

8903010324 

8903010321 

89/02/24 

50-461 

8902280394 

8902280391 

89/01/30 

40-8084 


8903010350 

8903010341 

89/02/16 

50-361 

8902280397 

8902280391 

89/01/30 

40-8084 


8903010361 

8903010358 

89/02/16 

50-361 

8902280400 

8902280395 

89/02/06 

XPORTLIC 


8903010392 

8903010374 

89/02/22 

50-254 

8902280409 

8902280405 

89/02/17 

50-382 

Q 

8903010407 

8903010364 

89/02/27 

WASTE MGT 

8902280410 

8902280405 

89/02/17 

50-382 

Q 

8903010417 

8903010364 

89/02/27 

WASTE MGT 

8902280413 

8902280398 

89/02/14 

50-397 

O 

8903010421 

8903010374 

89/02/22 

50-254 

8902280421 

8902280419 

89/02/23 

50-369 

P 

8903020047 

8903020044 

89/02/24 

50-387 

8902280434 

8902280431 

89/02/23 

50-338 

P 

8903020072 

8903020058 

89/02/22 

50-603 

8902280435 

8902280337 

89/02/23 

50-339 

P 

8903020079 

8903020058 

89/02/22 

50-603 

8902280437 

8902280436 

89/02/22 

50-206 

P 

8903020080 

8903020074 

89/02/17 

50-302 i 

8902280451 

8902280444 

89/02/17 

40-8857 


8903020085 

8903020074 

89/02/17 

50-302 i 

8902280453 

8902280444 

89/02/17 

40-8857 


8903020115 

8903020104 

89/02/22 

70-622 

8902280461 

8904050453 

89/03/30 

50-344 

P 

8903020120 

8903020104 

89/02/22 

70-622 

8902280474 

8902280369 

89/02/20 

50-325 

Q 

8903020124 

8903020104 

89/02/22 

70-622 

8902280486 

8902280476 

89/02/20 

50-369 

Q 

8903020149 

8903020145 

89/02/14 

50-482 

8902280494 

8902280476 

89/02/20 

50-369 

Q 

8903020158 

8903020145 

89/02/14 

50-482 

8902280499 

8902280489 

89/02/22 

50-400 

P 

8903020174 

8903020155 

89/02/13 

50-336 I 

890228051 1 

8902280500 

89/02/14 

50-259 

Q 

8903020202 

8903020193 

89/02/14 

50-324 l 

8902280520 

8902280513 

89/02/15 

50-298 

P 

8903020240 

8903020180 

89/02/15 

50-369 

8902280523 

8902280516 

89/02/17 

50-395 

Q 

8903020269 

8903020111 

89/02/14 

50-369 i 

8902280530 

8903010039 

89/02/15 

50-247 

R 

8903020283 

8903020111 

89/02/14 

50-369 i 

8902280540 

8902280539 

89/02/24 

XPORTLIC 


8903020327 

8903020322 

89/02/22 

50-445 i 

8902280548 

8902280546 

88/12/23 

50-352 

V 

8903020329 

8903020322 

89/02/22 

50-445 i 

8902280550 

8902280549 

89/02/06 

50-312 

Q 

8903020429 

8903020418 

89/02/24 

50-412 

8902280553 

8902280552 

89/02/14 

50-244 

Q 

8903020440 

8903020418 

89/02/24 

50-412 

8903010003 

8903010002 

89/02/15 

50-461 

Q 

8903020472 

8903020470 

89/02/27 

50-370 < 

8903010004 

8903010002 

89/02/15 

50-461 

Q 

8903020474 

8903020470 

89/02/27 

50-370 

8903010012 

8903010009 

89/02/16 

50-331 

Q 

8903020486 

8903020480 

89/02/21 

50-346 

8903010017 

8903010014 

89/02/10 

50-331 

Q 

8903020487 

8903020480 

89/02/21 

50-346 

8903010024 

8903010022 

89/02/17 

50-341 

Q 

8903020488 

8903020482 

89/02/22 

50-220 

8903010042 

8903010039 

89/02/15 

50-247 

R 

8903020495 

8903020362 

89/02/17 

70-1308 

8903010044 

8903010037 

89/02/24 

50-322 

T 

8903020532 

8903020530 

89/02/22 

50-219 

8903010051 

8903010041 

89/02/23 

50-445 

Q 

8903020625 

8903020608 

89/02/10 

50-454 

8903010061 

8903010053 

89/02/20 

50-320 

G 

8903020627 

8903020626 

89/02/23 

50-327 

8903010064 

8903010037 

89/02/24 

50-322 

T 

8903020697 

8903020690 

89/02/08 

40-8902 

8903010070 

8903010053 

89/02/20 

50-320 

G 

8903020700 

8903020690 

89/02/08 

40-8902 

8903010073 

8903010037 

89/02/24 

50-322 

T 

8903020701 

8903020699 

89/02/10 

50-361 

8903010085 

8903010078 

89/02/14 

50-443 

G 

8903030002 

8903030001 

89/02/17 

50-352 

8903010091 

8903010053 

89/02/20 

50-320 

G 

8903030005 

8903030004 

89/02/22 

TOPREP 

8903010093 

8903010087 

89/02/23 

50-315 

P 

8903030011 

8903020574 

89/02/22 

50-320 

8903010096 

8903010087 

89/02/23 

50-315 

P 

8903030012 

8903030010 

89/02/23 

50-259 

8903010102 

8903010099 

89/02/23 

50-320 

P 

8903030025 

8903080012 

89/02/16 

50-361 

8903010105 

8903010103 

89/02/10 

70-36 


8903030051 

8903030049 

89/02/20 

50-324 

8903010107 

8903010053 

89/02/20 

50-320 

G 

8903030062 

8903030018 

89/02/23 

50-461 

8903010110 

8903010037 

89/02/24 

50-322 

T 

8903030074 

8903030071 

89/02/10 

50-344 

8903010117 

8903010037 

89/02/24 

50-322 

T 

8903030077 

8903030071 

89/02/10 

50-344 

8903010118 

8903010112 

89/02/15 

CONTRACT 


8903030082 

8903030079 

89/02/24 

50-416 

8903010120 

8903010115 

89/02/21 

50-335 

P 

8903030087 

8903030037 

89/02/24 

50-266 

8903010124 

8903010121 

89/02/20 

50-280 

P 

8903030124 

8903030004 

89/02/22 

TOPREP 

8903010129 

8902230500 

89/01/18 

WASTE MGT 


8903030195 

8903030173 

89/03/01 

WASTE MGT 

8903010134 

8903010121 

89/02/20 

50-280 

P 

8903030219 

8903030218 

89/03/02 

50-445 

8903010147 

8903010126 

89/02/15 

50-315 

Q 

8903030245 

8903030240 

89/02/22 

50-461 

8903010150 

8903010145 

89/02/21 

50-298 

P 

8903030248 

8903030240 

89/02/22 

50-461 

8903010152 

8903010145 

89/02/21 

50-298 

P 

8903030263 

8903030259 

89/02/23 

50-324 

8903010163 

8903010159 

89/02/22 

50-416 

P 

8903030265 

8903030257 

89/02/23 

50-293 

8903010169 

8903010164 

89/02/16 

50-244 

P 

8903030269 

8903030254 

89/02/23 

50-293 

8903010172 

8903010164 

89/02/16 

50-244 

P 

8903030273 

8903030254 

89/02/23 

50-293 

8903010183 

8903010180 

89/02/25 

50-424 

P 

8903030281 

8903030272 

89/02/23 

50-313 

8903010186 

8903010177 

89/02/22 

FOIA 


8903030283 

8903030254 

89/02/23 

50-293 

8903010195 

8903010192 

89/02/21 

50-285 

P 

8903030291 

8903030289 

89/02/22 

50-397 

8903010200 

8903010197 

89/02/22 

50-424 

Q 

8903030293 

8903030254 

89/02/23 

50-293 
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364 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8903030296 

8903030289 

89/02/22 

50-397 

P 

8903070039 

8903070035 

89/02/17 

50-309 

Q 

8903030301 

8903030294 

89/02/21 

CONTRACT 


8903070043 

8903070042 

89/02/23 

50-315 

Q 

8903030303 

8903030254 

89/02/23 

50-293 

P 

8903070051 

8903070049 

89/02/21 

50-461 

P 

8903030306 

8903030254 

89/02/23 

50-293 

Q 

8903070054 

8903070052 

89/02/17 

50-322 

V 

8903030314 

8903030254 

89/02/23 

50-293 

P 

8903070056 

8903070052 

89/02/17 

50-322 

V 

8903030315 

8903030257 

89/02/23 

50-293 

P 

8903070066 

8903070064 

89/02/21 

50-220 

Q 

8903030320 

8903030254 

89/02/23 

50-293 

P 

8903070075 

8902280181 

89/02/20 

WASTE MGT 


8903030324 

8903030254 

89/02/23 

50-293 

P 

8903070085 

8903070083 

89/02/22 

50-247 

Q 

8903030327 

8903030317 

89/02/22 

50-400 

P 

8903070138 

8903070131 

89/02/28 

XPORTLIC 


8903030328 

8903030254 

89/02/23 

50-293 

P 

8903070147 

8903070144 

89/02/21 

50-461 

F 

8903030330 

8903030317 

89/02/22 

50-400 

P 

8903070214 

8903150435 

89/03/02 

REVIEW GR 

P 

8903030334 

8903030254 

89/02/23 

50-293 

P 

8903080008 

8903060117 

89/01/25 

40-8768 


8903030350 

8903030347 

89/02/13 

70-143 


8903080009 

8903060117 

89/01/25 

40-8768 


8903030385 

8903030382 

89/02/23 

50-443 

Q 

8903080017 

8903080010 

89/02/28 

50-369 

P 

8903030393 

8903030381 

89/02/21 

50-482 

P 

8903080020 

8903080012 

89/02/16 

50-206 

Q 

8903030397 

8903030381 

89/02/21 

50-482 

P 

8903080021 

8903080019 

89/02/27 

50-155 

Q 

8903030411 

8903030408 

89/02/27 

50-298 

Q 

8903080022 

8903080012 

89/02/16 

50-206 

Q 

8903030414 

8903030408 

89/02/27 

50-298 

Q 

8903080032 

8903080028 

89/02/24 

50-244 

P 

8903030419 

8902280500 

89/02/14 

50-259 

Q 

8903080033 

8903080028 

89/02/24 

50-244 

P 

8903030434 

8903030429 

89/02/28 

50-425 

M 

8903080043 

8903080040 

89/02/27 

50-288 

P 

8903030443 

8903030429 

89/02/28 

50-425 

M 

8903080046 

8903080041 

89/02/28 

TOPREP 


8903030468 

8903030464 

89/03/02 

WASTE MGT 


8903080049 

8903080028 

89/02/24 

50-244 

P 

8903030475 

8903030464 

89/03/02 

WASTE MGT 


8903080050 

8903080045 

89/02/23 

PR 


8903030481 

8805160121 

88/05/05 

TOPREP 


8903080054 

8903080052 

89/02/28 

40-8724 


8903030482 

8903030469 

89/02/08 

40-8102 


8903080057 

8903080026 

89/02/28 

50-528 

P 

8903030489 

8903030483 

89/02/16 

70-1100 


8903080078 

8903080074 

89/02/27 

50-315 

Q 

8903030504 

8903030500 

89/02/16 

50-397 

Q 

8903080100 

8903070007 

89/02/24 

50-333 

P 

8903030513 

8903030510 

89/02/28 

50-455 

a 

8903080120 

8903080116 

89/02/22 

50-425 

Q 

8903060010 

8903060007 

89/02/23 

50-317 

U 

8903080140 

8903080134 

89/02/14 

50-344 

Q 

8903060011 

8903030487 

89/02/07 

CONTRACT 


8903080159 

8903080156 

89/02/24 

50-260 

P 

8903060012 

8903060006 

89/02/16 

50-146 

Q 

8903080161 

8903080075 

89/02/28 

50-255 

R 

8903060014 

8903130213 

89/03/01 

50-250 

H 

8903080164 

8903080075 

89/02/28 

50-255 

R 

8903060030 

8903060027 

89/02/23 

ORG 


8903080176 

8903080060 

89/02/28 

50-155 

R 

8903060052 

8903060042 

89/02/16 

ORG 


8903080179 

8903080060 

89/02/28 

50-155 

R 

8903060058 

8903060057 

89/02/17 

40-8905 


8903080189 

8903080182 

89/02/22 

50-321 

P 

8903060060 

8903060057 

89/02/17 

40-8905 


8903080191 

8903080187 

89/02/28 

50-440 

Q 

8903060064 

8903060055 

89/02/08 

40-2259 


8903080195 

8903080192 

89/02/14 

50-368 

P 

8903060069 

8903060055 

89/02/08 

40-2259 


8903080198 

8903080188 

89/02/15 

50-312 

V 

8903060072 

8903060068 

89/02/13 

50-312 

Q 

8903080203 

8903080196 

89/02/28 

50-237 

Q 

8903060078 

8903060073 

89/02/28 

50-312 

P 

8903080207 

8903080202 

89/02/15 

50-312 

Q 

8903060079 

8903060075 

89/02/27 

50-271 

P 

8903080214 

8903080211 

89/02/28 

50-249 

Q 

8903060080 

8903060075 

89/02/27 

50-271 

P 

8903080218 

8903080211 

89/02/28 

50-249 

Q 

8903060081 

8903060077 

89/02/16 

50-263 

P 

8903080224 

8903080217 

89/03/01 

50-286 

P 

8903060087 

8903060082 

89/02/17 

50-482 

Q 

8903080225 

8903080217 

89/03/01 

50-286 

P 

8903060088 

8903060077 

89/02/16 

50-263 

P 

8903080253 

8903080249 

89/02/07 

50-373 

P 

8903060096 

8903060092 

89/02/2 2 

50-285 

Q 

8903080258 

8903080249 

89/02/07 

50-373 

P 

8903060097 

8902280236 

89/02/17 

40-8502 


8903080263 

8903030049 

89/02/20 

50-324 

P 

8903060102 

8903060099 

89/02/21 

50-410 

P 

8903080267 

8903030049 

89/02/20 

50-324 

P 

8903060103 

8903060098 

89/02/24 

50-369 

P 

8903080283 

8903080233 

89/02/28 

50-482 

P 

8903060104 

8903060099 

89/02/21 

50-410 

P 

8903080290 

8903080284 

89/02/24 

50-267 

P 

8903060109 

8903060106 

89/02/23 

50-219 

Q 

8903080319 

8903080314 

89/02/22 

50-344 

P 

8903060115 

8903060112 

89/03/02 

FOIA 


8903080332 

8903080328 

89/02/28 

50-344 

P 

8903060120 

8903060105 

89/02/17 

50-269 

F 

8903080337 

8903080328 

89/02/28 

50-344 

P 

8903060127 

8903060119 

89/02/22 

50-267 

Q 

8903080346 

8903080342 

89/03/01 

50-416 

P 

8903060128 

8903060126 

89/03/02 

FOIA 


8903080353 

8903080343 

89/03/01 

XPORTLIC 


8903060131 

8903060129 

89/02/27 

50-321 

H 

8903080385 

8903080370 

89/03/01 

XPORTLIC 


8903060139 

8903060137 

89/02/17 

50-259 

Q 

8903080395 

8903080370 

89/03/01 

XPORTLIC 


8903060141 

8903060135 

89/02/27 

50-267 

Q 

8903080408 

8903080405 

89/02/28 

50-295 

Q 

8903060142 

8903060138 

89/03/01 

50-293 

P 

8903080451 

8903080447 

89/02/28 

50-387 

P 

8903060144 

8903060137 

89/02/17 

50-259 

Q 

8903080458 

8903080447 

89/02/28 

50-387 

P 

8903060147 

8903060137 

89/02/17 

50-259 

Q 

8903080461 

8903080443 

89/02/21 

50-331 

P 

8903060148 

8903060135 

89/02/27 

50-267 

Q 

8903080496 

8903080488 

89/02/22 

50-458 

P 

8903060158 

8903060152 

89/02/16 

50-528 

Q 

8903080497 

8903080493 

89/03/01 

50-298 

Q 

8903060160 

8903060154 

89/02/24 

50-346 

Q 

8903080503 

8903080488 

89/02/22 

50-458 

P 

8903060161 

8903060155 

89/02/17 

50-334 

P 

8903080537 

8903080536 

89/02/28 

50-298 

Q 

8903060163 

8903060154 

89/02/24 

50-346 

Q 

8903090012 

8903090011 

89/02/28 

50-305 

P 

8903060164 

8903060155 

89/02/17 

50-334 

P 

8903090028 

8903080488 

89/02/2 2 

50-458 

P 

8903060167 

8903090423 

89/02/28 

50-322 

R 

8903090034 

8903090030 

89/02/28 

50-387 

P 

8903060170 

8903060169 

89/02/27 

50-255 

P 

8903090040 

8903090036 

89/02/28 

50-445 

Q 

8903060172 

8903060169 

89/02/27 

50-255 

P 

8903090045 

8903090042 

89/02/24 

50-387 

P 

8903060174 

8903060166 

89/02/02 

50-443 

F 

8903090047 

8903090042 

89/02/24 

50-387 

P 

8903060184 

8903060182 

89/02/23 

50-327 

Q 

8903090049 

8903090043 

89/03/01 

50-412 

P 

8903060191 

8903060169 

89/02/27 

50-255 

P 

8903090062 

8903090057 

89/02/24 

50-263 

R 

8903060192 

8903060186 

89/02/27 

50-458 

Q 

8903090066 

8903090057 

89/02/24 

50-263 

R 

8903060193 

8903060190 

89/02/27 

50-285 

Q 

8903090074 

8903090063 

89/02/28 

50-483 

V 

8903060195 

8903060190 

89/02/27 

50-285 

Q 

8903090089 

8903090084 

89/02/28 

50-285 

S 

8903060199 

8903060196 

89/02/27 

50-461 

P 

8903090093 

8903090084 

89/02/28 

50-285 

s 

8903060206 

8903060200 

89/02/23 

50-247 

P 

8903090094 

8903090092 

89/03/01 

50-369 

Q 

8903060207 

8903060204 

89/02/28 

XPORTLIC 


8903090099 

8903090095 

89/02/24 

50-250 

Q 

8903060209 

8903060205 

89/02/28 

71-9200 


8903090100 

8903090092 

89/03/01 

50-369 

Q 

8903060215 

8903060211 

89/02/21 

50-456 

Q 

8903090102 

8903090095 

89/02/24 

50-250 

Q 

8903060216 

8903060213 

89/02/28 

50-346 

Q 

8903090109 

8903090107 

89/02/17 

50-361 

P 

8903070001 

8903060201 

89/02/27 

50-373 

Q 

8903090113 

8903090092 

89/03/01 

50-369 

Q 

8903070008 

8903070006 

89/02/21 

50-186 

V 

8903090119 

8903090117 

89/02/23 

50-206 

P 

8903070010 

8902280188 

89/02/13 

71-671 


8903090124 

8903140614 

89/02/28 

50-213 

R 

8903070015 

8903070013 

89/02/22 

50-346 

Q 

8903090129 

8903090126 

89/03/03 

50-327 

P 

8903070032 

8903070029 

89/02/17 

50-293 

Q 

8903090138 

8903090160 

89/02/13 

50-10 

R 
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ENCLOSURE 

PRINCIPAL 
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ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8903090139 

8903090134 

89/02/24 

XPORTLIC 


8903100294 

8903100292 

89/03/03 

50-311 

8903090153 

8903090151 

89/03/01 

50-280 

Q 

8903100314 

8903100313 

89/03/03 

50-293 

8903090165 

8903090159 

89/03/02 

50-425 

M 

8903100330 

8903100323 

89/02/23 

50-443 

8903090168 

8903090166 

89/02/28 

50-425 

M 

8903100385 

8903100378 

89/02/17 

CONTRACT 

8903090174 

8903090164 

89/02/27 

50-416 

Q 

8903100390 

8903100389 

89/02/22 

50-254 

8903090190 

8903090185 

89/02/28 

50-344 

P 

8903100402 

8903100399 

89/03/02 

50-304 

8903090195 

8903090185 

89/02/28 

50-344 

P 

8903100443 

8903100429 

89/02/24 

50-261 

8903090196 

8903090188 

89/02/27 

70-687 


8903100448 

8903100383 

89/03/03 

50-142 

8903090197 

8903090193 

89/03/01 

50-285 

Q 

8903100456 

8903100383 

89/03/03 

50-142 

8903090199 

8903090193 

89/03/01 

50-285 

Q 

8903100468 

8903100462 

89/02/24 

50-348 

8903090203 

8903090188 

89/02/27 

70-687 


8903100473 

8903100383 

89/03/03 

50-142 

890309021 1 

8903090207 

89/03/04 

50-206 

P 

8903100478 

8903100383 

89/03/03 

50-142 

8903090216 

8903090198 

89/02/24 

71-5450 


8903100480 

8903100475 

89/02/23 

50-293 

8903090219 

8903090207 

89/03/04 

50-206 

P 

8903100496 

8903100490 

89/02/28 

50-336 

8903090227 

8903090209 

89/02/24 

70-36 


8903100502 

8903100498 

89/02/2 2 

50-254 

8903090243 

8903090241 

89/03/03 

TOPREP 


8903100505 

8903100498 

89/02/22 

50-254 

8903090262 

8903090229 

89/02/24 

50-445 

A 

8903100520 

8903100491 

89/02/27 

50-354 

8903090268 

8903090228 

89/03/02 

WASTE MGT 


8903100538 

8903100528 

89/03/03 

XPORTLIC 

8903090277 

8903090276 

89/02/28 

50-254 

Q 

8903100546 

8903100543 

89/02/27 

50-324 

8903090278 

8903090272 

89/03/01 

50-293 

U 

8903100549 

8903100543 

89/02/27 

50-324 

8903090286 

8903090283 

89/03/01 

50-313 

Q 

8903100558 

8903100554 

89/03/01 

50-293 

8903090292 

8903090290 

89/03/02 

50-322 

U 

8903100569 

8903100562 

89/03/01 

50-275 

8903090313 

8903090306 

89/03/02 

50-483 

Q 

8903100572 

8903100566 

89/03/02 

50-261 

8903090325 

8903090322 

89/02/28 

50-425 

P 

8903100574 

8903100562 

89/03/01 

50-275 

8903090329 

8903090326 

89/03/03 

WASTE MGT 


8903100577 

8903100562 

89/03/01 

50-275 

8903090340 

8903090331 

89/02/27 

71-9181 


8903100579 

8903100566 

89/03/02 

50-261 

8903090345 

8903090343 

89/02/21 

50-160 

O 

8903100580 

8903100562 

89/03/01 

50-275 

8903090355 

8903090350 

89/03/02 

50-313 

Q 

8903100581 

8903100578 

89/03/03 

50-461 

8903090356 

8903090353 

89/02/22 

50-250 

Q 

8903100583 

8903100566 

89/03/02 

50-261 

8903090362 

8903090358 

89/02/17 

50-483 

F 

8903100585 

8903100562 

89/03/01 

50-275 

8903090363 

8903090359 

89/02/28 

50-445 

Q 

8903100587 

8903100562 

89/03/01 

50-275 

8903090367 

8903090359 

89/02/28 

50-445 

Q 

8903100589 

8903100562 

89/03/01 

50-323 

8903090369 

8903090365 

89/02/21 

50-424 

Q 

8903100590 

8903100562 

89/03/01 

50-275 

8903090377 

8903090376 

89/03/02 

50-313 

Q 

8903100592 

8903100562 

89/03/01 

50-323 

8903090381 

8903090378 

89/03/01 

50-454 

Q 

8903100593 

8903100562 

89/03/01 

50-275 

8903090396 

8903090388 

89/02/22 

WASTE MGT 


8903130011 

8903100424 

89/02/28 

70-1359 

8903090398 

8903090393 

89/03/01 

50-498 

Q 

8903130022 

8903130010 

89/02/21 

50-266 

8903090406 

8903090402 

89/02/13 

40-8907 

R 

8903130035 

8903100542 

89/03/09 

WASTE MGT 

8903090410 

8903090407 

89/02/27 

50-440 

8903130049 

8903130043 

89/03/03 

50-440 

8903090411 

8903090405 

89/02/28 

50-275 

P 

8903130054 

8903130043 

89/03/03 

50-440 

8903090414 

8903090405 

89/02/28 

50-275 

P 

8903130098 

8903130090 

89/03/04 

50-206 

8903090425 

8903090420 

89/02/27 

50-368 

P 

8903130109 

8903130096 

89/03/09 

FOIA 

8903090426 

8903090419 

89/02/28 

50-315 

Q 

8903130114 

8903130099 

89/02/16 

70-1113 

8903090427 

8903090419 

89/02/28 

50-315 

Q 

8903130128 

8903130096 

89/03/09 

FOIA 

8903090432 

8903090419 

89/02/28 

50-315 

Q 

8903130141 

8903130133 

89/02/21 

CONTRACT 

8903090434 

8903090419 

89/02/28 

50-315 

Q 

8903130151 

8903130139 

89/03/03 

50-445 

8903090436 

8903090431 

89/02/27 

50-313 

P 

8903130167 

8903130157 

89/02/27 

CONTRACT 

8903090437 

8903090423 

89/02/28 

50-322 

R 

8903130181 

8903130176 

89/03/06 

50-280 

8903090441 

8903090438 

89/03/03 

50-397 

P 

8903130212 

8903130205 

89/02/28 

50-443 

8903090444 

8903090440 

89/03/02 

50-327 

P 

8903130227 

8903130205 

89/02/28 

50-443 

8903090447 

8903090442 

89/03/02 

50-293 

Q 

8903130229 

8903130213 

89/03/01 

50-250 

8903090448 

8903090440 

89/03/02 

50-327 

P 

8903130242 

8903130213 

89/03/01 

50-250 

8903090450 

8903090438 

89/03/03 

50-397 

P 

8903130265 

8903130260 

89/02/23 

50-280 

8903090451 

8903090438 

89/03/03 

50-397 

P 

8903130269 

8903130205 

89/02/28 

50-443 

8903090454 

8903090446 

89/03/03 

WASTE MGT 


8903130270 

8903130260 

89/02/23 

50-280 

8903090455 

8903090438 

89/03/03 

50-397 

P 

8903130291 

8903130284 

89/03/01 

50-499 

8903090457 

8903090446 

89/03/03 

WASTE MGT 


8903130293 

8903130205 

89/02/28 

50-443 

8903090459 

8903090452 

89/02/28 

50-327 

P 

8903130312 

8903130205 

89/02/28 

50-443 

8903090461 

8903090452 

89/02/28 

50-327 

P 

8903130319 

8903130313 

89/03/06 

50-219 

8903090472 

8903090469 

89/03/01 

50-445 

Q 

8903130331 

8903130205 

89/02/28 

50-443 

8903090477 

8903090476 

89/02/09 

50-424 

P 

8903130338 

8903130332 

89/03/02 

50-454 

8903090478 

8903090476 

89/02/09 

50-424 

P 

8903130349 

8903130205 

89/02/28 

50-443 

8903100011 

8903100009 

89/02/22 

50-289 

Q 

8903130352 

8903130234 

89/02/17 

50-160 

8903100020 

8903100015 

89/02/27 

70-135 


8903130367 

8903130354 

89/03/03 

TOPREP 

8903100035 

8903100032 

89/03/01 

50-213 

P 

8903130380 

8903130205 

89/02/28 

50-443 

8903100050 

8903100040 

89/03/01 

TOPREP 


8903130395 

8903130385 

89/02/27 

50-416 

8903100059 

8903090358 

89/02/17 

50-483 

F 

8903130399 

8903130205 

89/02/28 

50-443 

8903100068 

8903100064 

89/02/28 

50-605 

K 

8903130415 

8903130205 

89/02/28 

50-443 

8903100085 

8903100076 

89/02/25 

50-335 

G 

8903130419 

8903130409 

89/03/02 

50-266 

8903100135 

8903150543 

89/02/28 

50-382 

R 

8903130424 

8903130420 

89/02/13 

TOPREP 

8903100138 

8903100119 

89/03/01 

50-10 

P 

8903130428 

8903130420 

89/02/13 

TOPREP 

8903100152 

8903100142 

89/03/02 

50-259 

R 

8903130470 

8903130466 

89/02/28 

50-263 

8903100158 

8903100142 

89/03/02 

50-259 

R 

8903130474 


89/02/28 

50-263 

8903100160 

8903100142 

89/03/02 

50-259 

R 

8903130531 

8903130521 

89/03/01 

50-445 

8903100168 

8903100136 

89/02/23 

WASTE RES 


8903130542 


89/03/01 

50-445 

8903100203 

8903100194 

89/02/28 

50-271 

G 

8903130555 

8903130550 

89/02/16 

50-397 

8903100215 

8903100208 

89/03/01 

50-237 

F 

8903130591 

8903130561 

89/02/16 

50-361 

8903100219 

8903100211 

89/02/27 

50-321 

R 

8903130621 

8903130619 

89/03/02 

50-369 

8903100225 

8903100211 

89/02/27 

50-321 

R 

8903130623 

8903130619 

89/03/02 

50-369 

89031002 27 

8903100218 

89/02/27 

50-271 

G 

8903130627 

8903130619 

89/03/02 

50-369 

8903100230 

8903100222 

89/03/03 

WASTE MGT 


8903130654 

8903080291 

89/03/01 

50-320 

8903100248 

8903100241 

89/02/09 

50-425 

P 

8903130712 

8903130704 

89/03/03 

71-9218 

8903100254 

8903100193 

89/02/17 

ACRS 


8903130719 

8903130704 

89/03/03 

71-9218 

8903100255 

8903100241 

89/02/09 

50-425 

P 

8903140054 

8903140051 

89/03/01 

50-400 

8903100261 

8903100252 

89/03/01 

50-322 

G 

6903140063 

8903140058 

89/03/01 

50-335 

8903100267 

890310025 2 

89/03/01 

50-322 

G 

8903140071 

8903140065 

89/03/07 

50-443 

8903100268 

8903100241 

89/02/09 

50-426 

P 

8903140074 

8903200431 

89/02/28 

50-282 


Q 

P 

G 

P 

P 

Q 

F 

F 

Q 

F 

F 

Q 

Q 

P 

P 

P 

Q 

Q 

U 

T 

Y 
T 
T 

Y 
T 
K 

Y 
T 
T 
T 
T 
T 
T 

F 

S 

S 

P 


A 

P 

T 

T 

H 

H 

Q 

T 

Q 

P 

T 

T 

P 

T 

Q 

T 

R 

T 

P 

T 

T 

Q 


P 

P 

Q 

Q 

P 

P 

P 

P 

P 

H 


Q 

Q 

P 

R 
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ACCESSION NUMBER 


ENCLOSURE 
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DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

8903140075 

8903140069 

89/03/02 

50-445 

Q 

8903140077 

8903140065 

89/03/07 

50-443 

P 

8903140079 

8903140073 

89/02/28 

50-280 

Q 

8903140085 

8903140078 

89/03/01 

50-352 

P 

8903140091 

8903140078 

89/03/01 

50-352 

K 

8903140092 

8903140086 

89/02/27 

50-390 

Q 

8903140093 

8903140078 

89/03/01 

50-352 

F 

8903140095 

8903140078 

89/03/01 

50-352 

P 

8903140096 

8903140087 

89/02/24 

50-602 

A 

8903140100 

8903140087 

89/02/24 

50-602 

A 

8903140105 

8903140087 

89/02/24 

50-602 

A 

8903140120 

8903140115 

89/02/28 

50-263 

R 

8903140125 

8903140115 

89/02/28 

50-263 

R 

8903140128 

8903140115 

89/02/28 

50-263 

R 

8903140150 

8903140148 

89/03/03 

50-416 

P 

8903140158 

8903140155 

89/02/24 

50-275 

Q 

8903140168 

8903140029 

89/02/24 

50-295 

R 

8903140170 

8903140162 

89/03/03 

50-458 

P 

8903140172 

8903140166 

89/02/28 

50-3 

R 

8903140173 

8903140029 

89/02/24 

50-295 

R 

8903140176 

8903140166 

89/02/28 

50-3 

R 

8903140177 

8903140167 

89/02/23 

50-528 

Q 

8903140179 

8903140162 

89/03/03 

50-458 

P 

8903140185 

8903140167 

89/02/23 

50-528 

Q 

8903140187 

8903140162 

89/03/03 

50-458 

P 

8903140209 

8903140206 

89/03/02 

50-334 

Q 

8903140237 

8903140226 

89/03/09 

WASTE MGT 


8903140247 

8903140226 

89/03/09 

WASTE MGT 


8903140263 

8903140256 

89/03/01 

WASTE MGT 


8903140269 

8903140236 

89/03/09 

50-213 

F 

8903140279 

8903140236 

89/03/09 

50-266 

F 

8903140282 

8903140273 

89/03/08 

50-293 

U 

8903140286 

8903140278 

89/02/28 

50-269 

Q 

8903140297 

8903140292 

89/02/28 

50-250 

Q 

8903140303 

8903140296 

89/03/03 

50-352 

Q 

8903140315 

8903140311 

89/02/27 

50-413 

Q 

8903140329 

8903140325 

89/02/27 

50-395 

Q 

8903140335 

8903140325 

89/02/27 

50-395 

Q 

8903140353 

8903140330 

89/03/01 

WASTE MGT 


8903140413 

8903140409 

89/03/06 

50-312 

P 

8903140425 

8903140421 

89/03/08 

ORG 


8903140439 

8903020180 

89/02/15 

50-369 

R 

8903140468 

8903140450 

89/02/22 

50-10 

R 

8903140472 

8903140450 

89/02/22 

50-10 

R 

8903140475 

8903140450 

89/02/22 

50-10 

R 

8903140478 

8903140450 

89/02/22 

50-10 

R 

8903140480 

8903140450 

89/02/22 

50-10 

R 

8903140481 

8903140450 

89/02/22 

50-10 

R 

8903140489 

8903140485 

89/03/06 

50-295 

Q 

8903140513 

8903140500 

89/02/24 

WASTE MGT 


8903140529 

8903140519 

89/03/03 

50-298 

Q 

8903140532 

890314052 2 

89/03/02 

50-255 

Q 

8903140541 

8903140521 

89/02/24 

WASTE MGT 


8903140545 

8903140537 

89/03/03 

50-285 

Q 

8903140551 

8903140537 

89/03/03 

50-285 

Q 

8903140566 

8903140556 

89/03/03 

50-498 

Q 

8903140570 

8903140493 

89/03/03 

50-272 

P 

8903140596 

8903140592 

89/03/02 

50-29 

Q 

8903140601 

8903140592 

89/03/02 

50-29 

Q 

8903140645 

8903140450 

89/02/22 

50-10 

R 

8903140649 

8903140450 

89/02/22 

50-10 

R 

8903140650 

8903140450 

89/02/22 

50-10 

R 

8903140653 

8903140450 

89/02/22 

50-10 

R 

8903140655 

8903140643 

89/03/02 

50-353 

Q 

8903140656 

8903140450 

89/02/22 

50-10 

R 

8903140658 

8903140450 

89/02/22 

50-10 

R 

8903140668 

8903140665 

89/03/03 

50-255 

Q 

8903140670 

8903140664 

89/03/02 

50-245 

Q 

8903140676 

8903090209 

89/02/24 

70-36 


8903140679 

8903140675 

89/03/01 

50-289 

Q 

8903140683 

8903140612 

89/01/17 

CONTRACT 


8903140690 

8903140684 

89/03/01 

50-334 

Q 

8903140695 

8903140692 

89/03/02 

50-322 

Q 

8903140711 

8903140634 

89/03/03 

50-272 

R 

8903140712 

8903140634 

89/03/03 

50-272 

R 

8903150019 

8903150017 

89/02/24 

50-528 

Q 

8903150039 

8903150035 

89/03/06 

50-312 

Q 

8903150050 

8903140631 

89/02/28 

CONTRACT 


8903150067 

8903150027 

89/03/06 

50-321 

H 

8903150073 

8903150068 

89/03/15 

WASTE MGT 


8903150074 

8903150071 

89/02/27 

TOPREP 


8903150115 

8903150108 

89/03/10 

50-361 

P 

8903150118 

8903150108 

89/03/10 

50-361 

P 

8903150120 

8903150108 

89/03/10 

50-361 

P 

8903150122 

8903150111 

89/03/07 

50-213 

P 

8903150124 

8903150111 

89/03/07 

50-213 

P 

8903150133 

8903150108 

89/03/10 

50-361 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

8903150141 

8903150136 

89/03/03 

50-458 

P 

8903150145 

8903150136 

89/03/03 

50-458 

P 

8903150148 

8903150108 

89/03/10 

50-361 

P 

8903150161 

8903150043 

89/03/03 

50-247 

P 

8903150178 

8903150169 

89/03/02 

50-220 

P 

8903150213 

8903150205 

89/03/02 

PR 


8903150245 

8903150244 

89/03/02 

50-387 

P 

8903150255 

8903150252 

89/03/06 

50-277 

Q 

8903150273 

8903150185 

89/03/03 

FOlA 


8903150275 

8903150269 

89/03/06 

50-213 

P 

8903150287 

8903150249 

89/03/08 

50-324 

P 

8903150288 

8903150185 

89/03/03 

50-142 

Q 

8903150311 

8903150185 

89/03/03 

50-142 

F 

8903150324 

8903150313 

89/03/09 

50-341 

P 

8903150327 

8903150313 

89/03/09 

50-341 

P 

8903150335 

8903150185 

89/03/03 

50-142 

F 

8903150350 

8903150345 

89/03/08 

50-324 

P 

8903150351 

8903150347 

89/03/07 

50-150 

P 

8903150355 

8903150352 

89/03/09 

71-230 


8903150367 

8903150185 

89/03/03 

50-142 

Q 

8903150376 

8903150185 

89/03/03 

FOlA 


8903150405 

8903150401 

89/03/07 

50-317 

P 

8903150408 

8903150401 

89/03/07 

50-317 

P 

8903150413 

8903150401 

89/03/07 

50-317 

P 

8903150452 

8903150435 

89/03/02 

REVIEW GR 

P 

8903150482 

8903150480 

89/03/01 

50-250 

Q 

8903150483 

8903150474 

89/03/10 

70-1113 


8903150485 

8903150474 

89/03/10 

70-1113 


8903150490 

8903150488 

89/03/06 

50-424 

P 

8903150531 

8903150523 

89/03/09 

40-6563 


8903150537 

8903150523 

89/03/09 

40-6563 


8903150542 

8903150540 

89/03/09 

71-501 


8903150545 

8903150543 

89/02/28 

50-382 

R 

8903150548 

8903150547 

89/03/14 

WASTE MGT 


8903150550 

8903100557 

89/02/28 

ACRS 


8903160008 

8903160003 

89/03/07 

50-353 

A 

8903160038 

8903160033 

89/03/06 

50-341 

Q 

8903160041 

8903160033 

89/03/06 

50-341 

Q 

8903160052 

8903160045 

89/03/10 

50-219 

P 

8903160085 

8903160077 

89/03/08 

50-389 

P 

8903160102 

8903160096 

89/03/06 

50-483 

Q 

8903160109 

8903160106 

89/03/10 

XPORTLIC 


8903160116 

8903160106 

89/03/10 

XPORTLIC 


8903160140 

8903080413 

89/03/01 

XPORTLIC 


8903160148 

8903080413 

89/03/01 

XPORTLIC 


8903160190 

8903160174 

89/03/03 

40-8027 


8903160231 

8903160229 

89/03/02 

50-382 

Q 

8903160232 

8903160229 

89/03/02 

50-382 

Q 

8903160235 

8903160233 

89/03/02 

50-298 

Q 

8903160237 

8903160233 

89/03/02 

50-298 

Q 

8903160253 

8903150547 

89/03/14 

WASTE MGT 


8903160263 

8903160254 

89/03/10 

50-305 

Q 

8903160272 

8903160254 

89/03/10 

50-305 

Q 

8903160281 

8903160254 

89/03/10 

50-305 

Q 

8903160286 

8903160282 

89/03/08 

50-245 

Q 

8903160291 

8903160285 

89/03/03 

50-266 

P 

8903160299 

8903160297 

89/03/08 

50-244 

P 

8903160302 

8903160297 

89/03/08 

50-244 

P 

8903160310 

8903160240 

89/03/03 

WASTE MGT 


8903160313 

8903160240 

89/03/03 

WASTE MGT 


8903160316 

8903160240 

89/03/03 

WASTE MGT 


8903160350 

8903160347 

89/02/28 

WASTE MGT 


8903160362 

8903160360 

89/03/01 

50-482 

P 

8903160363 

8903160360 

89/03/01 

50-482 

P 

8903160369 

8903160364 

89/03/03 

50-317 

P 

8903160395 

8903160393 

89/03/08 

50-321 

Q 

8903160403 

8903160397 

89/02/27 

50-267 

P 

8903160408 

8903160397 

89/02/27 

50-267 

P 

8903160421 

8903160416 

89/02/27 

50-142 

Q 

8903160438 

8903160435 

89/03/09 

50-285 

Q 

8903160451 

8903160448 

89/03/09 

50-482 

Q 

8903160484 

8903160478 

89/03/06 

50-327 

P 

8903160485 

8903160481 

89/03/02 

50-269 

Q 

8903160486 

8903160478 

89/03/06 

50-327 

P 

8903160497 

8903160494 

89/03/02 

50-413 

Q 

8903160500 

8903160494 

89/03/02 

50-413 

Q 

8903160512 

8903160511 

89/03/08 

50-424 

P 

8903160513 

8903160511 

89/03/08 

50-424 

P 

8903170010 

8903170007 

89/03/10 

50-148 

Q 

8903170011 

8903170007 

89/03/10 

50-148 

Q 

8903170018 

8903170013 

89/03/11 

50-206 

P 

8903170019 

8903170012 

89/03/06 

50-443 

G 

8903170024 

8903170012 

89/03/06 

50-443 

G 

8903170031 

8903170012 

89/03/06 

50-443 

G 

8903170037 

8903170012 

89/03/06 

50-443 

G 

8903170043 

8903170033 

89/03/11 

50-206 

P 

8903170052 

8903170047 

89/03/08 

50-266 

P 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

8903170058 

8903170051 

89/03/08 

50-282 

Q 

8903170068 

8903170064 

89/03/10 

50-361 

P 

8903170073 

8903170064 

89/03/10 

50-361 

P 

8903170087 

8903170080 

89/03/01 

50-271 

G 

8903170095 

8903170080 

89/03/01 

50-271 

G 

8903170105 

8903170093 

89/03/07 

50-323 

Q 

8903170138 

8903170136 

89/03/08 

50-397 

P 

8903170153 

8903170146 

89/03/01 

50-312 

S 

8903170169 

8903170164 

89/03/01 

COMMISSIO 

N 

8903170171 

8903170165 

89/02/14 

50-160 

Q 

8903170176 

8903170165 

89/02/14 

50-160 

Q 

8903170188 

8903170184 

89/03/01 

50-293 

U 

8903170195 

8903170158 

89/02/27 

71-5805 


8903170217 

8903170189 

89/03/03 

50-443 

G 

8903170224 

8903170189 

89/03/03 

50-443 

G 

8903170245 

8903170242 

89/03/09 

50-321 

P 

8903170271 

8903170262 

89/03/06 

40-8786 


8903170285 

8903170262 

89/03/06 

40-8786 


8903170301 

8903170293 

89/03/07 

50-443 

G 

8903170322 

8903170311 

89/03/08 

50-286 

P 

8903170327 

8903170311 

89/03/08 

50-286 

P 

8903170352 

8903170219 

89/02/27 

50-416 

R 

8903170357 

8903170355 

89/03/07 

50-461 

P 

8903170396 

8903170395 

89/03/09 

50-313 

Q 

8903170399 

8903170395 

89/03/09 

50-313 

Q 

8903170400 

8903170398 

89/03/02 

40-8904 


8903170413 

8903170397 

89/02/01 

50-443 

F 

8903170415 

8903170412 

89/03/02 

40-8064 


8903170431 

8903170429 

89/03/08 

50-219 

Q 

8903170432 

8903170411 

89/03/15 

WASTE MGT 


8903170443 

8903170441 

89/03/06 

50-336 

Q 

8903200006 

8903200001 

89/03/13 

50-395 

1 

890320001 1 

8903200001 

89/03/13 

50-395 

1 

8903200034 

8903200030 

89/03/09 

50-318 

P 

8903200037 

8903200032 

89/03/14 

50-171 

1 

8903200038 

8903200035 

89/03/09 

50-498 

Q 

8903200042 

8903200032 

89/03/14 

50-171 

1 

8903200046 

8903200032 

89/03/14 

50-171 

I 

8903200050 

8903200032 

89/03/14 

50-171 

1 

8903200067 

8903200059 

89/03/06 

40-8584 


8903200070 

8903200059 

89/03/06 

40-8584 


8903200082 

8903200073 

89/03/03 

40-299 


8903200083 

8903200074 

89/03/01 

50-395 

R 

8903200088 

8903200074 

89/03/01 

50-395 

R 

8903200095 

8903200092 

89/02/23 

71-652 


8903200105 

8903200084 

89/03/09 

50-327 

P 

8903200109 

8903200084 

89/03/09 

50-327 

P 

8903200123 

8903200118 

89/03/15 

50-259 

P 

8903200127 

8903200121 

89/03/13 

TOPREP 


8903200135 

8903200129 

89/03/09 

ORG 


8903200136 

8903200132 

89/03/07 

50-298 

Q 

8903200142 

8903200138 

89/02/28 

PROJ 


8903200146 

8903200122 

89/03/14 

QA999 


8903200152 

8903200147 

89/03/08 

70-25 


8903200154 

8903200143 

88/12/18 

FOIA 


8903200156 

8903200153 

89/03/10 

50-260 

F 

8903200157 

8903200147 

89/03/08 

70-25 


8903200158 

8903200153 

89/03/10 

50-260 

F 

8903200159 

8903200149 

89/03/07 

50-286 

Q 

8903200163 

8903200149 

89/03/07 

50-286 

Q 

8903200166 

8903200161 

89/03/15 

FOIA 


8903200169 

8903200168 

89/03/13 

50-269 

P 

8903200170 

8903200147 

89/03/08 

70-25 


8903200171 

8903200161 

89/03/15 

FOIA 


8903200175 

8903200167 

89/02/17 

50-223 

V 

8903200177 

8903200173 

89/03/08 

50-245 

P 

8903200179 

8903200161 

89/03/15 

FOIA 


8903200182 

8903200180 

89/03/07 

70-1100 


8903200183 

8903200173 

89/03/08 

50-245 

P 

8903200184 

8903200180 

89/03/07 

70-1100 


8903200185 

8903200164 

89/03/06 

50-277 

P 

8903200188 

8903200161 

89/03/15 

FOIA 


8903200191 

8903200164 

89/03/06 

50-277 

P 

8903200195 

8903200161 

89/03/15 

FOIA 


8903200201 

8903200193 

89/03/09 

50-146 

Q 

8903200202 

8903200200 

89/03/13 

50-461 

Q 

8903200204 

8903200199 

89/03/09 

50-458 

Q 

8903200206 

8903200203 

89/03/08 

70-1257 


8903200207 

8903200197 

89/02/23 

70-27 


8903200209 

8903200203 

89/03/08 

70-1257 


8903200210 

8903200208 

89/03/06 

50-298 

Q 

8903200218 

8903200203 

89/03/08 

70-1257 


8903200226 

8903270069 

89/03/13 

50-482 

R 

8903200228 

8903200197 

89/02/23 

70-27 


8903200233 

8903200231 

89/03/02 

50-334 

P 

8903200234 

8903200232 

89/02/08 

40-8681 


8903200235 

8903200231 

89/03/02 

50-334 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

8903200237 

8903200231 

89/03/02 

50-334 

8903200238 

8903200231 

89/03/02 

50-334 

8903200246 

8903200243 

89/03/10 

50-213 

8903200275 

8903200272 

89/03/03 

50-354 

8903200276 

8903200272 

89/03/03 

50-354 

8903200303 

8903200302 

89/03/02 

70-143 

8903200313 

8903200283 

89/03/02 

PROJ 

8903200315 

8903200301 

89/03/10 

50-293 

8903200321 

8903200316 

89/03/01 

50-390 

8903200322 

8903200301 

89/03/10 

50-293 

8903200324 

8903200319 

89/03/02 

50-400 

8903200328 

8903200319 

89/03/02 

50-400 

8903200332 

8903200301 

89/03/10 

50-293 

8903200338 

8903200301 

89/03/10 

50-293 

8903200341 

8903200301 

89/03/10 

50-293 

8903200346 

8903200343 

89/03/01 

50-259 

8903200352 

8903200301 

89/03/10 

50-293 

8903200355 

8903200348 

89/03/10 

50-416 

8903200359 

8903200301 

89/03/10 

50-293 

8903200360 

8903200348 

89/03/10 

50-416 

8903200365 

8903200301 

89/03/10 

50-293 

8903200369 

8903200301 

89/03/10 

50-293 

8903200373 

8903200368 

89/03/10 

50-272 

8903200374 

8903200301 

89/03/10 

50-293 

8903200379 

8903200377 

89/03/14 

WASTE RES 

8903200382 

8903200301 

89/03/10 

50-293 

8903200384 

8903200381 

89/02/28 

50-456 

8903200387 

8903200381 

89/02/28 

50-456 

8903200401 

8903200301 

89/03/10 

50-293 

8903200405 

8903200283 

89/03/02 

PROJ 

8903200408 

8903200283 

89/03/02 

PROJ 

8903200424 

8903200420 

89/03/08 

ORG 

8903200425 

8903200413 

89/03/03 

50-244 

8903200427 

8903200413 

89/03/03 

50-244 

8903200436 

8903200433 

89/03/10 

50-416 

8903200439 

8903200435 

89/03/14 

TOPREP 

8903200442 

8903200431 

89/02/28 

50-282 

8903200447 

8903200446 

89/03/09 

50-277 

8903200448 

8903200446 

89/03/09 

50-277 

8903200454 

8903200450 

89/03/15 

FOIA 

8903200456 

8903200450 

89/03/15 

FOIA 

8903200458 

8903200450 

89/03/15 

FOIA 

8903200460 

8903200450 

89/03/15 

FOIA 

8903200464 

8903200450 

89/03/15 

FOIA 

8903200469 

8903200450 

89/03/15 

FOIA 

8903200474 

8903200450 

89/03/15 

FOIA 

8903200478 

8903200450 

89/03/15 

FOIA 

8903200486 

8903200450 

89/03/15 

FOIA 

8903200488 

8903200450 

89/03/15 

FOIA 

8903200494 

8903200364 

89/03/10 

50-277 

8903210019 

8903210013 

89/03/09 

50-454 

8903210028 

8903210025 

89/03/16 

WASTE MGT 

8903210053 

8903210052 

89/03/17 

50-341 

8903210056 

8903210052 

89/03/17 

50-341 

8903210057 

8903210050 

89/03/09 

50-601 

8903210060 

8903210058 

89/03/09 

50-334 

8903210063 

8903210045 

89/03/14 

50-424 

8903210064 

8903210059 

89/03/10 

50-369 

8903210067 

8903210065 

89/03/02 

50-275 

8903210072 

8903210070 

89/03/10 

50-282 

8903210077 

8903210068 

89/02/28 

40-7580 

8903210091 

8903210083 

89/03/08 

50-254 

8903210100 

8903210098 

89/03/16 

XPORTLIC 

8903210103 

8903210098 

89/03/16 

XPORTLIC 

8903210105 

8903210104 

89/03/10 

50-335 

8903210106 

8903210098 

89/03/16 

XPORTLIC 

8903210111 

8903210098 

89/03/16 

XPORTLIC 

8903210115 

8903210098 

89/03/16 

XPORTLIC 

8903210118 

8903210112 

89/03/15 

WASTE RES 

8903210127 

8903210124 

89/03/17 

WASTE MGT 

8903210134 

8903150494 

89/03/02 

50-482 

8903210144 

8903270077 

89/02/14 

40-299 

8903210151 

8903210149 

89/03/09 

50-327 

8903210153 

8903210149 

89/03/09 

50-327 

8903210155 

8903210152 

89/03/07 

50-263 

8903210156 

8903210150 

89/03/13 

50-334 

8903210158 

8903210152 

89/03/07 

50-263 

8903210162 

8903210159 

89/03/14 

50-348 

8903210163 

8903210150 

89/03/13 

50-334 

8903210169 

8903210165 

89/02/27 

40-8904 

8903210181 

8903210179 

89/03/09 

50-309 

8903210183 

8903150474 

89/03/10 

70-1113 

8903210188 

8903210179 

89/03/09 

50-309 

8903210192 

8903210186 

89/03/06 

50-354 

8903210202 

8903210198 

89/03/08 

50-387 

8903210208 

8903210190 

89/03/10 

50-373 

8903210209 

8903210203 

89/03/10 

50-286 


P 

P 

Q 

R 

R 


P 

Q 

F 

P 

P 

F 

P 

P 

Q 

F 

P 

F 

P 

F 

F 

P 

F 


R 

R 

Q 

Q 

P 

P 
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8903210212 

8903210203 

89/03/10 

50-286 

P 

8903220430 

8903220423 

89/03/14 

50-54 

8903210218 

8903210148 

89/03/15 

WASTE MGT 


8903220431 

8903220416 

89/03/01 

50-277 

8903210221 

8903210148 

89/03/15 

WASTE MGT 


8903220433 

8903220423 

89/03/14 

50-54 

8903210224 

8903210159 

89/03/14 

50-348 

V 

8903220445 

8903220443 

89/03/15 

50-285 

8903210230 

8903210211 

89/01/30 

70-371 


8903220448 

8903220435 

89/03/09 

50-272 

8903210232 

8903210211 

89/01/30 

70-371 


8903220449 

8903220443 

89/03/15 

50-285 

8903210251 

8903210250 

89/03/08 

50-416 

Q 

8903220451 

8903220443 

89/03/15 

50-285 

8903210261 

8903210259 

89/03/08 

50-295 

Q 

8903220452 

8903220443 

89/03/15 

50-285 

8903210264 

8903210262 

89/03/09 

50-424 

Q 

8903220454 

8903220443 

89/03/15 

50-285 

8903210273 

8903230448 

89/03/15 

50-289 

P 

8903220456 

8903220443 

89/03/15 

50-285 

8903210274 

8903210267 

89/03/13 

50-483 

P 

8903220464 

8903220459 

89/03/13 

50-389 

8903210306 

8903210297 

89/03/14 

50-344 

Q 

8903220470 

8903220459 

89/03/13 

50-389 

8903210307 

8903210303 

89/03/06 

50-244 

Q 

8903220473 

8903220472 

89/03/10 

50-348 

8903210308 

8903210304 

89/03/14 

50-219 

Q 

8903220481 

8903220477 

89/03/10 

50-328 

8903210320 

8903210272 

89/02/28 

50-261 

Q 

8903220483 

8903220477 

89/03/10 

50-328 

8903210321 

8903210316 

89/03/03 

50-272 

R 

8903220491 

8903220493 

89/03/08 

XPORTLIC 

8903210331 

8903210325 

89/03/10 

WASTE MGT 


8903220504 

8903220503 

89/03/14 

CONTRACT 

8903210336 

8903210330 

89/03/16 

50-277 

Q 

8903220506 

8903220494 

89/03/15 

50-327 

8903210337 

8903210328 

89/03/10 

50-220 

Q 

8903220512 

8903220509 

89/03/07 

50-331 

8903210356 

8903210349 

89/03/13 

70-135 


8903220521 

8903220514 

89/03/09 

50-237 

8903210361 

8903210349 

89/03/13 

70-135 


8903220527 

8903220524 

89/03/14 

50-54 

8903210364 

8903210358 

89/03/10 

50-424 

Q 

8903220529 

8903220524 

89/03/14 

50-54 

8903210366 

8903210360 

89/03/01 

50-293 

U 

8903230012 

8903220443 

89/03/15 

50-285 

8903210374 

8903210370 

89/03/02 

TOPREP 


8903230038 

8903230027 

89/03/10 

50-313 

8903210379 

8903210377 

89/03/13 

50-322 

Q 

8903230042 

8903230027 

89/03/10 

50-313 

8903210391 

8903210387 

89/03/13 

50-322 

Q 

8903230050 

8903230035 

89/03/10 

71-9217 

8903210418 

8903210410 

89/03/14 

50-289 

Q 

8903230056 

8903230045 

89/03/14 

50-445 i 

8903210422 

8903210417 

89/03/17 

50-498 

Q 

8903230059 

8903230054 

89/03/15 

50-445 i 

8903210423 

8903240247 

89/03/15 

50-424 

R 

8903230062 

8903230057 

89/03/14 

50-238 

8903210430 

8903210426 

89/03/14 

70-1100 


8903230066 

8903230057 

89/03/14 

50-238 

8903210432 

8903210426 

89/03/14 

70-1100 


8903230069 

8903230061 

89/03/14 

50-271 i 

8903210455 

8904120313 

89/02/28 

50-244 

R 

8903230071 

8903230058 

89/03/13 

50-443 

8903210479 

8903210452 

89/03/13 

50-341 

Q 

8903230072 

8903230061 

89/03/14 

50-271 

8903210485 

8903210478 

89/03/14 

50-458 

Q 

8903230073 

8903230060 

89/03/16 

50-443 

8903210486 

8903210481 

89/03/15 

50-331 

P 

8903230076 

8903230060 

89/03/16 

50-443 < 

8903220009 

8903220005 

89/03/01 

50-352 

F 

8903230085 

8903230060 

89/03/16 

50-443 ' 

8903220030 

8903220026 

89/03/10 

50-327 

Q 

8903230097 

8903230060 

89/03/16 

50-443 

8903220032 

8903220027 

89/03/09 

TOPREP 


8903230105 

8903230101 

89/03/14 

50-423 

8903220034 

8903220027 

89/03/09 

TOPREP 


8903230108 

8903230103 

89/03/03 

XPORTLIC 

8903220046 

8903220043 

89/03/15 

50-353 

Q 

8903230116 

8903230113 

89/03/15 

50-324 

8903220049 

8903220044 

89/03/13 

50-155 

Q 

8903230122 

8903230119 

89/03/15 

50-327 

8903220053 

8903220002 

89/03/17 

50-499 

P 

8903230124 

8903230118 

89/03/09 

50-313 I 

8903220062 

8903220048 

89/03/06 

50-280 

V 

8903230126 

8903230119 

89/03/15 

50-327 

8903220091 

8903220019 

89/03/07 

50-295 

R 

8903230138 

8903230130 

89/03/13 

50-305 

8903220092 

8903220086 

89/03/15 

50-247 

Q 

8903230142 

8903230130 

89/03/13 

50-305 

8903220096 

8903220019 

89/03/07 

50-295 

R 

8903230147 

8903230140 

89/02/28 

50-282 

8903220105 

8903220099 

89/03/15 

50-245 

Q 

8903230150 

8903230148 

89/03/17 

50-324 

8903220106 

8903290008 

89/03/15 

50-413 

R 

8903230152 

8903230141 

89/03/16 

XPORTLIC 

8903220118 

8903220018 

89/03/10 

50-387 

P 

8903230153 

8903230148 

89/03/17 

50-324 

8903220122 

8903220018 

89/03/10 

50-387 

P 

8903230162 

8903230134 

89/03/10 

50-413 

8903220135 

8903220128 

89/03/13 

50-416 

P 

8903230164 

8903230141 

89/03/16 

XPORTLIC 

8903220141 

8903280341 

89/03/15 

50-369 

R 

8903230166 

8903210050 

89/03/09 

50-601 

8903220142 

8903220138 

89/03/15 

50-318 

P 

8903230175 

8903230173 

89/03/15 

50-443 

8903220143 

8903220128 

89/03/13 

50-416 

P 

8903230178 

8903230173 

89/03/15 

50-443 

8903220144 

8903220138 

89/03/15 

50-318 

P 

8903230179 

8903230174 

89/03/15 

50-315 

8903220150 

8903220138 

89/03/15 

50-318 

P 

8903230181 

8903230174 

89/03/15 

50-315 

8903220167 

8903220163 

89/03/15 

50-344 

P 

8903230204 

8903230198 

89/03/13 

70-1113 

8903220173 

8903220170 

89/03/13 

50-498 

Q 

8903230205 

8903230203 

89/03/16 

50-461 1 

8903220177 

8903220176 

89/03/14 

50-315 

P 

890323021 1 

8903230210 

89/03/13 

50-333 1 

8903220185 

8903220180 

89/03/09 

50-482 

Q 

8903230214 

8903230188 

89/03/16 

50-263 

8903220192 

8903220188 

89/03/14 

50-315 

P 

8903230221 

8903230219 

89/03/13 

50-410 1 

8903220195 

8903220186 

89/03/13 

50-445 

A 

8903230231 

8903230226 

89/01/23 

TOPREP 

8903220206 

8903220197 

89/03/09 

50-271 

G 

8903230240 

8903230232 

89/03/16 

50-324 

8903220207 

8903220203 

89/03/16 

50-247 

Q 

8903230250 

8903230242 

89/03/15 

TOPREP 

8903220209 

8903220204 

89/02/27 

50-30 

P 

8903230258 

8903230254 

89/03/17 

50-443 l 

890322021 1 

8903220203 

89/03/16 

50-247 

Q 

8903230275 

8903230272 

89/03/13 

50-445 

8903220216 

8903220214 

89/03/09 

50-482 

Q 

8903230305 

8903230303 

89/03/14 

50-387 I 

8903220218 

8903220213 

89/03/15 

50-346 

Q 

8903230310 

8903230232 

89/03/16 

50-324 

8903220219 

8903220197 

89/03/09 

50-271 

G 

8903230313 

8903230232 

89/03/16 

50-324 

8903220231 

8903220221 

88/12/15 

50-309 

P 

8903230329 

8903230325 

89/03/20 

50-317 1 

8903220252 

8903160150 

89/02/28 

40-8027 


8903230333 

8903230331 

89/03/20 

WASTE RES 

8903220280 

8903220255 

89/03/13 

50-261 

Q 

8903230342 

8903230290 

89/03/10 

50-341 

8903220291 

8903220284 

89/03/15 

50-445 

A 

8903230356 

8903230354 

89/03/08 

50-313 

8903220292 

8903220278 

89/03/21 

WASTE MGT 


8903230357 

8903230354 

89/03/08 

50-313 

8903220300 

8903220296 

89/03/09 

50-482 

P 

8903230360 

8903230358 

89/03/10 

50-320 

8903220312 

8903220306 

89/03/07 

70-143 


8903230369 

8903230366 

89/03/14 

50-423 

8903220321 

8903220316 

89/03/15 

50-206 

P 

8903230370 

8903230366 

89/03/14 

50-423 

8903220323 

8903220316 

89/03/15 

50-206 

P 

8903230386 

8903230384 

89/03/15 

50-277 

8903220346 

8903220345 

89/03/09 

50-458 

Q 

8903230390 

8903230380 

89/03/20 

XPORTLIC 

8903220352 

8903220351 

89/03/20 

FOIA 


8903230391 

8903230384 

89/03/15 

50-277 

8903220360 

8903220127 

89/02/27 

40-8902 


8903230395 

8903230388 

89/03/15 

50-440 

8903220361 

8903220356 

89/03/21 

WASTE MGT 


8903230396 

8903230380 

89/03/20 

XPORTLIC 

8903220372 

8903220363 

89/03/15 

50-498 

R 

8903230397 

8903230392 

89/03/18 

WASTE MGT 

8903220375 

8903220363 

89/03/15 

50-498 

R 

8903230407 

8903230402 

89/03/15 

50-440 

8903220376 

8903220371 

89/03/10 

TOPREP 


8903230416 

8903230412 

89/03/13 

50-327 

8903220377 

8903220370 

89/03/17 

FOIA 


8903230417 

8903230414 

89/03/13 

50-482 

8903220425 

8903220423 

89/03/14 

50-54 

P 

8903230419 

8903230415 

89/03/17 

50-220 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 369 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

PRINCIPAL 

DATE 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

8903230420 

8903230412 

89/03/13 

50-327 P 

8903270189 

8903270187 

89/03/1 7 

8903230423 

8903230421 

89/03/09 

50-285 F 

8903270212 

8903270205 

89/03/16 

8903230428 

8903230424 

89/03/20 

WASTE MGT 

8903270220 

8903270217 

89/03/20 

8903230436 

8903230432 

89/03/16 

50-244 P 

8903270223 

8903270217 

89/03/20 

8903230441 

8903230438 

89/03/16 

50-369 P 

8903270231 

8903270228 

89/03/02 

8903230442 

8903290270 

89/03/15 

50-369 Q 

8903270265 

8903270261 

89/03/22 

8903230444 

8903230405 

89/03/21 

FOIA 

8903270297 

8903270294 

89/03/23 

8903230449 

8903230440 

89/03/13 

CONTRACT 

8903270303 

8903270299 

89/03/13 

8903230453 

8903230405 

89/03/21 

FOIA 

8903270312 

8903270309 

89/03/23 

8903230458 

8903230455 

88/11/08 

CONTRACT 

8903270314 

8903270313 

89/03/06 

8903230459 

8903230448 

89/03/15 

50-289 P 

8903270317 

8903270313 

89/03/06 

8903230462 

8903230454 

89/03/06 

50-400 Q 

8903270319 

8903270316 

89/03/15 

8903230499 

8903230498 

89/03/13 

50-440 P 

8903270323 

8903270315 

89/03/13 

8903240002 

8903240001 

89/03/15 

50-341 P 

8903270331 

8903270325 

89/03/16 

8903240017 

8903240012 

89/03/08 

50-348 Q 

8903270335 

8903270326 

89/03/10 

8903240018 

8903240015 

89/03/20 

71-9105 

8903270347 

8903270344 

89/03/15 

8903240026 

8903240023 

89/03/17 

50-445 A 

8903270350 

8903270334 

89/03/17 

8903240029 

8903240021 

89/03/15 

50-327 P 

8903270364 

8903270357 

89/03/16 

8903240030 

8903240023 

89/03/17 

50-445 A 

8903270365 

8903270361 

89/03/09 

8903240034 

8903240025 

89/03/17 

71-671 

8903270366 

8903270361 

89/03/09 

8903240040 

8903240037 

89/03/17 

50-321 P 

8903270369 

8903270357 

89/03/16 

8903240044 

8903240038 

89/03/13 

50-327 P 

8903270370 

8903270368 

89/03/20 

8903240050 

8903240048 

89/03/10 

50-341 P 

8903270374 

8903270372 

89/03/21 

8903240065 

8903240064 

89/03/20 

50-206 P 

8903270380 

8903270376 

89/03/23 

8903240078 

8903240074 

89/03/15 

50-369 P 

8903270388 

8903270386 

89/03/07 

8903240083 

8903240076 

89/03/03 

50-261 Q 

8903270389 

8903270387 

89/03/03 

8903240085 

8903240068 

89/03/17 

50-206 P 

8903270394 

8903270393 

89/03/03 

8903240086 

8903240084 

89/03/14 

50-244 P 

8903270395 

8903270392 

89/03/24 

8903240092 

8903240087 

89/03/17 

50-331 P 

8903270396 

8903270393 

89/03/03 

8903240097 

8903240091 

88/12/30 

50-313 F 

8903270398 

8903270397 

89/03/23 

89032401 1 1 

8903240109 

89/03/03 

40-8027 

8903270399 

8903270397 

89/03/23 

8903240122 

8903240115 

89/03/10 

50-151 V 

8903270400 

8903270397 

89/03/23 

8903240123 

8903240120 

89/03/07 

50-395 Q 

8903270402 

8903270397 

89/03/23 

8903240127 

8903240120 

89/03/07 

50-395 Q 

8903270404 

8903270403 

89/03/22 

8903240138 

8903240132 

89/03/01 

50-317 F 

8903270407 

8903270406 

89/01/13 

8903240147 

8903240143 

89/03/13 

50-315 Q 

8903270409 

8903270408 

89/02/21 

8903240149 

8903240143 

89/03/13 

50-315 Q 

8903270417 

8903270416 

89/03/10 

8903240153 

8903240150 

89/03/07 

50-261 O 

8903270419 

8903270418 

89/03/03 

8903240154 

8903240150 

89/03/07 

50-261 Q 

8903270421 

8903270420 

89/03/10 

8903240162 

8903240159 

89/03/10 

50-295 Q 

8903280004 

8903280003 

89/03/03 

8903240166 

8903240159 

89/03/10 

50-295 Q 

890328001 1 

8903280010 

89/03/22 

8903240167 

8903240165 

89/03/13 

71-5805 

8903280016 

8903270356 

89/03/13 

8903240180 

8903240175 

89/03/13 

70-1113 

8903280018 

8903280014 

89/03/22 

8903240191 

8903240188 

89/03/23 

WASTE MGT 

8903280020 

8903280014 

89/03/22 

8903240199 

8903240194 

89/03/23 

WASTE MGT 

8903280026 

8903280023 

89/03/20 

8903240203 

8903240198 

89/03/08 

50-390 A 

8903280029 

8903280023 

89/03/20 

8903240230 

8903240229 

89/03/01 

50-295 Q 

8903280031 

8903280024 

89/03/22 

8903240242 

8903240238 

89/03/03 

50-413 Q 

8903280032 

8903280023 

89/03/20 

8903240244 

8903240238 

89/03/03 

50-413 Q 

8903280035 

8903280024 

89/03/22 

8903240251 

8903240247 

89/03/15 

50-424 R 

8903280060 

8903280058 

89/03/21 

8903240276 

8903240272 

89/03/03 

50-335 Q 

8903280068 

8903280064 

89/03/22 

8903240279 

8903240272 

89/03/03 

50-335 Q 

8903280082 

8903280079 

89/03/20 

8903240280 

8903240275 

89/03/15 

50-396 P 

8903280115 

8903280101 

89/03/16 

8903240281 

8903240275 

89/03/15 

50-396 P 

8903280125 

8903280120 

89/03/22 

8903240297 

8903240293 

89/03/13 

50-423 Q 

8903280130 

8903280120 

89/03/22 

8903240298 

8903240295 

89/03/15 

50-263 Q 

8903280132 

8903280128 

89/03/23 

8903240301 

8903240295 

89/03/15 

50-263 Q 

8903280134 

8903280120 

89/03/22 

8903240302 

8903240299 

89/03/13 

50-410 Q 

8903280136 

8903280106 

89/03/21 

8903240303 

8903240300 

89/03/09 

50-302 Q 

8903280159 

8903280154 

89/03/20 

8903240305 

8903240304 

89/03/15 

50-263 Q 

8903280169 

8903280167 

89/03/17 

8903240310 

8903240308 

89/03/15 

50-346 Q 

8903280172 

8903280171 

89/03/23 

8903240313 

8903240312 

89/03/15 

50-456 Q 

8903280186 

8903280184 

89/03/21 

8903240315 

8903240312 

89/03/15 

50-456 Q 

8903280196 

8903280188 

89/03/09 

8903240316 

8903240314 

89/03/21 

WASTE MGT 

8903280222 

8903280217 

89/03/23 

8903240318 

8903240314 

89/03/21 

WASTE MGT 

8903280231 

8903280229 

89/03/21 

8903240322 

8903240314 

89/03/21 

WASTE MGT 

8903280235 

8903280227 

89/03/07 

8903240328 

8903240326 

89/03/06 

50-261 Q 

8903280241 

8903220514 

89/03/09 

8903240330 

8903240325 

89/03/17 

50-498 P 

8903280253 

8903280252 

89/03/22 

8903240333 

8903240325 

89/03/17 

50-498 P 

8903280257 

8903280256 

89/03/20 

8903240334 

8903240314 

89/03/21 

WASTE MGT 

8903280289 

8903280278 

89/03/22 

8903240337 

8903240314 

89/03/21 

WASTE MGT 

8903280337 

8903280330 

89/03/21 

8903240344 

8903240343 

89/03/07 

50-250 P 

8903280342 

8903210300 

89/03/15 

8903270005 

8903270002 

89/03/15 

50-275 P 

8903280344 

8903280341 

89/03/ 1 5 

8903270015 

8903270010 

89/03/16 

50-416 P 

8903290010 

8903290008 

89/03/15 

8903270016 

8903270010 

89/03/16 

50-416 P 

8903290138 

8903290131 

89/03/20 

8903270047 

8903270045 

89/03/17 

50-470 A 

8903290154 

8903290131 

89/03/20 

8903270053 

8903270049 

89/03/16 

50-425 J 

8903290206 

8903290189 

89/03/10 

8903270060 

8903270058 

89/02/07 

ORG 

8903290219 

8903290213 

89/03/16 

8903270064 

8903270058 

89/02/07 

ORG 

8903290222 

8903290216 

89/03/21 

8903270067 

8903270058 

89/02/07 

ORG 

8903290226 

8903290213 

89/03/16 

8903270071 

8903270069 

89/03/13 

50-482 R 

8903290227 

8903290216 

89/03/21 

8903270072 

8903270066 

89/03/21 

50-315 S 

8903290230 

8903290213 

89/03/16 

8903270075 

8903270066 

89/03/21 

50-315 S 

8903290234 

8903290216 

89/03/21 

8903270148 

8903270146 

89/03/08 

50-275 Q 

8903290241 

8903290216 

89/03/21 

8903270166 

89032701 62 

89/03/20 

50-206 P 

8903290244 

8903290216 

89/03/21 

89032701 67 

8903270162 

89/03/20 

50-206 P 

8903290251 

8903290216 

89/03/21 

8903270171 

8903270170 

89/03/21 

50-382 P 

8903290254 

8903290216 

89/03/21 


SUBJECT 

CATEGORY 

50-261 Q 

TOPREP 
50-324 P 

50-324 P 

50-373 Q 

50-305 Q 

FOIA 

50-213 P 

50-324 J 

50-482 P 

50-482 P 

CONTRACT 
71-87 

50-400 Q 

TOPREP 
50-250 Q 

50-456 Q 

XPORTLIC 
50-395 Q 

50-395 Q 

XPORTLIC 
50-440 Q 

50-373 Q 

WASTE MGT 
CONTRACT 
CONTRACT 
50-400 Q 

WASTE MGT 
50-400 Q 

50-261 Y 

50-261 Y 

50-261 Y 

50-261 Y 

CONTRACT 
50-458 F 

CONTRACT 
CONTRACT 
CONTRACT 
50-348 Q 

CONTRACT 
50-458 V 

50-247 F 

50-298 V 

50-298 V 

50-387 P 

50-387 P 

50-346 Q 

50-387 P 

50-346 Q 

50-443 P 

50-321 H 

50-369 F 

50-219 Q 

50-305 I 

50-305 I 

50-322 P 

50-305 I 

50-29 P 

50-395 R 

50-266 P 

50-344 Q 

50-331 Q 

WASTE MGT 
50-323 Q 

50-483 Q 

CONTRACT 
50-237 P 

50-352 P 

50-267 Q 

50-254 V 

50-247 P 

50-259 P 

50-369 R 

50-413 R 

50-271 G 

50-271 G 

50-271 G 

50-271 G 

50-443 T 

50-271 G 

50-443 T 

50-271 G 

50-443 T 

50-443 T 

50-443 T 

50-443 T 

50-443 T 
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DATE 

SUBJECT 

ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 
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DOCUMENT 

ISSUED 

CATEGORY 

8903290292 

8903290289 

89/03/24 

FOIA 

8903300256 

8903270309 

89/03/23 

50-400 P 

8903290312 

8903290307 

89/03/27 

50-440 P 

8904050128 

8903150347 

89/03/07 

50-150 P 

8903290440 

8903230232 

89/03/16 

50-324 P 

8904050132 

8903150347 

89/03/07 

50-150 P 

8903300050 

8903300002 

89/02/28 

PR 

8904060001 

8903200431 

89/02/28 

50-282 R 

8903300061 

8903060117 

89/01/25 

40-8768 

8904060003 

8903200431 

89/02/28 

50-282 R 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3. Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A. P or W, depending on the phase of the licensing process. 
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Safety Evaluation Report (SbR) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

L FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters 

5. Certificates of service to the FSAR 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1 . Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

This category includes periodic reports of a routine nature. 

». Monthly, semiannual or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

Tills category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and non compliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items 
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U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodics/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs. Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 

Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. r 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

This ct'w contains item, -elated to the onait. a, cage of low-level t,di„,c,i,e .aatas genetated onalte. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

^ “ NMSS license and /° r a docket-72 number. For installations on a 
reactor site, the associated Docket-50 number will also be identified. 

1 li ? enSeS ’ ame " dments ^ Proposed amendments to possess power reactor spent 

mater ?, aSSOdated with stora 6 e in an independent spent fuel *** 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 

2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

10CFR - Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of 10CFR Part c ), 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this categoi) 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 

ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reacuu Safeguards. The documents in this category are; 

1 . Charters of each advisory committee. 

2 Verbatim transcripts oi committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5 . Committee related correspondence . 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see 10CFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 
provisions ol the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial granting of an 1 : * »IA request. 

3. Records or portions of record 1 * released in response to specific requests made under FOIA. 
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GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 

I&E - Inspection and Enforcement 

This category contains bulletins, ciiculars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs).’ 

1. I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. l&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly aftet an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 

MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
arc accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2 . Correspondence from industry, government and mteiested members of the public commenting 
on reports or requesting clarification oi interpretation. 

Internal NRC meinorandj summarizing meetings or discussions pertaining to the content of 

the reports. { 

r 
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ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g , EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
, of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1 . Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the 10CFR category. 

PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR, 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and -elated material pertaining to the antitrust review. 
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Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution . 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 


staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, includ. * dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM — Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include : 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY — Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG — State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies: and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations: i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that in not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are writren by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRCs interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for bnrjj of defense wastes. 

4. NRC draft staff guides for developing -ositions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, ai .d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic progress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be resolved. 


XPORTLIC - Export and Import licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. license applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Co. irnission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissione,- 
consideration or information, see 10CFR category. 
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